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PREFACE 


The  following  pages  are  primarily  intended  to  form  a  text-book 
suitable  for  a  student  who  is  already  familiar  with  the  very 
elements  of  the  subject.  Nevertheless  it  is  hoped  that  the  refer- 
ences to  the  most  elementary  parts  of  the  subject  are  sufficiently 
full  to  prevent  the  necessity  of  the  reader  having  to  refer  to  any 
other  book.  It  has  been  the  aim  throughout  to  make  the  de- 
monstrations of  the  various  propositions  considered  as  elementary 
as  possible.  Thus  a  knowledge  of  the  elements  of  algebra  and 
Euclid  and  of  the  meaning  of  the  trigonometrical  ratios  is  all  that 
is  assumed.  Those  sections  which,  on  account  of  their  difficulty 
or  less  importance  as  far  as  the  sequence  of  the  subject-matter 
is  concerned,  may  well  be  omitted  on  a  first  reading,  have  been 
marked  with  an  asterisk. 

The  settling  of  the  order  in  which  the  various  branches  should 
be  studied  is  a  matter  of  some  difficulty.  Thus  the  strictly  logical 
order,  or  at  any  rate  the  order  which  is  most  suitable  from  the 
standpoint  of  the  nature  of  the  phenomena  dealt  with,  is  often 
unsuitable  in  an  elementary  text- book.  In  such  a  work  it  is  of 
the  utmost  importance  that  very  little,  if  anything,  should  be 
taken  for  granted  on  account  of  the  proof  being  postponed.  The 
necessity  for  adopting  an  arrangement  in  which  everything  taken 
for  granted  in  any  section  has  been  proved  in  the  preceding 
sections,  has  been  forced  on  me  during  my  teaching  work,  at  any 
rate  for  Elementary  students.  Thus  in  the  following  pages,  in 
deciding  on  the  order  in  which  the  subjects  are  dealt  with,  the 
question  of  the  most  convenient  sequence  from  the  point  of 
exposition  has  been  considered  of  paramount  importance. 
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vi  Preface 

As  no  text-book  can  take  the  place  of  experimentally  illus- 
trated lectures  and  of  practical  work  in  the  laboratory,  no  attempt 
has  been  made  to  describe  experimental  illustrations. of  the  various 
phenomena.  For  the  same  reason  the  figures  are  entirely  dia- 
grammatic in  character,  and  are  not  intended  as  pictures  of 
apparatus,  &c  ;  the  object  of  the  figures  being  to  elucidate  the 
text  and  not  to  take  the  place  of  the  actual  apparatus.  In  the 
preparation  of  the  cuts  I  have  received  great  assistance  from 
Miss  M.  Reeks,  who  has  taken  great  pains  with  the  drawings,  and 
in  many  cases  has  succeeded  in  making  a  clear  and  instructive 
diagram  from  very  sketchy  materials. 

In  conclusion  I  have  to  thank  my  colleague,  Mr.  S.  W.  J. 
Smith,  M.A ,  for  kindly  looking  through  the  section  dealing  with 
electrolysis,  and  for  many  valuable  suggestions. 
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BOOK  I 

MEOHANIOS  AND  PROPERTIES  OP  MATTER 

PART    I— INTRODUCTORY 

CHAPTER  I 
MATTER  AND  ENERGY 

L  Provinee  of  Physics. — As  a  result  of  the  observations  and 
experiments  made  during  many  generations  we  are  led  to  make  certain 
assumptions  or  axioms  which  state  that  the  physical  universe  has  an 
objective  existence,  and  that  we  are  made  acquainted  with  it  solely  by 
means  of  our  senses.  If  further  we  give  the  name  tAm£'  to  that  with  the 
objective  existence  of  which  we  are  acquainted  by  our  senses,  then  it 
follows  that  in  the  physical  universe  there  are  only  two  classes  of  things  ; 
to  these  the  names  Matter  and  Energy  are  given.  Time  and  space^  and 
many  other  quantities,  such  as  Number,  Velocity,  Position^Temperature, 
&C.,  are  not  things.  ~ 

It  will  probably  be  allowed  at  once  that  every  form  of  matter,  ue.  a 
stone,  a  drop  of  water,  the  air,  &c.,  has  objective  existence ;  the  most 
powerful  argument  in  favour  of  this  belief  being  the  fact  that  all  experi- 
ments have  shown  that  under  no  circumstance  whatever  can  we  alter  the 
quantity  of  matter.  This  result  of  experience,  which  is  a  fundamental 
assumption  in  all  quantitative  chemical  experiments,  is  generally  referred 
to  as  the  Cqnservaiian  of  Matter, 

The  statement  that  energy  has  an  objective  existence  is,  however,  one 
which  is  not  so  readily  accepted  :  in  fact  its  acceptance  by  scientific  men 
only  dates  back  a  comparatively  short  time.  Experiments,  with  which 
we  shall  deal  later  on,  have  however  shown  that  energy,  like  matter,  is 
indestructible  and  uncreatable  by  man.  The  objective  existence  is,  as 
Professor  Tait  has  pointed  out,  virtually  admitted  in  a  curious  way  by  its 
being  advertised  for  sale,  it  being  quite  common  in  manufacturing  centres 
to  see  the  notice  "  Spare  Power  to  Let."    Again,  water  under  a  great 
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pressure  is  supplied  for  the  purpose  of  working  hydraulic  lifts,  &c,  and 
since  the  price  paid  for  a  given  quantity  of  water  is  in  these  circum- 
stances much  higher  than  that  for  which  the  same  quantity  of  water 
would  be  obtained  at  such  pressures  as  are  found  in  the  ordinary  supply 
mains,  we  infer  that  the  purchaser  thinks  he  is  buying  some  "thing" 
besides  the  matter  of  which  the  water  is  composed. 

From  the  foregoing  considerations  we  are  led  to  define  Physics  in  its 
most  general  aspect  as  a  discussion  of  the  properties  of  matter  and 
energy.  It  is,  however,  usual  to  restrict  somewhat  th*  definition  so  as  to 
exclude  the  discussion  of  those  properties  of  matter  which  depend  simply 
on  the  nature  of  the  different  forms  of  matter  (Chemistry),  as  also  the  pro- 
perties of  matter  and  energy  as  related  to  living  things  (Biology).  The 
line  of  demarcation  separating  Physics  and  Chemistry  has  never  been 
very  clear,  and  of  late  years  has  practically  vanished. 

2.  Matter. — Of  the  numerous  definitions  of  matter  which  have  from 
time  to  tune  been  given,  we  may  at  present  adopt  the  following  :  Matter 
is  that  which  can  occupy  space.  This  definition  docs  not  attempt  to^ 
state  what  matter  /j,  it  only  gives  us  a  working  definition,  which  in  the 
presenFstate  ot  our  knowledge  as  to  the  ultimate  structure  of  matter  is 
all  that  can  be  done. 

We  may  speak  of  a  limited  portion  of  matter  as  a  body,  and  of  matter 
of  a  certain  definite  kind  as  a  substance..  Thus  water,  sugar,  air,  lead, 
are  all  matter,  since  they  all  occupy  space  or  have  dimensions.  Since  \ 
each  of  these  things  is  a  special  kind  of  matter  possessing  distinct  \ 
properties,  they  each  form  a  distinct  substance.  A  drop  of  water,  a  I 
lump  of  sugar,  the  air  enclosed  in  a  given  vessel,  is  each  an  example  of/ 
a  body. 

8.  Energy*— £nci^  may  be  defined  as  the  capacity  of  doing  work, 
where  by  work  we  mean  the  act  of  producing  a  change  of  the  state  of 
matter  against  a  resistance  which  opposes  any  such  change.  The  real 
meaning  of  this  definition  will  be  made  clearer  when  we  come  to  con- 
sider the  various  forms  in  which  energy  can  exist 

4.  General  Maxim  of  Physieal  Science.— There  is  a  maxim  to 
the  effect  that  the  same  cause  will  always  produce -the  same  effects, 
which  is  at  the  foundation  of  all  our  investigations  in  Physical  Science. 
Since  no  event  ever  happens  more  than  once,  it  is  evident  that  the  causes 
and  effects  spoken  of  above  cannot  be  the  same  in  all  respects.    What  is 
meant  is  that  if  the  causes  only  differ  as  regards  the  absolute  time  and 
place  at  which  the  event  we  are  considering  occurs,  so  the  effects  will 
also  only  differ  as  regards  the  absolute  time  and  place.    In  order  to  meet 
this  defect  in  the  maxim.   Maxwell  has  proposed  to  substitute    the 
following:  "The  difference  between  one  event  and  another  does  not\ 
depend  on  the  mere  difference  of  the  times  or  the  places  at  which  they  \ 
occur,  but  only  on  differences  in  the  nature,  configuration,  or  motion  of  J 
the  bodies  concerned.  ^ 
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It  follows  that  if  a  certain  event  has  happened  under  a  certain  definite 
set  of  conditions,  then  if  at  any  time  exactly  the  same  conditions  again 
arise,  a  similar  event  must  necessarily  follow. 

The  belief  in  the  truth  of  this  maxim  is  at  the  foundation  of  all  experi- 
ments, for  an  experiment  is  simply  the  artificial  arrangement  of  certain 
causes,  so  that  we  may  determine  bow,  when  one  or  more  of  the  causes 
is  inoperative,  the  event  differs  from  that  observed  when  all  the  causes 
ordinarily  present  are  effective.  If,  then,  by  experiment  we  find  that 
certain  causes  are  allied  to  certain  effects,  we^leel  sure  that  the  same 
causes  and  the  same  effects  will  always  be  allied  ;  while  if  in  any 
experiment  the  effect  observed  varies  when  we  keep  constant  all  the 
causes  that,  as  far  as  we  know,  are  operative,  then  we  may  at  once 
assume  that  there  is  some  other  cause  besides  those  we  have  taken  into 
account  which  is  varying  and  causing  the  variation  in  the  effects ;  and 
It  is  by  investigating  such  causes  that  our  knowledge  of  nature  is  gradu- 
ally extended. 
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CHAPTER   II 
PHYSICAL  QUANTITIES  AND  MEASUREMENTS 

5.  Physleal  Magnitudes. — Although  in  some  cases  we  may  not  be 
able  to  measure  it  with  any  great  accuracy,  every  physical  quantity  has 
a  certain  definite  magnitude.  Whatever  the  nature  of  the  physical  quan- 
tity may  be,  we  employ  to  measure  its  magnitude  a  certain  fixed  amount 
of  thejflzat  kind  of  physical  quantity,  which  we  call  tha  unit  of  that  par- 
ticular quantity.  The^iven  quantity  is  then  said  to  be  equal  to  so  many 
times  the  unit. 

Thus,  in  order  to  measure  the  magnitude  of  a  given  length,  we  take 
as  our  unit  some  standard  length,  say  the  yard,  and  then  find  how  many 
times  this  length  will  go  into  the  given  length.  Say  it  goes  x  times, 
where  x  may  be  a  whole  number  or  a  proper  or  improper  fraction,  then 
the  given  length  is  said  to  be  x  yards.  We  see,  therefore,  that  the  com- 
plete statement  of  the  result  of  a  measurement  of  a  physical  quantity 
consists  of  two  parts  ;  first,  a  pure_nujTiber^  called  thejuuBCjic,  which 
states  the  number  of  times  the  unit  is  contained jn  the  given  quantity  ; 
and,  second,  the  name  of  the  unit  which  has  been  employed.  Every 
statement  x)f  the  magnitude  of  a  physical  quantity  must  consist  of  these 
two  parts,  or  it  will  be  ambiguous.  Thus  if  we  were  to  say  that  a  certain 
length  was  three,  it  would  be  uncertain  whether  we  meant  three  inches, 
or  three  feet,  or  three  miles,  &c 

6.  Units. — Since  the  magnitude  of  every  physical  quantity  has  to  be 
measured  in  terms  of  a  unit  of  its  own  kind,  it  follows  that  there  will 
be  as  many  units  as  there  are  different  kinds  of  physical  quantities  to 
be  measured. 

As  great  inconvenience  would  be  caused  if  different  people  used  in 
their  measurements  different  units,  the  magnitude  of  the  unit  has  in 
most  cases,  either  by  usage  or  by  law,  been  agreed  upon.  Such  a  unit 
is  generally  called  a  standard  unit. 

7.  Fundamental  and  Derived  Units.— The  magnitude  of  the  unit 
chosen  in  every  case  may,  if  we  like,  be  quite  arbitrary,  and  in  fact 
until  a  comparatively  recent  time  this  was  so.  The  advances  of  physical 
science  have,  however,  shown  that  there  are  certain  relations  which  exist 
between  different  kinds  of  physical  magnitudes,  and  that  by  selecting 
the  units  in  a  certain  number  of  cases  it  is  possible,  by  making  use  of 
these  relations,  to  fix  the  magnitude  of  the  units  for  the  rest  of  the 
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physical  quantities.  The  units  which  are  thus  chosen  as  the  basis  for 
our  system  of  units  are  c?^^^  fundamental  units ^  while  those  units,  for 
the  determination  of  the  magnitude  of  which  we  make  use  of  the  rela- 
tions which  exist  between  the  physical  quantity  in  question  and  the 
fundamental  units,  are  called  derived  units. 

The  physical  quantities  which  are  most  commonly  employed  as  funda- 
mental  units  are  those  of  length,  mass,  and  time,  although  energy  or 
force  is  sometimes  employed  as  a  fundamental  unit  in  place  of  mass. 
In  either  case  it  is  found  that,  with  a  few  exceptions  which  are  probably 
caused  by  our  ignorance  of  the  true  nature  of  the  phenomena  considered, 
and  which  will  be  referred  to  later,  it  is  possible  to  fix  the  magnitude  of 
the  unit  to  be  employed  in  the  case  of  all  other  physical  quantities  when 
we  have  fixed  the  value  of  these  three  fundamental  units. 

As  examples  of  fundamental  units  we  may  take  the  yard,  which  is 
one  of  the  British  standard  units  of  length,  or  the  second,  which  is  the 
unit  of  time.  The  gallon  and  pint,  which  are  used  as  units  of  volume, 
have  no  connection  with  the  unit  of  length.  Hj^however,  we  take  as  our 
jwiitthe  volumcDf  a  cube,  of  which  each  edge  is  of  unit  length,  then  there 
is  a  direct  connection  between  the  unitjiLxoliime,  which  is  in  this  case  a 
derived  unit,  and  the  unit  of  length,  a  fundamental  unit.  Again,  the  velo- 
city with  which  light  traverses  interstellar  space  is  sometimes  taken  as 
the  unit  of  velocity ;  this  unit  has  no  direct  connection  with  the  units  of 
length  and  time.  If  the  unit  velocity,  however,  is  defined  as  such  that 
a  body  travelling  with  this  velocity  passes  over  the  unit  of  length  in  the 
unit  of  time,  then  we  have  a  direct  connection  between  these  three  units, 
so  that  being  given  the  magnitude  of  the  two  fundamental  units  of  time 
and  of  length,  we  can  at  once  say  what  is  the  unit  of  velocity. 

8.  Absolute  Systems  of  Units.— A  system  of  units  in  which  certain 
units  ar€  chosen  as  fundamental,  and  all  the  others  are  derivea  units  con- 
nected with  these  by  fixed  physical  relations,  is  called  an  absolute  system; 
measurements  made  in  terms  of  these  units  being  said  to  be  in  absolute 
units.  The  word  absolute  is  sometimes  used  in  a  slightly  different  sense, 
i.e,  as  an  antithesis  to  relative.  For  example,  if  a  velocity  is  measured 
by  comparing  it  with  some  known  velocity,  we  are  said  to  make  a  relative 
measurement.  If,  however,  the  velocity  is  measured  by  determining  the 
length  passed  over  by  the  body  in  the  unit  of  time — />.  if  the  quantities 
we  actually  measure  are  the  fundamental  quantities,  length  and  time — 
we  are  said  to  make  an  absolme  jneasurement.  It  must  be  carefully 
borne  in  mind  that  the  word  absolute  TTas"  here  no  reference  whatever  to 
the  accuracy  or  inaccuracy  of  the  observations. 

The  term  "absolute  system  of  units"  wa^  first  introduced  by  Gauss 
in  1832,  in  connection  with  his  measurements  of  the  strength  of  the  earth's 
magnetic  field  at  G5ttingen.  Instead  of  measuring,  as  had  been  done 
up  to  that  date,  this  quantity  in  terms  of  the  strength  of  the  earth's  field 
at  some  fixed  place  (such  as  London)  taken  as  the  unit,  Gauss  expressed 
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it  in  terms  of  the  units  of  length,  mass,  and  time,  and  thus  the  value  of 
the  unit  did  not  change  as  the  strength  of  the  earth's  field  changed  at 
the  standard  place,  as  was  the  case  before. 

There  are  several  absolute  systems  of  units  possible  according  (i) 
to  what  we  take  as  the  fundamental  units,  (2)  to  the  magnitude  we 
adopt  for  the  fundamental  units  chosen,  (3)  to  the  physical  relation  we 
employ  for  obtaining  the  derived  units  from  the  fundamental  units.  Thus 
we  may  take  as  our  fundamental  units  those  of  length,  mass,  and  time, 
or  of  !en|[th,  force,  and  time,  or  of  length,  energy,  and  time,  or  length, 
mass,  and  forced  "Xc.  &c.  Again,  we  may  take  as  our  unit  of  length  the 
yard,  the  inch,  the  mile,  or  the  metre.  Finally,  we  might  define  the  unit 
of  volume  as  the  volume  of  a  cube,  each  edge  of  which  is  of  unit  length, 
or  as  the  volume  of  the  sphere  whose  radius  is  of  unit  length. 

With  the  exception  of  the  electrical  units,  it  is  with  reference  to  the 
first  two  of  these  three  possible  modes  of  variation  that  all  practical 
absolute  systems  differ  amongst  themselves.     By  far  the  most  usual  \ 
system  in  all  physical  investigations  is  that  in  which  the  fundamenjal  \ 
units  are  those  of  length,  mass,  and  time,  and  in  which  the  unit  of  length  j 
is  the  centimetre,  the  unit  of  mass  the  gram,  and  the  unit  of  time  the/ 
second.    This  system  is  referred  to  as  the  c,f^,s,  (centimetre,  gram,  second/ 
system.    This  is  the  system  that  will  be  almost  exclusively  used  in  this 
volume,  though  occasionally,  where  there  are  other  units  in  common  use, 
they  will  be  referred  to,  in  order  to  familiarise  the  reader  with  the  actual 
magnitude  of  the  c,g.s,  units. 

An  absolute  system,  which  till  quite  lately  was  employed  in  all 
English  Observatories,  and  is  in  fact  still  employed  in  some,  is  that  in 
which  the  unit  of  length  is  the  foot,  the  unit  of  mass  the  grain,  and  the 
unit  of  time  the  second.  Again,  the  foot,  the  pound,  and  the  second  are 
sometimes  (chiefly,  let  it  be  said,  in  text-books  on  mechanics,  and  in 
examination  papers)  used  as  the  fundamental  units. 

A  more  important  system  of  absolute  units  is  that  in  which  the  funda- 
mental units  are  those  of  lengthy  force,  and  time,  for  this  system,  which 
will  be  referred  to  later  as  the  gravitational  system,  is  almost  exclusively 
used  by  engineers  {at any  rate  in  /JuicouhTry), 

Finally,  there  is  the  system,  supported  by  Ostwald,  in  which  the  funda- 
mental units  are  those  of  length,  energy,  and  time. 

9.  Dimensions  of  Derived  Units.  — The  relation  by  means  of 
which  we  derive  the  magnitude  of  the  unit  of  any  quantity,  in  terms  of 
the  fundamental  units,  is  indicated  by  what  is  called  the  dimensions  of  the 
unit  in  question.  The  easiest  way  to  see  how  this  is  done  will  be  to  con- 
sider some  simple  examples. 

As  has  been  stated  in  §  5,  the  record  of  any  quantity,  say  a  length, 
must  consist  of  two  parts,  a  pure  number  and  a  term  giving  the  name 
of  the  unit  employed.  Thus  we  may  indicate  any  length  by  the  s>'mbol 
l\l\  where  /  represents  the  numerical  part  of  the  expression,  />.  the 


Digitized  by 


Google 


§  lo]  Dimensions  7 

number  of  times  the  unit  is  contained  in  the  given  length,  and  \L\  ia 

used  as  a  symbol  to  represent  thf.  luxit  of  length  employed.     In  the  same 

way  [Af]  and  [  7^]  represent  the  units  of  mass  and  time  respectively.    The 

unit  of  area  could  be  indicated  by  the  symbol  [A\    If,  however,  we  use  an 

absolute  system  in  which  the  relation  between  the  unit  of  area  and  that 

of  length  is  that  the  unit  of  area  is  the  area  of  a  square  of  which  the 

sides  are  each  of  unit  length,  then  we  may  write  the  symbol  for  this  unit 

[Z^./.]  or  [/,'],  since  the  area  of  a  square  is  numerically  equal  to  the  square 

of  the  length  of  one  of  the  sides.     It  is  evident  that  if  the  unit  of  length 

be  increased  from  [Z,]  to  [Z+A'],  then  the  unit  of  area  will  be. increased 

from  [Z.^  to  [{L-^-UY],    Hence  we  may  say  that  the  statement  that  the 

unit  of  area  can  be  represented  by  [Z.*]  at  once  tells  us  how  a  change  in 

the  fundamental  unit  of  length  affects  the  derived  unit  of  area.    Since 

the  unit  of  area  would  not  change  if  the  units  of  mass  and  time  were 

changed,  the  relation  between  the  unit  of  area  and  these  units  may  be 

represented  by  [Af*]  and  [7'°].    Hence,  collecting  these  three  symbolical 

statements  into  one,  we  may  say  that  the  unit  of  area  [W ]=[/.']  [^/*]  [T^l 

or  [A]^\1J.M^,T^.\  which  is  interpreted  as  meaning  that  in  the  absolute 

system  we  are  using,  the  unit  of  area  varies  as  the  second  power,  or  as  j 

the  square,  of  the  unit  of  length,  but  does  not  vary  with  the  units  of  mass.        1 

and  time.    We  therefore  say  that  the  dimensions  of  the  unit  of  area  withlM*^  v    ^ 

reference  to  length,  mass,  and  time  are  2,  o,  o,  or  more  fully,  so  as  to.    .       ^v, 

leave  no  doubt  as  to  the  order  in  which  we  are  referring  to  the  units,    '^  *    » 

[L\M^.T^.\     It  will  be  at  once  evident  that  the  dimension  of  the  unit  of 

volume  are  [L\Af\T\\ 

To  take  another  example,  consider  the  unit  of  velocity,  which  in  our 
absolute  system  is  defined  as  such  that  unit  space  is  passed  over  in  unit 
time.  If  we  double  the  unit  of  length,  keeping  the  unit  of  time  constant,^ 
we  shall  evidently  require  the  body  to  move  over  twice  the  distance  in 
the  unit  of  time,  />.  we  shall  double  the  unit  of  velocity  ;  therefore  the 
unit  of  velocity  [K]  has  the  dimensions  i  with  reference  to  the  unit  of 
length.  Again,  if  we  double  the  unit  of  time,  we  allow  the  body  twice  as 
long  to  cover  the  unit  of  length,  supposed  to  remain  constant,  and  there- 
fore we  halve  the  unit  of  velocity.  Hence  the  dimensions  of  velocity  with 
reference  to  time  are  —  i.    This  is  an  abbreviation  for 


M  -  t^-'i- 


As  the  unit  of  velocity  does  not  depend  on  the  unit  of  mass,  its  dimen- 
sions must  therefore  be  [L\M'*,T"^.\ 

10.  Dimensional  Equations.— Equations  such  as 

[Al^lLKM^T^.I  ot[V]^[L\M\T-\\ 

which  tell  us  the  relation  between  the  derived  unit  and  the  fundamental 
units  of  a  system,  are  called  dimensional  equations.    They  are  of  utility  in 
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two  ways — (i)  as  affording  a  means  by  which  we  can  convert  the  magni- 
tude of  any  physical  quantity  expressed  in  terms  of  the  units  belonging 
to  one  absolute  system  into  those  of  any  other  absolute  system  ;  (2)  they 
afford  a  check  on  the  accuracy  of  the  line  of  reasoning  by  means  of  which 
we  have  deduced  an  equation  connecting  any  physical  quantities.  Since 
it  is  impossible  to  compare  two  physical  quantities  which  are  not  of  the 
same  kind,  it  follows  that  the  dimensions  of  the  two  sides  of  any  equation 
connecting  physical  quantities  must  be  the  same.  Thus,  suppose  we  had 
come  to  the  conclusion  that  the  volume  c  of  water,  which  passes  any 
point  of  a  river  during  the  time  /,  was  given  in  terms  of  the  area  of  cross- 
section  a  of  the  river,  and  the  velocity  v  by  the  equation 

c=v^at    .     .     .     (i). 

Substituting  for  r,  v^  a,  /,  the  full  expressions  in  which  the  values  of  the 
units  appear,  we  get 

c[C]  =  7J»lV^xa[A]xt[Tl 

Then  when  each  of  the  quantities  c,  v,  a,  and  /  are  unity,  we  get  the 
dimensional  equation 

[q=[K»][^][r]. 

Substituting  on  each  side  of  this  equation  in  terms  of  the  fundamental 
units,  we  get  [Z^=[Z«7-^[Z»][71 

Here  the  dimensions  on  the  two  sides  are  different,  and  hence  we  con- 
clude that  the  assumption  made  in  equation  (i)  is  incorrect.  As  a 
matter  of  fact,  the  correct  equation  is 

c—vat, 

and  this  gives  the  dimensional  equation 

[ir3]=[£ir-i][z«][7>[iT, 

in  which  the  dimensions  on  the  two  sides  are  the  same.  As  an  example 
of  the  use  of  dimensions  for  changing  from  one  system  of  units  to  an- 
other, suppose  it  is  required  to  convert  a  velocity  of  x  miles  per  hour 
into  feet  per  second.  Here  we  have  two  units  of  length,  the  mile  and  the 
foot ;  let  us  represent  them  by  [Z]  and  [L']  respectively  ;  in  the  same  way 
take  [T]  and  [  T^  to  represent  an  hour  and  a  second.  Uy  is  the  numeric 
which  expresses  the  velocity  in  feet  per  second,  we  must  have,  since  the 
actual  value  of  the  velocity  remains  the  same  whatever  units  we  may 
employ  in  which  to  measure  it — 

This  shows  that  to  obtain  >',  the  value  of  the  velocity  expressed  in  feet 
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per  second,  we  must  multiply  the  number  which  expresses  the  velocity  in 
terms  of  miles  and  hours  by  the  ratio  of  the  mile  to  the  foot  (  — ,  J  and  by 

the  ratio  of  the  second  to  the  hour  (  w  )  • 

Hence  y==:rx5?22x —5- . 

I.       3600 

The  further  discussion  of  dimensions  will  be  postponed  till  later, 
but  in  order  that  the  reader  may  gradually  familiarise  himself  with  the 
dimensions  of  different  physical  quantities,  the  dimen<%ions  of  each  quan- 
tity will  be  given  at  the  place  where  this  quantity  is  under  discussion. 

11.  Units  of  Length. — There  are  in  Great  Britain  two  standard 
units  of  length — the  yard  and  the  metre.  The  yard  is  defined  by  Act 
of  Parliament  *  as  follows  :  "  The  straight  line  or  distance  between  the 
centres  of  the  transverse  lines  in  the  two  gold  plugs  in  the  bronze  bar 
deposited  in  the  Office  of  the  Exchequer  *  shall  be  the  genuine  standard 
yard  at  62"*  F.,  and  if  lost  it  shall  be  replaced  by  means  of  its  copies." 
Copies  of  the  standard  yard  are  deposited  at  the  Royal  Mint,  the  Royal 
Society  of  London,  the  Royal  Observatory  at  Greenwich,  and  the  Houses 
of  Parliament 

,  The  second  standard  unit  of  length  in  Great  Britain '  is  the  metre. 
The  metre  owes  its  origin  to  a  law  of  the  French  Republic,*  which 

enacted  that  the  unit  of  length  should  be  one  ten-millionth  (  ~  7 )  of  the 

distance  between  the  North  Pole  and  the  Equator,  measured  over  the 
surface  of  the  earth  along  the  meridian  passing  through  Paris.  The  mea- 
surement of  the  arc  of  this  meridian  between  Barcelona  and  Dunkirk 
was  carried  out  by  Delambre  and  Mechain,  and  from  their  results  Borda 
constructed  the  standard  metre  to  fulfil  the  above  definition.  The  metre 
is  now,  however,  not  defined  as  the  ten-millionth  of  the  quadrant  of  the 
meridian,  but  as  the  distance  between  the  ends  of  Borda's  platinum  rod 
at  a  temperature  of  0°  C.  If  this  were  not  so,  each  time  a  more  accu- 
rate measurement  of  the  earth's  dimensions  was  made,  all  the  copies  of 
the  metre  in  general  use  would  have  to  be  altered.  Since  the  unit  of 
length  is  a  fundamental  unit,  we  are  able  to  keep  it  unaltered.  If,  how- 
ever, it  had  not  been  a  fundamental  unit,  it  would  have  been  necessary 
to  alter  its  value  each  time  a  more  accurate  determination  was  made  of 
it,  in  terms  of  the  fundamental  units.  The  inconvenience  which  may  thus 
arise  will  be  noticed  when  we  come  to  the  consideration  of  the  electrical 

1  18  &  19  Vict,  c  7a,  July  30,  1855. 

*  In  accordance  with  the  Weights  and  Measures  Act  of  1878,  the  British  standards 
are  now  preserved  at  the  Standards  Office  of  the  Board  of  Trade. 

»  The  use  of  the  metre  as  a  unit  of  length  was  legalised  by  Act  of  Parliament 
in  1897. 

'  Loi  du  18  Germinal,  an  iii.  (April  7,  1795). 
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units.  According  to  the  best  modern  measurements,  the  length  of  the 
earth's  quadrant  is  10,000,880  metres. 

The  relation  between  the  metre  and  the  yard  is 

I  metre =39.37079  inches  =  1.093633  yards, 
I  yard  =  0.9143935  metres. 

Although,  looked  at  simply  as  a  standard  unit  of  length,  the  metre  is  not 
in  any  way  preferable  to  the  yard,  yet,  on  account  of  the  fact  that  the 
multiples  and  sub-multiples  of  the  metre  are  all  decimally  connected  with 
the  metre,  it  is  very  much  more  convenient  to  use  the  metre  as  the 
standard. 

A  metre  (m.)  is  divided  into  ten  decimetres  (dm.),  a  decimetre  into  ten 
centimetres  (cm.),  and  a  centimetre  into  ten  millimetres  (mm.).  The  only 
multiple  of  the  metre  practically  employed  is  the  kilometre,  which  is 
equal  to  one  thousand  metres,  and  is  the  unit  adopted  on  the  Continent 
for  stating  such  distances  as  we  should  state  in  miles.  The  relation 
between  the  mile  and  the  kilometre  is  i  kilometre  »  a62 14  mile,  or 
I  mile— 1.6093  kilometres. 

For  scientific  purposes  the  centimetre  is,  in  accordance  with  the 
recommendations  of  a  Committee  of  the  British  Association,  aknost 
exclusively  used  as  the  unit  of  length. 

For  measuring  very  small  lengths  the  following  fractions  of  a  milli- 
metre are  often  employed : — The  micron,  equal  to  a  thousandth  of  a 
millimetre  (o.ooi  mm.),  and  the  micromillimetre,  equal  to  a  millionth  of 
a  millimetre  (0.000001  mm.  or  io~*  mm.).  The  micron  is  often  indicated 
by  the  symbol  ^  and  a  micromillimetre  by  fi/*. 

It  is  sometimes  useful  to  remember  that  the  diameter  of  a  halfpenny 
is  I  inch,  and  that  of  a  French  dixcentime  piece  is  3  centinietres  ;  also 
I  inch  =  25.4  millimetres  (very  nearly). 

The  following  tables  will  be  found  of  use  in  converting  from  the 
British  to  the  metric  system,  and  vice  versa : — 


British  to  Metric. 

I  nches = Centimetres. 

Feet = Centimetres. 

Yards = Metres. 

!=»    2.5400 

1=   30.479 

1=0.91438 

2=    5.0800 

2=  6a959 

2=1.82877 

3=    7.6199 

3=  91.438 

3  =  2.74315 

4=101598 

4=121.918 

4  =  3.65753 

5  =  12.6998 

5=152.397 

5  =  4.57192 

6=15-2397 

6=182.876 

6=5.48630 

7=17.7797 

7=213.356 

7  =  6.40068 

8  =  20.3196 

9  =  22.8596 

8=243.835 

8  =  7.31507 

9-274.315 

9  =  8.22945 
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Metric  to  British. 


Centimetres = Inches. 


x=  .39371 
2=  .78742 
3=1.18112 

4=1.57483 
5=1.96854 

6  =  2.36225 

7  =  2.75596 

8  =  3.14966 
9=3.54337 


Centimetres = Feet. 


I  =.032809 
2=.o656i8 
3 =.098427 
4=.i3i236 
5 =.164045 
6=. 196854 

7  =  .229663 

8  =  .262472 

9  =  .29528i 


Metres = Yards. 


1  =  1.09363 

2  =  2.18727 

3  =  3.28090 

4=4.37453 
5  =  5.46817 
6=6.56180 

7  =  7.65543 

8  =  8.74906 
9=9.84270 


12.  Units  of  Mass. — The  standard  units  of  mass  in  Great  Britain 
are  the  pound,  which  is  the  unit  in  the  British  system,  and  the  kilogram, 
which  is  the  unit  in  the  metric  system. 

The  standard  pound  avoirdupois  is  the  mass  of  a  certain  piece  of 
platinum  which  is  marked  "P.  S.,  1844,  i  lb./'  and  is  kept  at  the  same 
place  as  the  standard  yard  The  grain,  which  has  been  used  as  the 
unit  of  mass  in  the  old  British  absolute  system  of  units,  is  one  seven- 
thousandth  part  of  the  pound 

The  kilogram  is  the  mass  of  a  certain  lump  of  platinum  which  is  pre- 
served aTTaris,  and  is  called  the  "  Kilogram  des  Archives."  The  kilo- 
gram was  originally  constructed  by  Borda,  to  represent  the  mass  of  a 
cubic  decimetre,  that  is  1000  cc.  of  water  at  4''  C.,  the  temperature  of 
maximum  density.  More  recent  measurements  have,  however,  shown 
that  it  does  not  exactly  fulfil  this  definition  (see  §  146). 

The  c.g.s.  unit  of  mass  is  one  thousandth  of  the  kilogram,  and  is  called 
the  gram.  A  thousandth  of  the  gram  is  called  the  milligram.  The 
following  are  the  usual  abbreviations  used  to  represent  the  various  units 
of  mass — pound,  lb.  ;  kilogram,  kilo. ;  gram,  grm.  ;  milligram,  mgrm. 

A  kilogram  is  equal  to  2.20462125  lbs.  or  15432.34874  grains,  and  a 
poimd  is  equal  to  0.45359265  kilos. 

The  following  tables  will  be  found  of  use  for  converting  from  the 
British  to  the  metric  system,  and  vice  versa  : — 


British  to  Metric. 


Pound5= Kilograms. 


1=0.45359 
2=0.90719 
3=1.36078 
4=1.81437 

5  =  2.26796 
6=2.72156 

7=317515 
8=3.62874 
9=4.08233 


Ounces = Grams. 

1=   28.3495 
2=    56.6991 

3=  85.0486 

4=113.3982 
5=141.7477 

6=170.0072 

7=198.4468 

8=226.7963 

9=255.1459 


Grains = Milligrams. 


1=  64.79895 
2=129.59790 
3=194.39685 

4  =  259.19580 

5  =  323.99475 

6  =  388.79370 
7=453-59265 
8=518.39160 
9=583.19055 


Digitized  by 


Google 


12 


Meclianics  and  Properties  of  Matter 


[§13 


Metric  to  British. 

Kilograms= Pounds. 

Grams = Grains. 

1=    2.20462 
2=    4-40924 
3=  6.61386 
4=   8.81849 
5  =  11.02311 
6=13.22773 
7=15.43235 
8=17.63697 

9=19-84159 

1=    15-43235 
2=    30.86470 

3=  46.29705 
4=  61.72939 
5=  77.16174 
6=  92.59409 
7=108.02644 
8=123.45879 
9=138.89114 

18.  Units  of  Time.— The  scientific  unit  of  time,  both  in  the  British 
and  the  metric  system,  is  the  mean  solar  second!  The  mean  solar  second 
is  one  86,400th  part  of  a  mean  solar  day.  The  mean  solar  day  is  the 
average  interval  which  elapses  between  successive  transits  of  the  sun 
across  the  meridian  at  any  place  during  a  whole  year. 

Owing  to  the  excentricity  of  the  earth's  orbit,  and  the  fact  that  the 
earth's  axis  is  not  perpendicular  to  the  plane  of  the  orbit,  the  interval 
between  two  successive  transits  varies  during  the  year,  so  that  the  actual 
solar  day  is  not  the  same  as  the  mean  solar  day. 

If  a  clock  keeps  mean  time  and  agrees  with  solar  time,  that  is  time 
such  as  would  be  indicated  by  a  sundial,  when  the  sun  appears  in 
that  portion  of  the  heavens  known  as  the  first  point  of  Ariesa^then  the 
difference  between  the  time  of  noon  as  indicated  by  this  clock,  and  the 
time  when  the  sun  crosses  the  meridian  on  any  day,  is  called  the  equation 
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of  time  at  noon  for  that  day.  The  curve  in  Fig.  i  gives  the  equation  of 
time  for  the  year.  When  the  curve  is  above  the  axis  OX  the  equation 
of  time  is  positive,  that  is,  the  time  as  shown  by  a  mean  time  clock 
will  be  ahead  of  the  transit  of  the  sun  by  the  amount  shown  by  the 
ordinate. 

It  will  be  seen  that  the  equation  of  time  is  zero,  that  is,  the  time 
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as  indicated  by  a  mean-time  clock  and  the  sun  will  be  the  same  on 
April  15,  June  15,  August  31,  and  December  24.  On  February  11  the 
mean-time  clock  is  14  minutes  29  seconds  ahead  of  the  sun,  while  on 
November  i  it  is  16  minutes  20  seconds  behind  the  sun. 

The  unit  of  time  used  in  astronomy  is  the  sidereal  day.  This  repre- 
sents the  interval  between  two  consecutive  transits  of  one  of  the  fixed 
stars  across  the  meridian.  Since  the  distance  between  the  earth  and 
any  of  the  fixed  stars  is  very  great,  compared  even  with  the  diameter 
of  the  earth's  orbit,  the  line  joining  the  earth  to  such  a  star  remains 
always  parallel  to  itself.  Hence  the  sidereal  day  represents  the  time 
the  earth  takes  to  make  one  complete  rotation  about  its  axis.  A 
sidereal  day  is  equal  to  23  hours  56  minutes  4.09  seconds  of  mean 
solar  time. 

The  use  of  the  rotation  of  the  earth  as  a  measurer  of  time  is  not 
without  objection,  for  there  can  be  no  doubt  that  the  mean  solar  day  is 
gradually  growing  longer,  due  to  the  slowing  down  of  the  rotation  of  the 
earth.  In  order  to  remove  this  objection,  it  has  been  proposed  to  use 
the  time  of  vibration  of  the  atom  of  some  element,  such  as  sodium,  as  the 
unit  of  time,  for  under  definite  conditions  it  appears  as  if  this  time  were 
quite  fixed  and  unalterable.  -4^ 

14.  Units  of  Angular  Measurement— The  ordinary  unit  adopted 
for  measuring  angles  is  the  degree  :  90  degrees  being  equal  to  a  right 
angle,  so  that  360  degrees  correspond  to  a  complete  rotation.  Each 
degree  is  divided  into  60  minutes,  and  each  minute  into  60  seconds. 
Degrees,  minutes,  and  seconds  of  arc  are  indicated  by  the  symbols  ', ', 
and  "  respectively. 

Another  unit  of  angle,  which  is  frequently  employed,  is  called  the 
radicm^  and  is  such  that  if  an  arc  of  the  circumference  of  a  circle  is 
taken  equal  in  length  to  the  radius  of  the  circle,  then  this  arc  will 
subtend  an  angle  at  the  centre  which  is  equal  to  one  radian.  When 
the  radian  is  used  as  the  unit,  the  angle  is  said  to  be  measured  in 
circular  measure. 

If  we  have  an  arc  of  a  circle,  of  which  the  length  is  a,  then  the  angle 
subtended  at  the  centre  of  the  circle  by  this  arc  is  equal  to  ajr  radians, 
where  r  is  the  radius  of  the  circle.  When  a =r  this  of  course  reduces  to 
one  radian  according  to  the  definition. 

Since  the  length  of  the  circumference  of  a  circle  of  radius  r  is  2nr, 
this  arc  will  subtend  2irr/r  or  2ir  radians  at  the  centre.  But  the  angle 
subtended  at  the  centre  by  the  whole  circumference  is  360".    Hence 

27r  radians  =  360®. 
.*.  I  radian     =3607217. 
=  57'.2958. 
=  57*  I7'44".88. 
Also  I  degree  =0.017453  radians. 
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Fig.  2. 


If  AB  (Fig.  2)  is  an  arc  of  a  circle  of  radius  r,  described  about  the 

point  O  as  centre,  then  the  angle  6^ 
subtended  by  this  arc  at  the  centre, 
is  equal  to  AB/r  radians.  If  from  B  we 
draw  BC  perpendicular  to  OA,  then  the 
following  trigonometrical  relations  hold 
good : ' — 

6  (in  circular  measure)  ^ABIr. 
Sin  e^BCjOBj^BClr, 
Cos  e^OCJOR^OCIr. 
T^ne^BC/OC. 

Now,  if  the  angle  6  is  very  small,  the  length  of  the  arc  AB  will  be 
very  nearly  the  same  as^  that  of  the  perpendicular  BCy  while  OC  will  be 
very  nearly  equal  to  OB  or  r.  Hence,  when  $  is  very  small,  the  above 
relations  reduce  to — 

e^ABJr. 
Sin  e=^ABlr, 
Cos  e^^rlfyu        ^ 
Tan  e=AB/OA  ^AB/r. 

Hence  for  small  values  of  $  we  have — 

Sin  ^=tan^=^, 

where  $  is  measured  in  radians,  and 

Cosd»i. 

The  closeness  with  which  these  relations  are  true  for  different  small 
values  of  6  will  be  evident  from  the  following  table  : — 


6 
In  Degrees. 

e 

In  Radians. 

Sin  e. 

Tan^. 

Cos^. 

0^ 

0 

0 

0 

I 

o'3o' 

0.00873 

aoo873 

0.00873 

0.99996 

I** 

0.01745 

0.01745 

0.01746 

0.99985 

2° 

0.03491 

0.03490 

0.03492 

0.99939 

3' 

0.05236 
0.06981 

0.05234 

ao524i 

0.99863 
0.99756 

4- 

0.06976 

ao6993 

5^ 

0.08727 

ao87i6 

0.08749 

0.99619 

1  Readers  unfamiliar  with  the  elements  of  trigonometry  may  take  these  relations  as 
defining  the  quantities— the  sine  of  the  angle  9  (written  sin  B),  the  cosine  of  9  (cos  ^), 
and  the  tangent  of  9  (tan  9\ 
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These  relations  will  be  found  of  considerable  utility,  for  by  their  means 
we  are  able,  whenever  we  are  dealing  with  small  angles,  to  considerably 
simplify  many  expressions  involving  these  functions  of  the  angle. 

Since  an  angle  is  measured,  in  circular  measure,  by  the  ratio  of  the 
length  of  the  arc  {a)  to  the  radius  (r),  we  have,  if  [^  is  taken  to  represent 
the  dimensions  of  the  unit  angle,  the  relative 

=  I. 

Thus  an  angle  has  dimensions  zero  with  reference  to  all  the  fundamental 
units.  As  the  dimensions  of  any  quantity  cannot  depend  on  the  absolute 
value  of  the  unit  used  to  measure  it,  it  follows  that  an  angle,  when 
measured  in  degrees,  is  also  of  zero  dimensions  with  reference  to  the 
fimdamental  units  of  length,  mass,  and  time. 
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CHAPTER  III 
MEASUREMENT  OP  LENGTH 

15.  Importance  of  Length  Measurements.— In  the  measurement 
of  nearly  all  physical  quantities,  what  we  actually  observe  is  the  ratio  of 
some  length  to  some  other  length.  Thus  when  we  measure  the  pressure 
of  the  atmosphere  with  a  mercury  barometer,  what  we  really  observe 
and  measure  is  the  length  of  a  column  of  mercury;  the  same  statement 
applies  to  the  measurement  of  a  temperature  with  a  mercurial  thermo- 
meter ;  so  also,  when  we  use  a  spring  balance  to  measure  a  mass,  it  is 
the  movement  of  a  pointer  along  a  scale  that  is  observed.  Hence 
we  see  the  importance  of  being  able  to  make  accurate  measurements 
of  length*. 

With  an  ordinary  scale  divided  into  tenths  of  an  inch  it  is  possible, 
with  a  little  care  and  practice,  to  measure  by  eye  a  length,  which  is  not 
greater  than  that  of  the  scale,  to  within  one  hundredth  of  an  inch.  This 
is  done  by  mentally  supposing  each  of  the  tenths  of  an  inch  subdivided 
into  ten  equal  parts,  ue,  into  hundredths  of  an  inch,  and  estimating  by 
eye  by  how  many  of  these  imaginary  hundredth  of  an  inch  divisions 
the  length  exceeds  the  nearest  number  of  whole  divisions.  In  the  same 
way,  with  a  scale  divided  into  millimetres,  it  is  possible  to  read  to  tenths 
of  a  millimetre.  In  order  to  attain  to  a  degree  of  accuracy  much  greater 
than  the  above  it  is  necessary  to  adopt  some  mechanical  means  of  sub- 
div-iding  the  divisions,  for  merely  making  the  divisions  of  the  scale 
nearer  together  does  not  advance  matters  much  if  we  trust  to  our 
judgment  and  eye  alone,  even  if  a  magnifying  glass  is  used.  Of  such 
mechanical  contrivances  the  most  commonly  employed  are  the  vernier 
and  the  micrometer  screw. 

16«  The  Vernier. — Suppose  ab,  Fig.  3,  is  a  scale  divided  into  equal 
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Fig.  3. 

parts,  and  that  the  end  D  of  some  object  (cd),  the  length  of  which  is  to 

be  measured,  lies  between  the  fourth  and  fifth  divisions,  and  that  we 

16 
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require  to  find  the  fraction  (.r)  of  a  division  by  which  the  length  of  CD 
exceeds  four  divisions  of  the  scale.  If  a  block  de,  of  such  a  length  that 
ten  of  these  blocks  placed  end  to  end  would  be  equal  to  nine  divisions  of 
the  scale  (/>.  the  length  of  each  block  is  ^  or  0.9  of  a  division),  is  placed 
at  the  end  of  CD,  then  the  end  (e)  of  this  block  will  evidently  project 
beyond  the  fifth  division  by  an  amount  (^— fiy)  of  a  division,  since  DE  is 
^  of  a  division.  If  a  second  block  EF  is  placed  at  the  end  of  the  first, 
the  end  F  will  exceed  the  sixth  division  of  the  scale  by  an  amount  (jr-  ^) 
of  a  division.  In  the  same  way  the  end  of  a  third  block  would  project 
beyond  the  seventh  division  of  the  scale  by  an  amount  {x-^  of  a 
division,  and  so  on.  It  will  be  seen,  however,  that  the  end  G  of  the 
third  block  exactly  coincides  with  the  seventh  division  of  the  scale,  so 
that  the  amount  by  which  it  projects  is  zero.     Hence 

or  .r«V5y 

That  is,  the  length  of  CD  is  4^  or  4.3  divisions  of  the  scale.  We  notice 
that  if  each  of  the  blocks  is  ^ths  of  a  division  in  length,  the  object 
CD  exceeds  four  divisions  by  as  many  tenths  of  a  division  as  it  is  neces- 
sary to  add  blocks,  till  the  end  of  the  last  block  just  coincides  with  one  of 
the  divisions  of  the  scale. 

It  will  be  found  that  the  above  relation  between  the  number  of  the 
blocks  and  the  excess  (;r)  is  quite  general,  and  it  is  utilised  to  mechanically 
subdivide  the  smallest  divisions  of  a  scale.  Instead  of  having  a  number 
of  separate  blocks,  it  is  more  convenient  to  have  a  small  auxiliary  scale, 
called  a  vernier,  which  can  slide  along  the  edge  of  the  chief  scale,  and  is 
divided  so  that  ten  divisions  of  the  vernier  are  equal  to  nine  divisions  of 
the  scale.  In  this  case  we  set  the  end  of  the  vernier  against  the  end  of 
the  object,  and  look  along 
till  we  come  to  th ;  divi- 
sion of  the  vernier  which 
coincides  with  one  of  the 
divisions    of   the    scale. 
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W+ 


I.I.  I.  li  J  .1 
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In    the    case    shown    in  pj^ 

Fig.  4,  this  occurs  at  the 

seventh  division  of  the  vernier,  and  hence  the  object  is  4^  or  4.7 

divisions  in  length. 

We  may  generalise  and  say  that  if  m  divisions  of  the  vernier  are 
equal  in  length  to  w-  i  divisions  of  the  scale,  and  coincidence  occurs  at 
the  «th  division  of  the  vernier,  then  the  reading  of  the  vernier,  />.  the 
distance  between  the  zero  line  of  the  vernier  and  the  preceding  division 

line  on  the  scale,  is  —  ths  of  a  division  of  the  scale.    Thus  if  the  scale  is 

divided  into  millimetres,  20  divisions  of  the  vernier  being  equal  to  19  mm., 
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and  coincidence  occurred  at  the  17th  division  of  the  vernier,  the  reading 
would  be  JJ  mm. 

Verniers  are  sometimes  constructed  so  that  m  divisions  of  the  ver- 
nier are  equal  to  /<«  +  i  divisions  of  the  scale.  For  instance,  suppose 
ten  divisions  of  the  vernier  are  equal  to  eleven  divisions  of  the  scale. 
Then,  by  an  argument  exactly  similar  to  that  adopted  above,  it  is  evident 
that  if  the  /;th  division  of  the  vernier,  counting  as  before  from  the  end 
next  the  object  which  is  being  measured,  coincides  with  a  division  of  the 
scale,  we  have 

ar+— =1  division, 
or  ;r  =  ^^"-^  of  a  division. 

But  10  -  «  is  the  number  of  divisions  of  the  vernier  between  the  co- 
incidence and  the  end  remote  from  the  object  Hence  if  the  vernier  is 
numbered  in  the  reverse  direction  to  that  in  which  the  scale  is  numbered, 
the  reading  on  the  vernier  will  give  directly  in  tenths  the  fraction  of  a 
division.  The  advantage  of  this  form  of  vernier  is  that  it  is  a  little  more 
open,  ue.  the  divisions  are  further  apart,  than  in  the  other  form. 

17.  The  Mierometer  Screw.— If  a  screw  is  rotated  through  a  com- 
plete turn  its  point  will  move,  with  reference  to  the  nut,  through  a 
distance  equal  to  the  pitch  of  the  screw,  i,e,  to  the  distance  between  two 
consecutive  threads.  By  making  the  pitch  of  a  screw  small,  and  also 
attaching  a  drum-shai>ed  head  of  considerable  diameter  which  is  divided 
into  a  number  of  equal  parts,  so  that  a  fraction  of  a  rotation  can  be  read, 
it  is  possible  to  measure  with  great  accuracy  the  distance  moved  over  by 
the  point  of  the  screw.  For  example,  in  the  Whit  worth  measuring  machine 
the  pitch  of  the  screw  is  ^  inch,  so  that  the  point  of  the  screw  advances 
j^  of  an  inch  for  each  whole  turn.  The  head  attached  to  the  screw  is 
divided  into  500  equal  parts.  Hence  one  division  on  the  head  corre- 
sponds to  a  movement  of  the  end  of  the  screw  of  -^  of  ^  or  i/io^ooo 
inch. 

18*  The  Screw-Gauge. — An  example  of  a  case  where  a  micrometer 

screw  is  used  to  measure  a  length  is 
afforded  by  the  screw-gauge  shown 
in  Fig.  5.  The  object  to  be  mea- 
sured is  placed  between  the  end  of 
the  screw  A  aod  the  block  B,  which 
is  connected  by  a  strong  curved  arm 
with  the  nut  in  whidi  the  screw 
works.  The  number  of  whole  turns 
p  made  by  the  screw  is  read  by  means 

of  a  scale,  E,  attached  to  the  nut, 
which  is  gradually  uncovered  by  the  movement  of  the  cap,  G,  attached  to 
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the  screw.  The  fractions  of  a  turn  are  read  ofT  on  a  scale,  F,  on  the  edge 
of  this  cap.  The  pitch  of  the  screw  ordinarily  employed  is  0.5  mm.,  and 
the  edge  of  the  cap  is  divided  into  50  parts.  Hence  as  turning  the  screw 
through  a  whole  turn  or  50  divisions  advances  the  point  A  by  as  mm., 
one  division  on  the  scale  F  corresponds  to  a  motion  of  the  point  of  1/50 
of  a  5  mm.  or  aoi  mm. 

19.  The  ComparatOF. — For  comparing  together  two  very  nearly 
equal  lengths,  as,  for  instance,  a  standard  metre  with  a  copy,  an  instru- 
ment called  a  comparator  is  used.  The  principle  on  which  this  instrument 
works  will  be  seen  from  Fig.  6.  Two  stone  pillars,  A  and  B,  which  are 
firmly  embedded  in  the  ground,  carry  two  microscopes,  c  andD.  The 
cross  wires  of  these  microscopes,  instead  of  being  fixed,  can  be  moved 


Fig.  6u 


through  a  small  distance  in  the  direction  of  the  line  joining  the  pillars 
by  means  of  micrometer  screws,  £,  which  have  divided  heads.  The  two 
bars  to  be  compared  are  supported  on  a  carriage  running  on  two  rails 
fixed  between  the  pillars,  so  that  first  one  bar  and  then  the  other  can  be 
brought  underneath  the  microscopes.  In  order  to  keep  the  bars  at  a 
constant  temperature,  they  are  immersed  in  a  water  bath. 

When  using  this  instrument  one  bar  is  brought  beneath  the  micro- 
scopes, and  the  cross  wires  are  adjusted  till  they  exactly  coincide  with 
the  image  of  the  division  lines  on  the  bar.  The  other  bar  is  then  sub- 
stituted, and  the  number  of  turns  and  fractions  of  a  turn  of  the  micrometer 
screws  necessary  to  bring  the  cross  wires  into  coincidence  with  the  image 
of  the  division  lines  is  noted  Preliminary  experiments  are  made  to 
determine  the  magnification  of  the  microscop)es  and  the  pitch*  of  the 
micrometer  screws,  so  that  from  the  number  of  revolutions  the  difference 
in  length  of  the  two  bars  can  be  calculated.  In  the  instrument  in  use 
for  comparing  the  standard  metres  at  the  Bureau  International  des 
Poids  et  Mesures  at  Paris,  one  division  on  the  micrometer  heads  corre- 
sponds to  a  difference  in  length  of  the  bars  of  0.001  millimetre,  ue,  to 
one-millionth  of  a  metre. 
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20.  The  Cathetometer.— In  order  to  measure  a  vertical  height,  an 
operation  of  frequent  occurrence  in  Physical  measurements,  an  instru- 
ment called  a  cathetometer  is  usually  employed.  One  form  of  catheto- 
meter  is  shown  in  Fig.  7.    A  vertical  metal  pillar,  ab,  is  fixed  in  a 

heavy  tripod -stand  in  such  a 
manner  that  it  can  be  rotated 
about  a  vertical  axis.  This  pillar 
has  a  divided  scale  engraved 
along  one  face.  Two  carnages 
C  arid  D  slide  along  the  pillar. 
One  of  these,  C,  carries  a  tele- 
scope, T,  while  the  other,  D,  has 
a  clamping  screw,  by  means  of 
which  it  can  be  clamped  to  the 
pillar  in  any  position.  These 
two  carriages  are  connected 
together  by  a  fine  screw,  E,  so 
that,  D  being  clamped  to  the 
pillar,  by  turning  this  screw  the 
other  carriage,  C,  together  with 
the  telescope,  can  be  moved 
through  a  small  distance  and 
its  position  accurately  adjusted. 
The  position  of  the  carriage  c 
is  read  off  on  the  scale  by 
means  of  a  vernier,  V.  A  spirit- 
level,  L,  serves  to  show  when  the 
axis  of  the  telescope  is  horizon- 
tal, a  screw,  F,  being  used  to 
make  this  adjustment. 

When  using  the  instrument 
to  measure  the  vertical  distance 
between  two  points,  the  pillar  is 
first  set  vertical  by  means  of  the 
levelling  screws,  this  adjustment 
being  complete  when  on  rotat- 
ing the  pillar  the  position  of  the 
bubble  of  the  spirit-level  L  does 
not  alter.  The  carriages  are  then 
moved  till  the  lower  end  of  the  object  to  be  measured  is  seen  through  the 
telescope.  The  carriage  D  is  then  clamped,  and  by  turning  the  screw  K 
the  intersection  of  the  cross  wires  of  the  telescope  is  made  to  coincide 
with  the  image  of  the  lower  point.  The  position  of  the  carriage  C  having 
been  read  by  means  of  the  vernier,  the  carriage  is  moved  till  the  image 
of  the  upper  point  coincides  with  the  intersection  of  the  cross  wires.   The 


Fig.  7. 
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diflference  between  the  two  readings  gives  the  vertical  distance  between 
the  two  points. 

In  order  to  obtain  a  correct  result  it  is  very  important  that  the  axis  of 
the  telescope  in  the  two  positions  should  be  exactly 
parallel.  This  will  be  evident  from  Fig.  8,  where 
the  axis  of  the  telescope  when  at  T,,  is  shown 
inclined  to  its  position  when  at  Tj.  The  distance 
between  x  and  Y  would  then  be  read  off  as  T1T2 
instead  of  TjC  as  it  ought  to  be.  The  error  due 
to  this  cause  is  minimised  by  always  setting  the 
axis  of  the  telescope  horizontal,  as  shown  by  the 
delicate  spirit-level  L,  by  means  of  the  screw  F 
before  making  the  final  adjustment  of  the  slide 
in  both  positions  of  the  telescope. 

21.  Units  of  Surfaee. — For  all  scientific  purposes  the  unit  of  surface 
is  a  square  of  which  each  side  is  of  unit  length.  In  the  c.g,s.  system, 
therefore,  the  unit  of  surface  is  a  square,  each  side  of  which  is  one  centi- 
metre, and  is  called  a  square  centimetre.  A  square  centimetre  is  sometimes 
written  sq.  cm.  and  sometimes  cm^.  For  measuring  such  surfaces  as 
would  in  the  British  system  be  measured  in  acres,  the  unit  employed  in 
the  metric  system  is  the  hectare,  which  is  10,000  square  metres ;  one 
hectare  is  equal  to  2.471  acres.    The  dimensions  of  surface  are  \1J\ 

22.  Measurement  of  Surfaee.— The  area  of  certain  figures  can  be 
readily  calculated  by  geometry.  Some  of  the  commonly  occurring  cases 
are  given  in  the  following  table  : — 


tto.  8. 


Figure. 


Square     . 
Rectangle 
Parallelogram 
Triangle  . 

Circle      .        .         / 

Ellipse     . 

Sphere  (surface  of)  . 


Area. 


a.b 
a.b 
\ii,b 


ir.a^b 
47r.r* 


Remarks. 


rt  =  length  of  side. 

a  and  ^= lengths  of  two  adjacent  sides. 

a: = height,  ^  =  base. 

a = height,  b = base. 

circumference 
r=  radius,  7r= 


=  31416. 
a  and  ^  =  semi-axes. 
r=  radius. 


The  surface  of  an  irregular  plane  figure  may  be  determined  experi- 
mentally by  tracing  the  outline  of  the  figure  on  a  sheet  of  cardboard  or 
tinfoil,  then  cutting  it  out  and  weighing.  The  weight  of  a  square  centi- 
metre of  the  same  card  or  foil  is  then  measured,  and  from  this  the  area  of 
the  figure  calculated  from  its  weight  Another  method  in  common  use 
b  to  trace  the  figure  on  paper  (called  curve  or  squared  paper)  which  is 
subdivided  by  two  series  of  parallel  lines  at  right  angles  to  one  another 
into  a  number  of  equal  small  squares.    The  number  of  these  squares  in- 
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eluded  within  the  figure  is  then  counted,  and  by  multiplying  this  number 
by  the  area  of  each  of  the  squares,  the  area  of  the  figure  is  determined. 

For  an  account  of  the  rules  for  approximately  calculating  the  area 
of  certain  figures,  and  for  a  description  of  instruments  for  mechanically 
obtaining  the  area  of  plane  figures,  reference  must  be  made  to  text-books 
.  on  mensuration  and  the  integral  calculus,  since  they  cannot  be  profitably 
described  without  assuming  a  knowledge  of  the  calculus. 

28.  Units  of  Volume.— The  unit  of  volume  for  all  scientific  purposes 
is  the  volume  of  a  cube  each  edge  of  which  is  of  unit  length.  Thus  in 
the  c.g.s,  system  the  unit  is  the  volume  of  a  cube  each  edge  of  which  is 
one  centimetre  in  length.  This  unit  is  called  the  cubic  centimetre,  and 
is  generally  written  c.c.  or  cm'. 

For  commercial  purposes  the  unit  of  volume  in  the  metric  system  is 
the  litre,  which  is  the  volume  of  a  kilogram  of  pure  water  at  the  tempera- 
ture of  its  maximum  density  (4"  C).  The  litre  is  thus  for  all  practical 
purposes  equal  to  1000  cubic  centimetres  or  one  cubic  decimetre.  One 
litre  is  equal  to  1.76077  imperial  pints,  or  0.220097  gallon. 

The  following  table  is  convenient  for  converting  pints  to  litres,  or 
vice  versa : — 


British  to  Metric. 

Metric  to  British. 

Pints = Litres. 

Litres  =  Pints. 

1=0.5679 

1=    1.7608 

2=1.1359 

2=    3.5215 

3=1.7038 

3=   5.2823 

4  =  2.2717 

4=    7.0431 

5  =  2.8396 

5=  8.8039 

6  =  3.4076 

6=  10.5646 

7  =  3-9755 

7=12.3254 

8  =  4.5435 

8  =  14.0862 

9  =  5.1114 

9=15.8469             1 

The  dimensions  of  volume  are  [Z^]. 

The  following  table  gives  the  volumes  of  some  of  the  simpler  geo- 
metrical figures ; — 

Figure.  Volume.       |  Remarks. 


Cube       .... 

Rectangular      parallel-  } 

opiped         .        .        \ 

Sphere    .... 

Cylinder  or  prism  . 


Volume. 
a,b.c 
A.h 


<i  =  length  of  edge. 
Ka^b^c  —  lengths  of  three  ad- 
\     jacent  edges. 
r=  radius. 
y4=arca  of  base, 
height. 


\r. 


The  experimental  measurement  of  volume  will  be  considered  later 

(§  146?. 

The  discussion  of  the  methods  of  measuring  mass  is  for  the  present 
deferred  (sec  §  95). 
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PART    II— KINEMATICS 

CHAPTER  IV 
POSITION 

24w  Provlnee  and  Subdivisions-  of  Mechanics.— The  title  me- 
chanics is  generally  given  to  that  part  of  physics  which  deals  with  the 
effects  of  force  on  mattfigj  without  in  any  way  considering  Aow  the  force 
originates.  For  the  present  we  may  regard  force  as  typified  by  mus- 
cular exertion.  When  we  exert  our  muscular  powers  to  overcome  some 
obstacle  we  derive,  by  means  of  our  sense  organs,  a  certain  sensation 
which  we  describe  as  due  to  the  fact  that  we  are  exerting  a  force.  When 
any  inanimate  agency  produces  effects  on  bodies  which  are  similar  to 
those  which  we  produce  by  muscular  exertion,  it  is  in  the  same  way  said 
to  exert  force. 

As  far  as  mechanics  is  concerned,  the  effects  of  force  on  matter  are  of^ 
two  kinds — (i)  change  of  motion,  and  (2)  change  of  size  or  shape. 

Before  studying  the  effects  of  force  on  the  motion  of  bodies,  which 
constitutes  the  branch  of  mechanics  called  Dynamics^  it  is  advantageous 
to  study  motion  in  the  abstract,  2>.  without  reference  to  the  cause  of  the 
motion.    This  branch  of  mechanics  is  called  Kinematics, 

26.  Material  PaFtiele.— A  portion  of  matter  so  small  that,  foe  the 
pinposes  of  the  discussion  in  hand,  the  distances  between  its  different 
parts  may  be  neglected,  compared  to  the  other  lengths  we  are  consider- 
ing, is  called  a  material  particle^ 

The  limiting  size  of  a  material  particle  varies  very  much  in  different 
investigations.  Thus  in  some  astronomical  problems  the  earth  and  the 
other  planets  are  treated  as  material  particles,  while  if  we  attempt  to 
account  for  the  different  kinds  of  light  emitted  by  glowing  gases,  by  a 
consideration  of  the  vibrations  of  the  molecules  or  even  of  the  atoms,  it 
is  no  longer  permissible  to  regard  an  atom  as  a  material  particle. 

26*  Position.— The  definition  of  a  material  particle  amounts  to  a 
statement  that  the  position  of  such  a  material  particle  can  be  represented 
by  a  geometrical  point,  which  has  ik>sition  but  not  magnitude.  This  at 
once  leads  to  the  question  of  position. 

In  order  to  define  the  position  of  a  point,  we  require  to  know  its  dis- 
tance from  some  fixed  point  of  reference,  called  the  origin,  and  also  the 
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direction  in  which  we  must  go  in  order  to  pass  from  the  origin  to  the 
given  point     In  order  to  la»  able  to  specify  this  direction,  it  is  necessary 

that  we  have  some  fixed  direction. 
Suppose  we  first  take  the  case  of  the 
de^nition  of  the  position  of  a  point 
on  a  plane  surface.  Let  P  (Fig.  9) 
be  such  a  point,  and  let  o  be  the 
origin,  and  oX  (called  in  geometry 
the  initial  line)  be  the  fixed  direc- 
tion. Then  it  is  evident  that  if  we  know  the  angle  By  which  the  straight 
line  joining  P  to  the  origin  makes  with  OX,  and  also  the  distance  (r)  we 
have  to  travel  along  this  line  from  O  to  reach  P,  then  the  position  of  P  is 
completely  defined.  The  quantities  r  and  6,  which  serve  to  define  the 
position  of  P,  are  called  the  co-ordinates  of  P. 

Another  method  of  defining  the  position  of  a  point  in  a  plane  is  to 

have  two  fixed  intersect- 
T  ing  straight  lines,  called 

the  axes,  inclined  at  any 
angle  to  one  another, 
and  refer  the  position  of 
the  point  to  these  lines. 
Thus,  suppose  we  have 
two  fixed  straight  lines, 
—X  xox'  and  yoy'  (Fig.  10), 
intersecting  at  O  (the 
origin),  and  through  any 
given  point  P  we  draw 
two  lines,  PN  PM,  paral- 
lel respectively  to  the 
axes,  then  if  we  are 
given  the  distances  np 
and  MP,  the  position  of 
P  is  defined.  For  if  we  measure  off  from  o  along  ox  a  distance  OM 
equal  to  NP,  and  through  M  draw  a  line  parallel  to  yy',  the  point  P  must 
lie  somewhere  on  this  line.  In  the  same  way  P  must  lie  somewhere 
on  the  line  NP,  and  hence  must  lie  at  the  oniy  point  which  is  common 
to  the  two,  that  is  at  their  point  of  intersection.  It  is  usual  to  in- 
dicate the  distance  OM  or  np  by  the  symbol  r,  and  on  or  MP  by  the 
symbol  J/,  so  that  the  co-ordinates  of  the  point  P  are  x  and/.  In  almost 
all  practical  applications  of  this  method  of  defining  the  position  of  a 
point  (called  the  Cartesian  method)  the  two  axes  are  taken  at  right 
angles  to  one  another.  \r\  oider  to  define  the  position  of  a  point  in  space 
we  require  three  co-ordinates.  In  the  Cartesian  method  three  axes  are 
taken  which  are  at  right  angles  to  each  other,  and  the  co-ordinates  of  a 
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point  are  then  the  distances  from  the  origin  of  the  feet  of  the  perpen- 
diculars drawn  from  the  point  to  the  three  axes. 

27.  Vectors  and  Scalars.— Suppose  we  have  the  positions  of  two 
points  (o  and  P)  given.  Then  the  position  of  P  relative  to  O  is  given  by 
the  length  and  the  direction  of  the  straight  line  OP  drawn  from  o  to  P. 
That  is,  starting  from  o  you  will  arrive  at  P  if  you  go  in  the  direction  of 
the  line  OP  for  a  distance  equal  to  the  length  of  this  line. 

In  geometry  the  expression  op  is  used  simply  to  designate  a  line. 
When,  however,  it  is  used  to  designate  the  operation  by  which  the  line 
is  drawn,  i.e,  the  motion  of  a  tracing  point  in  a  certain  definite  direction 
for  a  certain  definite  length,  it  forms  an  example  of  a  quantity  called 
a  vector.  To  emphasise  this  fact  we  shall  indicate  a  line  such  as 
op,  when  it  is  used  as  a  vector,  by  an  arrow  placed  over  the  letters  which 

define  the  ends  of  the  line,  thus  OP.  The  arrow  will  here  remind  us  of 
the  distinctive  property  of  a  vector,  namely,  that  m  addition  to  a  definite 
magnitude,  it  has  also  a  definite  direction,  for  we  are  constantly  in  the 
habit  of  indicating  a  direction  by  means  of  an  arrow-head.   The  expressions 

OP  and  PO  represent  two  different  vectors,  for  although  the  distance  is  the 
same  in  the  two  cases,  yet  in  one  the  tracing  point  is  supposed  to  move 
from  o  to  P,  and  in  the  other  from  P  to  O.  Where  a  single  symbol  is 
used  to  represent  a  vector  quantity  it  is  usual  to  employ  a  thick  fount 
of  type,  while  for  scalar  quantities  the  ordinary  type  is  employed.  Thus 
V  represents  a  vector  of  which  the  magnitude  is  v  units  in  some  definite 
direction. 

A  quantity  which  l)as_^nly  magnitude  and  not  direction  is  called  a 
scalar.  Thus  mass  and  density  are  sc^lars,  but  velocity  and  force,  as 
we  shall  see,  are  vectors,  for  they  have  not  only  magnitude,  but  have 
associated  with  this  magnitude  a  certain  direction. 

28.  Motion. — If  the  position  of  a  material  particle  is  changed,  then 
if  we  only  consider  its  state  before  and  after  the  process  of  change,  and 
take  no  account  of  the  time  during  which  this  change  takes  place,  we 
are  said  to  study  the  displacement  of  the  particle.  When  a  psgiide  is 
displaced,  however,  from  one  point  to  another,  it  must  travel  over  a  con- 
tinuous path  from  one  position  to  the  other ;  and  further,  it  must  take 
a  certain  time  in  travelling  over  this  path,  so  that  it  has  occupied 
in  succession  every  point  along  this  path.  When  we  consider  the 
actual  process  of  change  of  position  as  occurring  during  a  certain  time, 
we  are  said  to  study  the  motion  of  the  particle,  while  that  branch  of 
mechanics  which  is  concerned  with  the  motion  of  bodies  treated  in  the 
abstract,  i.e.  without  considering  what  causes  the  motion  or  change  of 
motion,  is  called  Kinematics. 

29.  Different  Kinds  of  Motion.— The  motion  of  a  material  par- 
ticle, taken  with  reference  to  some  fixed  point  as  origin,  can  consist 
either  in  change  in  the  distance  of  the  particle  frojn  the  origin,  the 
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direction  of  the  straight  line  joining'  the  particle  to  the  origin' remaining 
fixed,  i.e,  motion  can  take  place  along  this  straight  line  either  away  from 
or  towards  the  origin,  or  m  a  change  in  the  direction  of  the  line  joining 
the  particle  to  the  origin,  the  length  of  this  line  remaining  fixed,  i.e, 
motion  along  the  circumference  of  a  circle  having  the  origin  as  centre, 
or  in  a  combination  of  these  two.  In  the  case  of  a  material  particle,  since 
it  has  no  parts,  the  above  are  the  only  kinds  of  motion  possible,  and  this 
form  of  motion  is  called  motion  of  translation*  If,  however,  instead  of 
dealing  with  a  material  particle,  we  are  dealing  with  a  body  of  appreci- 
able size,  so  that  its  different  parts  can  have  different  motions,  we  have  a 
further  kind  of  motion  possible.  Thus  in  addition  to  a  niotion  of  transla- 
tion, in  which  the  body  moves  so  that  the  line  joining  any  two  points  in 
the  body  is  always  parallel  to  some  fixed  line,  the  body  may  spin  or 
rotate.  In  the  case  of  a  pure  translation,  the  motion  of  ail  the  particles, 
of  which  we  may  consider  the  body  to  be  built  up,  is  exactly  the  same, 
while  when  the  body  rotates  the  motions  of  the  different  parts  of  the  body 
arc  different.  The  most  general  kind  of  motion  of  which  an  extended 
body  is  capable  is  a  combination  of  a  rotation  with  a  translation. 
j<  As  an  example  of  a  motion  of  translation,  if  we  neglect  the  curvature 
/  of  the  earth's  surface,  we  may  take  the  case  of  a  boat  sailing  in  a  straight 
I  line.  The  fly-wheel  of  a  stationary  engine  is  an  example  of  a  motion  of 
I  pure  rotation.  The  motion  of  the  screw  propeller  of  a  ship,  the  wheel  of 
a  locomotive,  and  a  ball  rolling  along  the  ground  are  obvious  examples 
t    of  the  combination  of  a  motion  of  translation  with  one  of  rotation. 
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CHAPTER  V 
MOTION  OP  TRANSLATION 

80.  Velocity,  Speed. — The  rate  ^  at  which  a  point  changes  its  posi- 
tion is  called  its  velocity.  From  what  has  been  said  in  §  27  it  is  evident 
that  the  change  in  the  position  of  a  particle  must  not  only  have  magni- 
tude, i,e.  there  must  be  a  certain  distance  measured  along  the  path 
traversed  by  the  particle  between  its  first  and  last  positions,  but  also  the 
motion  of  the  particle  must  have  been  in  some  direction,  although  not 
necessarily  along  a  straight  line,  so  that  velocity  is  a  vect<fr.  Velocity, 
therefore,  may  vary  both  in  regard  to  its  magnitude  and  also  in  regard 
to  its  direction.  This  may  be  illustrated  by  the  motion  of  a  train  going 
round  a  curve.  Here,  although  the  magnitude  of  the  velocity  may  be 
constant,  i>.  the  train  may  travel  along  the  rails  for  equal  distances  in 
each  successive  second,  yet  the  direction  of  the  motion  is  continually 
varying,  since  at  any  given  point  it  is  along  the  tangent  to  the  curve  at 
that  point 

Hence,  to  measure  the  velocity  of  a  particle  two  things  have  to  be 
determined  :  (i)  the  space  which  the  particle  has  moved  over  in  a  given 
time,  and  (2)  the  change  in  the  direction  of  motion  during  this  time.  In 
ordinary  language,  and  in  very  many  books  on  mechanics,  the  word 
velocity  is  used  to  indicate  the  first  of  these  rates,  i.e.  the  space  passed 
over  in  a  given  time,  without  taking  any  account  of  any  change  in  direc- 
tion which  may  take  place.  Thus  the  end  of  the  hand  of  a  watch  is  said 
to  move  with  uniform  (/.^.  constant)  velocity,  since  it  moves  over  equal 
spaces  in  successive  equal  times.  It  is,  however,  evident  that  the  direc- 
tion of  the  velocity  is  continually  altering,  and  hence  from  this  point  of 
view  the  velocity  is  variable.  It  therefore  saves  confusion  if  we  use,  at 
any  rate  wherever  ambiguity  may  arise,  a  separate  word  to  denote  the 
rate  at  which  a  particle  describes  its  path,  without  reference  to  the  direc- 
tion, and  for  this  purpose  the  word  speed  \s  generally  used.  Hence,  if  a 
particle  moves  in  a  straight  line  (solKatthe  direction  of  motion  remains 
constant),  and  passes  over  equal  spaces  in  successive  equal  times,  its 
velocity  is  said  to  be  constant.  If,  however,  a  particle  moves  in  a  curve, 
so  that  its  direction  of  motion  continually  changes,  but  passes  over  equal 

I  The  ratio  of  the  total  change  in  any  quantity  which  occurs  during  a  given  time 
to  that  time  is  called  the  raU  at  which  that  quantity  is  changing^. 
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lengths  of  its  path  in  successive  equal  times,  its  speed  is  said  to  be  con- 
stant or  uniform. 

Constant  speed  is  measured  by  dividing  the  space  passed  over  in  any 
given  time  by  that  time.  Thus,  suppose  a  particle  passes  over  a  space,  j, 
in  a  time,  /,  then  the  speed,  v,  is  given  by  the  equation 

Hence  unit  speed  is  such  that  unit  space  is  passed  over  in  unit  time.  In 
the  c.g^,  system  unit  speed  is  such  that  one  centimetre  is  passed  over  in 
one  second.  The  unit  of  speed  has  not  received  any  recognised  name, 
but  when  a  particle  passes  over  say  10  cm.  in  every  second  it  is  said 
to  have  a  speed  of  10  centimetres  per  second.  This  is  often  written 
10  cm./sec.  The  only  speed  which  has  a  recognised  name  is  that  of  one 
nautical  mile  per  hour,  which  is  called  a  knot. 

The  dimensions  of  speed  can  be  obtained  from  the  equation 

•    V  =  5\t 

by  writing  in  the  symbols  for  the  units,  when  we  get 

If  J  and  /  are  each  unity,  then  v  is  also  unity,  and  we  get  the  dimensional 
equation  [F]=[i:7-], 

from  which  it  follows  that  the  dimensions  of  a  speed  are  [/-7^'J- 

The  speed,  v,  is  considered  to  be  positive  if  the  particle  is  moving 
away  from  the  origin  from  which  the  distances  are  measured,  and  nega- 
tive if  the  particle  is  moving  towards  the  origin.  Thus,  if  we  measure 
vertical  distances  from  the  surface  of  the  earth,  the  speed  of  a  balloon  is 
positive  when  it  is  ascending  and  negative  when  it  is  descending,  while 
a  bucket  being  lowered  down  a  well  has  positive  speed,  but  when  being 
raised  it  has  negative  speed. 

81.  Variable  Speed.— If  a  particle  moves  over  unequal  spaces  in 
successive  equal  intervals  of  time,  its  speed  is  variable.  Variable  speed, 
at  any  instant,  is  measured  by  dividing  the  space  passed  over  in  a  time, 
including  the  given  instant,  so  small  that  during  this  interval  the  speed 
does  not  appreciably  alter,  by  this  interval  of  time.  Suppose  that  during 
the  very  small  interval  of  time  which  we  may  indicate  by  tt^  the  particle 

1  We  here  use  j/  as  a  convenient  symbol  for  a  very  small  interval  of  time,  or  in 
other  words,  the  symbol  5  is  used  to  indicate  a  small  increment  in  the  quantity  to 
which  it  is  prefixed.  The  expression  U  must  not  be  looked  upon  as  the  product  of  h 
and  /,  but  as  a  single  expression,  in  fact  a  kind  of  shorthand  expressing  a  small  in- 
crement of  time.  In  the  same  way  ^  represents  a  small  increment  in  the  length, 
measured  from  some  fixed  point,  of  the  path  traversed  by  the  particle.  Suppose,  then, 
that  during  the  time  /  the  particle  has  passed  over  a  distance  j,  and  at  the  time  /+  W 
it  has  passed  over  the  space  j+8j,  it  is  evident  tliat  it  has  passed  over  the  space  Jr  in 

Is 
the  time  It^  and  its  speed  is  ^* 
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moves  over  the  space  hs^  then  the  speed  with  which  the  body  is  moving 
at  the  time  when  the  observation  is  made  is  given  by 

# 
It  IS  important  to  be  quite  clear  as  to  exactly  what  the  above  equation 
implies.  In  the  first  place  it  follows,  from  the  definition  of  uniforn\  speed 
given  in  §  30,  that  if  a  particle  passes  over  a  distance  j  in  a  time  /,  then 
the  speed  is  given  by  j//,  whatever  the  value  of  /  may  be.  Thus  if  a 
particle  moving  with  a  uniform  speed  pass  over  a  metre  in  a  second,  the 
speed  is  one  metre  per  second.  It  will  pass  over  a  tenth  of  a  metre  in  a 
tenth  of  a  second ;  the  speedy  however,  will  be  the  same  (/>.  1^/^= 
I  m/sec).  In  the  same  way  it  will  pass  over  a  millionth  of  a  metre 
in  a  millionth  of  a  second,  and  the  speed  will  be  as  before,  i  metre 

per  sec.  (t^/t^*)-     Hence  if  we  were  able  to  measure  or  calculate  the 

space  passed  over  in  this  small  interval  of  time,  we  should  obtain  the 
same  value  for  the  speed  as  would  be  obtained  if  we  measured  the  space 
passed  over  in  one  second  or  a  thousand  seconds.  Thus  the  value  obtained 
for  the  variable  speed  iy—hslhf)  is  such  that  if  we  had  a  particle  moving 
with  a  constant  speed,  such  that  it  passed  over  the  space  bs  in  the  time 
d/,  it  would  in  one  second  traverse  a  space  equal  to  v  units  of  length. 
We  might  therefore  say  that  the  variable  speed  of  a  particle  is  measured 
at  any  instant  by  the  space  passed  over  in  one  second  by  a  second  par- 
ticle moving  uniformly  with  a  speed  equal  to  that  with  which  the  first 
particle  is  moving  at  the  given  instant. 

A  consideration  of  these  two  definitions  will  assist  in  making  the 
matter  clear ;  any  difficulty  which  may  be  encountered  may  be  lessened 
by  recollecting  that  every  one  probably  has  some  idea  what  they  mean 
by  saying  that  at  any  instant  a  train  is  travelling  at,  say,  fifty  miles  per 
hour,  though  probably  the  train  may  not  actually  travel  more  than  a  mile 
or  so  in  all.  | 

82.  Acceleration. — ^The  word  acceleration  is,  in  its  most  general 
sense,  used  to  indicate  any  change  in  velocity.  Hence  it  may  mean  ari 
increase  or  a  decrease  in  the  speed,  or  a  change  in  the  direction  of  motion. 
In  this  s^nse  acceleration  is  clearly  a  vector.  It  is,  however,  common 
to  use  the  term  acceleration  with  reference  to  the  change  in  speed  only, 
when  it  is  a  scalar. 

Acceleration  may  be  uniform  or jv^arjable.     In  uniform  acceleration 

equal  changes  of  speed  occur  in  equal  times. 

If  the  speed  is  increasing,  then  the  acceleration  is  positive,  while  if 
the  speed  is^ecreasing,  the  acceleration  Ts  negative.  Hence  negative 
acceleration  is  what  in  ordinary  language  is  called  a  retardation. 

Uniform  acceleration  is  measured  by  the  change  in  speed  that  takes 
place  in  a  given  time  divided  by  that  time.      Hence  if  the  speed  of  a 
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particle  change  during  the  time  /  from  v^  to  v^  the  acceleration  (a)  is 
given  by  the  equation  v  —v 


If  the  change  in  speed  is  unity,  and  takes  place  in  unit  time,  we  have 
unit  acceleration.  Thus  if  the  speed  of  a  particle  increase  in  one  second 
by  one  centimetre  per  second,  its  motion  has  unit  acceleration.  This  is 
the  unit  of  acceleration  in  the  c,g.5.  systemu  If  the  change  of  speed  in 
one  second  is  x  centimetres  per  second,  then  the  acceleration  is  x  centi- 
metres per  second  per  second,^  which  may  be  written  x  cm/sec*. 

Suppose  the  change  in  speed  in  a  time  /  to  be  z/,  then  the  acceleration 
is  given  by  ^^^^^ 

If  in  this  equation  we  introduce  symbols  for  the  units,  we  get 

Hence  making  a,  z/,  and  /  each  unity,  we  get  the  dimensional  equation 

Substituting  the  dimensions  of  [  F]  from  §  30,  we  get 

The  dimensions  of  acceleration  are  therefore  i  as  regards  length  and 
—  2  as  regards  time>  and  we  are  reminded  of  this  double  appearance  (z>. 
to  the  second  power)  of  the  unit  of  time  by  the  expression  centimetre  per 
second  per  second. 

As  in  the  case  of  variable  velocity,  variable  acceleration  is  measured 
by  dividing  the  change  in  velocity  occurring  in  a  time  so  small  that  the 
acceleration  does  not  appreciably  change  during  the  interval  by  that 
time. 

88.  Velocity  Curve.— Take  two  axes  at  right  angles,  ox,  oy  (Fig. 
11),  and  divide  ox  into  a  number  of  equal  parts,  OM^,  M^M,,  M2M3,  &c., 
and  suppose  each  of  these  parts  to  represent  an  equal  interval  of  time, 
say  one  second,  so  that  we  are  measuring  time  along  the  axis  of  x. 
Next  suppose  we  have  a  particle  which  starts  from  rest,  and  at  the  points 
O,  Ml,  Mj,  &c.,  we  draw  perpendiculars  MiPj,  MjP^  &c.,  to  represent  the 
speed  of  the  particle  at  the  instants  of  time  represented  by  these  points, 
i>.  at  the  conunencement  of  the  first,  second,  third,  &c.,  second  of  motion. 
Since  the  particle  starts  from  rest,  the  perpendicular  at  O  is  zero.  If  now 
the  interval  of  time  taken  {Le.  a  second  in  the  above  example)  is  sufficiently 
small  so  that  the  velocity  has  not  greatly  changed  from  one  point  to  the 

*  An  acceleration  is  sometimes  referred  to  as  of  so  many  centimetres  per  second, 
or  feet  per  second.  This  is  wrong,  since  acceleration  is  a  change  in  speed  and  not  in 
position,  as  these  expyressions  would  lead  us  to  suppose. 
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next,  the  straight  lines  joining  the  points  o,  P^,  P,,  P,,  &c.,  will  foxm  a  con- 
tinuous curve ;  and  this  curve  is  called  the  velocity^  curve. 


Having  drawn  this  curve,  if  through  any  point  M,  corresponding'  to 
a  time  /,  we  draw  a  perpendicular  to  meet  the  curve  at  p,  then  MP 
represents  the  speed  of  the  body  at  a  time  /  from  the  start 

If  the  speed  of  the  particle  is  uniformly  accelerated,  the  speed  will 
increase  by  an  equal  alnount  in 
each  unit  of  time.  Thus,  suppose 
that  the  particle  starts  from  rest 
and  moves  with  an  acceleration  a. 
Let  OM*  (Fig.  12)  represent  one 
second,  then,  since  the  speed  of 
the  particle  at  the  end  of  a  second 
is  Oy  the  ordinate  m'/'  represent- 
ing the  velocity  at  one  second 
from  the  start  is  equal  to  a.  If 
OM   represents   a   time   /,    then, 

as   the   speed    increases    by   an  

amount  a  in  each  second,  the  speed  represented  by  MP  will  be  at, 

join  op'  and  op,  since  

^'M'  _  ^     PM 

OAT  OM 

and  the  angles  fu'o  and  pmo  are  both  right  angles,  it  follows  that 
the  triangles  //om'  and  pom  are  similar,  and  the  angles  /'om'  and 
POM  are  equal  The  point  j/  must  therefore  lie  on  the  straight  line 
OP,     In  the  same  way  it  may  be  shown  that  all  the  extremities  of 

I  Strictly  it  ought  to  be  called  the  sf€€d  ciu^e. 
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the  ordinates  which  represent  the  speed  of  the  particle  at  different 
instants  must  lie  on  the  straight  line  OP,  so  that  this  line  must  be  the 
velocity  curve  for  the  uniformly  accelerated  particle. 

PM 
Since  —  is  the  tangent  of  the  angle,  ^,  which  the  velocity  curve 
OM 
makes  with  the  axis  of  time,  it  follows  that  the  tangent  of  this  angle 
is  numerically  equal  to  the  acceleration  with  which  the  particle  moves. 
If  instead  of  starting  from  rest  the  particle  start  with  an  initial  speed 
Vo  and  move  with  an  acceleration  /?,  then  the  velocity  curve  will  be 
represented  by  the  straight  line  PP'  (Fig.  16).  In  this  case  OP  is  equal 
to  7/©  and  NP'  is  equal  to  a  /,  if  OM  represents  the  time  /.  Hence  the 
speed  at  a  time  /  is  given  by 

V  —  Vo-^rat 

for  _       _ 

v^MF^MN-'fNF^OP+NF. 

84.  Graphical  Reppesentatlon  of  the  Space  passed  over  by  a 
Movillg  Particle.  —  The  velocity  curve  for  a  particle  moving  with 
uniform  speed  is  a  straight  line  parallel  to  the  axis  OX,  for  in  this 
case  the  lines  P^Mi,  p^Mj,  &c,  will  all  be  of  equal  length.    Let  P  P^  P^ 

(Fig.  13)  be  the  velocity  curve  in 
the  case  of  a  particle  moving  with 
a  uniform  speed  v.  Then  OP, 
N^Pi,  N2P2,  &c,  are  each  of  such 
a  length  that  they  contain  as  many 
units  of  length,  on  some  convenient 
scale,  as  there  are  units  of  speed 
in  V. 

To  find  a  graphical  representa- 
tion for  the  space  passed  over  in  a 
time  /,  take  the  point  N^  to  corre- 
FiG.  13.  spond  to  the  time  Tand  the  point 

Nj  to  the  time  7'+/,  so  that  the 
length  NjNj  measured  along  the  axis  of  time  (ox)  corresponds  to  the 
inteival  of  time  /.     Now  the  area  of  the  rectangle  NiPjPjNa  is  given 
by  the  product  of  the  sides  N,Pi  and  n^Nj. 
Therefore 

area  of  A\P^  I\N^=7VJ\x  A^A^ 

But  

N^P^=-v,  and  N^N^^^^t 
Hence 

area  oi N^P^  P^N^^-ot  .  .  .  (i) 

But  the  space  passed  over  in  a  time  /  is  vt.  Hence  the  space  passed 
over  by  the  particle  during  any  interval  may  be  represented  by  the  area 
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of  the  rectangle  contained  between  the  ordinates  drawn  through  the 
points  corresponding  to  the  commencement  and  end  of  the  interval,  the 
velocity  curve,  and  the  axis  of  time. 

It  is  important  to  clearly  understand  the  limitations  under  which  the 
equation  (i)  is  true.  It  will  be  at  once  seen,  if  we  consider  the  dimen- 
sions of  the  two  sides,  that  it  is  not  a  physical  equation  such  as  those 
we  have  been  dealing  with  up  to  now,  for  the  dimensions  of  one  side 
are  \p\  and  of  the  other  \PT-^,  7"*]  or  \^D\  What  we  mean  by  this 
equation  is  that  if  one  side  of  the  rectangle  n^PiP^Nj  has  as  many 
units  of  length  in  it  as  there  are  units  of  speed  in  the  speed  of  the 
particle,  and  an  adjacent  side  is  of  as  many  units  of  length  as  there 
are  units  of  time  in  the  interval  considered,  then  there  will  be  as  many 
units  of  area  in  the  rectangle  as  there  are  units  of  length  in  the  space 
passed  over  in  the  given  interval. 

In  the  cases  where  the  speed  is  variable  the  velocity  curve  is  no 
longer  parallel  to  the  axis  of  x.  If  the  speed,  instead  of  varying 
continuously,  is  supposed  to  re- 
main constant  during  each  second 
at  the  value  it  has  at  the  com- 
mencement of  the  second,  but  to 
change  suddenly  at  the  end  of 
the  second  to  the  value  it  really 
has  at  the  commencement  of  the 
next,  the  velocity  curve  would 
consist  of  a  stepped  line  O  M^  p^ 
02  Pj  Q3  ^3*  &c.  (Fig.  14).  Since 
the  speed  during  each  second 
is  uniform,  we  may  apply  the 
result  just  obtained  for  uniform 
speed  to  each  period  of  a  second 
separately,  and  the  space  passed 
over  in  any  given  time  will  be  represented  by  the  area  included  between 
this  stepped  line,  the  axis  of  time  (x),  and  the  two  ordinates  drawn 
through  the  points  corresponding  to  the  commencement  and  end  of  the 
interval.  Since  throughout  each  second  the  assumed  speed  is  less  than 
the  actual  speed,  the  space  passed  over,  as  represented  by  the  above 
area,  will  be  less  than  the  true  space.  Next,  suppose  that  the  particle 
moves  uniformly  during  each  second  with  the  speed  it  really  has  at 
the  end  of  that  second.  In  this  case  the  space  passed  over  will  be 
represented  by  the  area  enclosed  between  the  stepped  line  R  Pj  Rj  P2  R2  P3, 
&c,  the  axis  of  time,  and  the  ordinates  at  the  commencement  and  end 
of  the  time  interval,  and  will  be  greater  than  the  real  space.  The 
difference  between  the  space  passed  over  in  these  two  cases,  where  the 
changes  in  speed  are  supposed  to  occur  only  at  the  end  of  each  second, 
is  the  sum  of  the  small  rectangles  which  are  shaded  in  the  figure.     Next, 
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Fig.  14. 
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let  us  suppose  that  we  take  half-second  steps,  i,e,  that  the  velocity 
remains  constant  for  half  a  second  and  then  changes  abruptly.  The 
velocity  curves  now  obtained  are  shown  in  Fig.  15.  As  before,  the 
difference  between  the  space  passed  over  when  the  particle  is  supposed 
to  move  during  each  half-second  with  the  velocity  it  actually  possesses 
at  the  end  of  the  half-second,  exceeds  the  space  passed  over  when  the 
particle  moves  with  the  velocity  it  actually  possesses  at  the  commence- 
ment by  the  area  of  the  shaded 
rectangles.  By  comparing  the 
area  of  these  rectangles  with  those 
in  Fig.  14,  where  whole  second 
intervals  were  used,  to  facilitate 
which  comparison  the  rectangles 
for  the  whole  second  periods  have 
been  dotted  in  on  Fig.  15,  it  will 
be  seen  that  the  difference  in 
area,  and  hence  the  difference  in 
the  space  passed  over,  is  much 
less  in  the  second  case  than  in 
the  first.  Also,  the  difference 
between  the  area  enclosed  by  the 
two  stepped  lines  respectively, 
the  axis  of  times  and  any  two  ordinates  and  that  included  between  the 
actual  velocity  curve,  the  axis  of  time  and  the  same  ordinates  is  much 
less  than  before.  By  taking  quarter-second  periods,  and  then  tenths 
and  hundredths  of  a  second,  we  should  find  that  the  difference  between 
the  area  corresponding  to  the  case  where  the  particle  moves  during  each 
time  interval  with  a  constant  velocity  corresponding  to  the  actual  velocity 
it  possesses  at  the  commencement  of  the  interval,  and  that  corresponding 
to  the  case  where  the  constant  velocity  during  each  interval  corresponds 
to  the  actual  velocity  at  the  end  of  the  interval,  gets  less  and  less.  Hence 
we  conclude  that  if  we  take  an  infinite  number  of  intervals  the  two  areas 
will  be  equal,  and  will  coincide  with  that  enclosed  by  the  velocity  curve 
O  Pi  P2  P3,  &c.  In  the  limit,  therefore,  since  the  space  actually  passed  over 
must  be  intermediate  in  value  between  that  passed  over  in  the  two  hypo- 
thetical cases,  it  follows  that  when  these  are  equal  the  actual  space 
passed  over  must  also  be  equal  to  either,  and  must  be  represented  by 
the  area  enclosed  between  the  velocity  curve  o  Pj  P^  P3,  the  axis  of  time 
and  any  two  ordinates. 

85.  Space  Passed  over  by  a  Particle  when  its  Motion  is  Uni- 
formly Accelerated.— Suppose  that  a  particle  starting  with  a  speed 
Vo  moves  with  a  uniform  acceleration  a  for  a  time  t 

In  this  case  PP'  (Fig.  16)  is  the  velocity  curve,  OP  presenting  the 
initial  speed  v©,  and  p'm  the  final  speed  z/o+«A  The  space  passed  over 
in  the  interval  /  is  represented  by  the  area  of  the  figure  pomp'.    Now 
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the  area  of  the  figure  pomp'  is  equal  to  the  area  of  the  rectangle  pomn, 

together  with  that  of  the  triangle  pnp'.    But  the  area  of  the  rectangle 

POMN  is  equal  to  PO  x  6m  or  to  Vot 

The  area  of  the  triangle  pnp'  is  equal 

to  \  PN.P^  or  i  /  X  «/,  since  ?N  ==  at 

Hence  the  total  space  passed  over 

will  be  given  by 

If  the  particle  start  from  rest  Vo 
is  zero,  and  the  space  passed  over 
in  a  time  /  is 

which  is  also  evident  from  the  figure, 
since  the  space  passed  over  would 
then  be  represented  by  the  triangle 
pp'n. 

The  initial  speed  being  z/©,  and  the  final  speed  Vo+at^  the  mean  or  ave- 
rage speed  is  ^  (2  Vo+at),  If  a  particle  were  to  travel  for  a  time  /  with  a 
uniform  speed  equal  to  this  mean  speed,  the  space  passed  over  would  be 

Thus  in  the  case  of  uniformly  accelerated  motion  the  space  passed  over 
may  be  obtained  by  supposing  that  the  body  travels  during  the  whole 
time  with  a  uniform  speed  equal  to  the  mean  of  the  initial  and  final 
speeds.  Hence  if  Vo  is  the  initial  speed  and  vt  the  speed  after  a  time  /, 
the  space  passed  over  during  this  time  is  given  by 
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If  the  body  starts  from  rest 


or 


t=2SJVt, 


Substituting  this  value  for  /  in  the  expression  s=a^l2^  we  get 


or 


a=v/'/2s, 


an  expression  which  we  shall  sometimes  find  useful. 

36.  Graphical  Representation  of  a  Velocity.— Up  to  the  present 
we  have  been  considering  the  speed  of  a  particle  exclusively ;  we  have 
now  to  take  into  account  not  only  the  speed  but  also  the  direction  of 
modom     In  discussing  all  questions  involving  velocities,  it  is  convenient 
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Fig.  17. 


to  represent  velocities  by  straight  lines.  For  this  purpose  we  draw  a 
straight  line  in  the  direction  of  the  velocity,  and  of  such  a  length  that  it 
contains  as  many  units  of  length  as  there  are  units  of  speed  in  the  velocity 
considered.  In  order  to  show  in  which  sense  the  motion  takes  place  it  is 
usual  to  place  an  arrow-head  somewhere  along  the  line.  Thus  a  velocity 
of  3.6  centimetres  per  second  in  a  north-easterly  direction  would,  if  we 

take  a  centimetre  to  repre- 
sent a  velocity  of  one  centi- 
metre per  second,  and  if  .SN 
(Fig.  17)  represent  the  south 
to  north  direction,  be  repre- 
sented by  either  of  the  lines 
AB  or  CD,  which  are  each 
3.6  cm.  long  and  point  in  the 
proper  direction.  Similarly, 
any  other  line  equal  and 
parallel  to  AB  will  represent 
the  given  velocity.  The  reason 
why  an  infinite  number  of 
lines  can  be  drawn  to  repre- 
sent any  given  velocity,  is 
that  although  velocity  has 
magnitude  and  direction  it  has  not  position,  hence  we  can  take  any 
point  from  which  to  draw  a  straight  line  to  represent  a  given 
velocity.  ■   * 

37.  Composition  of  Velocities.— We  have  hitherto  supposed  the 
axes  to  which  we  have  referred  the  velocity  of  a  particle  to  be  fixed  in- 
space,  and  our  results  will  not  be  affected  although  it  is  impossible  to 
realise  such  fixed  axes,  since  it  is  immaterial,  as  far  as  the  relative  move- 
ment of  any  particle  with  respect  to  certain  fixed  lines  or  points  is 
concerned,  whether  these  are  themselves  in  motion  or  at  rest,  and  it  is 
with  relative  motion  that  we  are  exclusively  concerned.  We  now  pass  to 
the  consideration  of  the  case  where  the  axes  to  which  we  refer  the  motion 
of  a  particle  are  themselves  in  motion  with  reference  to  some  other  axes, 
which  we  take  for  the  nonce  to  be  fixed. 

As  an  example  we  may  take  the  case  of  a  man  walking  along  the  deck 
of  a  ship,  which  is  moving  in  a  given  direction  with  reference  to  the  sur- 
face of  the  sea.  We  might  measure  the  velocity  with  which  the  man  is 
moving  with  reference  to  the  ship,  ue.  say  he  was  walking  at  the  rate  of 
200  centimetres  per  second  in  a  direction  inclined  at  45^  to  the  length 
of  the  boat  and  towards  the  bow.  The  ship  itself  (and  therefore  the 
axes  we  have  used  to  define  the  man's  velocity)  is,  let  us  suppose,  tra- 
velling at  the  rate  of  500  centimetres  per  second  due  north,  and  that 
we  require  to  find  the  velocity  with  which  the  man  is  travelling  with 
reference  to  the  surface  of  the  sea. 
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If  the  man  remained  standing  still  on  the  deck  while  the  ship  moved 
for  one  second,  he  would  be  displaced  500  centimetres  to  the  north,  i.e. 
from  O  to  N  (Fig.  18).  This  represents  in  the  given  case  the  displace- 
ment of  the  co-ordinates  by  which  the  man's  position  with  respect 
to  the  ship  is  defined.  If  now  the  ship  were  to  remain 
stationary  while  the  man  moved  for  one  second  with  his 
given  velocity,  i.e.  200  centimetres  in  the  north-east  direc- 
tion, he  would  arrive  at  R.  If  the  two  movements  were 
to  go  on  simultaneously,  he  would  therefore  during  one 
second  travel  from  O  to  R.  His  actual  path  with  reference 
to  the  surface  of  the  sea  is  along  or,  and  he  will  have 
moved  over  this  distance  in  one  second.  Now  the  man 
would  have  traversed  the  same  path  in  the  same  time  if, 
instead  of  moving  with  a  velocity  of  500  centimetres  per 

second  towards  the  north,  represented  by  ON  (Fig.  1 7),  and 

at  the  same  time  with  a  velocity  of  200  centimetres  towards 

— ♦■ 
the  north-east,  represented  by  OP,  which  is  equal  and  parallel 

to  NR,  he  had  travelled  for  one  second  with  a  single  velocity  represented 

by  OR.  This  single  velocity  OR,  which  would  give  the  same  displacement 
as  the  two  given  velocities,  is  called  their  resultant,  and  they  are  called 
the  component  velocities.  Hence  we  have  the  rule  for  finding  the  resul- 
tant of  two  velocities  : — From  any  given  point  (o)  draw  two  straight  lines 
to  represent  the  given  velocities  in  magnitude  and  direction,*  and  com- 
plete the  parallelogram  with  these  lines  as  adjacent  sides.  Then  the 
diagonal  of  this  parallelogram  drawn  through  O  will  represent  the  mag- 
nitude and  direction  of  the  resultant  velocity.  This  result  is  called  the 
Parallelogram  of  Velocities. 

What  we  are  really  doing  in  the  parallelogram  of  velocities  is  to 
cM  together  two  velocities,  and  we  shall  find  that  whenever  wg  ?^^ 
two  quantities  ^hich  are  vectors  we  shall  make  use  of  the  parallelo- 
gramlawj^ 

The  parallelogram  of  velocities  enables  us  to  find  the  resultant  of  any 
number  of  velocities,  since  by  its  means  we  can  replace  any  two  of  them 
by  their  resultant.  Next,  this  resultant  can  be  combined  with  one  of 
the  remaining  velodties,  and  so  on  till  a  single  resultant  is  left. 

A  consideration  of  Fig  18  will  show  that  the  resultant  velocity  may 

be  obtained  without  actually  drawing  the  parallelogram  onrp,  for  if  from 

—*- 
the  point  N  at  the  extremity  of  the  straight  line  (on),  which  represents  in 

*  The  sense  of  the  two  velocities  must  be  either  both  towards  o  or  both  away  from 
O,  i.e,  hoik  velocities  must  be  represented  as  directed,  away  from  o  or  towards  O.  In 
the  first  case  the  sense  of  the  resultant  will  be  away  from  o,  and  in  the  second  case 
towards  0. 
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magnitude  and  direction  one  of  the  component  velocities,  we  draw  a 
straight  line  (nr)  to  represent  in  magnitude  and  direction  the  other  com- 
ponent velocity,  then  the  straight  line  (OR)  joining  the  point  O  to  the 
point  R  will  represent  in  magnitude  and  direction  the  resultant  velocity. 
Of  course,  the  same  result  would  be  obtained  by  drawing  through  P,  the 
extremity  of  the  line  representing  the  second  velocity  in  the  above  case, 

a  line  PR  to  represent  the  first.  This  method  of  eflfecting  the  composi- 
tion of  velocities  is  generally  referred  to  aslKe  triangle  of  velocities^^nd 
leads  to  a  convenient  method  of  finding  the  resultant  of  a  number  of  velo- 
cities, say,  7^1,  v^  7/3,  v^.   Suppose  the  given  velocities  are  represented  by  the 

lines  AB,  CD,  ef,  gh  (Fig.  19),  then  from  any  point  o  draw  a  straight  line  OP 

equal  and  parallel  to  AB,  from  p  draw  pq  equal  and  parallel  to  CD,  from  Q 

Q 


draw  QR  equal  and  parallel  to  EF,  and  from  R  draw  RS  equal  and  parallel 

to  GH.     Then  the  straight  line  OS  will  represent  the  resultant  of  the  four 

velocities  t/^,  v^  v^  v^.    The  velocity  i\  is  represented  by  OP  just  as  much 

— > 
as  by  AB ;  the  same  remark  applies  to  the  other  velocities.    Hence  by  the 
triangle  of  velocities  the  resultant  of  v^  and 

v^  is  represented  by  OQ.     Also  the  resultant 

of  OQ  and  v^  i.e,  QE,  is  represented  by  OR, 
and  so  on.  It  is  important  to  note  that  the 
value  of  the  resultant  obtained  is  independent 
of  the  order  in  which  we  draw  the  lines  repre- 
'^*  ^*  senting  the  velocities.     Thus  in  Fig.  20  the 

velocities  have  been  combined  in  the  order  7/4,  t/j,  v^,  7/,;  the  resultant, 

however,  is  the  same  as  before. 

88.  Resolution  of  Velocities. — It  is  sometimes  convenient  to  replace 

the  actual  velocity  of  a  body  by  two  or  more  other  velocities,  which  are 

so  chosen  that  the  actual  velocity  is  the  resultant  of  all  these  assumed 
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velocities.  In  such  a  case  we  are  said  to  resolve  the  given  velocity  into 
component  velocities.  Suppose  we  require  to  resolve  the  velocity  repre- 
sented by  OP  (Fig.  2i)  into  two  com-  y 
ponent  velocities,  one  directed  along 
OX  and  the  other  along  OY.  If  through 
P  we  draw  pn  parallel  to  OY,  and  PM 
parallel  to  OX,  then  we  know  by  the 

parallelogram    of  velocities    that    two 

— ►  — ► 

velocities,  represented  by  OM  and  on 

would  have  a  resultant  OP,  so  that  we 

may  replace  the  velocity  OP  by  the  two 

— ►  — ► 

velocities   OM    and    ON.      Any    given 
velocity  can  in  this  way  be  resolved  in  any  number  of  separate  ways ; 

thus  in  Fig.  22  OP  is  resolved  into  the  two  velocities  OM  and  on. 


Fig.  21. 


Fig.  3s£ 


In  the  case  where  the  components  are  at  right  angles  to  one  another, 
if  we  call  the  angle  POX  (Fig.  21),  between  the  direction  of  the  resultant 

velocity  and  one  of  the  components  ON,  8  we  have — 

ON  _ 

*-*-=' cos  ^, 
OP 


and 


OM 


!==cos  {MO P)^  COS  (90"-  ^)  =  sin  6. 
OP 


Hence  if  R  is  the  velocity  along  OP,  and  P  and  g  are  the  components 
of  R  along  OX  and  OY  respectively, 

*P=Pcos  0, 

and  Q=^R  sme. 

When  (as  in  Fig.  22)  the  two  components  are  not  at  right  angles,  then 
if  P  is  the  component  along  ON  making  an  angle  0  with  R,  and  Q  that 
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along  OM,  making  an  angle  <^  with  R,  we  have,  by  a  well-known  proposi- 
tion in  elementary  trigonometry — 

/>2=/?2+gs_2/'2cos<^, 

1^^I^+Q^-2PQ  cos  OMPy 
^P^+g^+2PQ  cos  {3+<l>\ 

where  ^+<^  is  the  angle  included  between  the  components  P  and  Q. 

In  practice,  however,  it  is  generally  convenient  to  resolve  a  velocity 
into  a  component  in  the  direction  in  which  for  the  time  being  we  may  be 
confining  our  attention,  and  a  second  component  at  right  angles  to  the 
first,  which  will  obviously  have  no  influence  on  the  motion  in  the  direction 
considered.  Suppose,  for  instance,  we  require  to  find  the  time  a  sailing 
ship  will  take  to  go  a  certain  distance  in  the  teeth  of  the  wind,  being 
given  that  it  sails  at  an  angle  of  45**  to  the  direction  of  the  wind  with  a 

speed  of  ten  knots.*    Let  NO  (Fig.  23)  represent  the  direction  of  the  wind, 

and  OP  the  direction  and  magnitude  of  the  velocity  with  which  the  boat 

— ► 
sails.    Resolve  OP  along  ON,  and  at  right  angles  to  on,  />.  along  OE. 

Then  we  may  consider  that  the 

.  .      "** 

boat  moves  with  a  velocity.  OM 

in  the  required  direction,  and 

with  a  velocity  OL  in  a  direction 
at  right  angles,  which  has  no 
effect  on  the  space  passed  over 
in  the  required  direction.  As  a 
matter  of  fact  the  boat  would 
sail  alternately  in  the  direction 
OP  and  in  the  direction  OQ. 
Pjq  The  resolved  part  of  the  velocity 

along  ON  would  be  the  same  in 
the  two  cases,  but  the  resolved  part  at  right  angles  to  on  would  be 

alternately  in  the  direction  OE,  and  in  the  direction  ow;  and  hence  the 
space  passed  over  at  right  angles  to  ON,  due  to  each  of  these  components, 
would  be  in  opposite  directions,  and  would  neutralise  each  other.  By 
geometry  we  see  that,  since  pmo  is  a  right-angled  isosceles  triangle, 
OM=OP/ V2.  Hence  the  component  of  the  velocity  of  the  boat  in  the 
direction  ON  is  10/  ^h  knots.     The  time  taken  to  cover  x  nautical  miles 

in  the  direction  ON  will  therefore  be  x-t-  10/  J2  or  -  -  -    hours. 

'  ^  10 

1  The  knot  \s  the  only  special  name  we  have  for  a  unit  of  speed,  and  it  represents 
a  speed  of  one  nautical  mile  per  hour. 
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89.  Composition  and  Resolution  of  Aecelerations.— A  uniform 
acceleration,  being  a  vector  or  directed  quantity,  may  be  compounded  or 
resolved  in  Acactly  the  same  way  as  a  uniform  velocity.  Hence  we  have 
the  parallelogram,  triangle,  and  polygon  of  accelerations.  It  is,  how- 
ever, unnecessary  to  discuss  these  separately^  since  all  we  have  said  with 
reference  to  velocity  applies  {mutatis  mutandis)  to  acceleration. 

40.  Composition  of  a  Uniform  Motion  with  a  Uniformly  Accele- 
rated Motion. — In  the  previous  sections  we  have  dealt  with  the  com- 
position of  two  uniform  velocities  or  of  two  uniform  accelerations  ;  it  is, 
however,  possible  to  compound  a  uniform  velocity  in  one  direction  with 
a  uniform  acceleration  in  another.  Thus  in  the  example  considered  in 
§  37  we  might  suppose  that  while  the  man  walked  with  uniform  velo- 
city with  reference  to  the  deck,  the  ship  itself  was  moving  with  an  accele- 
rated motion  with  reference  to  the  surface  of  the  sea. 

As  an  example  we  will  take  the  case  of  a  particle  which,  starting  from 
rest  at  O,  moves  with  a  uniform  speed  v  along  ox  (Fig.  24X  and  with  a 
uniform  acceleration  a  along  OY,  it  being  re- 
quired to  trace  out  the  path  traversed  by  the 
particle.  If  the  particle  moved  with  the  uniform 
velocity  v  alone,  the  distance  traversed  along  ox 
at  the  end  of  the  ist,  2nd,  and  3rd  second  would 
be  obtained  by  making  /  successively  equal  to 
1,  2,  3,  &c  in  the  equation  s—vt,  that  is,  they 
would  be  V,  2z/,  3%  &c  Along  ox  mark  the 
points  Pj,  P2,  P3,  &c,  so  that  OV^^v,  OPa=2v,  &c., 
so  that  the  points  Pj,  Pj,  P3  would  represent  the 
positions  of  the  particle  at  the  end  of  the  ist, 
2nd,  3rd,  &c  second  if  the  particle  were  only 
animated  with  the  velocity  v. 

If  the  particle,  starting  from  rest,  were  moving 
with  the  acceleration  a  along  OY  alone,  the  space 
traversed  in  i,  2,  3,  &c.  seconds  would  be  obtained 
fipom  the  equation  s^^^at^  (§  35)  by  making  /  suc- 
cessively I,  2,  3,  &c  Hence  at  the  end  of  the 
1st,  2nd,  3rd,  &c  second  the  particle  would  be  at 


Fig.  34. 


a  distance 


a  ^  ()a 
— >  — J  — 
2    2 


,  &c.  from  O,  measured  along  OY.     Let  Q^,  Q2,  Q3,  &c 
—      a  —     4^ 


be  points  on  OY,  such  that  OQi=-»  OQ2=y,  &c.,  so  that  Qj,  Q2,  Q,,  &c 

would  represent  the  position  of  the  particle  at  the  end  of  each  successive 
second  if  the  acceleration  a  was  the  only  motion. 

Through  P^,  P^  P3,  &c.  draw  lines  parallel  to  OY,  and  through  Q^,  Qj, 
Q3,  &C.  draw  lines  parallel  to  ox.    Then  the  particle  at  the  end  of 

the  first  second  will  have  moved  a  distance  OPj  in  the  direction  ox. 
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and  also  a  distance  OQi  in  the  direction  OY,  and  hence  will  be  at  the 
point  Rj.  In  the  same  way,  at  the  end  of  the  2nd,  3rd,  &c  second 
it  will  be  at  Rj,  R3,  &c  The  path  of  the  particle  is  thrt-efore  along 
the  curve  o  R^  R2  R3  R4.  It  will  be  found  that  this  curve  will  be  the 
path  of  an  object  projected  in  vacuo  with  a  speed  v  in  the  directior         > 

ox,  and  acted  upon  by  gravity  in  the  direction  OY.  ^*^ 

41.  Curvilinear  MoUon— The  Hodograph.— The  example  con- 
sidered in  the  last  section  differed  from  the  cases  previously  considered 
in  that  the  resultant  motion,  instead  of  taking  place  along  a  straight  line, 
takes  place  along  a  curve.  Hence  not  only  is  the  speed  of  the  particle 
accelerated,  but  the  direction  of  motion  continually  changes.  One  of  the 
most  interesting  cases  of  curvilinear  motion  is  that  of  a  particle  moving 
in  a  circle,  so  that  its  speed  is  constant,  ue,  it  traverses  equal  lengths  of 
the  circumference  in  equal  times,  and  the  velocity  changes  in  direction 
only. 

The  study  of  curvilinear  motion  is  much  simplified  by  the  use  of  an 
auxiliary  curve  called  the  hodograph.  The  hodograph  is  a  curve  con- 
necting the  extremities  of  the  straight  lines  drawn  from  some  one  given 
point  to  represent  in  magnitude  and  direction  the  velocity  of  a  particle 
at  successive  instants. 

Before  considering  the  case  of  the  hodograph  of  a  particle  moving  in 
a  curve,  we  will  study  that  of  a  particle  which  moves  along  a  polygon, 

each  side  of  the  polygon  being 
traversed  with  unifoim  velocity  in 
unit  time.  Let  abcde  (Fig.  25) 
represent  the  path,  so  that  the 
particle  takes  exactly  a  second  to 
travel  from  A  to  B,  from  B  to  c, 
from  C  to  D,  and  from  D  to  E.    From 

any  point  O  draw  a  line  OP  to  re- 
present   the    velocity   with    which 
^°*  *^  the  particle  travels  from  A  to  B. 

Similarly,  draw  OQ,  OR,  and  OS  to  represent  the  velocity  with  which  the 
particle  travels  from  B  to  c,  C  to  D,  and  D  to  E.  Then  PQRS  is  the  hodo- 
graph of  ABCDE. 

In  order  that  the  particle,  when  it  reaches  B,  may  alter  its  direction  of 

motion  and  travel  along  BC,  we  must  compound  with  the  velocity  OP, 
with  which  it  reaches  B,  some  other  velocity.     By  the  triangle  of  forces 

we  see  that  if  we  compound  a  velocity  pq  with  the  velocity  OP,  the 

resultant  velocity  will  be  OQ  ;  that  is,  will  be  the  velocity  required. 
Hence  the  velocity  which  it  is  necessary  to  compound  with  the  original 
velocity,  to  make  the  particle  travel  along  BC  with  a  uniform  velocity  so 
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— ► 
as  to  reach  c  in  one  second,  is  PQ.     In  the  same  way  the  velocity  which 

_►  ,    "^ 

has  to  be  combined  with  OQ  when  the  particle  reaches  C  is  QR. 

Now  any  curve  may  be  considered  as  built  up  of  an  infinite  number 
of  very  small  straight  lines,  i.e,  to  be  a  polygon  ;  hence  we  should  expect 
that  the  results  obtained  above  would  be  applicable  to  such  a  curve  and 
its  hodograph. 

Suppose  ABCD  (Fig.  26)  to  be  the  path  of  a  particle,  and  PQRS  its 
hodograph  with  reference  to  the  origin  O.  By  this  we  mean  that 
if  from  O  lines  are  drawn  to  represent  the  v^city  of  the  particle  in 
its  path  ABCD  in  magnitude  and  direction  at  every  instant  of  its 
motion    the  extremities  of  all  these  lines  will  lie  on  the  curve  PQRS. 


Fig.  sb6. 
Since  at  any  instant  the  direction  of  motion  of  the  particle  is  along  the 
tangent  to  its  path,  it  follows  that  OP  must  be  parallel  to  the  tangent  of  the 
curve  ABCD  at  A,  and  OS  parallel  to  the  tangent  at  D ;  also  the  velocity  at  A 

is  equal  to  OP,  and  that  at  D  to  OS.  To  find  the  velocity  at  any  other  point, 
B,  of  the  path,  we  draw  a  tangent  BT  at  the  given  point,  then  in  the 

hodograph  through  O  draw  a  line  OQ  parallel  to  BT.  OQ  will  then  repre- 
sent the  velocity  at  B.  In  the  same  way  OR  represents  the  velocity  at  C. 
Suppose  the  particle  has  taken  a  time  ht^  to  travel  from  B  to  c,  then 

during  this  time  the  velocity  has  changed  from  OQ  to  OR.  If  i/  is  exces- 
sively small,  so  that  B  and  c,  as  well  as  Q  and  R,  are  very  close  together, 
we  may  regard  the  portion  of  the  hodograph  QR  as  being  a  straight  line 
coincident  with  the  tangent.  Then,  from  what  has  been  said  with  refer- 
ence to  the  case  of  a  polygon,  the  velocity  which  has  to  be  compounded 

with  OQ  to  give  OR  is  represented  in  magnitude  and  direction  by  QR. 

1  See  note  on  p.  28. 
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Hence  QR  represents  the  change  in  velocity  during  the  time  ht.  But 
the  acceleration  is  defined  as  the  change  in  velocity  during  a  given  time 
divided  by  the  time,  so  that  the  acceleration  with  which  the  body  is 
moving  between  B  and  C  is  given  by  QR/d/;  and,  further,  this  acceleration 

acts  along  qr,  t.e.  along  the  tanjjent  at  that  point  of  the  hodograph  which 
corresponds  to  the  point  on  the  path  at  which  the  acceleration  is  being 
considered.  If  we  look  upon  the  hodograph  as  being  traced  out  by  a 
point  at  the  same  time  as  the  particle  traces  out  the  path  abcd,  then  the 
portion  QR  will  be  traced  out  during  the  time  bt  that  the  particle  spends 
in  travelling  from  B  to  a  Hence  we  might  call  the  quotient  QR/d/  the 
speed  *  of  the  tracing-point  of  the  hodograph. 

We  may  therefore  sum  up  the  results  by  saying  that  (i)  the  direction 
of  the  tangent  to  the  hodograph  at  any  point  represents  the  direction  of 
the  acceleration  of  the  motion  of  the  particle  at  the  corresponding  point 
of  its  path,  while  (2)  the  speed  of  the  tracing-point  of  the  hodograph  at 
any  instant  represents  the  magnitude  of  the  acceleration  of  the  particle 
at  that  instant.  •*• 

42.  Motion  in  a  Circle. — The  only  case  of  curvilinear  motion  with 

which  we   shall   deal    is   that  of 
uniform  motion  in  a  circle.    Since 
the  speed  is  constant  the  hodo- 
graph is  a  circle,  for  the  lines  drawn 
from  the  centre  O  (Fig.  26)  to  re- 
present the  velocity  of  a  particle 
moving  along  the  circle  BCD  in 
magnitude  and  direction  will  all  be 
of  the  same  length,  the  speed  being 
constant,  and  hence  their  extre- 
mities must  all  lie  on  a  circle. 
Suppose  the  particle  to  move  with  a  uniform  speed  z/  in  a  circle  of 
radius  r.    Then  the  hodograph  will  be  a  circle  of  radius  v  units  of  length. 
Let  A  (Fig.  27)  be  the  centre  of  the  circle  along  which  the  particle 
moves,  and  B  any  point  on  the  circumference.    At  B  the  particle  will  be 
moving  with  a  speed  v  in  the  direction  of  the  tangent  BT.     Hence  the 

line  OP  in  the  hodograph  represents  the  velocity  at  B,  and  the  accelera- 
tion at  B  is  in  the  direction  of  the  tangent  at  P,  i.e.  in  the  direction  PU. 
But  since  both  the  path  and  the  hodograph  are  circles,  the  tangents  are 
at  right  angles  to  the  radii  passing  through  the  points  of  contact.  Hence 
UP  is  at  right  angles  to  OP,  and  BT  to  ab.  But  op  and  bt  are  by  con- 
struction parallel.  Hence  PU  is  parallel  to  ba.  The  acceleration  of  the 
particle  at  any  point  is  therefore  along  the  radius  of  the  circle  at  the 
point,  the  sense  of  the  acceleration  being  towards  the  centre. 


Fig.  27. 


1  The  speed,  if  variable,  is  defined  as  in  §  31. 
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To  find  the  magnitude  of  the  acceleration,  we  require  to  know  the 
speed  in  the  hodograph.  Since  the  tracing-point  of  the  hodograph  will 
make  a  whole  revolution  in  the  same  time  that  the  particle  describes  the 
circle  BCD,  it  follows  that  the  speed  in  the  hodograph  is  to  the  speed  of 
the  particle  (?/)  as  the  radius  of  the  hodograph  is  to  the  radius  of  the 
circle,  since  the  circumferences  of  two  circles,  are  to  one  another  as  their 
radii,  therefore  the  speed  (u)  in  the  hodograph  is  given  by 

where  r^  is  the  radius  of  the  hodograph  and  is  equal  to  v^ 

Hence  the  magnitude  of  the  acceleration  acting  on  the  particle  is  r/*/r, 
and  the  direction  of  the  acceleration  is  towards  the  centre  of  the 
circle  in  which  the  particle  is  moving. 
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CHAPTER   VI 

MOTION  OP  A   RIGID  BODY 

48.  Definition  of  a  Rigid  Body.— A  rigid  body  is  an  extended 
piece  of  matter  which  can  move  as  a  whole  with  reference  to  surrounding 
objects,  but  whose  component  particles  are  incapable  of  any  displace- 
ment relative  one  to  the  other.  Hence  a  rigid  body  is  incapable  of 
having  a  strain  (§  122)  impressed  upon  it.  Although  a  rigid  body  is  an 
ideal  which  cannot  be  realised  in  practice,  the  consideration  of  the 
dynamics  of  a  rigid  body  is  useful  as  an  introduction  to  the  study  of  the 
more  complex  problems  which  arise  when  we  have  to  deal  with  such 
substances  as  exist  in  nature,  besides  which,  in  many  problems,  such 
bodies  as  steel  and  glass  may  be  taken  as  rigid. 

44.  Motion  of  a  Rigid  Body.— Any  displacement  of  a  rigid  body 
can  be  produced  by  a  pure  translation  of  the  body,  and  a  pure  rotation 
of  the  body  round  a  certain  point  called  the  centre  of  figure*  of  the  body. 
Thus  to  consider  the  case  of  the  displacement    of  a  straight  line  ab 

(Fig.  28)  in  a  plane,  from  the  position 

^\^  AB  to  the  position  a'b'.     In  the  case  of 

^^V^g'  a  straight  line  the  centre  of  figure  is  at 

a" .>v^^^^^ B     the  middle  point.     Hence  in  the  first 

/     ^^\^^  position  c  is  the  centre  of  figure,  and  in 

^B'       the  second  c'.     The  line  ab  may  be  dis- 
placed to  the  position  a"b"  by  a  pure 

J_ translation  (§  29),  since  all  the  particles 

A  5  ^  will  move  along  equal  parallel  straight 

Fig.  38.  lines.     Then  it  can  be  rotated  about  d 

into  the  required  position  a'b'.  In  this 
case  all  the  particles  will  move  in  circles  with  c'  as  a  centre.  The  motion 
of  a  rigid  body-  may  thus  be  resolved  into  a  motion  of  translation  obeying 
the  laws  considered  in  Chapter  V.,  and  a  motion  of  rotation. 

45.  Motion  of  Rotation.— When  a  rigid  body  moves  so  that  the  paths 
of  all  the  particles  of  which  it  may  be  regarded  as  built  up  are  circles 
having  their  centres  on  a  fixed  line,  called  the  axis  of  rotation,  the  body 
is  said  to  undergo  a  pure  rotation  about  this  axis. 

Since  the  distances  of  the  different  particles  from  the  axis  of  rotation 

^  When  we  come  to  consider  the  action  of  gravity  on  bodies,  we  shall  find  that  the 
oenlre  of  figure  is  what  is  better  known  as  the  centre  of  gravity. 

46 
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may  not  all  be  the  same,  but  as  they  are  all  rigidly  attached  together 
they  must  complete  a  revolution  in  exactly  the  same  time,  it  follows  that 
the  speed  of  the  diflferent  particles  is  different.  Thus  in  the  case  of  a 
fiy- wheel,  consider  the  motion  of  two  points,  one  on  a  spoke  at  a  distance 
of  50  centimetres  from  the  axis  of  rotation  (the  axle),  and  the  oiher  on 
the  rim,  say  at  a  distance  of  100  centimetres  from  the  axis.  Suppose  the 
fly-wheel  to  make  one  turn  per  second,  then  the  first  particle  will  in  one 
second  traverse  the  circumference  of  a  circle  of  50  centimetres  radius,  i.e, 
will  travel  through  looir  centimetres,  and  hence  its  speed  will  be  ioott 
centimetres  per  second.  The  speed  of  the  other  particle  will  in  the 
same  way  be  2oo3r  centimetres  per  second. 

The  velocity  of  rotation  of  a  body  cannot  therefore  be  measured  by 
the  speed  of  any  unspecified  particle,  but  is  measured  either  by  the 
number  of  turns  made  in  a  given  time  divided  by  that  time,  Le.  the 
number  of  turns  per  second,  or  by  the  speed  of  a  particle  at  unit  distance 
from  the  axis  of  rotation,  this  speed  being  called  the  angular  velocity  of 
the  body.  •  '     ' 

Suppose  the  angular  velocity  of  a  body  is  «,  that  is  the  linear  speed 
of  a  particle  at  unit  distance  from  the  axis  is  &>,  so  that  the  space 
passed  over  by  such  a  particle  in. a  second  is  »  units  of  length.  Now  the 
length  of  the  arc  of  the  circle,  along  which  the  particle  travels,  passed 
over  in  one  second  being  o>,  the  angle  subtended  by  this  arc  at  the  centre 
of  the  circle  is  «/i  in  circular  measure  (§  14),  since  the  radius  of  the 
circle  is  unity.  Since  the  angle  swept  out  by  the  radius  joining  any 
particle  of  the  body  to  the  axis  of  motion  is  the  same  for  all  particles  in 
the  body,  we  may  say  that  the  angular  velocity  «  of  a  body  represents 
the  angle  (measured  in  circular  measure)  through  which  the  body  turns 
in  one  second.  [  v 

If  the  rotating  body  turns  through  an  angle  ©  in  one  second,  then  the\  > 
space  traversed  by  a  particle  at  a  distance  r  from  the  axis  of  motion  is  J 
oDr,  since  this  is  the  length  of  an  arc  of  a  circle  of  radius  r  that  subtends/ 
an  angle  o  at  the  centre. 

The  relation  between  the  angular  velocity  of  a  body  and  the  number 
of  turns  per  second  can  be  obtained  as  follows  :  Let  the  body  make  n 
turns  per  second,  then  since  in  one  complete  turn  the  angle  turned  through 
is  2ir  (§  14),  the  angle  turned  through  in  one  second,  or  the  angular 
velocity,  is  T.-jm,-    Since  the  body  makes  n  turns  per  second,  the  time  it 

takes  to  make  one  turn  is  -=  7"  say,  and  the  angular  velocity  =  27r/71 

.      .  .  .  A"    ^ 

A  rotation  is  said  to  be  positive  if,  when  looking  along  the  axis  in  the     [ 

positive  direction,  it  appears  to  take  place  in  the  opposite  direction  to     V^     f 

that  of  the  hands  of  a  watch  ;  while  if  it  takes  place  in  the  same  direction 

it  is  negative.  ''"^^ 


? 


As  in  the  case  of  linear  velocity,  angular  velocity  may  be  uniform  or        ,.       j 
variable*     In  the  case  of  variable  angular  velocity,  the  change  of  angular 
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velocity  in  a  given  time  divided  by  that  time  is  called  the  angular 
acceleration.  Angular  acceleration  may  be  uniform  or  variable.  Since 
the  angular  velocity  is  measured  by  the  angle  swept  out  in  unit  time,  and 
the  angle  is  measured  by  the  arc  swept  out  divided  by  the  radius  (/>. 
angular  velocity = (arc -r  radius) /time),  the  dimensions  of  angular  velocity 
are  given  by  [0]  =  [(Z-rZ.)~  T\^\T''^\  The  truth  of  this  result  will  be 
apparent  if  we  remember  that  the  angular  velocity  does  not  depend  upon 
the  distance  of  the  point  considered  from  the  axis  of  rotation,  />.  the 
size  of  the  circle  described,  but  simply  on  the  time  taken  to  go  round  this 
circle.    The  dimensions  of  angular  acceleration  are  [7^*]. 

46.  Composition  and  Resolution  of  Rotations.  —  In  order  to 
completely  define  a  linear  velocity  we  have  seen  that  we  require  to  know 
the  direction  of  the  velocity,  and  also  the  magnitude  of  the  velocity.  In 
the  same  way,  to  define  a  rotation  we  require  to  know  the  axis  about 
which  the  rotation  takes  place  and  the  magnitude  of  the  rotation,  i,e,  the 
angular  velocity.  Rotations  may  be  compounded  or  resolved  in  a  manner 
analogous  to  that  employed  in  the  case  of  motions  of  translation.  Thus, 
if  a  rigid  body  has  simultaneously  applied  to  it  two  rotations  about  diffe- 
rent axes  passing  through  a  fixed  point,  the  resultant  motion  consists  in  a 
rotation  about  a  single  axis  passing  through  this  point.  The  direction  of 
the  axis  of  this  resultant  rotation  and  its  magnitude  can  be  obtained  by 
drawing  through  any  point  (o)  two  straight  lines  parallel  to  the  axes  of 
the  two  given  rotations,  and  equal  in  length  to  the  angular  velocities, 
and  completing  the  parallelogram.  The  diagonal  drawn  through  O  will 
then  represent  the  axis  of  the  resultant  rotation  in  direction  and  the 
angular  velocity  in  magnitude.  In  the  same  way  we  may  resolve  any 
rotation  into  two  or  more  component  rotations  round  any  given  axes  by 
employing  the  methods  used  in  §  38. 

47.  Degrees  of  Freedom  of  a  Body.  —  In  §  26  we  saw  that  in 
order  to  define  the  position  of  a  point  in  space  we  require  to  know  its 
distance  from  three  fixed  planes,  no  two  of  which  are  parallel.  Again, 
every  possible  way  in  which  a  particle  can  move  may  be  resolved  along 
three  mutually  perpendicular  lines  or  axes,  and  the  resultant  of  these 
three  component  displacements  will  be  equal  to  the  original  displace- 
ment. Hence,  when  the  motion  of  a  particle  is  unrestricted  by  any 
conditions  it  is  said  to  have  three  degrees  of  freedom. 

Next,  suppose  the  particle  is  constrained  to  remain  always  in  contact 
with  a  given  surface.  It  will  then  only  possess  two  degrees  of  freedom, 
for  we  may  take  the  normal  to  the  surface  as  one  of  the  three  mutually 
perpendicular  directions  along  which  the  motion  of  the  particle  may  be 
resolved-  Since  no  displacement  of  the  particle  can  take  place  along 
this  direction,  or  the  particle  would  not  remain  in  contact  with  the 
surface,  the  only  remaining  possible  independent  displacements  are  at 
right  angles  to  one  another  in  the  tangent  plane  to  the  surface. 

If  the  particle  is  constrained  to  move  so  as  to  remain  in  contact 
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simultaneously  with  each  of  two  surfaces,  it  has  only  one  degree  of 
freedom.  For  it  is  constrained  to  move  along  the  line  which  is  common 
to  both  surfaces,  i.e.  the  line  of  intersection  of  the  surfaces,  and  if  a  point 
moves  on  a  line,  it  can,  at  each  point,  only  move  in  one  direction,  which 
is  that  of  the  tangent  to  the  line  at  the  given  point. 

In  the  case  of  a  perfectly  unconstrained  extended  rigid  body  we 
have  six  degrees  of  freedom,  for  in  addition  to  the  three  independent 
translations  possessed  by  a  material  particle,  an  extended  body  is  also 
capable  of  three  independent  rotations  about  three  mutually  peipen- 
dicular  axes. 

If  such  a  body  have  one  point  fixed,  then  it  loses  all  its  possible 
motions  of  translation  {i.e.  three  degrees  of  freedom),  and  is  only  capable 
of  three  rotations  about  axes  passing  through  the  fixed  point. 

If  two  points  in  the  body  are  fixed,  then  in  addition  it  loses  two 
rotations,  since  the  only  motion  of  which  it  is  now  capable  is  a  rotation 
about  an  axis  passing  through  the  two  fixed  points. 

If  three  points,  not  all  in  a  straight  line,  are  fixed  the  body  loses  all 
its  degrees  of  freedom  and  is  fixed.  We  thus  see  that  if  we  are  given  the 
positions  of  any  three  points  (which  are  not  all  in  the  same  straight  line) 
of  a  body  the  position  of  the  body  is  completely  defined. 

48.  Geometrical  Clamps  and  Slides. —An  interesting  practical 
application  to  the  construction  of  instruments  of  the  principles  enunci- 
ated in  the  previous  section  has  been  made  by  Lord  Kelvin,  the  impor- 
tance of  which  is  only  slowly  making  itself  felt  even  in  the  construction 
of  scientific  instruments. 

Suppose  that  an  instrument,  standing  on  three  legs,  rests  on  a  hori- 
zontal plane,  then  it  has  lost  one  translation,  namely,  that  perpendicular 
to  the  plane,  and  also  two  rotations,  the  only  rota- 
tion left  being  about  an  axis  perpendicular  to  the      % 
plane.      If,  further,   one  of  the  legs  rests   in  a     A 
conical  hollow  A  (Fig.  29)  the  instrument  has  lost  ^^ 

all  its  translations  in  addition  to  two  rotations.  B 

If,  therefore,  we  prevent  the  only  degree  of  free- 
dom left,  i.e.  the  rotation  about  an  axis  perpen-  ^q 
dicular  to  the  plane  passing  through  the  conical 
hole,  the  instrument  will  be  fixed  in  position.     We  ^^^-  29- 
may  prevent  this  rotation  by  allowing  one  of  the 

two  legs  which  now  rest  on  the  smooth  surface  of  the  table  to  rest  in  a 
V-shaped  groove  B  pointing  towards  the  conical  hole,  the  third  leg  rest- 
ing on  the  plane  surface  at  c.  This  arrangement,  called  the  hole,  slot, 
and  plane,  foims  a  geometrical  clamp  and  enables  us  to  femove  the 
instrument  and  yet  replace  it  in  exactly  the  same  position  as  it  before 
occupied,  and  this  without  any  complicated  arrangement  of  screws  and 
clamps. 

As  an  example  of  a  geometrical  slide  we  may  take  the  case  illustrated 

D 
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in  Fig.  30.    Here  two  V's  (a  and  b)  attached  to  the  body  rest  on  the  surface 

of  a  cylinder  (c  d).  Each  V  touches  the  cylinder  in  two  points,  and  there- 
fore the  only  motions  left  to  the  body  are 
(i)  a  translation  parallel  to  the  axis  of  the 
cylinder,  and  (2)  a  rotation  about  the  axis 
of  the  cylinder.  Hence,  if  this  rotation  is 
restrained  by  a  point  E  being  kept  pressing 
on  a  plane  FG  parallel  to  the  axis  of  the 
cylinder,  the  only  motion  possible  is  a 
translation  parallel  to  this  axis.  The  pecu- 
liarity of  a  geometrical  slide  is  that  it 
enables  us  to  obtain  the  desired  constrained 
motion  without  any  possible  rattle  or  loose- 
ness, which  in  the  form  of  mechanical  slide 
ordinarily  used  is  certain  to  be  found  sooner 
or  later,  owing  to  the  wear  of  the  parts,  even 
if  it  does  not  exist  originally  when  the  slide 
is  new.  Want  of  space  will  not  permit  of 
our  following  this  subject  any  further,  but 
those  who  are  interested  in  mechanical  de- 
sign will  find  that  a  careful  study  of  the 
properties  of  geometrical  clamps  and  slides 

fully  repays  the  time  spent,  for  no  amount  of  good  workmanship  can 

compensate  for  bad  design. 
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PERIODIC    MOTION 


'49.  Definition  of  Periodic  Motion.— We  have  hitherto  considered 
the  motion  of  a  body  to  be  either  uniform  or  to  vary  continuously.  There 
is,  however,  a  most  important  kind  of  motion  in  which  the  body  goes 
through  the  same  series  of  movements  at  regularly  recurring  intervals. 
This  kind  of  movement  is  called  periodic  If  in  addition  to  being 
periodic  the  motion  is  continually  being  reversed  in  direction,  it  is  said 
to  be  vibratory  or  oscillatory.  The  motion  of  the  earth  with  reference  to 
the  sun  is  periodic,  since  although  the  velocity  is  not  uniform,  yet  at 
regularly  recurring  intervals  (the  year)  the  velocity  regains  the  same 
value.  The  motion  of  a  pendulum  or  that  of  the  prong  of  a  tuning-fork 
are  examples  of  oscillatory  or  vibratory  motion. 

50.  Simple  Harmonic  Motion.— If  we  look  at  a  particle  which  is 
moving  uniformly  in  a  circle  (mqn.  Fig.  31)  from  some  point  P  in  the 
plane  in  which  the  particle  is  moving,  and  from  some  distance  off,  the 
particle  will  appear  to 
move  backwards  and  for- 
wards along  a  straight 
lineMN.  While  the  par- 
ticle moves  over  the  arc 
nq'm,  it  appeals  to  be 
moving  from  left  to 
right ;  it  will  then  appear 
momentarily  to  come  to 
rest  as  it  reaches  the 
extreme  limit  of  its  path  to  the  right ;  then  it  will  start  moving  to  the 
left,  at  first  slowly,  but  with  increasing  speed  till  it  appears  in  line 
with  the  centre  O  of  the  circle  on  which  it  is  actually  moving.  The 
speed  will  now  appear  to  diminish  till  the  particle  comes  to  rest  for  a 
moment  at  the  extreme  left-hand  limit  N  of  its  path.  It  will  then 
appear  to  travel  to  the  right,  the  speed  increasing  till  it  passes  the 
centre,  then  dimffiishing  till  it  again  reaches  its  extreme  right-hand 
position.  Now  all  the  time  the  particle  is  in  reality  moving  at  a  uniform 
speed  in  a  circle,  and  when  it  appears  at  rest  it  is  only  moving  either 
directly  towards  or  away  from  our  eye.  Thus  when  the  particle  is  at  M 
it  is  moving  momentarily  along  the  line  MP,  which  is  a  tangent  to  the 
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circle  passing  through  P  ;  and  hence,  since  we  should  be  unable  from  P  to 
detect  this  movement  in  the  line  of  sight,  it  would  appear  at  rest.  In  the 
same  way  at  N  it  is  really  moving  in  the  direction  PN,  although  it  appears 
stationary.  When  it  is  at  Q  or  q'  it  is  moving  at  right  angles  to  the  line 
of  sight,  and  hence  appears  to  move  with  the  greatest  speed  ;  at  Q  from 
right  to  left  and  at  q'  from  left  to  right.  If  the  point  P  is  at  a  very  great 
distance  from  the  circle,  the  tangents  PM  and  PN  will  be  parallel,  and  NM 
will  be  a  diameter  of  the  circle. 

It  will  save  circumlocution  if  we  suppose  that  a  second  particle 
moves  to  and  fro  along  the  diameter  mn  (Fig.  32)  in  such  a  way  that  it 

always  appears,  when  viewed  from 
a  great  distance,  in  a  line  with  the 
first  particle,  which  is  moving  in  the 
circle  NQM.  This  means  that  this 
second  particle  is  at  any  moment 
at  the  foot  of  the  perpendicular 
drawn  from  the  position  of  the  first 
particle  to  the  diameter  MN.  Thus 
when  the  particle  which  moves  in 
the  circle  is  at  the  points  A,  B,  c, 
&c.,  the  other  particle  will  be  at 
^,  ^,  ^,  &c.  Suppose  the  one  par- 
ticle makes  a  complete  revolution  in 
two  seconds,  so  that  it  traverses  the 
semi  -  circumference  NQM  in  one 
second.  Since  by  supposition  it 
moves  with  unifonn  angular  velocity  (§  45),  if  we  divide  the  semicircle 
NQM  into  ten  equal  arcs,  NA,  AB,  BC,  «S:c.,  each  of  these  arcs  will  be 
traversed  in  a  tenth  of  a  second.  If  then  we  draw  perpendiculars  to  the 
diameter  mn  through  all  these  points,  the  feet  of  these  perpendiculars, 
i.e.  the  points  a^  b,  c^  d^  &c.,  will  represent  the  positions  of  the  particle 
which  moves  along  the  diameter  at  ^^  ^^  ^Ij'  ^c*  second  after  it  leaves 
N.  In  order  to  find  the  distances  O^,  Ob^  Oc,  &c.,  of  the  particle  from  the 
centre  O,  we  join  the  points  A,  B,  C,  &c.,  to  the  centre.  Then,  if  a  is  the 
radius  of  the  circle,  we  have  tho  following  relations — 

Oi  =  rz  cos  AON, 

ob  =  a  cos  BON  =  a!  cos  (2.AON), 

Qc  =  a  cos  co^  =  a  cos  (3.AOX),  &c. 

If  ft)  is  the  angular  velocity  of  the  particle  moving  in  the  circle,  the 
angle  swept  out  by  the  radius  joining  the  particle  to  the  centre  in  one 
second  is  w,  and  hence,  since  during  a  complete  revolution  the  angle 

IT   ' 

swept  out  is  2ir,  the  particle  will  make  a  complete   revolution  in     -- 

CD      I 

seconds.     This  will  therefore  represent  the  time  which  elapses  between  , 


Fig.  32. 
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two  consecutive  passages  in  the  same  directidn  of  the  particle  that  moves 
along  MN  through  any  given  point  in  its  path,  and  is  called  the  periodic 
timey  or  period  of  the  oscillatory  motion  of  the  particle. 

If  we  start  measuring  our  time  from  the  instant  when  both  the  par- 
ticles are  at  N,  and  call  the  distance  of  the  vibrating  particle  fn)m  the 
centre,  o,  x,  r  being  positive  when  the  particle  is  to  the  right  of  O  and 
negative  when  it  is  to  the  left  of  o,  then  at  a  time  o,  x=a ;  at  a  time 

— /2,  ;r=  -a,  since  the  particle  will  now  be  at  M.    If  P  is  the  position  of 

0>  / 

the  particle  moving  in  the  circle,  and/  that  of  the  vibrating  particle  at 

the  time  /,  we  have 

x=a  cos  PON. 

Now  PON  is  the  angle  swept  out  by  the  particle  moving  in  the  circle  in 

the  time  /.     Hence  the  angle  PON  — w/,  for  (§  45)  a>  is  the  angle  swept 

out  in  unit  time,  and  therefore  cat  is  the  angle  swept  out  in  the  time  L 

Therefore  .  /  . 

x=a  cos  v>t    ....     (i). 

When  /=0,  cos  «/=  i,  and  hence  jr=^,  a  result  already  obtained.    When 

/=r7r/a),  ue.  half  a  period  later, x=a  cos  « x— =rt:  cos  7r=  -a,  that  is,  the 

particle  is  at  M.     When  /=27r/o),  i.e.  a  whole  period  after  the  start, 

x—a  cos  0).  — =a  cos  27r=tf,  and  the  particle  is  back  at  N.     When 

/  =  7r/2a),  or  37r/2a> 

TT  TT 

x  —  a  cos  w.--  =rt  cos  -  =0 
20)  2 

or  3^  3^ 

=  «  cos  o).--—  =  a  cos  —  =  O, 

2a>  2  ' 

and  hence  the  particle  is  at  o.  Wc  thus  see  how,  for  some  easily  recog- 
nised positions,  equation  (i)  gives  the  position  of  the  vibrating  particle  in 
terms  of  the  time. 

A  particle  that  moves  to  and  fro  along  a  line,  such  as  MN,  in  the  way 
the  particle  above  considered  does,  and  so  that  i\s  position  with  reference 
to  O,  the  middle  point  of  MN,  is  always  given  by  equation  (i)  above,  is  said 
to  move  with  a  simple  harmonic  motion.  Such  a  movement  we  shall  in 
future  indicate  by  the  initials  S.H.M.  The  reason  for  giving  it  this  name 
will  appear  when'  we  come  to  study  acoustics,  for  it  will  be  found  that 
most  of  the  movements  with  which  we  are  there  concerned  are  S.H.M.'s. 

The  maximum  distance  from  the  median  position  O,  attained  by  a 
particle  which  is  executing  a  S.H.M.,  is  called  the  amplitude  (a).  It  will 
be  noticed  that  the  amplitude  (a)  is  equal  to  the  radius  of  the  circle 
MQN  (Fig.32)  used  to  define  the  S.H.M.  This  circle  is  called  the  a'rcle 
.of  reference. 

The  angle  which  the  radius,  passing  throug-li  the  particle  in  the  circle 
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of  reference,  makes  with  the  positive  direction  of  the  path  of  the  vibrating 
particle,  i>.  with  ON  (Fig.  32),  is  called  the  phase  of  the  particle  executing 
S.H.M.  at  the  corresponding  instant.  Thus  when  the  vibrating  particle 
is  at  N  the  phase  is  zero,  when  at  P  the  phase  is  equal  to  the  angle 
PON.  We  have  seen  that  the  angle  PON  is  equal  to  ©/  where  o>  is  the 
angular  velocity  in  the  circle  of  reference,  and  /  is  the  time  counted  from 
the  passage  of  the  vibrating  [>article  through  its  position  of  maximum 
positive  elongation. 

Instead  of  starting  to  measure  the  time,  or  what  comes  to  the  same 
thing,  the  phase  of  the  vibration,  from  the  instant  when  the  particle 
passes  through  the  position  of  maximum  positive  elongation,  it  is  often 
more  convenient  to  start  at  the  instant  when  the  particle  passes  through 
its  mean  position,  O,  when  moving  in  the  positive  direction,  so  that  both 
the  time  and  the  displacement  are  measured  from  the  conditions  of  the 
particle  when  passing  through  O. 

Suppose  we  measure  the  phase  from  the  line  oq'  (Fig.  32)  when  the 
particle  is  passing  through  O  in  the  direction  from  M  to  N.  Let  P'  be  the 
position  of  the  particle  in  the  circle  of  reference  at  a  time  /  after  the 
start  from  q'.  Then  Op  is  the  displacement  of  the  particle  which  is 
executing  a  S.H.M.  along  MN  at  the  time  /.     Now 

Op=^a  cos  Vop 
=  «  sin  p'oq' 
—  a  sin  <^, 

where  0  is  the  phase  measured  from  OQ'.  As  before,  since  we  are  now 
measuring  time  from  the  instant  the  particle  in  the  circle  of  reference 
passes  through  q',  ^  ^  ^^ 

Hence  the  displacement  x  is  given  by  the  equation 
x^a  sin  «/    .     .         (2). 

Thus  the  form  of  the  expression  for  determining  the  displacement 
depends  on  whether  we  start  measuring  our  time  from  the  instant  when  the 
particle  is  at  its  extreme  elongation  or  when  it  is  passing  through  its  mean 
position.  The  motion  represented  by  the  two  expressions  is,  however, 
the  same,  if  the  quantities  a  and  o>  have  the  same  values  in  the  two  cases. 

If  T  is  the  periodic  time  of  the  S. H.  M.,  then,  since  the  particle  moving 
in  the  reference  circle  with  uniform  angular  velocity  to  will  complete  a 

whole  rotation  in  a  time  ^,  we  have 

23r 
ora>=-r 

The  number  of  periods  per  second,  or  the  number  of  complete,  i,e.  to- 
and-fro  oscillations  per  second  ;  or,  what  amounts  to  the  same  thing,  the 
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number  of  revolutions  in  the  circle  of  reference  per  second  is  called  the 
frequency  of  the  S.H.M.     Hence  if  N  is  the  frequency, 

I      27r 

51.  Velocity  and  Acceleration  In  S.H.M.— The  velocity  of  the 
particle  in  the  circle  of  reference  at  a  point  P  (Fig.  33)  is  «a  (§  45)  along 
the  tangent  PT.  We  may  resolve  this 
velocity  along  directions  PB  and  PA, 
parallel  and  perpendicular  to  MN. 

Let  us  measure  the  phase  <^  from 
the  instant  when  the  particle  passes 
through  the  mean  position  from  left  to 
right.  Now  PT  (the  tangent)  is  perpen- 
dicular to  OP  (the  radius),  and  pb  is 
perpendicular  to  OQ;  therefore  the  angle 
TPB  is  equal  to  the  angle  QOP  or  </>. 
Hence  the  component  along  PB  of  the 
velocity  <oa  is 

aa  cos  <!>, 

The  component  of  the  velocity  at  right 

angles  to  MN  cannot  affect  the  space  passed  over  parallel  to  mn,  so  that 
if  we  only  consider  the  resolved  part  of  the  motion  of  P  parallel  to  MN, 
the  velocity  at  any  point  would  be  a>a  cos  0.  But  this  resolved  part  of  p's 
motion  is  Uie  same  as  the  motion  of  the  particle  which  executes  a  S.H.M. 
along  MN,  and  of  which  p  moves  in  the  circle  of  reference.  Hence  the 
velocity  i"*  of  the  particle,  moving  with  S.H.M.,  when  at^  is  given  by  the 

^q"^^^°"  :r=«acos<^. 

But  cos  <^=  ^/OP=  V(oP^-^'*)/OP=  *J(a^-x^/a,  where  x  is  the  dis- 
placement of  the  particle  from  its  mean  position.     Hence 

.f  =  a.V(^2-.r2). 

When  4r=  +a  or-/?,  that  is,  when  the  particle  is  at  the  points  N  or  M, 
the  velocity  x  is  zero.  This  is  also  evident,  since  at  these  points  the 
particle  in  the  circle  of  reference  is  moving  at  right  angles  to  MN.  The 
maximum  value  of  x  occurs  when  x—  o,  and  is  ao,  as  is  evident,  since  at 
O  the  velocity  of  the  particle  executing  the  S.H.M.  is  the  same  as  that  of 
the  particle  in  the  circle  of  reference. 

The  acceleration  of  a  point  moving  in  the  reference  circle  with  a 
linear  speed  v  is  constant,  directed  towards  the  centre  and  equal  to 
T^/a  (§  42).     But  v—a<a,  hence  the  acceleration  is  equal  to  aa!^. 

This  acceleration  may  be  resolved  parallel  and  perpendicular  to 

1  The  symbol  x  is  used  to  denote  the  velocity  of  the  particle  when  its  displacement 


Digitized  by 


Google 


56 


Mechanics  and  Properties  of  Matter 


[§S* 


MN,  and  the  component  at  any  point  parallel  to  MN  will  be  the  ac- 
celeration in  the  S.H.M.  at  the  corresponding  point.     The  component 

along  P^  (Fig.  34)  will  be  aa!^  cos  OP^  = 
/?«*  sin  <^,  hence  this  is  the  acceleration 
in  the  S.H.M.  at  p.  Since  at  /  the 
velocity  of  the  particle,  which  is  positive, 
is  decreasing,  the  acceleration  is  negative 
(§  32)»  This  is  also  evident  from  the 
figure,  for  Vq^  is  in  the  negative  direc- 
tion. 

We  found  in  §  50  that  the  displace- 
ment {i.e.  Op)  at  a  given  point  /  was 
equal  to  a  sin  <^.  Substituting  this  value 
for  a  sin  0  in  the  expression  for  the  ac- 
celeration, we  find  that  when  the  dis- 
tance of  the  particle  from  the  median 
position,  or  the  displacement,  is  equal  to  x  the  acceleration  x^  is 
given  by 


This  shows,  since  <a  is   constant,  that  the  acceleration   is  simply 
proportional  to  the  displacement,  and  always  acts  towards  the  centre  O. 
-V"       52.  Harmonie  Curve. — Suppose  we  have  a  particle  executing  a 
S.H.M.  along  MN  (Fig.  35)  of  period  T  and  nqm  is  the  circle  of  refer- 
ence.    Then,  supposing  the  particle  to  start  from  its  median  position, 


Fig.  35. 


let  us  draw  a  diagram  in  which  the  time  is  measured  along  ox,  and  the 
displacement  of  the  particle  from  its  median  position  along  OY.  Since 
the  particle  is  supposed  to  start  from  o\  the  displacement  at  the  time  o 

1  The  symbol  x  is  used  to  denote  the  acceleration  with  which  the  particle  is  moving 
when  the  displacement  is  x. 
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will  be  zero.  At  a  time  772  later  the  particle  will  have  again  come  back 
to  o\  and  the  displacement  will  again  be  zero.  Hence,  if  OB  represents 
the  time  772,  the  displacement  at  this  point  will  be  zero.  A  point  (a)  half- 
way between  o  and  B  will  represent  a  time  774,  and  the  displacement  at 
this  time  is  <?'m,  since,  starting  from  Q  in  the  circle  of  reference,  the 
particle  in  \  of  the  time  (T)  taken  to  make  a  whole  revolution  will  have 
traversed  \  of  the  circumference,  and  will  therefore  be  at  M.  Hence  at 
A  we  erect  a  perpendicular  \a  equal  to  ^'m.  At  the  point  c,  which 
corresponds  to  a  time  3774,  the  particle  will  be  at  N,  and  hence  the 
displacement  is  <?'n,  equal  in  magnitude  to  the  displacement  at  M,  but 
opposite  in  direction.  We  therefore  draw  Qc  in  the  opposite  direction 
to  Ao,  and  make  it  equal  to  ^?'n  or  ^'m.  At  a  time  T  the  particle  will 
have  completed  a  vibration  and  will  be  back  at  ^,  so  that  the  displace- 
ment at  D,  where  OD=  7',  is  zero.  If  we  drew  ordinates  to  represent  the 
displacement  at  intermediate  times,  and  then  drew  a  line  through  the 
extremities  to  these  ordinates,  we  should  obtain  the  wavy  curve  o^B^D^F. 
This  curve,  which  represents  the  relation  between  the  displacement 
of  the  particle  which  is  executing  S.H.M.  and  the  time,  is  called  the 
harmonic  curve. 

This  curve  is  of  great  interest  from  its  bearing  on  many  physical 
problems,  so  that  it  will  repay  us  if  we  investigate  a  few  of  its  properties. 
Suppose  that  at  the  time  /  the  particle  executing  S.H.M.  is  at  /i,  so  that 
the  corresponding  points  in  the  circle  of  reference  and  on  the  harmonic 
curve  are  P  and  p'  respectively.  Then  the  displacement  is  op  or  p'/'. 
Now  ^/— p^=^'p  sinQ^'p  =  <?sin  <^,  where  a  is  the  amplitude  and  <^  is 
the  angle  Q^'p'.  Hence  P^'=rtsin0.  Now  <^  =  a)/,  therefore  Vp— 
a  sin  tt/. 

In  the  harmonic  curve  the  abscissas  represent  the  time,  so  that  op'  =  /. 
Hence  if  we  call  the  abscissa  of  any  point  on  the  harmonic  curve  x  and 
the  corresponding  ordinate  /,  since  y = p'/'  and  x  =  op' = /,  we  get 

y=a%\w  tax. 

The  harmonic  curve  is  therefore  sometimes  called  the  cun>e  of  sines^ 
being  such  that  the  ordinate  at  any  point  is  proportional  to  the  sine 
of  an  angle  which  is  itself  proportional  to  the  abscissa. 

The  actual  fonn  of  the  curve  depends  on  the  amplitude  a  and  on  the 
angular  velocity  «  in  the  reference  circle  of  the  S.H.M.,  or,  since 
«a  =  2irlTj  on  the  periodic  time  of  the  S.H.M. 

63.  Composition  of  Simple  Harmonic  Motions.— S.H.M.'s,  like 
any  other  form  of  motion,  can  be  compounded,  and  the  composition  can 
in  general  be  best  effected  by  a  geometrical  method  by  means  of  their 
circles  of  reference. 

The  simplest  case  is  that  of  two  S.H.M.'s  in  the  same  direction,  of 

'  0  is  the  phase  of  the  vibration  measured  from  the  instant  when  the  particle  is 
moving  through  its  mean  position  (see  §  50). 
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the  same  period,  and  equal  amplitude.  If  the  phases  are  the  same,  the 
resultant  will  be  a  S.H.M.  of  the  same  period  and  phase  as  the  constituent 
motions,  but  of  double  the  amplitude.  The 
S.H.M.'s  being  in  the  same  phase,  the  resultant 
displacement  at  any  momt  <  t  will  be  the  sum 
of  the  two  component  displacements,  />.  since 
these  are  equal,  twice  either  of  them.  This 
double  displacement  is  exactly  what  would 
occur  if  the  radius  of  the  circle  of  reference 
were  twice  as  great  as  in  the  case  of  the 
component  motions,  for  the  triangles  PO/  and 
QO/  (Fig.  36)  are  similar,  and  hence 

pO    PO 

If  the  phases  of  the  S.H.M.'s  differ  by 
half  a  period  (180=)  they  will  exactly  neutralise  each  other  and  will  pro- 
duce rest,  the  displacement  at  any  instant  due  to  one  motion  being 
exactly  equal  and  opposite  to  that  due  to  the  other. 

Next,  appose  the  two  S.H.M.'s  are  at  right  angles,  but  of  the  same 
period,  of  equal  amplitudes,  and  in  the  same  phase.     Let  one  motion 

take  place  along  KL  (Fig.  y])  and  the 
other  along  MN,  and  let  KMLN  be  the 
common  circle  of  reference.  Divide  the 
circumference  of  this  circle  into  an  even 
number  of  equal  parts,  say  twelve,  and 
through  these  points  draw  lines  parallel 
to  KL  and  MN  as  in  Fig.  y].  As  the 
S.H.M.'s  are  in  the  same  phase,  the  ex- 
treme positive  elongation  will  occur  at 
the  same  instant  in  each.  Hence  if,  as 
is  usual,  we  consider  from  o  to  L  to  be 
_  the  positive  direction  for  one  motion,  and 
p'  from  O  to  M  that  for  the  other,  L  will  be 
the  position  of  maximum  positive  elonga- 
tion for  one  and  M  for  the  other. 
Starting  then  from  the  instant  when  both  the  motions  are  passing 
through  the  position  of  rest  O,  and  the  positive  displacement  is  increas- 
ing, the  points  ^,  b^  M  will  represent  the  displacements  at  times  7}' 12, 
27712,  and  37^/12  due  to  the  S.H.M.  along  NM,  while  the  points  r,  //,  L 
will  represent  the  displacements  at  the  same  instants  due  to  the  motion 
along  KL.  Hence  the  actual  displacement  of  a  particle  which  is  moving 
with  the  two  S.H.M.'s  will  be  o,  r, /,  Q,  &c.  The  resultant  motion  is 
therefore  along  the  straight  line  <:ii:ly  which  is  inclined  at  45"  to   the 


p 

h 

A 

/ 

b 

X 

u 

1 

a 

/ 

'  \ 

Is 

\ 

/ 

0      c 

d 

/ 

X 

/ 

t 

f 

^^-^...^ 

Q' 


N 

Fig.  37. 


Digitized  by 


Google 


§  53]         Composition  of  Simple  Harmonic  Motions 


59 


directions  of  the  two  S.H.M.'s.     For  the  amplitude  and  frequency  of 
the  two  motions  being  the  same,  the  displacements  o^,  OrfJ  and  OL  are 
equal  to  the  displacements  o^z,  o^,  and  OM  respectively. 
Since 

0Q-=0LI  cos  4S^;  0/=- Oif I  cos  4S° ;  Oe^OcI  cos  ^f, 

it  follows  that  the  resultant  displacement  is  always  equal  to  the  corre- 
sponding displacement  in  one  of  the  component  S.H.M.'s  divided  by 
the  cosine  of  45"  or  i/-v/2.  Now  the  displacement  x  along  KL  can  be 
represented  by  the  equation  x=a  sin  »/  (§  50).  Hence  the  resultant  dis- 
placement along  QQ'  can  be  represented  by 

/\*  =  Jz.a  sin  a>/. 

This  represents  a  S.H.M.  of  which  the  periodic  time  is  the  same  as  that 
of  the  two  components  (»  being  the  same  for  all  three),  and  of  which  the 
amplitude  is  ,j2.a. 

If  the  two  S.H.M.'s,  instead  of  being  in  the  same  phase,  differ  in 
phase  by  half  a  period,  or  180*,  then  the  resultant  motion  will  be  as 
S.H.M.  along  PP'  of  amplitude  tj2,a. 

If  the  two  components  differ  in  phase  by  90°,  or  a  quarter  period, 
when  one  S.H.M.  is  at  its  extreme  elongation  the  other  will  be  passing 
through  its  position  of  rest.     Suppose     p  fv) 

that  when  the  moving  particle  is  at  the 
point  of  extreme  positive  elongation  (m), 
Fig.  38,  as  far  as  its  motion  along  MN  is 
concerned  it  is  passing  through  o  from 
left  to  right,  owing  to  the  motion  along 
KL.  Then  at  successive  intervals  of  77 12 
it  will  be  displaced  to  b,  a,  o  respec- 
tively with  reference  to  one  motion,  and 
to  c,  t/y  L  with  reference  to  the  other ;  and 
hence  its  resultant  position  will  be  f,/y 

L,  &c    The  resultant  motion  will  thus     q^"'  j^  ^~^P' 

be  uniform  motion  in  the  circle  of 
reference  in  the  direction  mlnk.  If, 
however,  when  the  particle  is  displaced  to  L  by  the  horizontal  motion,  it 
is  passing  through  o  in  the  direction  NOM,  the  resultant  motion  will  be 
in  the  circle  of  reference  but  in  the  direction  LM  kn. 

For  any  other  difference  of  phase  the  resultant  motion  will  be  in  an 
ellipse,  which  will  touch  all  four  sides  of  the  square  pqp'q'« 

When  either  the  amplitudes  or  periods  of  the  two  component  S.H.M.'s 
arc  different,  we  cannot  use  the  same  circle  of  reference  for  the  two 
motions.  Suppose  the  period  of  the  vertical  S.H.M.  is  2/3  that  of  the 
horizontal  S.H.M.,  and  the  amplitude  of  the  vertical  motion  is  2/3  that  of 
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Fig.  39. 


the  horizontal,  the  phases  being  the  same.    Let  m'an'  ( Fig.  39)  and  k'bl'  be 
the  two  circles  of  reference,  the  diameter  m'n'  being  2/3  the  diameter  k'l', 

since  the  amplitude  of  the 
motion  along  mn  is  2/3  of 
that  along  KL.  The  circum- 
ferences of  these  two  circles 
must  next  be  divided  into 
parts  that  are  traversed  by 
the  tracing-points  in  equal 
times.  It  is  convenient  to 
divide  the  quadrant  into  a 
whole  number  of  parts  in 
each  case,  hence  in  the 
above  example  we  divide 
the  circle  m'an'  into  eight 
parts,  and  the  circle  K'bl' 
into  twelve  parts.  The 
period  of  the  motion  along 
MN  being  2/3  of  that  along 
KL,  the  tracing-point  of  the  circle  m'an'  will  traverse  the  circumference, 
while  the  tracing-point  of  the  circle  k'bl'  traverses  2/3  of  the  circum- 
ference. Hence  the  tracing-point  in  m'an'  will  traverse  1/8  of  the 
circumference  in  the  same  time  that  the  tracing-point  in  k'bl'  traverses 
1/8  of  2/3  or  1/12  of  the  circumference  ;  and  hence  we  have  divided  the 
circles  so  that  the  arcs  will  be  traversed  in  equal  times.  The  phase  of 
the  motions  being  the  same,  the  two  extreme  positive  elongations  occur 
simultaneously,  and  the  particle  starts  at  P.  At  the  end  of  the  interval 
chosen  for  subdividing  the  circles  it  has  moved  down  to  tf,  and  hori- 
zontally to  d^  and  hence  its  position  is  at  Q.  At  the  end  of  the  next 
interval  it  has  moved  downwards  to  b^  and  horizontally  to  e;  it  is  therefore 
at  R.  Similarly  it  travels  to  s  and  T.  At  T  the  particle  has  reached  its 
extreme  elongation  in  the  vertical  direction,  and  hence  it  now  begins  to 
move  upwards,  and  during  the  next  interval  it  reaches  c.  It  continues, 
however,  to  move  to  the  left  in  the  horizontal  direction,  and  at  the  end  of 
the  interval  is  displaced  to  h.  The  actual  position  is  thus  u.  In  a 
similar  manner  the  position  at  the  ends  of  the  remaining  intervals  can  be 
found,  and  the  path  will  be  given  by  the  line  PRTKRP'.  When  the 
particle  reaches  the  point  p',  which  it  does  after  one  complete  period  of 
the  slower  vibration  {i.e.  the  horizontal)  and  one  and  a  half  periods  of 
the  faster,  it  will  retrace  the  path,  returning  to  P  after  two  complete 
periods  of  the  slower  S.H.M.  and  three  of  the  faster. 

If  the  phases  of  the  two  components  are  not  the  same,  the  resultant 
motion  would  be  different;  the  method  of  drawing  the  curves  is,  however, 
the  same  as  in  the  above  example.  Some  of  the  figures  obtained  are 
given  in  Fig.  40,  where  the  phase  of  the  vertical  S.H.M.  is  increased  by 
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45'  between  each  figure  and  the  next.  In  Fig.  41  another  series  of  curves 
is  given,  in  which  the  periods  of  the  component  S.H.M.'s  are  as  i  :  2,  the 
amplitudes  being  the  same.  In  this  case  the  phase  of  the  S.H.M.  of 
shorter  period  is  advanced  by  30^  between  each  figure  and  the  next 

The  above  are  all  examples  of  the  composition  of  two  S.H.M/s,  the 
periods  of  which  are  commensurate  ;  that  is,  the  ratio  of  the  periods  is 
expressed  by  simple  whole  numbers,  so  that,  after  a  comparatively  short 
time,  equal  to  the  least  common  measure  of  the  periodic  times,  the 


Fig.  40. 

particle  will  come  back  to  its  starting-point  and  the  curve  will  then  be 
retraced.  If,  however,  the  periods  are  not  commensurable,  the  particle 
will  not  come  back  to  its  starting-point  till  after  an  infinite  number  of 
complete  periods ;  that  is,  not  at  all. 

There  is  one  case  which  is  of  considerable  interest,  that  is,  when  the 
periods  can  very  nearly  be  represented  by  two  simple  whole  numbers.  If, 
for  instance,  the  periods  are  as  2:1,  then,  as  we  have  seen,  we  get  a  series 
of  curves  according  to  the  difference  in  phase  between  the  component 
motions  ;  in  each  case,  however,  the  curve  is  constant  in  form.     Suppose 


Fig.  41. 

now  the  periods,  instead  of  being  as  2:  i,  are  as  201 :  100,  and  that  the 
S.H.M.'s  start  in  the  same  phase,  then  the  path  of  the  particle  will  be 
very  neariy  like  {a\  Fig.  41.  However,  when  the  slower  S.H.M.  has 
completed  one  vibration,  the  other,  instead  of  having  exactly  completed 
two  vibrations,  will  have  completed  two.  whole  vibrations,  together  with 
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i/ioo  of  another;  it  will  thus  have  gained  in  phase  on  the  other  by  i/ioo  of 
a  period  or  360/100= 3°.6.  This  gain  will  continue  till  after  eight  periods 
of  the  slower  vibrations,  the  difference  in  phase  will  amount  to  28^8,  and 
hence  the  curve  traced  out  will  resemble  (p\  Fig.  41.  The  difference  in 
phase  will  continue  to  increase,  and  so  by  a  continuous  modification  the 
curve  will  pass  in  succession  through  all  the  forms  shown  in  Fig.  41,  first 
from  {a)  to  (^),  and  then  back  from  {g)  to  {a\  For  after  100  periods  of 
the  slower  vibration,  the  quicker  will  have  made  a  whole  vibration  more 
than  it  would  have  made  if  the  ratio  of  the  periods  had  been  exactly  2:1, 
and  for  an  instant  the  curve  will  again  take  the  form  of  (rt),  Fig.  41,  and 
will  then  go  through  the  whole  series  again. 

54.  Composition  of  Two  Simple  Harmonic  Motions  in  the  Same 
Direction. — In  the  previous  section  we  have  dealt  with  the  composition 
of  two  S.H.M.'s,  when  the  directions  of  motion  are  at  right  angles.  We 
have  now  to  consider  the  composition  of  two  S.H.M.'s  when  the  direc- 
tions of  motion  are  along  the  same  straight  line,  the  simplest  case  of 
which,  namely  when  the  amplitude  and  phases  of  the  S.H.M.'s  were  the 
same,  we  considered  on  p.  58.  The  simplest  method  for  effecting  this 
composition  is  by  means  of  the  harmonic  curve  (§  52). 

Let  ABCDE  (Fig.    42)  be  the  harmonic  curve  corresponding  to  one 
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Fig.  42. 

S.H.M.,  so  that  am  represents  the  amplitude  and  MN  the  period,  and  let 
abcde  represent  another  S.H.M.  of  amplitude  aM  and  period  Mj^ 
which  starts  in  the  same  phase  as  the  other.  Then  the  resultant  displace- 
ment will  be  obtained  by  adding  together  the  displacements  due  to  the 
two  S.H.M.'s.  Thus  at  a  time  represented  by  the  point  L  the  total  dis- 
placement will  be  equal  to  PL+/L,  while  at  a  time  represented  by  K,  the 
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component  displacements  being  in  opposite  directions,  the  total  displace- 
ment is  equal  to  KQ  -  K^,  and  since  KQ  is  equal  to  K^,  the  displacement 
is  zero.  Hence  if  we  construct  a  curve  such  that  the  ordinates  are  every- 
where equal  to  the  algebraic  sum  of  the  ordinates  of  the  two  component 
curves,  this  curve  will  represent  the  resultant  displacement.  The  resul- 
tant thus  obtained  is  shown  dotted  in  Fig.  42. 

In  Fig.  43  the  same  curves  are  compounded,  but  the  time  scale  is 
made  smaller,  so  that  more  periods  of  each  curve  may  be  shown.  It  will 
be  seen  that  the  resultant  curve,  although  not  a  sine  curve,  is  a  periodic 


Fig.  43. 

curve,  and  hence  the  resultant  motion  is  periodic,  the  period  being  equal 
to  AB,  i,e,  to  five  times  the  period  of  the  quicker  vibration,  or  four  times 
that  of  the  slower. 

If  the  two  S.H.M.'s  to  be  compounded  are  of  nearly  the  same  period, 
say  in  the  ratio  of  9  :  10,  then  the  compound  harmonic  curve  obtained 
will,  as  shown  in  Fig.  44,  everywhere  approximate  to  the  form  of  a  sine 
curve,  but  the  amplitude  will  alternately  wax  and  wane  ;  the  maxima 
occurring  when  the  component  vibrations  are  exactly  in  phase,  and  the 

Fig.  44. 

minima  when  the  phases  differ  by  half  a  period.  As  in  9  periods  of  the 
slower  vibration  there  occur  10  periods  of  the  quicker,  in  this  interval  one 
will  have  gained  exactly  one  period  on  the  other,  and  they  will  again  be 
in  the  same  phase.  Thus  the  curve  shows  that  the  maxima  occur  at  every 
loth  period  of  the  quicker  vibration. 

This  waxing  and  waning  of  the  resultant  motion,  when  two  S.H.M.'s 
of  nearly  the  same  period  are  compounded,  is  the  cause  of  the  pheno- 
menon of  beats  in  music,  and  will  be  further  studied  when  we  come  to 
the  subject  of  sound. 

66.  Fourier's  Theorem. — In  the  previous  section  we  have  com- 
pounded two  harmonic  curves  and  drawn  a  resultant  curve.  The  same 
method  can  be  employed  to  compound  any  number  of  harmonic  curves. 
The  curves  having  all  been  drawn,  with  their  appropriate  amplitude. 
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period,  and  phase,  the  resultant  curve  is  drawn  so  that  at  every  point  its 
ordinate  is  equal  to  the  algebraic  sum  of  the  ordinates  of  the  component 
curves  at  that  point.     By  suitably  choosing  the  period  and  amplitude  of 
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Fig.  45. 

the  component  hannonic  curves,  it  is  possible,  as  illustrated  in  Figs.  45 
and  46,  to  produce  a  periodic  resultant  curve  of  a  type  very  different 
from  a  sine  curve. 

Fourier  first  showed  that  any  periodic  curve,  as  long  as  it  nowhere 
goes  to  an  infinite  distance  from  the  axis  of  ^V,  can  be  built  up  by  com- 
pounding together  a  finite  number  of  harmonic  cur\'es  the  periods  of 
which  are  commensurate.  This  last  condition  is  necessary,  for  otherwise 
the  resultant  curve  obtained  by  compounding  the  curves  would  never 
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exactly  repeat  itself,  and  would  not  be  periodic.  Hence  it  follows  that 
any  periodic  motion  can  be  considered  as  the  resultant  of  a  number  of 
commensurate  S.H.M.'s.  If  T  is  the  period  of  the  complex  periodic 
motion,  then  the  periods  of  the  component  S.H.M.'s  will  be  included  in 
the  numbers  T,  7-/2,  T\i,  T\\,  &c. 
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As  an  illustration  of  the  way  in  which  a  periodic  curve  of  a  given  form 
may  be  built  up  by  the  combination  of  a  number  of  S.H.M/s,  suppose 
the  required  curve  to  be  represented  by  the  lines  abcdefg  (Fig.  46). 
The  thick  continuous  curve  given  in  the  figure  is  obtained  by  compound- 
ing the  three  S.H.M.'s  shown  dotted,  of  which  the  frequencies  are  in  the 
ratio  1:3:5,  while  the  amplitudes  are  as  i :  1/3  : 1/5.  It  will  be  seen  that 
even  with  three  terms  an  approximation  to  the  required  form  is  produced 
In  Fig.  47  the  result  of  combining  100  S.H.M.*s,  having  frequencies 
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proportional  to  the  numbers  1,3,  5,  7,  9,  &c.,  and  amplitudes  proportional 
to  1, 1/3,  1/5, 1/7,  1/9,  &c.,  is  shown  on  a  reduced  scale.  It  will  be  noticed 
that  in  this  case  the  required  curve  is  almost  perfectly  reproduced- 

Machines  have  been  devised,  called  harmonic  analysers,  to  determine 
mechanically  the  amplitudes  of  the  S.H.M.'s  of  the  periods  T,  TI2,  7^/3,  &c., 
required  to  build  up  any  given^  curve.  Other  machines  are  capable  of 
drawing  the  resultant  of  a  certain  number  of  S.H.M.'s  of  given  amplitude 
and  period. 
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PART    III— DYNAMICS 

CHAPTER  VIII 
NEWTON^S  LAWS  OP  MOTION 

56.  Subdivisions  of  Dynamics.— Up  to  the  present  the  motion  of 
bodies  has  been  considered  quite  in  the  abstract,  and  although  we  have 
assumed  that  tbe  motion  varied  in  certain  ways,  we  have  not  inquired 
into  the  causes  of  these  variations.  We  now  pass  on  to  consider  the 
effects  of  force  as  shown  in  its  action  on  the  motion  or  equilibrium  of 
material  bodies.  This  branch  of  the  subject  of  mechanics  is  called 
Dynamics.  Dynamics  is  sometimes  subdivided  into  two  sections ;  in  one, 
called  Kinetics,  the  effect  of  forces  on  the  motion  of  bodies  is  studied,  while 
in  the  other,  called  Statics,  the  conditions  which  must  exist  if  a  body 
remains  at  rest  when  acted  upon  by  a  system  of  forces  are  investigated. 

57.  Stress. — When  one  portion  of  matter  acts  on  another  portion, 
so  as  to  influence  its  state,  then  the  whole  phenomenon  of  the  mutual 
action  of  the  two  portions  of  matter  is  called  in  general  a  stress.  In  cer- 
tain particular  cases  the  stress  has  received  a  special  name ;  thus  we  have 
a  tension,  a  pressure,  a  torsion,  an  attraction,  a  repulsion,  &c 

The  term  stress  includes  the  consideration  of  both  the  mutually 
influencing  portions  of  matter ;  it  is,  however,  sometimes  useful  to  con- 
centrate otir  attention  on  one  aspect  of  a  stress,  namely,  the  action  on 
one  of  the  portions  of  matter,  so  that  we  regard  the  stress  as  something 
acting  on  this  piece  of  matter.  From  this  point  of  view  we  say  that  the 
phenomena  which  we  observe  are  the  effect  of  External  or  Impressed 
Force  on  the  portion  of  matter  in  question,  and  are  due  to  the  Action 
of  the  other  portion  of  matter.  The  opposite  aspect  of  the  same  stress 
would  in  this  case  be  called  the  reaction  on  the  other  portion  of  matter. 
Hence  Action  and  Reaction  are  simply  different  aspects  of  a  stress,  just 
as  buying  and  selling  are  different  aspects  of  one  and  the  same  trans- 
action, according  as  we  look  at  it  from  the  point  of  view  of  one  or  other 
'  of  the  persons  taking  part  in  the  transaction. 

58.  Newton's  Laws  of  Motion.— The  effect  of  external  or,  as  it  is 

sometimes  called,  impressed  force  on  the  motion  of  bodies  is  defined  in 

three  laws  which  are  known  as  Newton's  Laws  of  Motion.     The  first  of 

these  laws  deals  with  the  behaviour  of  a  body  when  no  external  force 

66 


Digitized  by 


Google 


§  59]  Newton's  First  Law  6y 

acts  on  it.  The  second  tells  us  how  the  external  force,  when  acting,  may 
be  measured.  The  third  compares  the  two  aspects  of  a  stress,  namely, 
Action  and  Reaction.  These  laws  are  Axioms,  and  do  not  admit  of 
direct  experimental  proof ;  they  depend,  however,  on  convictions  drawn 
from  experiment,  and  their  truth  is  universally  admitted  by  those  who  have 
sufficient  physical  knowledge  to  thoroughly  understand  their  purport. 

69.  Newton's  First  Law.—"  Every  body  continues  in  its  state  of  rest 
or  of  uniform  motion  in  a  straight  line,  unless  it  be  compelled  by  impressed 
force  to  change  that  state."  * 

This  law  is  also  known  as  the  law  of  Inertia^  since  it  states  that  no 
body  is  capable  of  altering  its  state  of  rest  oToTmotion  without  the  inter- 
vention of  some  outside  influence ;  and  this  ^t  we  express  in  scientific 
language  by  saying  that  every  body  has  inertia. 

The  law  in  the  first  place  gives  a  definition  of  force,  since  it  states 
that  force  is  that  action  by  means  of  which  the  state  of  rest  or  motion  of 
a  body  is  changed,  and  that  unless  a  force  acts  no  such  change  will  occur. 
We  may  therefore  define  force  as  that  which  tends  to  produce  change  of 
motion  in  a  body  on  which  it  acts. 

In  the  next  place  the  law  tells  us  how  a  body  will  move  when  it  is 
unacted  upon  by  external  forces.  It  says  that  if  the  body  is  in  motion 
then  it  will  continue  moving  uniformly  in  a  straight  line,  if  at  rest  it 
will  continue  at  rest 

Indirectly  the  law  may  be  taken  as  defining  equal  times.  The  times 
which  a  body,  unacted  upon  by  external  forces,  takes  to  pass  through 
equal  spaces  are  equal. 

Since  we  are  unable  to  obtain  a  body  which  is  entirely  unacted  upon 
by  external  force,  we  cannot  experimentally  prove  that  if  once  set  in 
motion  it  would  continue  to  move  uniformly.  We  find,  however,  that 
the  more  we  reduce  the  magnitude  of  the  impressed  forces  acting  on  a 
body,  the  greater  is  its  tendency  to  continue  moving  at  a  uniform  rate  in 
a  straight  line  when  once  it  has  been  set  in  motion.  Thus  we  know  that 
if  a  stone  is  thrown  along  the  surface  of  a  road  it  will  soon  lose  its  motion. 
If  thrown  along  the  surface  of  smooth  ice — in  which  case  the  friction,  which 
is  an  impressed  force  tending  to  check  the  motion,  is  much  less  than  in  the 
case  of  the  road — it  will,  however,  continue  to  move  very  much  longer. 

A  much  more  powerful  argument  for  the  validity  of  the  law  is  obtained 
by  considering  that  we  can  by  its  means  solve  problems  in  mechanics, 
and  the  solutions  thus  obtained  always  agree  with  observation,  so  that 
we  conclude  that  our  fundamental  assumption  is  correct.  Thus  every 
one  who  makes  use  of  the  Nautical  Almanack  to  discover  the  position 
of  a  star  or  the  time  of  an  eclipse,  tacitly  allows  the  correctness  of 
Newton's  law,  for  it  is  by  the  assumption  of  the  correctness  of  the  law 
that  the  numbers  there  given  have  been  calculated. 

1  Corpus  omne  perseverare  in  statu  suo  quiescendi  vel  movendi  uniformiter  in 
directum,  nisi  quatenus  illud  a  viribus  impressis  oogitur  statum  suum  mutare. 


Digitized  by 


Google 
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60.  Newton's  Second  Law.— The  first  law  having  stated  that  it  is 
force  alone  which  can  produce  change  of  motion,  the  second  law  tells  us 
how  the  change  of  motion  depends  on  the  magnitude  and  direction  of 
the  force. 

Before  stating  the  law  in  Newton's  words,  we  must  consider  some 
definitions  which  he  prefixes  to  the  laws. 

(i)  The  Quantity  of  Motiany  or  the  Momentum^  of  a  rigid  body 
moving  without  rotation  is  proportional  to  its  mass  and  its  velocity. 
The  reasonableness  of  this  definition  will  appear  if  we  remember  that 
the  effort  required  to  stop  a  body  of  great  mass,  such  as  a  railway  train, 
when  moving  with  given  velocity,  is  much  greater  than  that  required  to 
stop  a  body  of  small  mass,  say  a  marble,  when  moving  with  the  same 
velocity.  Again,  a  greater  effort  is  required  to  stop  a  bullet  projected 
from  a  rifle  with  a  high  velocity  than  to  stop  a  similar  bullet  when  simply 
thrown  by  hand,  and  thus  moving  with  a  comparatively  slow  velocity. 
If,  then,  we  take  as  the  unit  of  momentum  that  of  unit  mass  moving  with 
unit  velocity,  the  momentum  of  a  mass  m  moving  with  a  velocity  v  will 
be  nvu.    The  dimensions  of  momentum  are  [L^M^  7^*]. 

The  change  in  momentum  of  a  body  is  proportional  to  the  mass  ot 
the  body  and  the  change  in  velocity.  This  follows  at  once,  since  the 
mass  of  body  cannot  alter ;  hence  the  only  thing  that  can  effect  the 
magnitude  of  the  momentum  is  a  change  in  velocity.  The  rate  of  change 
of  momentum  is  proportional  to  the  mass  and  the  acceleration  (since  the 
acceleration  is  the  rate  of  change  of  the  velocity).  It  must  be  remembered 
that  the  term  velocity  is  used  in  the  above  in  its  most  general  sense 
(§  3o)>  2ind  hence  the  momentum  of  a  body  changes  when  the  direction 
of  motion  changes,  although  the  speed  may  remain  constant 

We  may  now  state  Newton's  second  law  : — "  Change  of  motion  is  pro- 
portional to  the  impressed  force,  and  takes  place  in  the  direction  of  the 
straight  line  in  which  the  force  acts."*  By  motion  Newton  means 
quantity  of  motion  or,  as  it  is  now  called,  momentum,  and  in  the  same 
way  the  term  impressed  force  includes  the  idea  of  time,  for  the  magni- 
tude of  the  change  of  momentum  produced  will  depend  on  the  time 
during  which  the  force  acts  as  well  as  on  the  magnitude  of  the  force. 
The  product  of  the  magnitude  of  a  force  into  its  time  of  action  is  called 
the  impulse  of  the  force.  Hence  we  may  restate  the  first  part  of  the  law 
and  say  :  Change  of  momentum  is  proportional  to  the  impulse  of  the  im- 
pressed force.  It  is  important  to  notice  that  this  law  states  that  it  is  the 
change  in  momentum  which  is  proportional  to  the  impulse  of  the  force, 
and  hence  it  is  immaterial  whether  the  body  on  which  the  force  acts 
is  originally  at  rest  or  in  motion  in  any  direction  ;  the  change  in  its 
momentum  in  the  direction  in  which  the  force  acts  is  always  proportional 
to  the  impulse  of  the  force. 

1  Mutationem  motus  proportionalem  esse  vi  motrid  impressae,  et  fieri  secundum 
lineam  rectam  qua  vis  ilia  imprimitur. 
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Thus,  suppose  we  have  a  body  of  mass  m  at  rest,  and  that  a  force 
acting  in  the  direction  from  South  to  North  imparts  a  velocity  v  to  the 
body  in  unit  time,  so  that  the  momentum  generated  is  nw.  If,  instead  of 
being  at  rest,  the  body  had  been  moving  with  a  velocity  v  from  South  to 
North  when  the  force  commenced  to  act,  then  at  the  end  of  a  second  it 
would  be  moving  with  a  velocity  2v  from  South  to  North,  since  in  this 
time  its  momentum  must  have  changed  as  much*  as  it  did  before,  and 
the  change  in  momentum  is  equal  to  the  product  of  the  mass  into  the 
change  in  velocity,  and  {^v-v)m  is  equal  to  mv.  If  the  body  were 
originally  moving  with  a  velocity  v  from  North  to  South,  Le.  in  an 
opposite  direction  to  that  of  the  force's  line  of  action,  then  at  the  end 
of  a  second  the  body  would  be  at  rest,  having  lost  mv  units  of  momentum 
in  a  direction  opposite  to  the  line  of  action  of  the  force,  which  is  equiva- 
lent to  the  gain  of  mv  units  in  the  direction  of  the  line  of  action.  If  the 
body  were  originally  moving  with  a  velocity  v  from  East  to  West,  then 
at  the  end  of  a  second  it  would  have  gained  tnv  units  of  momentum 
in  the  South  to  North  direction,  that  is,  since  it  originally  had  no 
momentum  in  this  direction,  its  original  velocity  having  no  component 
in  this  direction,  it  will  now  have  a  component  velocity  in  the  South  to 
North  direction  of  v  units.  Further,  it  is  immaterial  whether  the  body 
is  under  the  influence  of  one  force  or  several.  However  many  the  forces 
acting  on  the  body,  each  force  will  produce  the  same  change  of  momentum 
in  its  own  direction  that  it  would  produce  supposing  it  alone  acted. 

The  second  law  gives  us  a  means  of  defining  and  measuring  forces 
as  well  as  masses.  If  we  have  a  number  of  forces,  then,  according  to 
Newton's  second  law,  the  changes  of  momentum  which  they  would 
separately  produce  in  a  given  time  are  proportional  to  the  forces.  Hence 
if  they  all  act  in  succession  on  the  same  mass,  the  changes  in  the  velocity 
produced  will  be  proportional  to  the  forces,  so  that  we  ma/  measure  the 
relative  magnitudes  of  the  forces  by  determining  the  change  in  velocity 
each  force  will  produce  in  a  given  mass  in  a  given  time. 

On  the  other  hand,  if  we  allow  a  given  force  to  act  in  succession  on 
a  number  of  different  masses  for  a  given  time,  then,  since  it  will  in  each 
case  produce  the  same  change  in  momentimi,  the  value  of  the  product 
of  the  mass  of  each  body  into  the  change  of  velocity  produced  by  the 
force  is  the  same  for  all.  The  changes  in  velocity  produced  are  therefore 
inversely  as  the  masses  of  the  bodies  in  which  these  changes  are  produced 
by  the  same  force  acting  for  the  same  time. 

61.  Unit  of  Force. — Siifce  a  force  is  measured  by  the  change  in 
momentum  it  produces  in  its  line  of  action,  if  a  force  when  acting  on 
a  mass  m  for  a  time  /  changes  the  velocity  in  its  line  of  action  by  v  units 
of  velocity,  then  the  force  is  measured  by  the  quotient  ntvlt  It  will  have 
been  observed  that,  in  the  statement  of  the  law  and  in  the  remarks  that 
have  been  made,  it  is  said  that  the  force  is  proportional  to  the  change  in 
momentum  produced  in  unit  time.     It  is,  however,  very  convenient  to  so 
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choose  the  unit  of  force  that  the  value  of  a  force  is  numerically  equal 
to  the  change  in  momentum  produced  in  a  second.  The  unit  force  will 
then  be  such  that  it  produces  in  unit  mass  unit  changes  of  velocity 
per  second,  ue.  unit  acceleration.  Hence  if  a  force  F  acting  on  a  mass 
m  for  a  time  /  changes  the  velocity  in  its  own  direction  from  v^  to  v^ 
we  have  ^/^,     ,,  x 

or,  since  (vj  -  v^jt  is  the  acceleration  {a)  produced, 

F=fMa, 

The  dimensions  of  force  can  be  obtained  from  this  equation  by  intro- 
ducing the  symbols  for  the  units  and  then  making  F,  ;;i,  and  a  each 
unity.    Thus  FlF]^n^M]a[LT''^ 

In  the  c,g.s,  system  the  unit  force  is  such  that  it  produces  an  acceleration 
of  one  centimetre  per  second  per  second  in  a  nuiss  of  one  gram,  and 
is  called  a  dyne. 

In  the  foot-pound-second  absolute  system  of  units  the  unit  of  force 
is  such  that  it  produces  an  acceleration  of  one  foot  per  second  per  second 
in  a  mass  of  one  pound,  and  is  called  a  poundaL 

We  may  make  use  of  the  dimensions  of  a  force  to  determine  the 
relation  between  the  dyne  and  the  poundal.  Suppose  a  given  force  to 
be  equal  to  d  dynes  or  /  poundals,  and  further  that  A  M^  and  T  are  the 
units  of  length,  mass,  and  time  in  the  c.g.s,  system,  and  Zj,  J/j,  T^  those 
in  the  foot-pound-second  system.  Then,  since  the  actual  magnitude  of 
the  force  must  be  the  same  whatever  the  units  used  to  measure  it, 
we  have  dS^LMT"^  =/ [/ i^^A  T{r^ 

•••  ^m[2'][U] 

Here   ^i  is  the  ratio  of  a  foot  to  a  centimetre,  and  is  equal  to  30.48 

(§  11),  while  -^  is  the  ratio  of  a  pound  to  a  gram,  and  is  equal  to  453.59 

(§  12),  while  -pr5  is  unity,  since  the  second  is  the  unit  of  time  in  either 
case.     Substituting  these  values,  we  get 

^«3a48x  453-593 
=  13825.5. 

Hence  the  number  of  dynes  in  the  given  force  is  to  the  number  of 
poundals  as  13825.5  :  t.     If  therefore  the  given  force  is  one  poundal, 
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the  number  of  dynes  it  contains  is  13825.5,  so  that  one  poundal«  13825.5 
dynes. 

62.  Impulsive  Force. — In  certain  cases  the  force  acts  for  so  short 
a  time  that  we  are  unable  either  to  measure  its  magnitude  or  the  time 
during  which  it  acts.     It  is,  however,  in  these  cases  generally  possible 
to  measure  the  total  effect  of  the  force  in  changing  the  motion  of  the 
body  on  which  it  acts.     Now,  as  has  been  stated  in  §  60,  the  total  effect 
of  a  force  in  changing  the  motion  of  a  body,  or  the  impulse  of  the  force, 
is  measured  by  the  change  in  momentum  produced.    Hence  in  the  case 
of  these  forces  of  very  short  duration  the  impulse  will  be  used  to  measure 
the  effect  of  the  force ;  and  this  is  equal,  if  the  force  is  uniform,  to  the 
product  of  the  force  into  its  time  of  action,  or,  if  the  force  is  variable,  to 
the  product  of  the  mean  value  of  the  force  into  the  time  of  action.    Thus 
forces  of  short  duration,  as  for  example  that  exerted  by  a  blow  of  a 
hammer,  were  originally  called  impulsive  forces  ;  and  it  was  in  this  con- 
nection that  the  term  impulse  was  originally  used.    There  is,  however,  , 
no  essential  difference  between  such  a  force  and  forces  which  last  for  a  ,  ^j     .•   w 
longer  interval,  the  only  distinction  being  that  in  the  one  case,  from  lack 
of  experimental  means,  we  are  unable  to  make  the  necessary  measure-^ 
ments.^The  term  impulse  is,  therefore,  now  used  in  the  more  general  p  ^ 
sense,  as  applicable  to  the  product  of  any  force  into  its  time  of  action.^  ^ 

68.  Newton's  Third  Law.— -"To  every  action  there  is  always  an 
equal  and  contrary  reaction :  or,  the  mutual  actions  of  any  two  bodies 
are  always  equal  and  oppositely  directed."  ^  In  this  law  the  word  action 
is  used  to  represent  the  one  aspect  of  a  stress  spoken  of  in  §  57,  and  the 
word  reaction  to  represent  the  other.  Hence  Newton's  third  law  states 
that  all  forces  are  of  the  nature  of  a  stress  between  portions  of  matter, 
since  it  states  that  every  force  must  necessarily  be  accompanied  by  an 
equal  and  oppositely  directed  reaction. 

If  you  press  your  finger  on  the  table,  you  feel  the  table  pressing  your 
finger.  In  the  case  of  a  horse  towing  a  boat,  the  forward  pull  exerted  by 
the  horse  on  the  tow-rope  is  exactly  equal  to  the  backward  pull  exerted 
by  the  tow-rope  on  the  horse.  Many  people  find  a  difficulty  in  accept- 
ing the  above  statement  with  reference  to  the  equality  <5f  the  action  and 
reaction  in  the  case  of  a  horse  towing  a  boat,  since  they  think  that  if  the 
force  exerted  by  the  horse  on  the  rope  were  not  a  little  greater  than  the 
backward  force  exerted  by  the  rope  on  the  horse,  the  boat  would  not  pro- 
gress. In  this  case  we  must,  however,  remember  that,  as  far  as  their 
relative  positions  are  concerned,  the  horse  and  the  boat  are  at  rest^  and 
form  a  single  body,  and  the  action  and  reaction  between  them,  due  to 
the  tension  on  the  rope,  must  be  equal  and  opposite,  for  otherwise  there 
would  be  relative  motion,  one  with  respect  to  the  other.  The  horse 
obtains  the  necessary  purchase  to  move  both  itself  and  the  boat  where 

1  Action!  contrariam  semper  et  aequalam  esse  reactionem':  sive  corporum  duonim 
actiones  in  se  mutuo  semper  esse  aequales  et  in  partes  contrarias  dirigi. 
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its  feet  touch  the  ground.  At  these  points  the  horse's  hoofs  exert  a  force 
which  has  a  component  fn  a  backward  direction,  the  corresponding 
reaction  of  the  ground  having  a  component  in  the  forward  direction ;  and 
it  is  this  component  which  produces  the  motion  of  the  horse  and  boat 
-^i^  64.  Action  at  a  Distanee. — Since  force  is  always  part  of  a  stress, 
*and  is  only  produced  by  the  agency  of  one  portion  of  matter  on  another, 
it  is  of  interest  in  every  case  to  examine  the  mechanism  by  means  of 
which  this  influence  of  one  piece  of  matter  on  another  is  carried  on.  In 
some  cases,  such  as  that  where  two  portions  of  matter  are  connected 
by  a  stretched  string,  it  is  quite  evident  by  what  means  the  one  piece 
of  matter  exerts  a  force  on  the  oriier,  for  it  is  by  the  stretched  string. 
In  other  cases,  however,  with  which  we  shall  deal  more  fully  later  on, 
one  piece  of  matter  acts  on  another,  and  is  reacted  on  by  that  portion 
of  matter,  but  without  our  being  able  to  detect  any  intermediate  body 
which  plays  the  part  of  the  string  in  the  first  example.  As  an  instance, 
we  may  take  the  case  of  the  force  exerted  by  a  magnet  upon  a  piece  of 
iron,  even  when  they  are  at  some  distance  apart  In  this  case  the  force 
still  exists  if  we  remove,  as  well  as  we  are  able,  all  matter  that  can  be 
detected  by  our  senses,  and  which  for  short,  and  for  the  reasons  given  later, 
may  be  called  ponderable  matter,  from  the  space  between  the  magnet 
and  the  iron,  or  if  we  place  other  portions  of  matter  between  the  two. 

It  was  at  one  time  considered  sufficient  in  a  case  such  as  the  above 
to  say  that  the  magnet  exerted  a  force  on,  or  acted  on,  the  iron  at  a 
distance,  and  to  dismiss  the  question  by  saying  that  this  was  a  case  of 
magnetic  attraction. 

If  a  conjurer  makes  a  portion  of  matter,  say  a  block  of  wood,  follow 
his  hand  about,  we  at  once  say  that  he  has  a  string  or  some  other 
mechanism  connecting  the  block  to  his  hand,  and  although  we  are  quite 
unable  to  see  the  nature  of  this  connecting  link,  we  may  be  satisfied  in 
our  own  mind  that  it  does  really  exist  In  the  same  way,  since  we  are 
unable  to  think  of  one  portion  of  matter  acting  upon  another  portion  of 
matter  without  something  connecting  the  two,  by  means  of  which  the 
action  is  transmitted,  it  is  natural  to  suppose  that  there  exists  some 
mechanism,  or,  as  it  is  called,  a  medium^  by  means  of  which  the  action 
of  the  magnet  on  the  iron  is  transmitted.  In  this  way  of  looking  at  the 
subject  we  suppose  that  the  action  is  transmitted  by  each  portion  of  the 
medium  affecting  that  which  lies  next  to  it,  and  so  handing  on  the  action 
till  the  second  portion  of  matter  is  reached.  Here,  then,  we  only  assume 
action  in  proximity.  Since,  however,  no  one  has  yet  been  able  to  imagine 
the  constitution  of  a  medium  which  shall  be  capable  of  transmitting  all 
the  different  kinds  of  action  which  experiment  shows  matter  to  produce 
on  matter,  we  ordinarHy  use  the  language  of  the  theory  which  supposes 
that  matter  can  act  upon  matter  at  a  distance,  without  any  connecting 
mechanism,  by  means  of  an  agent  which  we  caH  force.  Although  no  one 
has  been  able  to  imagine  the  necessary  medium,  nevertheless  we  firmly 
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believe  that  such  a  medium  does  exist ;  and  a  considerable  portion  of  the 
present  volume  will  consist  of  a  description  of  experiments  which  have 
been  made  with  a  view  of  determining  the  properties  of  this  medium. 

Newton  made  an  experiment  to  show  that  in  the  case  of  the  action 
exerted  by  one  portion  of  matter  on  another  at  a  distance  the  third  law 
of  motion  was  true.  He  floated  a  magnet  and  a  piece  of  iron  on  water 
by  placing  them  on  two  portions  of  cork,  so  that  these  pieces  of  cork 
were  in  contact  He  found  that  neither  the  magnet  nor  the  iron  was 
able  to  move  the  other  along.  Hence  the  magnet  must  be  attracted  by 
the  iron  just  as  much  as  it  attracts  the  iron. 

65.  Graphical  Representation  of  a  Force.— In  order  to  com- 
pletely defme  a  force,  we  require  to  know  three  things  about  it :  (i)  Its 
point  of  application  ;  (2)  its  direction  ;  and  (3)  its  magnitude. 

All  these  three  particulars  can  be  represented  by  a  straight  line,  for 
we  may  draw  a  straight  line  through  the  point  where  the  force  acts  in  the 
direction  in  which  the  force  tends  to  cause  the  momentum  of  the  body  to 
increase,  and  so  that  this  line  contains  as  many  units  of  length  as  there  are 
units  of  force  in  the  force.  In  order  to  indicate  in  which  sense  along  the 
line  the  force  acts,  it  is  usual  to  place  an  arrow-head  with  the  point  turned 
in  the  way  of  action  of  the  force. 

When  we  represented  a  velocity  by  a  line,  it  was  mentioned  (§  36)  that 
all  equal  parallel  lines  represented  the  same  velocity.  In  the  case  of 
forces,  since  the  line  has  to  be  drawn  through  a  definite  point,  the  point 
of  application,  we  can  only  draw  a  single  line  to  represent  any  given  force. 
It  is  however  sometimes  convenient,  when  we  have  a  number  of  forces 
acting,  to  draw  lines  to  represent  the  magnitude  and  direction  of  the 
forces  only,  so  that  all  equad  and  parallel  lines  represent  the  same  force. 
In  such  a  case  we  must  be  very  careful  to  remember  that  these  lines  do 
not  completely  represent  the  forces. 

66.  Composition  of  Forces  Acting  at  a  Point— A  force  being  a 
vector  quantity,  we  compound  two  forces  which  act  at  a  point  by  the 
parallelogram  method.  This  also  follows  from  Newton's 
second  law.  For  suppose  a^  and  ^  are  the  accelerations, 
the  two  forces  F^  and  Fj  would  respectively  produce  in 
their  own  direction  when  they  act  on  a  mass  m,  so  that 
by  the  second  law  Fy^ma^  and  F^^ma^  The  mass  m 
is  therefore  moving  with  an  acceleration  a^  in  the  direction 
of  Fj,  and  with  an  acceleration  a,  in  the  direction  of  Fj. 

From  O  (Fig.  48)  draw  op  to  represent  a^  in  magnitude 

and  direction,  and  OQ  to  represent  a^  in  magnitude  and    **  p^^ 
direction.    Then  the  resultant  acceleration  will  be  repre- 
sented by  the  diagonal  OR  of  the  parallelogram  constructed  on  OP  and  OQ. 
Now  the  acceleration  represented  by  OR,  say  «,  would  be  produced  by  a 
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-♦■ 
force  ntOy  acting  in  the  direction  OR,  and  hence  this  force  is  the  resultant 
of  Fj  and  Fj. 

Since  0P\6Q\0R\\     a^\     a^:a 

— ►     •»*     -♦■ 
OP:  OQ:  ORii  ma^ :  ma^ :  ma 

0P\0Q\6r\\    F^\    Fi'.R. 

Hence,  to  find  the  resultant  of  two  forces  acting  at  a  point  we  need  not 
consider  the  accelerations  they  would  produce,  but  if  we  draw  from  a  given 
point  two  straight  lines  to  represent  the  two  given  forces  and  complete 
the  parallelogram,  the  diagonal  through  the  given  point  will  represent  the 
resultant  force  in  magnitude  and  direction.  Since  the  two  component 
forces  acted  at  one  point,  the  resultant  will  act  at  the  same  point 

If  there  are  any  number  of  forces  acting  at  a  point,  we  can  find  their 
resultant  by  a  method  similar  to  the  polygon  of  velocities  or  accelerations. 
For  if  in  succession  we  draw  straight  lines  to  represent  in  magnitude  and 
direction  each  of  the  forces,  starting  from  some  given  point,  and  draw 
the  line  representing  each  subsequent  force  from  the  point  where  the  line 
representing  the  previous  force  ended,  then  the  straight  line  joining  the 
starting-point  to  the  end  of  the  last  line  so  drawn  will  represent  the 
resultant  of  all  the  forces  both  in  magnitude  and  direction.  As  before, 
the  point  of  application  of  the  resultant  must  be  at  the  same  point  as  that 
of  the  component  forces. 

67.  Resolutiqp  of  Forces.— A  force,  like  a  velocity  or  an  acceleration, 
can  be  resolved  into  components  along  any  given  directions,  the  method 
employed  being  exactly  the  same  as  that  given  in  §  38  for  the  case  of 
velocities. 

The  usual  case  is  to  resolve  a  force  into  components  along  two 

directions  at  right  angles  to  one  another.      As  an  example  of  the 

g  resolution  of  forces,  we  may  take  the  case  of 

^  a  boat  sailing  in  any  direction  except  directly 

^^^"■""--^        /fV"/^  before  the  wind.     Let  BR  (Fig.  49)  represent 

^^"""""""ikL:^^  a  boat,  and  ad  the  plan  of  the  sail.     If  wac 

/  ^x^^^Ov      ^^  ^^  direction  of  the  wind,  and  we  take  AC 

j        \      ^^^   ^*^  represent  the  force  the  wind  would  exert 

I    >l/^       on  the  sail  if  it  were  placed  at  right  angles  to 

I       /      \  the  direction  of  the  wind,  we  must  resolve 

\    /  this  into  components,  one  (ae)  perpendicular 

T^  to  the  sail,  which  is  alone  efficacious  as  far  as 

the  action  of  the  wind  on  the  sail  is  con- 

'^'^*  *f^  cerned,  and  the  other  parallel  to  the  sail  ad. 

The  force  AE  has  now  to  be  resolved  along  and  across  the  boat     The 

component  AG  is  alone  effective  as  far  as  the  headway  is  concerned. 
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— >• 
The  component  af,  at  right  angles  to  the  course  of  the  boat,  tends  to 
make  the  boat  travel  through  the  water  in  a  direction  at  right  angles  to 
its  length,  f>.  it  produces  leeway. 

68.  Moment  of  a  Force.— When  a  force  acts  on  an  extended  body 
it  produces,  in  general,  both  motion  and  deformation  of  the  body,  ue* 
strain.  As  we  are  not  at  present  dealing  with  the  question  of  strain,  we 
shall  consider  the  body  to  be  rigid  (§  43).  In  the  case  of  an  extended 
rigid  body  a  force  will,  in  general,  produce  both  a  motion  of  translation 
and  a  motion  of  rotation.  If  the  force  is  so  applied  that  translation  only 
takes  place,  the  body  moves  as  if  it  were  a  particle  having  a  m^ss  equal 
to  that  of  the  body  concentrated  at  a  certain  point,  which  is  called  the 
centre  of  inertia  or  centre  of  gravity.  Hence  if  any  number  of  forces  act 
on  a  rigid  body  so  that  their  resultant  passes  through  the  centre  of  inertia 
of  the  body,  the  motion  they  will  generate  will  be  a  pure  translation.  If 
the  direction  of  the  resultant  does  not  pass  through  the  centre  of  inertia, 
there  will  be  a  motion  of  rotation  produced  as  well  as  one  of  transla- 
tion. In  order  to  simplify  matters  when  studying  the  effect  of  a  force  in 
producing  rotation,  we  shall  suppose  that  all  motion  of  translation  is 
prevented  by  having  a  point  or  sometimes  a  line  in  the  body  kept  fixed 

(§47). 

The  effect  of  a  force  F  in  producing  rotation  depends  not  only  on 
the  impulse  of  the  force  (/T),  but  also  on  the  distance  between  the  line  of 
action  of  the  force  and  the  axis  about  which  rotation  is  capable  of  taking 
place.  Thus  it  requires  a  much  smaller  force  to  close  a  door  if  the  force 
is  applied  at  right  angles  to  the  door  and  near  the  handle  than  if  applied 
near  the  hinge.  It  will  be  noticed 
that  it  is  the  perpendicular  distance 
of  the  direction  of  the  line  of  action 
of  a  force  from  the  axis  of  rotation, 
and  not  the  distance  from  the  point 
of  application  of  the  force  to  the  axis, 
which  settles  the  amount  of  the 
turning  power  of  a  force.  Thus  let 
AB  (Fig.  50)  be  a  rigid  body  capable  pic.  5a 

of  rotating  about  an  axis  through  A 
perpendicular  to  the  paper.  Then  the  turning  power  of  a  force  acting 
along  F^  and  applied  at  B  is  much  less  than  that  of  an  equal  force  acting 
along  F],  although  the  distance  between  the  point  of  application  and  the 
axis  is  the  same  in  each  case.  The  turning  power  or  torque  depends  on 
the  magnitude  of  the  force  and  the  perpendicular  distance  between  the 
axis  and  the  direction  of  the  force,  /./.,  on  AC  or  Al)  in  the  above  figure. 

The  product  of  the  magnitude  of  a  force  into  the  perpendicular  dis- 
tance between  the  axis  and  the  direction  of  the  force  is  called  the  moment 
of  the  force.  Hence  in  the  above  example  the  moments  of  the  forces  are 
Fi .  AC  and  F, .  AD  respectively.    The  moment  of  a  force  is  positive  if  it 
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tends  to  produce  rotation  in  the  positive  (/.^.  anti-clockwise)  direction, 
and  negative  if  it  tends  to  produce  rotation  in  the  negative  direction. 

Since  the  resultant  of  any  number  of  forces  is  by  definition,^  a  single 
force  which  is  capable  of  replacing  the  component  forces  as  regards  their 
effect,  it  follows  that  the  moment  of  the  resultant  about  (my  point  must 
be  equal  to  the  sum  of  the  moments  of  the  components  about  the  same 
point,  or  otherwise  the  resultant  would  not  correctly  replace  the  turning 
moment  of  the  components. 

That  the  parallelogram  construction,  and  hence  also  the  polygon 
of  forces,  gives  a  resultant  fulfilling  the  above  condition  may  easily  be 

shown  in  the  following  way. 
A  -*.    -*. 

Let  OP,  OQ  (Fig.  51)  be  two 

forces  acting  at  O  and  or,  the 
resultant  obtained  by  complet- 
ing the  parallelogram ;  and 
let  A  be  any  point  in  the  plane 
about  which  moments  are  to  be 
taken.  Join  AG,  ap,  aq,  and 
AR.  Then  the  triangle  AOQ 
is  equal  to  the  sum  of  the 
triangles  APR,  opr,  for  they 
are  on  equal  bases  OQ,  PR ;  and 
the  height  of  the  one  triangle  is  equal  to  the  sum  of  the  heights  of  the 
other  two.  This  may  be  proved  thus  :  if  ^  is  the  length  of  the  base  of 
each  triangle,  and  hi  and  h^  the  heights  of  the  triangles  APR,  OPR  respec- 
tively, then  ^hi-\-h^^^bhi-\-\bh^  that  is,  the  area  of  the  triangle  on 
base  b  and  height  (^x+^s)  is  equal  to  the  sum  of  the  areas  of  the  triangle 
on  base  ^,  having  heights  hi  and  h^  respectively.  The  triangle  aor  is 
obviously  equal  to  the  sum  of  the  triangles  aop,  apr,  opr.  Hence  the 
triangle  AOR  is  equal  to  the  sum  of  the  triangles  aop  and  aoq.  Now  the 
area  of  the  triangle  AOR  is  equal  to  half  the  product  of  the  base  OR  into 
the  perpendicular  distance  between  A  and  or.  The  product  of  OR,  which 
represents  in  magnitude  and  direction  the  resultant  of  the  forces,  into 
the  perpendicular  distance  between  A  and  or,  is  the  moment  of  the 

resultant  about  A.  Hence  the  moment  of  or  about  A  is  represented  by 
twice  the  area  of  the  triangle  AOR.     In  the  same  way  the  moments  of 

OP  and  OQ  about  A  are  represented  by  twice  the  areas  of  the  triangles 
AOP  and  AOQ.     Hence  it  follows,  from  the  relation  between  the  areas  of 

these  triangles  found  above,  that  the  moment  of  or  about  A  is  equal  to 

the  sum  of  the  moments  of  OP  and  OQ  about  A. 

^  In  S  70  the  conditions  that  two  forces  cannot  have  a  single  resultant  will  be  discussed. 
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69.  Composition  of  Parallel  Forces.— In  the  case  of  an  extended 
body  acted  upon  by  two  forces  whose  directions  are  parallel,  the  resultant 
force  will  be  equal  to  the  algebraic  sum  of  the  two  components,  ue.  to 
the  arithmetical  sum  if  they  act  in  the  same  sense,  and  to  the  difference 
if  they  act  in  opposite  senses.  As  far  as  the  motion  of  translation  of  the 
body  is  concerned,  this  is  all  that  is  required.  Ifi  however,  we  require 
the  effect  of  the  forces  in  producing  rotation,  it  is  further  necessary  to 
know  the  point  of  application  of  the  resultant. 

In  order  to  find  the  position  of  the  resultant,  we  make  use  of  the  fact 
that  the  moment  of  the  resultant  about  any  point  must  be  equal  to  the  sum 
of  the  moments  of  the  components  about  the  same  point  If  the  point 
chosen  is  on  the  line  of  action  of  the  resultant,  then,  since  in  this  case 
the  moment  of  the  resultant  about  this  point  is  zero,  the  moments  of  the 
components  about  this  point  must  be  equal  and  opposite.  If  the  parallel 
forces  act  in  the  same  sense,  the  resultant  will  lie  between  them,  for  in 
this  case  the  moments  of  the  forces  about  any  point  between  them  will 
be  of  opposite  sign,  since  they  will  tend  to  cause  rotation  in  opposite 
directions.  If  the  forces  act  in  opposite  senses,  then  the  resultant  must 
lie  outside  the  forces,  and  on  the  side  of  the  larger  force,  for  then  the  dis- 
tance between  the  larger  force  and  any  point  on  the  resultant  will  be  less 
than  that  between  the  smaller  force  and  this  point,  so  that  the  smaller 
force  acting  at  a  greater  distance  may  have  a  moment  equal  to  the 
laiger  force  acting  at  a  smaller  distance. 


Fig.  sa. 


(P) 


The  most  generally  useful  construction  for  finding  the  position  of  the 
resultant  is  as  follows  :  Let  P  and  Q  (Fig.  52)  represent  the  forces.  Any- 
where along  the  line  of  action  of  P  cut  off  a  portion  ab  equal  in  length 
to  Q,  and  somewhere  in  the  line  of  action  of  Q  cut  off  CD,  equal  in  length 
to  P.    Then  join  ad  and  bc     If  the  forces  act  in  the  same  sense,  join 
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crosswise,  as  at  («),  so  that  the  point  of  intersection  E  lies  between  the 
forces ;  if  they  are  in  opposite  senses,  join  them  without  crossing,  as  at  ij>\ 
Then  in  either  case  the  resultant  will  pass  through  the  point  E. 

The  triangles  ABE  and  dce  are  similar,  so  that  their  heights  are  to 
one  another  as  their  bases.  Hence  \ip  is  the  height  of  the  triangle  ABE, 
and  q  that  of  the  triangle  dce,  we  have 

t    AB    Q 

9    CD    ^ 

PP^Qq. 

But  p  is  the  perpendicular  distance  between  the  point  E  and  the  force  P. 
Therefore  P/  is  the  moment  of  P  about  E.  In  the  same  way  Q^  is  the 
moment  of  Q  about  E.  And  we  see  from  the  above  that  the  moments 
are  equal  in  magnitude ;  that  they  are  of  opposite  sign  is  obvious  from 
the  figures.  Hence  the  resultant  is  parallel  to  the  forces,  and  passes 
through  E. 

70.  Couples. — If  the  two  parallel  forces  are  equal,  the  resultant  must 
be  at  an  equal  distance  from  each,  so  that  when  the  forces  are  in  opposite 
senses  it  must  be  at  an  infinite  distance,  for  otherwise,  as  it  has  to  be 
outside  the  two  forces,  it  would  be  nearer  one  than  the  other,  so  that  the 
moments  would  not  be  equal.  The  magnitude  of  the  resultant,  however, 
is  in  this  case  zero.  As  far  as  translation  is  concerned,  a  system  con- 
sisting of  a  pair  of  equal  and  opposite  parallel  forces,  which  is  called  a 
couphy  will  produce  no  result ;  it  may,  however,  produce  rotation. 

Let  P  and  p'  (Fig.  53)  represent  the  equal  and  opposite  parallel  forces, 
and  from  E,  any  point  in  their  plane,  draw  eab  perpendicular  to  the 

direction  of  the  two 

\    ^  I  »     forces  meeting  them 

i  at  A  and  B.    Then  the 

\  moment  of  P  about  E 

♦  E  is  -  P.BE  (for  sign  see 

i  §  68),  and  that  of  P' 

^      ^  is  +p'."ae  in  (^),  and 

-P'.AEin(^).    Hence 

the  sum  of  the  two 

moments    in    (a)    is 

-P.Ie  +  P'.ae,  which. 


-p" 


(a)     *^  (b) 


Fig.  53. 


since  p'  =  p,  is  equal  to  -P.ab.  In  (b)  the  sum  of  the  moments  is  equal 
to  -P.BE-P'.AE,  which  is  equal  to  -p.aS  Hence  we  see  that  the  sum 
of  the  moments  about  any  point  is  constant,  and  is  equal  to  the  product 
of  one  of  the  forces  into  the  distance  between  the  lines  of  action  of  the 
forces.     This  product  is  called  the  jnoment  of  the  couple. . 

We  are  now  in  a  position  to  generalise,  and  say  that  any  number  of 
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forces  acting  on  a  rigid  body  may  be  replaced  by  a  single  force  acting 
through  the  centre  of  inertia  of  the  body,  and  which  is  alone  effective  in 
producing  motion  of  translation,  and  a  couple  which  is  alone  effective  in 
producing  motion  of  rotation.  For,  taking  any  two  of  the  forces  which 
are  not  equal  and  opposite  parallel  forces,  we  may  replace  them  by  their 
resultant.  This  resultant  can  then  be  combined  with  one  of  the  remain- 
ing forces,  and  so  on  till  finally  we  have  left  either  (i)  a  single  force 
passing  through  the  centre  of  inertia,  when  translation  only  takes  place  ; 
or  (2)  two  equal  and  opposite  parallel  forces,  which  produce  rotation 
only ;  or  (3)  a  single  force  which  does  not  pass  through  the  centre  of 
inertia.  In  this  last  case,  if  we  add  two  equal  and  opposite  forces  acting 
through  the  centre  of  inertia  and  parallel  to  the  resultant,  they  will  not 
influence  the  motion.  One  of  these  forces  will  then  form  a  couple  with 
the  resultant,  and  the  other  will  be  a  force  equal  and  parallel  to  the 
resultant,  acting  through  the  centre  of  inertia  and  tending  to  produce 
translation  of  the  body.  / 
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CHAPTER  IX 
EQUILIBRIUM   OF  FORCES 

71.  EquillbPlum. — When  the  forces  which  act  on  a  body  are  so 
balanced  that  they  produce  no  acceleration  in  the  body,  that  is,  do  not 
alter  its  state  of  motion,  they  are  said  to  be  in  equilibriunL  A  study  of 
the  conditions  that  have  to  be  fulfilled  in  order  that  the  forces  considered 
may  be  in  equilibrium  is  sometimes  considered  as  a  separate  branch  of 
mechanics,  called  Statics. 

The  name  statics  is  at  first  sight  rather  misleading,  since  it  does  not 
follow  because  the  forces  acting  on  a  body  are  in  equilibrium  that  the 
body  is  at  rest,  for  if  the  body  is  originally  moving  the  velocity  will  con- 
tinue uniform,  and  not  be  altered  by  the  forces.  The  appropriateness  of 
the  name,  however,  is  apparent,  if  we  consider  that  unless  the  forces 
acting  on  a  body  are  in  equilibrium  it  is  impossible  for  the  body  to  remain 
at  rest  Hence  we  may  if  we  like  define  forces  in  equilibrium  as  such 
that  they  render  it  possible  for  the  body  on  which  they  act  to  remain 
at  ^est 

72.  Conditions  for  Equilibrium  of  a  Particle.— It  is  obvious  that 
a  particle  acted  upon  by  a  single  force  cannot  be  in  equilibrium. 

For  two  forces  acting  on  a  particle  to  be  in  equilibrium,  they  must 
fulfil  the  following  conditions :  They  must  be  (i)  equal  in  magnitude, 
(2)  act  along  the  same  straight  line,  (3)  be  of  opposite  sense.  When 
referring  to  these  conditions  in  future,  we  shall  for  shortness  simply  say 
that  the  forces  must  be  equal  and  opposite,  but  it  must  be  remembered 
that  this  is  only  an  abbreviation  for  the  above  three  conditions. 

The  condition  that  three  forces  acting  on  a  particle  may  be  in  equili- 
brium is  that  any  one  of  the  forces  must  be  equal  and  opposite  to  the 
resultant  of  the  remaining  two,  for  we  may,  if  we  please,  replace  any 
two  of  the  forces  by  their  resultant,  when  we  should  have  reduced 
the  problem  to  the  equilibrium  of  two  forces.  The  resultant  of  any 
two  of  the  forces,  say  P  and  Q,  must  lie  in  the  plane  containing 
P  and  Q.  Hence  if  there  is  to  be  equilibrium  the  third  force,  since  it 
must  be  equal  and  opposite  to  this  resultant,  must  also  lie  in  the  plane 
containing  the  other  two  forces.  Hence  the  first  condition  for  equilibrium 
is  that  the  three  forces  must  all  lie  in  one  plane.  As  to  the  relations 
between  the  magnitude  of  the  forces,  the  resultant  of  any  two  (p  and  q)  is 

represented  by  the  diagonal  OR  (Fig.  54)  of  the  parallelogram  constructed 
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on  the  lines  OP  and  OQ  as  adjacent  sides.     Hence  the  other  force  must 

— ►  — ► 

be  represented  in  magnitude  and  direction  by  RO,  or  by  OS,  where 

OS  is  equal  to  OR  and  in  the  same  straight  line  with  it.     Since  qr  is 

— ► 

equal  to  OP,  we  may  take  QR  to  represent  the  force  P  in  magnitude  and 

direction  (§  65).     Then  the  three  forces  will  be  represented  by  OQ,  QR, 

and  RO,  the  sides  of  a  triangle.     Hence  if  it  is  possible  to  draw  a  triangle 


P 


Q 

Fig.  54. 

of  which  the  sides  are  parallel  or  perpendicular  to  the  three  forces  and 
proportional  to  them  in  magnitude,  the  forces  will  be  in  equilibrium. 
It  must  be  specially  noticed  that  in  drawing  the  triangle  the  sides  must 
all  be  drawn  in  the  same  sense  as  the  forces,  so  that  when  we  place 
arrows  on  the  sides  to  show  in  which  sense  the  forces  act,  all  the  arrows 
may  point  the  same  way  round  the  triangle,  as  shown  at  A  B  C  in 
Fig.  54. 

The  conditions  of  equilibrium  for  any  number  of  forces  acting  on  a 
particle  are  that  the  forces  can  be  represented  in  magnitude  and  direction 
by  the  sides  of  a  closed  polygon  taken  in  order,  i,e»  drawn  in  the  same 
sense  as  the  forces.  This  at  once  follows  from  the  polygon  of  forces,  for 
the  resultant  of  all  the  forces  but  one  is  represented  in  magnitude  and 
direction  by  the  line  joining  the  starting-point  to  the  end  of  the  last  line 
drawn  in  the  polygon,  i.e,  by  the  remaining  side  of  the  polygon,  which  by 
supposition  represents  in  magnitude  the  only  force  not  yet  included,  but 
is  in  an  opposite  sense. 

78.  Conditions  fop  Equilibrium  of  a  Rigid  Body.— In  the  case 
of  a  rigid  body  the  lines  of  action  of  the  forces  need  not  all  pass  through 
a  single  point,  and  in  order  that  the  body  may  be  in  equilibrium  the 
forces  must  not  tend  to  produce  either  translation  or  rotation.  If  the 
directions  of  all  the  forces  pass  through  a  single  point  they  cannot 
produce  rotation,  and  hence  if  they  fulfil  the  conditions  given  in  the 
preceding  section  for  a  particle  they  will  be  in  equilibrium.  If,  however, 
the  lines  of  action  of  the  forces  do  not  all  pass  through  a  point,  then,  in 
order  that  there  may  be  no  rotation,  they  must  have  no  resultant  moment 
tending  to  turn  the  body  about  any  axis.  The  general  condition  for 
equilibrium  is  therefore  that  the  sum  of  the  moments  of  all  the  forces 

F 


Digitized  by 


Google 


82  MecJianics  and  Properties  of  Matter  |5  73 

taken  about  every  point  must  be  zero,  and  that  the  forces  can  be  repre- 
sented in  magnitude  and  direction  by  the  sides  of  a  closed  polygon  taken 
in  order. 

Since  in  most  cases  we  shall  only  have  to  deal  with  forces  acting  in  a 
plane,  it  is  of  interest  to  examine  the  condition  for  equilibrium  in  this  case 
a  little  more  fully.  As  by  supposition  the  forces  all  act  in  a  plane,  it  is 
evident  that  they  can  only  tend  to  produce  motion  in  this  plane  (by 
Newton's  second  law).  Hence  if  we  take  two  fixed  lines  not  parallel  (and 
preferably  at  right  angles)  in  this  plane,  every  possible  translation  must 
either  be  parallel  to  one  or  other  of  these  lines,  or  else  compounded  of 
translations  parallel  to  the  two.  Hence  if  the  sum  of  the  components  of 
the  forces  when  resolved  parallel  to  these  lines  is  zero,  there  will  be  no 
tendency  to  motion  along  either  of  these  directions,  so  that  there  will  be 
no  translation.  The  condition  for  no  rotation  is  that  the  sum  of  the 
moments  about  every  point  in  the  plane  shall  be  zero.  If  both  conditions 
are  fulfilled  there  is  equilibrium.  If  only  the  first  condition  holds,  then 
there  is  rotation  without  translation,  ue,  all  the  points  of  the  body  move 
in  circles  about  a  fixed  point  as  centre  ;  if  the  second  condition  alone  is 
fulfilled,  then  there  is  translation  without  rotation,  i.e,  all  the  points  of 
the  body  move  with  the  same  velocity  in  parallel  paths. 


Digitized  by 


Google 


CHAPTER  X 

WORK    AND    ENERGY 

74.  Definition  of  Work.— When  a  force  acts  upon  a  body,  and  the 
point  of  application  of  the  force  moves  in  the  direction  of  the  line  of 
action  of  the  force,  the  force  is  said  to  do  work  on  the  body.  The  amount 
of  work  done  by  the  force  is  measured  by  the  product  of  the  force  into 
the  distance,  measured  along  its  line  of  action,  moved  through  by  its  point 
of  application.  Hence  if  a  force  F  acts  on  a  body  while  its  point  of 
application  moves  through  a  distance  s  in  the  line  of  action  of  the  force, 
the  work  ( IV)  done  dy  the  force  is  given  by 

If  the  body  moves  through  a  distance  s  in  the  direction  opposed  to 
the  force,  work  is  said  to  be  done  against  the  force,  the  work  done  being 
as  before  measured  by  the  product  Fs, 

If  the  displacement  of  the  point  of  application  of  the  force  is  not 
along  the  line  of  direction  of  the  force,  but  inclined  to  it,  then  we  must 
calculate  the  component  of  the  displacement  along  the  direction  of  the 
force,  and  this  component  multiplied  by  the  force  gives  the  work  done 
either  by  or  against  the  force,  as  the  case  may  be,  during  the  displacement. 

— ► 
Thus  suppose  AC  (Fig.  55)  represents  the  direction  of  the  line  of  action 

— ► 
of  the  force  ( F)  and  ab  the  displacement  of  the  point  of  application.    Then 

the  component  of  the  displacement  ^)^x^^C 

along  the  line  of  action  of  the  force  is  ?V '^^^^\^ 

AD,  obtained  by  drawing  BD  perpen-  \             ^^^^           \ 

dicular  to  AC.    Hence  the  work  done  ***\,-*«*f^_ \ 

is  /\AD.   The  correctness  of  the  above  A                                       ^ 

construction  is  evident,  for  the  dis-  Fig.  55. 

— ► 
placement  ab  of  the  point  of  application  may  be  replaced  by  the  dis- 

placements  AD  and  db.  During  these  displacements,  no  work  will  be 
done  by  the  force  while  the  point  of  application  is  moving  from  d  to  B, 
since  the  movement  is  at  right  angles  to  the  line  of  action  of  the  force. 
If  we  call  the  angle  between  the  line  of  action  of  the  force  and  the  line  of 
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displacement  of  the  point  of  application  ^,  then  ad=ab  cos  d.     Hence 
the  work  {W)\^  given  by  the  equation 

W^AB,  cos^. /^ 

If  the  force  F  were  resolved  along  ab  and  perpendicular  to  ab,  the 
component  of  ab  would  be  7^  cos  0.  Now  the  displacement  is  at  right 
angles  to  the  component  which  is  perpendicular  to  ab,  and  hence  during 
the  displacement  no  work  is  done  against  this  component.  The  work 
done  is  equal  to  the  product  of  the  actual  displacement  of  the  point  of 
application  into  the  component  of  the  force  along  the  direction  of  the 
displacement,  it  being  of  course  understood  that  where  the  force  is 
resolved  along  the  direction  of  the  displacement  the  other  component  is 
taken  at  right  angles  to  this  direction. 

Since  W^Fs^  we  have  F=  ^/Sy  or  the  force  acting  on  a  body  moving 
in  a  straight  line  is  the  work  done  during  a  given  displacement  divided 
by  that  displacement  Hence  we  might  define  force  as  the  s^ace  rate  at 
which  worjc  is  done  (see  note,  p.  27). 

^  76.  Units  of  Work.— In  the  c.^.s.  system,  the  unit  of  work  is  done 
when  a  body  acted  upon  by  a  force  of  one  dyne  moves  through  a  centi- 
metre in  the  direction  of  the  force.     This  unit  of  work  is  called  the  erg^. 

As  will  be  shown  later  on,  the  dyne  is  very  nearly  equal  to  the  force 
with  which  the  earth  attracts  {i.e.  the  weight  of)  one  milligram  (j^qq  gnn.), 
so  that  approximately  an  erg  of  work  is  done  when  a  milligram  is  raised 
through  one  centimetre.  Since  an  English  penny  piece  has  a  mass  of 
about  9450  milligrams,  and  the  average  height  of  a  table  is  about  72 
centimetres,  it  follows  that  about  9450  x  72  =  680,400  ergs  are  done 
when  a  penny  is  raised  from  the  floor  to  the  top  of  a  table.  It  will  be 
seen  that  the  erg  is  an  excessively  small  unit,  and  hence  for  most 
practical  purposes  it  is  usual  to  use  as  the  unit  of  work  the  joule,  which  is 
equal  to  10,000,000  or  10^  ergs. 

In  the  foot-pound-second  system,  the  unit  of  work  is  done  when  the 
point  of  application  of  one  poundal  is  moved,  in  the  direction  of  the  force, 
through  a  distance  of  one  foot.     This  unit  is  called  the  foot-poundal. 

The  dimensions  of  work  are  :  [Force]  [L]  =  [L'^.^f.T.-^. 

A  foot-poundal  is  equal  to  4.214  x  lo*^  ergs.  This  equivalent  could  be 
at  once  obtained  from  the  ratio  of  the  pound  to  the  gram,  and  of  the  foot 
to  the  centimetre,  by  aid  of  the  dimensions,  as  was  done  in  §  61  in  the 
case  of  the  absolute  units  of  force. 

76.  Gravitational  Units.— It  will  be  convenient  to  anticipate  in 
some  measure  a  few  of  the  points  which  will  be  dealt  with  at  greater 
length  in  Chapter  XIII. 

It  is  a  matter  of  common  observation  that  a//  matter  is  attracted  by 
the  earth,  or  in  other  words  possesses  weight.  It  can  be  proved  by 
experiment,  as  we  shall  see  later,  that  all  bodies  when  allowed  to  fall 
freely,  that  is  to  move  under  the  influence  of  the  force  exerted  on  them 
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owing  to  the  attraction  of  the  earth,  move  with  the  same  acceleration  at 
any  given  point  on  the  earth's  surface.  This  acceleration  of  a  freely  falling 
body  is  generally  indicated  by  the  symbol  g.     Let  W  be  the  weight  of  a  . 

body  of  mass  w,  that  is  the  force  with  which  the  earth  attracts  it,  /       [  * 
measured  in  absolute  units  (that  is  in  dynes  if  m  is  measured  in  grams,  ^ 
and  in  poundals  if  m  is  measured  in  pounds).    Then  since  the  force  W  j 

when  acting  on  the  mass  m  produces  an  acceleration  /*,  we  have 

W=  mg. 

The  value  of  ^  in  the  cg.5,  system  is  about  981  cm. /sec''.,  so  that  the 
weight  of  a  gram  is  equal  to  about  981  dynes.  In  the  foot-pound-second 
system  g  is  about  32  feet/secl,  so  that  the  weight  of  a  pound  is  about  32 
poundals. 

A  system  of  units  is  often  employed  in  which  the  unit  of  force  is 
taken  as  the  force  with  which  the  earth  attracts  a  given  lump  of  matter 
when  it  is  at  a  certain  fixed  point  on  the  earth's  surface.  This  unit  of 
force  is  then  taken  as  one  of  the  fundamental  units,  the  others  being 
those  of  length  and  time.  Such  a  system  of  units  is  called'a  gravita-  ' 
tional  system,  and  it  is  this  system  which  is  almost  exclusively  used  by 
engineers. 

The  unit  of  force  in  the  metric  gravitational  system  is  the  force  with 
which  the  earth  attracts  a  mass  of  a  gram  when  at  the  sea-level  and  at 
latitude  45^*  This  force  is  equal  to  a  force  of  980.6  dynes,  for  the  value 
oig  at  sea-level  and  latitude  45°  is  980.6  cm./sec*. 

The  unit  of  force  in  the  British  gravitational  system  is  the  force  with 
which  the  earth  attracts  a  mass  of  a  pound  at  sea-level  and  latitude  45°. 
This  unit  of  force  is  equal  to  32.172  poundals,  for  ^  has  the  value  32.172 
foot/sec*. 

In  the  gravitational  system  of  units,  since  the  unit  of  force  is  taken  as 
one  of  the  fundamental  units  in  place  of  mass,  the  unit  of  mass  is  derived 
from  this  unit  by  means  of  Newton's  second  law.  Thus  the  unit  of  mass 
on  the  gravitational  system  when  acted  upon  by  the  unit  force  in  this 
systeni  must  move  with  unit  acceleration,  that  is,  one  centimetre  per 
second  per  second,  or  one  foot  per  second  per  second,  as  the  case  may  be. 
Now  at  sea-level  and  latitude  45°  the  quantity  of  matter  (gram  or  pound) 
used  to  define  the  gravitational  unit  of  force,  if  allowed  to  fall  freely, 
would  move  with  an  acceleration  ^  (98a6  cm./sec*.  or  32.172  foot/secl), 
and  under  these  circumstances  it  would  be  acted  upon  by  the  gravitational 
unit  of  force.  Hence  to  move  with  unit  acceleration  the  mass  moved 
must  be  g  times  as  great  as  the  quantity  of  matter  used  to  define  the  unit 
force.  Thus  the  unit  of  mass  in  the  metric  gravitational  system  is  equal 
to  980.6  grams,  and  in  the  British  gravitational  system  to  32.172  pounds. 

Since  the  value  of  the  attraction  exerted  by  the  earth  on  a  given  mass 
is  not  the  same  all  over  the  sur&ce  of  the  earth,  the  gravitational  unit 

^  The  value  of^  is  by  no  means  the  same  at  all  points  on  the  earth.     (See  §  116.) 
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of  force  will  not  everywhere  be  exactly  equal  to  the  force  with  which  the 
earth  attracts  (/>.  the  weight  oQ  a  gram  or  pound,  as  the  case  may  be. 
For  comparatively  rough  measurements,  however,  in  which  the  change 
in  the  value  of  the  gravitational  attraction  may  be  neglected,  there  is  no 
doubt  it  is  often  convenient  to  use  the  gravitational  units,  particularly 
when,  as  is  often  the  case,  all  the  forces  which  have  to  be  dealt  with  are 
due  to  the  action  of  gravity  on  matter.  For  scientific  purposes,  however, 
there  can  be  no  doubt  that  the  absolute  system  of  units,  in  which  mass  is 
taken  as  the  fundamental  unit,  is  preferable. 

The  units  of  work  or  energy  in  the  two  gravitational  systems  are  the 
work  done  in  lifting  a  gram,  or  a  pound,  through  a  centimetre,  or  a  foot, 
as  the  case  may  be,  at  the  sea-level  and  at  latitude  45^  These  units  are 
called  the  gram-centimetre,  and  foot-pound  units  of  work  respectively. 

The  following  tables  exhibit  the  connection  between  the  fundamental 
units  and  the  units  of  force,  mass,  and  work  in  the  absolute  and  gravita- 
tional systems  : — 

Metric  System. 


Fundamental  Units. 


Absolute. 


Length 

Mass 

Time 


Centimetre 

Gram 

Second 


Gravitational. 

Length . .         .         .     Centimetre 
FnrrP  (Weight  of  a  gram  at  lat. 
^''^'"''X      45- and  sea-level 
Time       .         .         .     Second 


Derived  Units. 


Force 

Work  and  Energy 


Dyne  |  Mass       .        .        .     980.6  grams 

Erg  i  Work  and  (  Gram -centimetre   at 

I     Energy    \     lat  45"  and  sea-level 


British  System. 
Fundamental  Units. 
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Gravitational. 

Length        .        .     Foot 
ir^-^«  S  Weight  of  a  pound  at  lat. 
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Time  .        .        .     Second 

Derived  Units. 

Force  .        .         .     Poundal 
Work  and  Energy     Foot-poundal 

Mass  .        .         .     32. 1 72  pounds 
Work  and  (  Foot-pound  at  lat.  45" 
Energy    (      and  sea-level 
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Since  the  force  with  which  the  earth  attracts  a  mass  m  is  equal  to  mg 

absolute  units  of  force,  the  work  which  is  done  when  this  mass  is  raised 

through  a  vertical  height  h  is 

mgh. 

\i  m  is  expressed  in  grams,  g  in  cm/sec^.,  and  h  in  cm.,  i.e,  if  all  the 
quantities  are  measured  in  c,g.s,  absolute  units,  then  the  work  mgh  is 
expressed  in  ergs.  If //« is  measured  in  pounds,  g  in  foot/sec^.,  and  h  in 
feet,  then  the  work  mgh  is  expressed  in  foot-poundals. 

If  the  experiment  is  performed  at  latitude  45**  and  at  the  sea-level, 
then  the  work  done  in  raising  m  grams  through  a  height  of  h  centimetres 
is  mh  gram-centimetres.  If,  however,  the  experiment  is  performed  at 
a  point  on  the  earth's  surface  where  the  acceleration  of  gravity  is  g^  then 

the  work  done  will  be  mh,  ^  .  gram-centimetres.     For  at  the  standard 

position  the  value  of  the  acceleration  of  gravity  is  980.6,  and  the  force 
with  which  the  earth  attracts  a  given  mass  is  proportional  to  the  accelera- 
tion of  gravity  or^.  In  the  same  way  the  work  done  in  raising  m  pounds 
through  h  feet  at  the  standard  position  is  mh  foot-pounds,  while  at  a 

or 

place  where  the  acceleration  of  gravity  is^it  is  mh^^ —  foot-pounds.     V 

77.  Graphic  Representation  of  the  Work  done  by  a  Foree.-n 

If  a  force  {F)  remains  uniform  while  its  point  of  application  moves  in  the 

direction  of  the  force  through  a  distance  J,  the  work  done  is  F,s.     Let 

the  line  ox  (Fig.  56)  represent  space  in 

the  direction  of  the  line  of  action  of  the 

force,  and  distances  measured  parallel  to 

a  line  OY,  at  right  angles  to  OX,  represent 

the  magnitude  (not  direction)  of  the  force. 

If  through  M  and  N,  any  two  points  in  OX, 

we  draw  two  lines  MP,  NQ  parallel  to  OY, 

and  of  such  a  length  that  they  represent 

the  magnitude  of  F,  then  the  area  of  the 

rectangle  mpqn  will  represent  the  work 

done  by  the  force  while  its  point  of  appli-  Fig.  56. 

cation  moves  through  the  distance  MN. 

For  the  area  of  the  rectangle  is  equal  to  mn  x  mp,  and  mn  represents  j, 

and  MP  represents  F^  so  that  the  product  F,s  is  represented  by  the  area 

of  the  rectangle  mpqn,  that  is,  there  are  as  many  units  of  area  in  mpqn 

as  there  are  units  of  work  in  F.s,      Hence  if  a  centimetre  along  ox 

represents  a  displacement  of  one  centimetre,  and  a  centimetre  along  OY 

represents  a  force  of  one  dyne,  then  each  square  centimetre  in  the  area 

will  represent  an  erg. 

If  the  force  is  not  constant  in  magnitude  during  the  displacement, 
we  must,  as  was  done  in  the  case  of  speed  in  §  34,  draw  a  curve  such 
that  the  ordinate  (mp)  at  any  point  m  on  the  axis  ox  represents  the  force 
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acting  when  the  point  of  application  is  at  M.  Then  the  area  contained 
between  any  two  ordinates,  the  curve  and  the  axis  OX,  will  represent  the 
work  done  while  the  point  of  application  of  the  force  moves  from  the 
point  corresponding  to  the  foot  of  one  ordinate  to  that  corresponding  to 
the  foot  of  the  other. 

As  an  example  of  the  application  of  this  graphical  method  of  repre- 
senting the  work  done  by  a  variable  force,  we  may  take  the  method 
employed  to  determine  the  work  done  by  the  steam  during  each  stroke 
of  a  steam-engine  piston.  The  curve  is  drawn  mechanically  by  means 
of  an  instrument  called  an  indicator ;  this  consists  of  a  small  cylinder, 
the  piston  of  which  is  held  down  by  a  spring.  A  pencil  attached  to  this 
piston  bears  on  a  sheet  of  paper,  which,  by  means  of  a  connecting  link, 
is  moved  backwards  and  forwards  by  the  piston  of  the  engine  along  a 
line  at  right  angles  to  the  direction  in  which  the  pencil  is  moved  when 
the  indicator  piston  is  forced  back.  The  cylinder  of  the  indicator  is  con- 
nected by  a  pipe  with  the  inside  of  the  engine  cylinder,  so  that  the 
amount  the  spring  is  forced  back,  i.e.  the  movement  of  the  pencil,  is  a 
measure  of  the  pressure  of  the  steam  in  the  cylinder,  and  hence  of  the 
force  acting  on  the  engine  piston.  A  curve  obtained  from  such  an  indi- 
cator is  shown  in  Fig.  57.  Here  the  force  acting  on  the  piston  is  mea- 
sured along  OY,  and  the 
displacement  of  the  piston 
along  OX.  The  length  MN 
represents  the  "stroke"  of 
the  piston,  or  the  distance 
through  which  it  travels. 
Starting  from  A,  the  part 
of  the  curve  abcd  repre- 
sents the  pressure  acting 
on  the  piston  while  it  is 
moving  in  the  direction  of 
this  pressure,  and  hence 
the  work  done  on  the 
piston  is  represented  by 
the  area  mabcdnm.  Dur- 
ing the  return  stroke,  however,  which  is  represented  by  the  part  dea  of 
the  curve,  the  piston  is  moving  against  the  pressure,  and  the  work  done 
by  the  piston  is  represented  by  the  area  maednm.  Hence  the  work 
done  on  the  piston  during  a  complete  to-and-fro  motion  is  the  differ- 
ence between  these  areas,  namely,  the  area  abcdea. 

By  counting  up,  it  will  be  found  that  the  figure  abcdea  contains 
about  230  small  squares.  Now  one  side  of  each  of  these  squares  repre- 
sents a  pressure  of  4  lbs.  per  square  inch  on  the  piston,  while  the  other 
side  represents  a  travel  of  the  piston  through  a  space  of  one  inch.  Each 
square  will  therefore  correspond  to  4/12   or   1/3  foot-pound  of  work. 
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Hence  the  work  done  by  the  steam  on  each  square  inch  of  the  piston 
during  a  whole  revolution  of  the  crank  is  230/3,  or  76.8  foot-pounds.  If 
s  is  the  area  of  cross  section  of  the  piston,  then  the  work  done  during 
one  revolution  is  76.8  s  foot-pounds. 

78.  Power  op  Activity.— It  will  be  noticed  that  the  work  done  by 
a  force  during  a  given  displacement  is  independent  of  the  time  taken. 
Thus  the  same  amount  of  work  is  done  against  gravity  by  an  engine 
which  drags  a  train  up  a  given  incline  in  an  hour,  as  would  be  done  if  it 
had  done  this  in  a  minute.  Since  there  is  practically  a  very  great  difTe- 
rence  between  these  two  cases,  it  is  obvious  that  we  have  to  take  the  time 
an  agent  takes  to  do  a  certain  quantity  of  work  into  account.  The  rate 
of  doing  work,  or  the  work  done  divided  by  the  time  taken  to  do  it,  is 
called  the  Power  or  Activity  of  an  agent.  Hence  in  the  above  case 
the  power  would  in  one  case  be  sixty  times  greater  than  in  the  other. 

An  agent  which  is  capable  of  raising  550  pounds  through  a  vertical 
distance  of  one  foot^  (/>.  of  doing  $50  foot-pounds)  in  one  second  is  said 
to  be  of  one  horse-power.  The  French  horse-power  {cheval-vapeur)  is 
such  that  75  kilograms  can  be  raised  one  metre  in  each  second. 

The  practical  unit  of  power  based  on  the  c.g,s,  system  is  one  joule  per 
second,  and  is  called  the  watt.     Hence  a  watt  is  10^  ergs  per  second. 

One  horse-power  is  equal  to  746  watts. 

79.  Energy. — We  find  by  experience  that  under  certain  circum- 
stances bodies  are  capable  of  doing  work.  Thus  when  a  weight  has 
been  raised  up  above  the  surface  of  the  earth,  it  possesses  the  capacity 
for  doing  work  during  its  return  to  the  surface  of  the  earth.  For  a 
string  attached  to  the  weight  may  pass  over  a  pulley,  and  the  other  end 
be  attached  to  a  bucket  of  water.  If  the  bucket  of  water  is  lighter  than 
the  weight,  then  during  its  fall  it  will  raise  up  the  bucket,  and  hence  do 
work.  Again,  a  body  which  is  in  motion  possesses  the  power  of  doing 
work  while  it  is  losing  its  motion,  as,  for  instance,  a  bullet  when  it 
strikes  a  block  of  wood  loses  its  motion,  but  in  doing  so  it  does  work  on 
the  block,  for  it  penetrates  the  block  against  the  resisting  force  of  the 
wood.  Hence  we  see  that  under  certain  circumstances  bodies  possess 
a  capacity  for  doing  work ;  and  this  capacity  for  doing  work  is  called 
Energy, 

The  energy  of  a  body  is  measured  by  the  work  it  can  do  while 
changing  to  some  standard  state,  or,  what  is  sometimes  more  convenient, 
the  work  which  has  to  be  done  on  the  body  to  bring  it  from  some 
standard  state  to  the  actual  state.  Thus  in  the  above  examples  we  may 
measure  the  work  the  weight  can  do  before  it  comes  to  rest  on  the 
surface  of  the  ground,  or  the  work  the  bullet  can  do  before  it  is  brought 
to  rest 

J  To  be  strictly  accurate,  this  is  only  true  at  latitude  45**  and  sea-level ;  however, 
for  most  engineering  purposes,  the  small  differences  in  the  value  of  g  at  different 
places  do  not  cause  any  appreciable  errors. 
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It  will  be  noticed  that  in  the  two  examples  given  the  nature  of  the 
circumstance  owing  to  which  the  body  possesses  energy  are  different- 
In  the  first  case,  that  of  the  raised  weight,  it  possesses  energy  due  to 
its  position  relative  to  the  surface  of  the  earth  ;  while  in  the  case  of  the 
moving  bullet,  the  energy  possessed  is  due  to  the  motion.  The  energy 
of  a  body  which  is  due  to  its  motion  is  called  Kinetic  Energy,  while  the 
energy  due  to  its  position  and  not  to  its  motion  is  called  Potential 
Energy.  Thus  the  raised  weight  possesses  potential  energy  and  the 
moving  bullet  kinetic  energy. 

80.  Potential  Energy.— Examples  of  potential  energy  abound  in 
everyday  life  ;  thus  when  a  clock-weight  is  raised  we  do  work  against 
the  attraction  which  exists  between  the  weight  and  the  earth.  The 
raised  weight,  however,  possesses  potential  energy,  and  by  the  loss  of 
this  it  keeps  the  clock  in  motion,  doing  work  in  overcoming  the  friction 
of  the  parts  of  the  clock,  imparting  motion  to  the  air,  and  thus  enabling 
us  to  hear  the  sound  of  the  tick,  &c.  When  winding  up  a  watch,  in  the 
same  way,  work  is  done  in  bending  the  spring,  and  its  energy  is  in- 
creased so  that  it  possesses  potential  energy,  and  can  do  work  while 
it  unbends. 

In  the  case  of  the  bent  spring,  or  in  that  of  a  piece  of  stretched  india- 
rubber  cord,  it  is  evident  that  the  material  of  the  spring  or  cord  is  in  a 
state  of  strain,  and  it  is  owing  to  this  strain  that  the  body  possesses 
potential  energy.  In  the  case  of  the  raised  weight,  however,  we  are 
unable  to  detect  anything  connecting  the  weight  and  the  earth  which 
is  strained  and  which  tends  to  revert  to  its  former  state,  and  thus 
endows  the  raised  weight  with  its  potential  energy.  If  we  were  able  to 
state  what  was  the  nature  of  the  stress  in  this  case,  we  should  know  the 
cause  of  gravitation.  We  are,  however,  unable  to  do  this,  and  must 
content  ourselves  with  saying  that  one  portion  of  matter  exerts  force  on 
another,  and  that  it  is  to  this  force  that  their  mutual  potential  energy 
when  separated  is  due  (compare  §  64).  We  shall  find  that  the  theory 
that  there  is  an  all-pervading  massless  medium  is  necessary  to  explain 
the  observed  facts  in  heat,  light,  and  magnetism  and  electricity  ;  we  are 
not  at  present,  however,  entitled  to  say  that  it  is  to  stresses  set  up  in 
this  medium  that  gravitation  is  due. 

81.  Klnetlo  Energy. — Suppose  that  a  body  of  mass  m  is  moving 
with  a  speed  v,  and  that  a  force  F  acting  on  the  body  in  an  opposite 
direction  to  that  of  the  motion  brings  the  body  to  rest  after  it  has  passed 
over  a  distance  s.  Then  the  work  done  by  the  body  on  the  force  while 
coming  to  rest  is  Fs.  Now  if  in  a  distance  s  the  body  loses  a  speed  ?/, 
the  acceleration  must  be  a=v^\2S  (§  35).  Also  the  force  F  produces  this 
acceleration  in  the  mass  w,  and  hence  F—fna=wv^l2s.  But  the  work 
done  by  the  force  is  />,  that  is,  ^mi^'K  Hence  the  kinetic  energy  of  a 
body  of  mass  ;//  moving  with  a  speed  v  is  hnv\ 

82.  Change  of  Form  of  Energy.— The  energy  of  a  body  is  capable 
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of  changing  its  fomi  from  potential  to  kinetic,  and  vice"  versa.  Thus 
suppose  a  stone  of  mass  m  is  supported  on  the  edge  of  a  cliff  at  a  height 
/*  above  the  base  of  the  cliff.  The  potential  energy  is  equal  to  the  work 
done  in  raising  the  stone  through  a  vertical  height  h.  The  force  with 
which  the  earth  attracts  the  stone  is  equal  to  the  product  of  the  mass  of 
the  stone  (///)  into  the  acceleration  which  the  force  would  produce  {i.e,  g). 
Hence  in  raising  up  the  stone  it  has  been  moved  through  a  space  h 
against  a  force  m^^^  and  therefore  the  work  done  has  been  tngh^  so  that 
this  is  its  potential  energy. 

If  now  the  stone  be  allowed  to  fall  freely,  it  will  gradually  lose  its 
potential  energy,  but  will  at  the  same  time  acquire  velocity  and  hence 
kinetic  energy.  After  it  has  fallen  a  distance  j,  its  speed  will  be  given  by 
the  equation  i^-2gs,  and  hence  its  kinetic  energy  (^fmP^  will  be  equal 
to  mgs.  Tlie  potential  energy  is  now  tng{h  —  s),  since  the  stone  is  now 
at  a  height  (^-s)  above  the  ground.  The  sum  of  the  kinetic  and  poten- 
tial energies  is  therefore  equal  to  mgs  +  ffig{/i  -  s)  which  is  equal  to  mgk, 
the  origrinal  potential  energy.  When  the  stone  reaches  the  ground  its 
potential  energy  is  zero,  but  the  speed  which  it  has  acquired  is  now  given 
by  v^—2gky  and  hence  the  kinetic  energy  (^mv^)  is  equal  to  fngk,  the 
same  value  as  the  potential  energy  at  the  start. 

Thus,  although  during  the  fall  of  the  body  there  is  a  gradual  change 
of  potential  energy  into  kinetic,  the  total  energy  remains  constant. 

If  the  stone  were  thrown  vertically  upwards  with  a  speed  v,  then  to 
start  with  the  kinetic  energy  would  be  ^mv^  This  would  gradually 
diminish  as  the  stone  rose  and  lost  speed  ;  there  would,  however,  be  a 
gain  of  potential  energy.  When  the  stone  is  at  the  top  of  its  flight  it 
comes  for  an  instant  to  rest,  so  that  its  kinetic  energy  is  now  zero.  It 
however  possesses  potential  energy  exactly  equal  in  amount  to  its  original 
kinetic  energy. 

83.  Principle  of  the  Conservation  of  Energy.— In  the  previous 
section  we  saw  that  although  the  form  of  the  energy  of  the  stone  altered, 
so  that  it  existed  sometimes  as  potential  energy,  sometimes  as  kinetic 
energy,  and  sometimes  as  both  together,  yet  the  total  quantity  of  energy 
was  constant  throughout  We  shall  in  subsequent  sections  consider 
many  other  forms  in  which  energy  can  exist  besides  those  already  con- 
sidered, and  we  shall  find  that  these  different  forms  of  energy  can  be 
converted  from  one  kind  to  the  other. 

When  the  stone  reaches  the  ground  it  is  brought  to  rest  by  impact 
with  the  ground,  when  it  will  apparently  have  lost  both  its  kinetic  energy 
and  its  potential  energy.  It  is,  however,  found  that  the  energy  has  not 
been  /os/,  but  has  been  transformed  into  another  form,  namely,  that  of 
heat,  so  that  both  the  stone  and  the  part  of  the  earth  it  struck  are  warmer 
than  they  were  before  the  impact.  Joule  has  indeed  shown,  as  we  shall 
see  later  (§  251),  that  in  every  case  a  given  amount  of  work  entirely  spent 
in  producing  heat  always  produces  the  same  quantity  of  heat,  no  matter 
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how  the  conversion  takes  place.  For  instance,  a  given  number  of  ergs 
of  work  which  can  be  obtained  from  stopping  a  moving  bullet,  and  hence 
destroying  its  kinetic  energy,  will  produce  a  certain  quantity  of  heat. 
The  same  number  of  ergs  of  work  done  in  rubbing  a  button  on  a  piece 
of  wood  will  produce  exactly  the  same  quantity  of  heat.  The  energ>'  in 
the  form  of  heat  possessed  by  a  body  is  supposed  to  be  due  to  the  motion 
of  its  particles.  If  this  be  so,  then  the  kinetic  energy  of  the  stone 
moving  as  a  whole  is  converted,  by  impact  with  the  ground,  into  kinetic 
energy  of  the  particles  of  the  body  and  the  earth  near  the  point  of 
impact,  the  particles  moving  (probably  backwards  and  forwards  with  a 
vibratory  motion)  with,  on  the  whole,  a  greater  velocity  than  before. 

These  observations  may  be  generalised,  for  in  every  case,  without 
exception,  it  is  found  that  the  sum  total  of  all  the  energy  within  any. 
given  boundary,  through  which  energy  is  not  allowed  to  pass,  remains 
constant,  although  the  energy  within  the  boundary  may  be  transformed 
into  any  of  the  many  forms  in  which  it  is  capable  of  existing. 

The  above  statement  amounts  to  an  enunciation  of  a  doctrine  which 
is  practically  the  keystone  of  modem  science,  and  is  known  as  the 
doctrine  or  principle  of  the  conservation  of  energy. 

It  follows  that  if  the  boundary  considered  includes  the  universe,  the 
principle  of  the  conservation  of  energy  amounts  to  a  statement  that  the 
sum  total  of  the  energy  of  the  universe  is  a  fixed  unalterable  quantity. 

The  principle  of  the  conservation  of  energy  also  denies  the  possibility 
of  "  perpetual  motion."  By  "  perpetual  motion "  is  meant  the  devising 
of  some  arrangement  so  that  energy  in  the  form  of  mechanical  work 
could  be  produced  without  energy  in  some  other  form  being  used  up  by 
the  machine.  Thus  if  an  engine  could  be  made  to  do  work  on  external 
bodies  for  an  indefinite  time,  and  thus  give  out  energy,  without  being 
supplied  with  energy  from  without,  or  diminishing  the  stock  of  energy 
in  all  its  various  forms  which  it  originally  possessed,  we  should  have 
a  means  of  creating  energy,  and  this  is  in  direct  contradiction  to  the 
principle  of  the  conservation  of  energy. 
-^  84.  Availability  of  Energy.— Although  the  total  quantity  of  energy 
in  the  universe  remains  a  constant  quantity,  so  that  whenever  a  given 
amount  of  energy  in  any  one  form  disappears  an  exactly  equal  quantity 
of  energy  in  some  other  form  makes  its  appearance,  yet  there  is,  as  far 
as  man  is  concerned,  a  very  important  difference  between  the  states  of 
energy.  Thus,  to  recur  to  the  illustration  of  the  stone  on  the  edge  of  a 
cliff.  By  a  suitable  mechanical  arrangement  we  can  utilise  some  portion 
at  any  rate  of  the  potential  energy  of  the  stone,  and  make  the  stone  do 
work.  For  example,  by  attaching  a  string  to  the  stone  we  can  make  it 
keep  a  clock  going,  and  strike  the  hours  on  a  bell.  Again,  we  can  let  the 
stone  fall,  and  utilise  the  kinetic  energy  it  possesses  by  making  it  do  work, 
say  in  driving  in  a  pile.  Suppose,  however,  it  is  simply  allowed  to  fall  on 
the  ground.    As  a  result  of  the  impact  with  the  ground  its  kinetic  energy 


Digitized  by 


Google 


§  85]  Energy  of  Rotation  93 

is  destroyed,  and  the  stone  and  the  earth  become  warmer,  and  it  is  this 
heat  which  represents  the  lost  kinetic  energy  ;  but  in  a  very  short  time 
the  heat  of  the  stone,  &c.,  will  have  diffused  itself  amongst  surrounding 
objects.  Energy  in  this  form,  that  is,  of  uniformly  diffused  heat,  is 
unavailable  to  man  for  the  purpose  of  doing  work ;  it  is  only  when  we 
have  a  body  which  is  hotter  than  surrounding  objects  that  we  can  utilise 
its  heat  energy  to  do  work.  Thus  as  far  as  we  are  concerned  the  energy  of 
the  stone  has  been  wasted,  for  it  is  no  longer  available  for  doing  work. 

We  shall  find  that  in  every  transformation  of  energy  there  is  some  of 
the  energy  converted  into  heat,  which  becomes  diffused  throughout  the 
universe,  and  is  wasted.  Thus,  in  the  case  of  the  raised  stone  being 
utilised  to  drive  a  clock,  the  friction  at  all  the  bearings  causes  some  of 
the  energy  to  be  converted  into  heat.  Heat  also  is  produced  each  time 
the  escape-wheel  strikes  the  pallet  of  the  detent,  as  well  as  the  sound 
which  we  call  the  tick,  and  which  we  shall  see  is  simply  due  to 
motion  of  the  particles  of  the  air,  and  this  motion  is  gradually  frittered 
away  into  heat  by  friction  between  the  particles  and  other  causes. 
Hence  in  this  case  all  the  energy  of  the  raised  stone  eventually,  becomes 
changed  into  diffused  heat,  although  in  the  meantime  it  goes  through 
many  transformations.  Since  in  every  transformation  of  energy  from  one 
t  form  to  another  some  of  the  energy  becomes  converted  into  uniformly 
diffused  heat,  the  total  quantity  of  entailable  energy  of  the  universe  is 
continually  diminishing. 

This  continual  degradation  of  energy,  which  accompanies  every 
phenomenon  with  which  we  are  acquainted,  leads  us  to  two  conclusions : 
Firstly,  since  the  quantity  of  unavailable  energy  is  continually  increasing, 
there  must  have  been  a  time  when  none  of  the  energy  of  the  universe 
was  unavailable,  and  before  which  no  phenomenon,  such  as  we  are 
acquainted  with,  can  have  occurred,  for  every  such  phenomenon  neces- 
sarily involves  a  degradation  of  energy.  Secondly,  there  must  necessarily 
arrive  a  time  when  all  the  energy'  will  be  unavailable,  the  whole  universe 
having  become  a  uniformly  hot,  inert  mass. 

85.  Energy  of  Rotation. — If  a  particle  of  mass  m  is  moving  in  a 
circle  of  radius  r,  with  angular  velocity  <»,  then  the  speed  of  the  particle 
is  ^r;  hence  the  kinetic  energy  is  \mtA^t^,  We  may  suppose  that  a 
rotating  rigid  body  is  made  up  of  a  number  of  particles  of  mass  Wj,  m^  W3, 
&c,  at  distances  r^,  r^  r^  &c.,  from  the  axis  of  rotation.  If  a>  is  the 
angfular  velocity  of  the  body,  then  the  speeds  of  the  particles  are  «ri,  ©r,, 
ar^  &c.,  since  a>  is  the  same  for  all.  Hence  the  kinetic  energy  (E)  of 
the  rotating  body,  being  the  sum  of  the  energies  of  all  the  particles,  is 
given  by  the  equation — 

E = Jwi« Vj^  +  Jwgco Vg* + i Wgw*/  3* + ,  &c., 

or,  since  »  is  common  to  all — 

E=i<o^miri^-hm^2^-hMirs^-hy  &c.} 
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The  quantity  within  the  brackets,  which  is  the  sum  of  the  product  of  the 
mass  of  each  particle  of  the  body  into  the  square  of  its  distance  from  the 
axis  of  rotation,  is  called  the  Moment  of  Inertia  of  the  body.  Hence,  if 
K  is  the  moment  of  inertia,  we  have 

The  value  of  the  moment  of  inertia  for  some  of  the  simpler  forms  is  given 
in  the  following  tabic,  in  which  M  is  in  each  case  the  mass  of  the  rotating 
body  : — 

Moments  of  Inertia. 


Figure. 


Solid  cylinder    . 

Solid  cylinder  . 
Hollow  cylinder 
Sphere      .     .     . 

Rectangular  bar 


Position  of  Axis 

about  which  Rotation 

takes  place. 


(Perpendicular  to ^ 
axis  of  cylin- 
der, and  pass- 
ing through  its 
mid  point 

( Coincident  with  \ 
\      axis  of  cylinder  ) 

\  Coincident  wiih  ) 
\      axis  of  cylinder  \ 

\  Passing  through  \ 
(      centre  ) 

i  Through  centre  ^ 
■  of  two  opposite  ) 
(      faces  ) 


Moment 
of  Inertia. 


\I2       4 


M.- 


.(--) 


M.- 


"{^) 


/= length 
r=  radius 


r=  radius 

A* = external  radius 
r  —  internal  radius 

r=  radius 

a  and  d  are  ad- 
jacent edges 
of  the  faces 
through  which 
the  axis  passes 


It  will  be  noticed  that  in  every  case  the  moment  of  inertia  is  equal  to 
the  product  of  the  total  mass  of  the  body  into  an  expression  involving  the 
geometrical  form  of  the  body.  This  suggests  another  way  of  obtaining 
an  expression  for  the  energy  of  a  rotating  body.  If  the  whole  mass  Af 
of  the  body  were  concentrated  at  a  single  point  which  moved  in  a  circle 
of  radius  /?  with  the  same  angular  velocity  as  the  body,  then  the  energy 
due  to  the  rotation  would  be  \M<o^J^,  If  R  is  so  chosen  that  the  energy 
is  the  same  as  is  actually  the  case,  then 

The  value  of  R^  which  satisfies  this  equation,  is  called  the  radius  of 
gyrzrtion  of  the  body.  Hence  the  radius  of  gyration  may  be  defined  as 
the  distance  from  the  axis  of  rotation,  at  which  the  whole  mass  of  the 
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body  must  be  supposed  concentrated,  in  order  that  the  energy  of  rotation 
may  be  the  same  as  it  is  actually.  The  value  of  the  square  of  the  radius 
of  gyration  for  each  case  given  in  the  table  of  moments  of  inertia  is 
obtained  by  omitting  the  factor  M  in  the  expressions  for  the  moment  of 
inertia. 
%,  >4  86*.  Impact  of  Inelastic  Bodies.— Suppose  a  body  of  mass  Wj, 
moving  with  a  speed  ^/j,  strike  another  body  of  mass  m^  which  is  at  rest, 
and  the  two  bodies  adhere  together  after  impact.  If  v  is  the  speed 
with  which  the  two  bodies  move  after  impact,  then  their  momentum  is 
(wj  +  m.^v.  Before  impact  the  momentum  of  the  first  body  is  Wi  Vy^  and 
that  of  the  second  zero.  Hence,  since  the  total  momentum  of  the  two 
bodies  must  be  the  same  before  and  after  impact,  we  have 

V ^1-7/1. 

If  the  second  body  is  itself  moving  with  speed  v^  in  the  same  straight 
line  as  the  first,  the  momentum  before  impact  is  Wi7^i  +  W2^V     Hence 

( Wi  +  Wg)  V = nt^Vi + m^v^ 

If  the  bodies  are  originally  moving  in  the  same  direction,  then  7\  and  v^ 
are  of  the  same  sign,  and  therefore  the  motion  after  impact  is  in  the  same 
direction  as  before  impact  If,  however,  the  bodies  are  originally  moving 
in  opposite  directions,  so  that  v^  and  v^  are  of  opposite  sign,  v  will  be  of 
the  same  sign  as  the  greater  of  the  two  products  m^Vi^  m^v^  Hence  the 
direction  of  motion  after  impact  will  be  that  of  the  motion  of  the  body 
having  the  greater  momentum. 

In  the  case  where  one  of  the  bodies  is  originally  at  rest,  the  kinetic 
energy  ^£"1  before  impact  is  given  by 

E^^\m^v^, 
and  the  kinetic  energy  E^  after  impact  by 

-£"2 = i  (»*i  +  »*2)  ^. 
Substituting  in  this  last  expression  the  value  of  z/,  we  have 

m^  +  m^ 

Hence  E^=^  — V^— 

'    m^  +  m^ 

The  kinetic  energy  of  the  two  bodies  is  therefore  less  after  impact  than 
before.    The  reason  for  this  is  that  some  of  the  kinetic  energy  has  been 


^.' 
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transformed  into  heat  energy  by  the  impact.  In  the  same  way,  in  the 
case  when  the  two  bodies  are  originally  in  motion,  the  sum  of  the  kinetic 
energies  of  the  bodies  before  impact  is  greater  than  the  kinetic  energy  of 
the  combined  bodies  after  impact,  some  of  the  kinetic  energy  having  been 

I  converted  into  heat  energy. 
87*.  Impact  of  Elastic  Bodies.— In  the  case  of  elastic  bodies,  after 
impact  they  will  separate,  in  general  moving  with  different  velocities,  the 
total  momentum  before  impact  being,  as  in  the  case  where  the  bodies  are 
inelastic,  equal  to  the  total  momentum  after  impact. 

Newton  proved  by  experiment  that  if  two  spheres  of  the  same  ma- 
terial collide,  so  that  their  centres  are  moving  along  the  same  straight 
line,  then  their  relative  speed  before  impact  bears  a  constant  ratio  to 
their  relative  speed  after  impact.  \i  u^  and  u^  are  the  velocities  before 
impact,  and  z/i  and  v^  the  velocities  after  impact,  then  the  relative  velocity 
of  the  spheres  before  impact  is  u^-u^  and  that  after  impact  Vy^-v^ 

Newton's  results  show  that  the  ratio— ^ *  is  a  quantity  independent  of 

the  mass  of  the  spheres,  at  any  rate  within  fairly  wide  limits,  or  the 
velocity  with  which  they  are  moving ;  it  simply  depends  on  the  material 
of  which  they  are  composed.  This  ratio  is  always  a  negative  quantity, 
never  greater,  and  in  most  cases  less,  than  unity.  This  means  that  the 
relative  velocity  after  impact  is  in  most  cases  less^  and  cannot  be  greater, 
than  the  relative  velocity  before  impact ;  also  that  \iuy  is  greater  than  Wjj? 
then  z'l  is  less  than  v^  so  that  z/j  -  t/j  is  of  opposite  sign  to  u^  -  u^. 

Hence  «i  being  greater  than  u^  means  that  the  body  moving  with 
velocity  u^  "strikes"  the  other,  but  that  this  latter  after  the  impact  will 
now  move  with  the  greater  velocity. 

The  constant  fraction  — —  -,  which  depends  simply  on  the  material 
ttj  -  //g 

of  which  the  spheres  are  composed,  is  called  the  Coefficient  of  Restitution 

of  the  material.    If  the  coefficient  of  restitution  is  unity,  then  the  relative 

velocity  of  the  bodies  is  unchanged  by  the  impact,  and  the  material  of 

which  they  are  composed  is  said  to  be  perfectly  elastic. 

If  the  coefficient  of  restitution  is  e^  then 


Also,  since  the  momentum  before  and  after  impact  is  the  same. 

Solving  these  two  equations  for  v^  and  v,^  we  get 

_  u^{m^  -  em^  -f  m^ul i  -f  e) 
/«!  +  m^ 

and  ^,„^i^^l(l±^)  +  ulm^-em^)^ 


Digitized  by 


Google 


§  88]  Oblique  Impact  97 

It  will  be  noticed  that  if  ^=^,  i>.  if  the  balls  are  inelastic  and  adhere 
together  after  impact,  we  have 

the  same  value  as  that  obtained  in  the  previous  section. 

In  the  case  of  the  direct  impact  of  a  sphere  on  a  fixed  surface,  we  may 
obtain  the  velocity  of  rebound  by  making  u^  zero  and  m^  infinite  in  the 
above  expressions.     Dividing  numerator  and  denominator  by  m^  we  get 


_''»(^1^^:^1 


J 


When  tn^  is  infinite,  tni/m2  is  zero.     Hence,  if  u^  is  zero, 

Therefore  the  velocity  of  rebound  is  in  the  opposite  direction,  and  equal 
to  e  times  the  velocity  before  impact.  Since  e  is  less  than  unity,  the 
speed  after  impact  is  less  than  before.  This  result  might  have  been 
arrived  at  directly  from  Newton's  experimental  result,  for  the  relative 
velocity  of  the  sphere  and  the  plane  before  impact  was  «i,  and  after 
impact  it  is  Vi ;  hence 

-    ^=^,  or  7/1  = -«/,. 

It  will  be  found,  on  calculating  the  value  of  the  kinetic  energy  before 
and  after  impact,  that,  except  in  the  case  where  ^=1,  the  total  kinetic 
energy  after  impact  is  less  than  before,  some  having  been  transformed 
into  heat  When  ^=1,  the  total  kinetic  energy  before  and  after  impact 
is  the  same. 

88*.  Oblique  Impa43t.— Hitherto  we  have  only  considered  the  case 
where  the  two  spheres,  before  impact,  were  travelling,  either  in  the  same 
or  in  opposite  directions,  along  the  same  straight  line.  When  the  impact 
is  oblique,  we  resolve  the  velocity  of  each  sphere  along  and  perpendicular 
to  the  line  joining  the  centres  of  the  spheres  at  the  instant  of  contact. 
If  the  spheres  be  smooth,  then  there  will  be  no  force  exerted  at  right 
angles  to  the  line  joining  the  centres,  and  hence  the  components  of  the 
velocities  along  this  line  will  be  unaltered  by  the  impact.  The  com- 
ponents along  the  line  joining  the  centres  will  obey  the  laws  given  for 
direct  impact  in  the  last  section,  and  hence  the  components  in  this  direc- 
tion after  impact  can  be  obtained.  By  compounding  these  components 
with  those  which  remained  unaltered,  the  velocity  of  the  spheres  after 
impact  can  be  obtained. 
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In  the  case  of  a  sphere,  such  as  a  billiard-ball,  striking  the  cushion  AB 
(Fig.  58)  with  a  speed  «,  and  at  an  angle  B 
to  the  normal  to  the  cushion,  the  component 
of  the  velocity  parallel  to  the  cushion  is 
u  sin  ^,  and  that  perpendicular  to  the  cushion 
is  u  cos  B.  The  first  of  these  components 
remains  unaltered,  and  the  other  becomes 
-eu  cos  B  (§  87),  where  e  is  the  coefficient 
of  restitution.     Hence  we  have  to  compound 

a  velocity  of  u  sin  B  parallel  to  Ba  (Fig.  58) 

with  a  velocity  of  eu  cos  B  parallel  to  CN. 
If  the:  resultant   velocity  is  7/,  and  makes 
an  angle  0  with  the  normal  CN,  we  have, 
since  the  components  are  at  right  angles — 


Fio.  58. 


z/»=  OF^^  GF^+  dG^=u^  sin2  ^+rV  cos^  B. 

.,         usinB     GF    ^       . 

Also n = = = ^^"  4>' 

eucosd     QQ 

^tan<^=tan^. 

Hence  the  ball  rebounds  so  as  to  travel  more  nearly  parallel  to  the 
cushion  than  before  impact,  for  e  is  less  than  unity. 

If  <?=  I,  then  v=Uy  tan  0  =  tan  9,  and  therefore  0  =  ^,  so  that  the  ball 
would  rebound  with  the  same  speed,  and  with  its  direction  of  motion 
inclined  to  the  cushion  at  the  same  angle  as  before,  but  on  the  opposite 
side  of  the  normal. 
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MACHINES 

89,  Simple  Machines. — ^A  contrivance  by  means  of  which  a  force 
applied  at  one  point  gives  rise  to  a  force,  often  different  in  magnitude 
and  direction  to  the  impressed  force,  at  some  other  point  is  called  a 
machine.  At  steam-engine,  a  hydraulic  press,  or  a  testing-machine,  are 
all  examples  of  machines  ;  they,  however,  consist  of  a  number  of  separate 
parts,  each  of  which  satisfies  the  definition  of  a  machine  given  above, 
and  which  may  be  classified  under  various  heads.  Each  of  these  sepa- 
rate parts  IS  called  a  simple  machine. 

In  Studying  these  simple  machines,  we  shall  suppose  that  the  machine 
is  in  equilibrium,  so  that  the  force  impressed  at  one  point  is  just  balanced 
by  the  force  impressed  at  some  other  point.  One  of  these  forces,  which 
is  impressed  on  the  machine  by  some  other  body,  is  generally  called  the 
Pawer^  while  the  other  is  called  the  Weight.  It  must  be  carefully  borne 
in  mind  that  the  term  "power"  in  this  relation  has  no  connection  with 
the  same  word  used  in  §  78  to  denote  the  rate  of  doing  work,  nor  does 
the  term  "  weight "  necessarily  mean  that  the  machine  is  used  to  raise 
or  support  a  mass  against  the  attraction  of  gravity. 

In  finding  the  conditions  which  have  to  be  fulfilled,  in  order  that  the 
simple  machines  may  be  in  equilibrium,  we  suppose  that  they  work  with- 
out friction.  Under  these  circumstances,  if  we  suppose  the  machine  to 
receive  a  small  displacement  of  such  a  nature  that  the  connection  between 
its  parts  is  not  in  any  way  disturbed,  the  work  done  by  the  "power" 
must,  according  to  the  principle  of  the  conservation  of  energy,  be  equal 
to  the  work  done  on  the  "  weight."  Hence,  if  P  and  W  are  the  two 
forces  which  balance  one  another  on  a  machine,  and  when  the  machine 
receives  a  small  displacement,  if  the  displacement  of  the  point  of  applica- 
tion of  P  parallel  to  its  line  of  action  be  p^  and  that  of  W  parallel  to  its 
line  of  action  be  w,  then  the  work  done  by  P  is  /'/,  and  the  work  done 
on  W\%  Ww,    Hence 

Pp=Ww, 

P     w 

w-p' 

From  this  we  sec  that  the  displacements  are  im/ersefy  as  the  forces, 
so  that  if  a  small  "power"  is  to  exert  a  large  "weight,"  the  displacement 
of  the  "power"  must  be  large  compared  to  the  displacement  of  the 
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"  weight"  This  is  often  expressed  by  saying  that  "  what  is  gained  in 
power  is  lost  in  speed." 

90,  The  Lever. — A  lever  is  a  rigid  bar,  either  straight  or  curved, 
which  is  capable  of  a  motion  of  rotation  about  a  fixed  point,  called  the 
fulcrum. 

Since  the  lever,  when  in  equilibrium,  is  under  the  action  of  three 
forces — the  "power,"  the  "weight,"  and  the  reaction  of  the  fulcrum,  it 
follows  (§  73)  that  the  lines  of  action  of  all  these  forces  must  lie  in  one 
plane,  and  either  be  parallel  or  meet  at  a  point. 

The  most  direct  way  of  obtaining  the  relation  between  the  "power" 
and  "  weight "  in  the  lever  is  to  take  moments  round  the  fulcrum.  If  the 
lever  is  to  be  in  equilibrium,  these  moments  must  be  equal  and  opposite. 
Hence  if  a  is  the  perpendicular  distance  between  the  fulcrum  and  the 
line  of  action  of  the  "  power,"  and  b  that  between  the  fulcrum  and  the 
line  of  action  and  the  "  weight,"  we  have 

Pa^  Wb, 

W    a 

In  the  case  when  the  lines  of  action  of  the  forces  are  at  right  angles 
to  the  lines  joining  the  points  of  application  to  the  fulcrum,  a  and  b  repre- 
sent the  distances  of  the  points  of  applications  of  the  forces  from  the 
fulcrum,  and  are  called  the  arms  of  the  lever. 

It  is  usual  to  divide  levers  into  three  classes,  according  to  the  relative 
positions  of  the  points  of  application  of  the  forces  and  the  fulcrum.  In 
Class  I.,  (a).  Fig.  59,  the  fulcrum  F  lies  between  the  points  of  application, 
A  and  B,  of  the  forces.  In  this  case  the  "  power"  may,  as  in  the  crowbar, 
be  applied  at  the  end  of  a  longer  arm,  and  so  be  used  to  exert  an 

tP 
P 
A        F  B      F        A \ 


B     F       B  w* 


(a)  (b)  (c) 

Fig.  59. 

increased  force ;  or  it  may,  as  in  the  catapults  used  by  the  ancients  for 
throwing  heavy  stones,  act  at  the  end  of  the  shorter  arm,  so  that  the 
distance  through  which  the  point  of  application  of  the  "weight"  moves 
is  greater  than  that  through  which  that  of  the  "power"  moves.  Other 
examples  of  levers  of  this  class  are  the  beam  of  a  balance,  a  pair  of 
scissors,  and  a  pump  handle. 
. :  Jn  a  lever  of  the  second  class,  {b\  Fijf.  59,  the  point  of  application  A 
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of  the  "weight"  lies  between  the  point  of  application  B  of  the  "power" 
and  the  fulcrum  F.  In  this  class  the  "power"  is  always  less  than  the 
"  weight."  Examples  of  levers  of  the  second  class  are  nut-crackers,  and 
an  oar.  In  this  latter  case  the  fulcrum  is  the  blade  of  the  oar,  which 
remains  approximately  at  rest  in  the  water,  and  the  pressure  on  the  row- 
lock is  the  "  weight." 

In  the  third  class  of  levers,  (^),  Fig.  59,  the  "power"  is  applied  at  a 
point  between  the  fulcrum  and  the  point  of  application  of  the  "  weight," 
so  that  the  "power"  must  always  be  greater  than  the  "weight"  An 
example  of  a  lever  of  this  class  is  an  ordinary  pair  of  tongs.  The  fore- 
arm is  another  example,  the  fulcrum  being  at  the  elbow-joint,  and  the 
power  applied  a  few  inches  along  the  fore-arm,  where  the  biceps  muscle 
is  inserted  in  the  radius. 

In  every  case  the  reaction  of  the  fulcrum  will  be  equal  to  the  resultant 
of  the  "power"  and  the  "weight,"  and  may  be  obtained  by  the  methods 
already  given  for  compounding  two  forces,  whether  meeting  at  a  point  or 
parallel,  as  the  case  may  be  (§§  66  and  69). 

91.  The  Wheel  and  Axle.— This  machine  consists  of  two  drums  or 
wheels  of  different  diameters  fixed  to  the  same^  axle.  A  rope  coiled 
round  the  drum  of  smaller  diameter  carries  the 
"weight,"  while  another  rope  coiled  round  the 
other  drum,  but  in  an  opposite  direction,  carries 
the  "  power."  It  will  be  seen  from  Fig.  60  that  the 
arrangement  is  virtually  a  lever  with  the  fulcrum 
at  the  axis  B,  about  which  the  drums  can  turn. 
Hence  P  x  bc=  Wy.  ab. 

This  relation  may  also  easily  be  found  from 
the  principle  of  work  ;  for  suppose  the  two  drums 
to  turn  through  an  angle  ^,  so  that  the  point  C 
comes  to  c'  and  A  to  a'.  Then  the  length  of  rope 
coiled  up  on  the  smaller  drum  (the  axle)  is  equal 
to  the  arc  aa',  and  this  represents  the  distance  through  which  the  point 
of  application  of  W\i3&  been  moved.  Hence  the  work  done  on  ^is 
W  X  aa'.  But  the  arc  aa'  is  equal  to  AB.^,  where  Q  is  the  circular  measure 
of  the  angle  through  which  the  machine  has  turned.  Therefore  the  work 
done  on  W\^  Wj^Q.    In  the  same  way  the  work  done  by  P  is  P,^.6. 

Hence  

lV.AB,e^P.BC.e 

IV.AB=P,BC 

or  ^^gg 

^     AB 

The  principle  of  the  wheel  and  axle  is  used  in  the  capstan  and  in  the 
windlass.    In  these  arrangements  the  "  power,"  instead  of  being  applied 


WT 


Fig.  6a 


Digitized  by 


Google 


102 


Mechanics  and  Properties  of  Matter 


92 


to  the  wheel  by  means  of  a  rope  wound  round  the  circumference,  is 
applied  to  the  end  of  one  or  more  rods  which  virtually  form  spokes  of  the 
wheel,  the  direction  of  the  line  of  action  of  the  "  power"  being  continually 
altered,  as  the  machine  turns  round,  so  as  to  be  always  at  right  angles  to 
the  spoke.  If  the  "weight"  and  "power"  bear  to  one  another  exactly 
the  ratio  given  above,  the  machine  will  be  in  equilibrium ;  if  P  exceeds 
this  value  there  will  be  rotation,  and  Pf^will  be  drawn  up. 
\  ^  92.  The  Pulley.-— A  pulley  consists  of  a  disc  or  wheel,  called  the 
\sheaf,  mounted  on  an  axle  which  is  fixed  to  a  framework  called  a  block. 
The  edge  of  the  disc  is  usually  grooved  so  that  a 
cord  can  lie  round  it  If  the  block  is  fixed,  then 
the  direction  of  a  force,  but  not  its  magnitude, 
may  be  changed  by  means  of  a  pul  ley.  I  f  a  ten- 
sion P  be  applied  to  one  end  of  a  string  which 
passes  over  such  a  pulley,  then,  since  if  we 
neglect  the  friction  of  the  pulley  and  the  stiff- 
ness of  the  string  the  tension  is  the  same 
throughout  the  string,  in  order  to  keep  the 
pulley  in  equilibrium  the  other  end  of  the 
string  must  be  pulled  with  a  force  P,  This 
is  at  once  evident,  for  if  A  and  C  (Fig.  61) 
are  the  points  where  the  string  leaves  the  pulley,  and  B  is  the  centre  of 
the  sheaf,  then  taking  moments  about  B, 


Fio.  61. 


PxAB^ 
Bui  AB^BC. 


IVxBC. 
Hence  P= 


W. 


If  the  block  of  the  pulley,  instead  of  being 
fixed,  is  attached  to  the  weight,  while  one  end 
(Fig.  62)  of  the  string  is  attached  to  a  fixed  sup- 
port, while  the  "power"  acts  at  the  other  end,  P 
may  be  less  than  W,  If,  as  is  usually  the  case, 
the  two  portions  of  the  string  qa  and  CP  are 
parallel,  and  the  pulley  moves  through  a  distance 
h  from  the  position  ABC  to  the  position  a'b'c', 
then  the  end  of  the  string  where  P  is  attached 
will  move  up  through  a  distance  2A,  for  the 
portion  qa  of  the  string  has  been  shortened  by  a 
length  ^,  and  the  point  C  has  also  risen  through 
a  height  h.  Therefore,  while  IV  has  been  raised 
through  a  height  A,  P  must  have  moved  through 
a  distance  2^,  so  that,  equating  the  work  done  in  the  two  cases, 

hlV^2hP 
or  W^zP. 
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In  this  expression,  since  the  pulley  itself  has  to  be  raised,  we  must 
include  its  weight  in  W,  Otherwise,  if  W  is  the  weight  of  the  pulley 
and  W  is  the  weight  supported,  we  have 

There  are  several  arrangements  in  which  more  than  one  pulley  is 
used,  but  we  shall  only  describe  one  of  these,  which  is  the  only  one  that 
is  used  in  practice.  It  consists  of  two 
blocks,  each  fitted  with  several  sheafs, 
which  usually  all  turn  on  the  same  axle. 
One  of  the  blocks  is  attached  to  a  fixed 
point,  while  the  other  is  attached  to  "the 
"weight.**  One  end  of  the  string  is 
attached  to  one  of  the  blocks,  it  then 
passes  round  one  of  the  sheafs  of  the 
other  block,  then  over  one  in  the  first 
block,  and  so  on  till  it  has  passed  over 
all  the  sheafs.  If  the  string  passes  n 
times  from  one  block  to  the  other,  then 
we  shall  have 

where   W  includes  the  weight  of  the 
movable  block. 

It  will  be  seen  in  Fig.  63,  where  there 
are  three  sheaves  in  the  movable  block 
and  the  string  passes  six  times  from  one 
block  to  the  other,  that  if  the  movable 
block,  and  therefore  also  W^  is  raised 
through  a  height  A,  then  the  free  end  of 
the  string  will  have  to  move  through  a  distance  6A.  Hence  the  work 
done  on  W'v&h  W^  and  that  done  by  P  is  thP.    Therefore 


or 


hW^^thP 
IV  ^6P. 


93.  The  Inclined  Plane. — Suppose  a  body  G  (Figs.  64  and  65)  rests 
on  an  inclined  plane  ab,  and  that  there  is  no  friction  between  the  body  and 
the  surface  of  the  plane,  or  at  any  rate  that  by  suitable  means  friction  is 
so  much  reduced  as  to  be  negligible  in  comparison  with  the  other  forces 
in  play.  The  weight  of  the  body  IV  acts  vertically  downwards,  and  the 
reaction  of  the  plane  acts  perpendicular  to  the  surface  AB,  so  that  if  the 
body  is  to  be  prevented  from  sliding  down  the  plane  under  the  influence 
of  the  resultant  of  these  two  forces,  it  must  be  acted  upon  by  a  third  force. 
The  two  principal  cases  which  occur  are  when  this  force  acts  along  a 
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direction  parallel  either  to  the  hypotenuse  ab  (Fig.  64)  or  the  base  AC 
(Fig.  65).  In  both  cases  the  most  convenient  method  of  obtaining  the 
relation  between  the  force  jP,  which  we  may  call  the  "  power,"  and  W^ 
for  any  given  plane,  is  to  use  the  principle  of  work. 


Suppose  G  to  move,  under  the  influence  of  /*,  from  A  to  B.  Then  the 
work  done  by  P  is  /'.AB,  if  P  acts  parallel  to  the  hypotenuse,  and  /'.AC  if 
/'acts  parallel  to  the  base,  for  in  the  one  case  the  point  of  application  has 
moved  through  a  distance  ab  in  the  line  of  action  of  the  force,  while  in 
the  other  case  the  component  of  the  displacement  in  the  line  of  action  is 
AC  In  both  cases  the  work  done  on  Jf  is  Wy.  ci,  since  the  component  of 
the  movement  of  the  point  of  application  of  \V^  parallel  to  its  line  of  action, 
is  CB.  As  in  both  cases  the  point  of  application  of  R  moves  at  right 
angles  to  its  line  of  action,  no  work  is  done  on  or  by  R  during  the  dis- 
placement.    Hence  we  have,  when  P  acts  parallel  to  A^ 


When  P  acts  parallel  to  AC, 


The  above  relations  may  also  be  easily  found  by  resolving  ff^  along 
the  direction  of  the  line  of  action  of  Py  and  perpendicular  to  the  surface 
of  the  plane.  The  first  of  these  components  will  be  equal  and  opposite 
to  Py  and  the  other  will  be  equal  and  opposite  to  R.  The  triangle  of 
forces  may  also  be  employed,  for  if  the  direction  of  R  be  produced  back 
to  D  and  we  draw  EF  perpendicular  to  on,  then  the  triangle  GEF  in  Fig. 
64,  or  the  triangle  ged  in  Fig.  65,  has  its  sides  parallel  to  the  three 
forces  ;  and  hence  these  forces  are  proportional  to  the  sides  of  the 
triangle,  and  this  triangle  is,  in  each  case,  similar  to  the  triangle  ABC. 


P, 

AB= 

--  IVx  CB 

P 

CB 

'ab 

P,AC^ 
P 

=  Wx  CB 
_CB 

'Ac: 
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The  further  working  out  of  these  two  cases  will  form  a  useful  exercise 
for  the  reader. 

94.  The  Screw.— If  a  right-angled  triangle  ABC  (Fig.  66)  cut  out  of 
paper  be  wrapped  round  a  cylinder,  so  that  the  base  ab  of  the  triangle 
lies  entirely  in  a  plane  at  right  angles  to  the  axis  of  the  cylinder,  then 
the  hypotenuse  AC  will  trace  out  a  spiral  line  aidfgc  on  the  surface  of  the 
cylinder.  If  AM  is  equal  to  the  circumference  of  the  cylinder,  then  the 
distance,  measured  parallel  to  the  axis  of  the  cylinder,  between  the  point 
a^  which  corresponds  to  the  apex  A  of  the  triangle,  and  the  point  ^  where 


Fig.  66 

a  line  drawn  through  a  parallel  to  the  axis  meets  the  spiral  line,  is  equal 
to  EM.  Hence  if  starting  at  a  we  follow  the  spiral  line  for  a  complete 
turn,  we  shall  move  along  the  cylinder  parallel  to  the  axis  through  a 
distance  <u  equal  to  me.  If  we  go  twice  round  we  shall  move  through  a 
distance  tih  equal  to  NH,  where  mn  is  equal  to  AM.  But  since  an  is 
double  AM,  NH  must  be  double  me.  Hence  oA  is  double  ^,  so  that  for 
every  complete  turn  the  spiral  line  advances  parallel  to  the  axis  through 
an  equal  distance.  If  a  projecting  ridge  were  fixed  to  the  outside  of  the 
cylinder  along  the  spiral  line  we  should  have  a  screw^  the  projection 
forming  the  thread.  The  distance  between  two  consecutive  threads  is 
called  ^t  pitch  of  the  screw.  If  a  hollow  cylinder  has  a  groove  cut  on 
its  inside  surface  so  as  just  to  fit 
the  screw,  it  forms  a  nut.  If  the 
nut  is  turned  through  360°,  or  one 
whole  turn,  it  will  move  along  the 
screw  through  a  distance  equal  to 
the  interval  between  two  consecu- 
tive threads,  or  to  the  pitch  of  the 
screw. 

If,  as  in  a  screw  press,  we  have  a 
force  /'acting  at  right  angles  to  the 
end  of  a  cross  arm  (Fig.  67)  of  length 
ir  attached  to  a  screw  of  which 
the  pitch  is  ^,  so  that  the  distance 
of  the  poiiit  of  application  oiP  from 


Fig.  67. 


the  axis  of  the  screw  is  r,  then  during  a  complete  turn  the  point  of  applica- 
tion of  P  will  move  through  a  distance  equal  to  the  circumference  of  a 
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circle  of  radius  r,  that  is,  2irr;  and  hence,  since  P  is  supposed  always  to 
act  at  right  angles  to  the  cross  arm,  the  work  done  by  J'  is  7.irrP.  \iW 
is  the  force  exerted  by  the  screw  parallel  to  its  axis,  then  the  work  done 
on  W^  during  a  complete  turn  is  hW^  since  the  point  of  application  of  W 
will  have  been  driven  back  through  a  distance  equal  to  the  pitch  of  the 
screw.     Hence  ^^rP^hW 

W    2Trr 

For  a  given  value  of  P  we  see  that  W  is  increased  by  decreasing  the 
pitch  of  the  screw,  i.e.  by  having  more  threads  to  the  inch,  and  by 
increasing  the  leverage  r  at  which  P  acts. 

In  deducing  the  above  formula  we  have  entirely  neglected  the  friction 

between  the  screw  and  the  nut,  which  is  in  every  case  far  from  negli- 

k 

gable.    Hence  in  practice  P  has  to  be  considerably  greater  than W. 

I  27rr 

"^    96.   The  Balanee.— As  has  been  mentioned  in  §  90,  the  ordinary 
'  balance  is  essentially  a  lever  of  the  first  class,  in  which  the  arms  are  of 
equal  length.     In  the  balance,  the  "power"  and  "  weight"  consist  of  the 
force  exerted  by  gravity  on  the  masses  carried  in  the  pans. 

The  conditions  which  a  good  balance  has  to  fulfil  are  as  follows : 
(i)  The  balance  must  be  true.  That  is,  the  beam  must  remain  horizontal 
whenevefr  equal  masses  are  placed  in  the  scale-pans.  (2)  The  balance 
must  be  sensitive.  That  is,  a  small  difference  in  the  masses  in  the  two 
pans  must  dause  an  appreciable  deviation  of  the  beam  from  its  horizontal 
position.  (3)  The  balance  must  be  stable.  That  is,  the  beam,  after  being 
disturbed  from  its  equilibrium  (/>.  horizontal  position),  must  return  to  it 
again.  (4)  Practically  it  is  advisable  that  the  period  of  the  balance 
beam,  when  it  is  disturbed  and  oscillates  before  again  coming  to  rest, 
should  be  as  small  as  possible. 

In  a  good  balance,  the  knife-edges  from  which  the  scale-pans  are 
suspended  and  the  central  knife-edge  are  all  parallel,  and  lie  in  the 

,  same  plane.     If  this  latter 

C  condition    is    not   fulfilled, 

^^x^^^'^ip'     the    sensitiveness    of    the 

^y^^""^  P         balance  will  vary  with  the 

A    >  ^K^*^^^^  t  ^      load  in  the  pans.    For  sup- 

nr""""^  L-    pose   ABC   (Fig.   68)    is   a 

D  ff    j    ^^y'^^^  ?  ^    horizontal  line  through  the 

^J^r^  central  knife-edge,  and  that 

^Xfj'»  the    end    knife-edges    are 

I  Fig.  68.  below  this  line  at  D  and  E. 

Then  if  each  pan  with  its 
load  exerts  a  vertical  force  W^  and  the  distances  between  the  end  knife- 
edges  and  the  central  knife-edge  are  equal,  the  beam  will  be  in  equi- 
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librium.  If  the  beam  is  now  displaced  into  the  position  a'bc',  it  will  be  seen 
that  the  arm  at  which  the  force  W  at  d'  acts  is  less  than  the  arm 
of  the  force  W  at  c'.  Hence  the  moments  of  these  two  equal  forces 
about  B  are  not  equal,  and  the  resultant  moment  tending  to  bring  the 
beam  back  into  its  equilibritmi  position  is  equal  to  W  multiplied  by  the 
difference  between  these  arms.  Therefore,  since  this  moment  depends 
on  W  or  the  load  in  the  pans,  the  greater  W  is,  the  greater  will  be  the 
tendency  for  the  beam  to  return  to  its  equilibrium  position,  so  that  it 
will  require  a  greater  difference  in  the  loads  in  the  two  pans  to  deflect  the 
beam.  In  the  following  discussion  we  shall  assume  that  the  central 
knife-edge  and  the  terminal  ones  all  lie  in  a  straight  line. 

Under  these  conditions,  let  A  and  c  (Fig.  69)  be  the  points  of  support 
of  the  scale-pans,  formed  by  the  terminal  knife-edges,  and  B  the  fulcrum, 
formed  by  the  central 
knife-edge,  and  let  G  be 
the  point  at  which  the 
weight  w  of  the  beam 
acts,  i,e,  its  centre  of  gra- 
vity (§  no).  If  S^  and 
5*2  are  the  weights  of  the 
scale-pans,  and  P  and  W 
the  weights  of  the  masses 
placed  in  them,  then 
there  will  be  a  vertical 
force  P+Si  acting  at  c 
and  one  of  W-^-S^  acting 
at  A.  If  the  beam  is  to 
horizontal  when 


W+Sfi 


Fig.  69. 


remam 

the  scale-pans  are  removed,  G  must  be  vertically  under  B,  for  otherwise 
the  force  w  would  have  a  moment  about  B,  causing  the  beam  to  be 
deflected.  If  the  balance  is  to  be  true,  the  beam  must  remain  hori- 
zontal whenever  equal  masses  are  placed  in  the  scale-pans.  Hence  the 
beam  must  be  horizontal  when  there  are  no  loads  in  the  pans,  and  also 
when  each  pan  is  loaded  with  a  mass  P.  If  the  length  of  the  arm  ab 
is  a  and  that  of  BC  is  b,  then  we  must  have  in  both  of  the  above  cases 
the  moments  about  B  equal.    That  is, 

Sib^S^^ 
and  {S^-\'P)b^{Si-\'P)d. 

Subtracting  the  first  of  these  equations  from  the  second,  we  get 

Pb=Pay 
or  b—a. 

Also,  since  Sib=S^y 
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We  see  therefore  that,  for  the  balance  to  be  true,  the  arms  must  be  of 
equal  length  {a^b)  and  the  scale-pans  of  equal  weight  (JS^^S^ 

In  order  to  obtain  the  conditions  for  sensitiveness  we  may  suppose 
that  the  load  in  the  right  pan  is  P  and  that  in  the  left  P-\-x^  and  that  the 
beam  takes  up  the  position  a'bc',  making  an  angle  B  with  the  horizontaL 
The  turning  moments  in  the  positive  direction  is  then  equal  to  ;r.DB, 
while  that  m  the  negative  direction  is  ?£/.hg',  where  w  is  the  weight  of  the 
beam  and  hg'  is  the  distance  between  its  centre  of  gravity  in  the  dis- 
placed position  and  the  vertical  through  the  central  knife-edge.  Since 
the  angle  GBO'  is  equal  to  B^  we  have 

where  h  is  the  distance  of  the  centre  of  gravity  of  the  beam  below  the 

central  knife-edge. 

Also  DB= A'B  cos  B= a  cos  B. 

Hence  x.a  cos  $ = w.A  sin  By 

or  tan  ^  =  -^. jr. 

Now  the  greater  the  value  of  tan  0,  the  greater  must  be  the  angle  0, 
t\e.  the  greater  the  deflection.  Thus  for  a  given  difference  (x)  in  the 
loads  of  the  pans  the  magnitude  of  the  deflection  will  depend  on  the 

magnitude  of  the  fraction  —7.    This  fraction  is  increased  in  value  if  we 

increase  a  or  decrease  «/  or  A.  Therefore,  in  order  that  the  balance  may 
be  as  sensitive  as  possible,  so  that  a  readable  deflection  may  be  produced 
by  a  small  difference  in  the  masses  placed  in  the  pans,  we  must  make  a, 
that  is  the  length  of  the  beam,  as  large  as  possible,  and  make  Wy  the 
weight  of  the  beam,  and  A,  the  distance  of  the  centre  of  gravity  below 
the  central  knife-edge,  as  small  as  possible. 

In  order  that  a  balance  may  be  quick  in  returning  to  its  position  of 
equilibrium  after  being  displaced,  it  is  necessary  that,  when  displaced, 
the  moment  tending  to  bring  the  beam  back  to  its  equilibrium  position 
should  be  as  large  as  possible.  Since,  when  the  pans  are  equally  loaded, 
the  only  turning  moment  is  that  due  to  the  weight  of  the  beam,  to  secure 
quickness  of  vibration  we  must  make  the  quantity  wh  sin  0y  which  ex- 
presses this  moment,  as  large  as  possible  for  every  value  of  0.  We  can 
do  this  by  making  A  large.  No  advantage  would  accrue  by  making  w 
large,  since,  although  we  should  thereby  increase  the  turning  moment, 
we  should  increase  the  mass  to  be  moved  in  the  same  proportion,  so  that 
the  acceleration  with  which  the  beam  would  move,  and  hence  the  time 
taken  to  return  to  its  equilibrium  position,  would  remain  unaltered.^    The 

1  The  reason  for  this  will  be  more  apparent  when  the  subject  of  the  time  of  vibra- 
tion of  a  pendulum  has  been  discussed.    See  §  113. 
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only  way,  therefore,  of  securing  rapidity  in  the  indication  of  a  balance  is 
to  make  the  centre  of  gravity  of  the  beam  some  distance  below  the 
central  knife-edge.  It  will  be  observed  that  this  condition  is  in  direct 
antagonism  to  one  of  the  conditions  for  sensitiveness,  and  we  have  in 
this  case  to  choose  such  a  value  for  h  as  will  make  the  balance  fairly 
quick,  without  unduly  reducing  the  sensitiveness.  Another  element 
which  affects  the  quickness  of  a  balance  lies  in  the  fact  that  when  the 
beam  moves  the  mass  moved  includes  not  only  the  beam  itself,  but  also 
the  scale-pans  and  their  contents.  It  will  be  evident  that  for  a  given 
load  the  distance  through  which  the  load  is  moved,  as  the  balance  beam 
swings,  is  greater  if  the  beam  is  long.  Hence  lengthening  the  beam 
will  increase  the  time  the  balance  takes  to  swing.  This  requisite,  again, 
clashes  with  one  of  the  requisites  for  sensitiveness. 

The  easiest  way  of  drawing  attention  to  the  way  in  which  the  different 
requisites  of  a  good  balance  are  secured  in  a  modem  physical  balance  is 
to  describe  such  a  balance  ;  and  of  the  many  slightly  different  types  in 
use  we  will  select  one  of  those  made  by  Bunge.  The  beam  of  the  balance 
consists  of  a  triangular  girder-shaped  framework  ABC  (Fig.  70).  This 
framework  carries  the  central  knife-edge  H  and  the  end  knife-edges 
A  and  B.  It  also  carries  in  front  a  notched  cross-bar  DE,  on  which  the 
rider  can  be  placed,  and  a  long  pointer  F.  An  upright  rod  attached  to 
the  back  of  the  beam  serves  to  counterbalance  the  pointer,  &c.,  in  front, 
and  carries  two  small  weights  I,  by  means  of  which  the  position  of  the 
centre  of  gravity  of  the  beam  may  be  raised  or  lowered,  and  hence  the 
sensitiveness  altered  ;  by  moving  the  weight  on  the  horizontal  arm,  the 
beam  can  be  made  to  balance  in  the  horizontal  position  when  there  is 
no  load  on  the  pans.  The  stirrups  which  carry  the  pans  have  small  agate 
planes,  which  rest  on  the  terminal  knife-edges  of  the  beam.  The  stirrups 
also  carry  two  small  agate  points  which,  when  the  beam  is  lowered,  fall, 
one  into  a  small  conical  hole,  and  the  other  into  a  groove,  which  are 
carried  by  uprights  K  attached  to  the  stand.  These  serve  to  slightly 
raise  the  agate  planes  from  the  knife-edges  when  the  beam  is  lowered, 
and  thus  prevent  the  knife-edges  being  damaged  when  weights  are  being 
placed  on  or  removed  from  the  pans.  The  beam  itself,  when  lowered,  is 
raised  from  the  central  plane  by  two  similar  agate  pins,  as  well  as  by  two 
knife-edges  LL,  which  support  the  arms.  The  position  of  the  beam  is 
read  by  the  pointer  F,  which  moves  over  an  ivory  scale.  For  very  accu- 
rate work,  where  the  smallest  movement  of  the  pointer  has  to  be  observed, 
a  microscope  M  is  employed,  which  is  focussed  on  a  small,  finely  divided 
scale  G  attached  to  the  pointer.  The  handle  N  serves  to  raise  and  lower 
the  beam,  and  to  raise  the  supports  which  come  up  and  catch  the  lower 
surface  of  the  pans  when  the  beam  is  lowered.  A  small  lever  o,  worked 
by  the  handle  p,  serves  to  adjust  the  position  of  the  rider.  The  rider 
Itself  weighs  only  half  a  centigram,  and  the  position  of  the  adjusting 
weights,  I,  is  so  chosen  that  the  beam  is  horizontal  when  the  rider  is  at 
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the  extreme  left-hand  end  of  the  beam,  and  no  weights  are  in  the  pans. 
Thus  when  the  rider  is  at  the  centre  of  the  beam  it  is  etjuivalent  to  a 
weight  of  half  a  centigram  in  the  right-hand  pan,  while  when  it  is  at  the 
extreme  right-hand  end  of  the  beam  it  is  equivalent  to  a  centigram  in 
this  pan.  The  object  of  this  arrangement,  rather  than  the  more  usual 
one  where  Ihe  rider  weighs  a  centigram  and  only  moves  over  half  the 
length  of  the  beam,  is  that  the  scale  along  which  the  rider  moves  is 
twice  as  open.    This  is  of  importance,  since  the  length  of  the  beam  is 


Fig.  yo. 

only  thirteen  centimetres,  so  that  otherwise  the  movement  of  the  rider, 
corresponding  say  to  a  tenth  of  a  milligram,  would  be  so  small  as  to  be 
hardly  observable.  The  advantage  of  the  short  beam  is  that  the  time 
the  balance  takes  to  make  a  swing  is  much  smaller  than  would  be  the 
case  with  a  long  beam,  so  that  the  time  taken  to  make  a  weighing  is 
thereby  much  reduced.  By  the  employment  of  a  very  long  pointer  and 
the  microscope,  we  make  up  for  the  sensitiveness  lost  by  the  use  of  ? 
short  beam. 
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CHAPTER  XII 

FRICTION 

96.  Statical  Priction,— Suppose  that  a  body  C  (Fig.  71),  of  mass  m, 
rest  upon  a  horizontal  plane  ab.  Then,  if  no  force  except  gravity  acts,  c 
will  be  in  equilibrium  under  the  action  of  two  forces — (i)  the  weight  mg^  of 
the  body  acting  vertically  downwards,  and  (2)  the  reaction  of  the  plane, 
which  must  act  vertically  upwards  and 
be  equal  to  xnr^.  Now,  let  a  force  Pact  on  p'         ^ 


-B 


W 


C,  parallel  to  the  surface  AB.   It  is  found  i^       ^ 

that  unle^  P  exceeds  a  certain  value  | 

the  body  still  remains  at  rest     Under  ! 

these  circumstances  the  body  is  in  equi-  Fv 

librium  under  its  weight  mg,  the  force    A 

P  and  the  reaction  between  its  surface 

and  the   plane,  which   must  now  be 

inclined  to  the    normal,  and   act   in 

some    such    direction    as    cr'.     This  ^*^*  7^ 

force  along  cr'  may  be  resolved  into  a 

reaction  normal  to  the  surface,  i.e.  along  CR,  and  a  force  along  CF  which 

must,  if  there  is  equilibrium,  be  equal  in  magnitude  to  P.    This  force, 

which  is  brought  into  play  when  we  attempt  to  slide  one  body  over 

another,  and  which  always  acts  so  as  to  resist  motion,  is  called  the 

friction  between  the  surfaces. 

If  the  total  normal  pressure  between  C  and  the  plane  be  Q,  then  it 
is  found  that  C  will  commence  to  slide  when  the  force  P  bears  to  Q  a 
certain  ratio,  which  is  necessarily  less  than  unity.  This  ratio  is  called 
the  coefficient  of  friction  between  the  body  c  and  the  plane  AB,  and  is 
generally  denoted  by  the  symbol  /i.  The  value  of  the  coefficient  of 
friction  is  independent  of  the  size  of  the  surface  of  contact  between  C  and 
AB,  and  of  the  pressure  Q.  It  depends,  however,  on  the  nature  of  the 
substances  forming  the  two  surfaces  in  contact,  on  the  smoothness  of 
these  surfaces,  and  on  the  presence  or  absence  of  any  lubricant,  such  as 
oil,  fat,  blacklead,  &c.,  between  the  surfaces.  The  value  of  /i  has  to  be 
determined  experimentally  for  each  of  these  conditions. 

If  the  force  P  is  less  than  /aq,  then  there  will  be  no  motion,  and  the 
frictional  resistance  F  will  be  equal  and  opposite  to  P.  When  P  is  just 
equal  to  f&Q  motion  will  be  on  the  point  of  taking  place,  and  the  frictional 
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resistance  will  have  its  maximum  value  (fiQ).  If  P  is  greater  than  fiQ 
motion  will  take  place,  but  the  moving  force  will  be  less  than  P,  since, 
although  when  motion  has  commenced  the  frictional  resistance  is  often 
no  longer  equal  to  ftQ,  yet  friction  still  acts  as  a  force  tending  to  prevent 
motion. 

Since  the  coefficient  of  friction  is  independent  of  the  surface  of  con- 
tact, it  follows  that  for  a  given  value  of  Q  the  frictional  resistance  (f)  is 
also  independent  of  the  extent  of  the  surface  of  contact  If  A  is  the  area 
of  this  surface,  then  the  pressure  per  unit  area  is  q/a,  and  the  frictional 
resistance  per  unit  area  is  /aO/a.  If,  while  Q  remains  the  same,  A  is 
reduced  to  a',  then  the  pressure  per  unit  area  is  increased  to  q/a',  and 
the  frictional  resistance  per  unit  area  is  increased  to  ftQ/A'.  Hence 
the  frictional  resistance  per  unit  area  varies  directly  as  the  pressure  per 
unit  area. 

97*,  Limiting  Angle. — When  motion  is  just  about  to  commence,  and 
hence  P  is  equal  to  fiQ,  the  body  is  in  a  state  of  equilibrium  under  threp 

forces,  the  force  P  acting 
horizontally,  the  pres- 
sure Q  acting  vertically 
downwards,  and  the  re- 
action acting  along  cr' 
(Fig.  72).  In  order  to 
find  the  angle  which  cr' 
makes  with  the  normal, 
we  draw  a  line  de  paral- 
lel to  Q,  and  of  such  a 
length  that  it  represents 
Q    in    magnitude,    and 

from  E  draw  ef  parallel 
to  p,  and  hence  at  right 
angles  to  de,  to  represent  P  in  magnitude.  Then,  by  the  triangle  of 
forces  (§  72),  the  reaction  which,  together  with  the  forces  P  and  Q, 
maintains  the  body  C  in  equilibrium,  must  be  represented  in  magnitude 

and  direction  by  the  line  fd.    Therefore  the  angle  fde  is  equal  to  the 

angle  <^  between  the  reaction  cr'  and  the  nonnal.    Since  DE  is  equal  to 

Q  and  EF  to  P,  which  is  equal  to  fiQ,  we  have 

tan  0=  ^  =u, 
r      Q      r- 


N 

N 

A^ 

— 1      k  P 

A                   C 

1      »  ^ 

' 

Q 

Fig.  7a. 


This  angle  ^,  which  represents  the  greatest  angle  the  line  of  action  of  the 
reaction  can  make  with  the  normal  to  th#»  •"'face  of  contact,  is  called  the 
limiting  angle^ 
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Fig.  73. 


If  a  force  is  applied  to  C  along  such  a  direction  as  FC  (Fig.  73),  making 
an  angle  of  ^  with  the  normal,  then  if  ^  is  less  than  the  limiting  angle, 
motion  of  C  will  not  take  place,  how- 
ever great  the  value  of  this  force. 
The  reason  is  that  we  may  resolve 
the  force  into  two  components,  one 
parallel  to  the  surface,  which  tends  to 
produce  motion  and  is  resisted  by 
the  friction,  and  the  other,  which 
acts  along  the  normal,  produces  a 
contact  pressure.  If  F  is  the  force, 
the  component  parallel  to  the  surface 

is  F  sin  ^,  and  the  component  parallel  to  the  normal  is  F  cos  ^.  If  motion 
is  just  about  to  take  place,  and  we  neglect  the  weight  of  the  body,  then 

F  sin  ^=/aF  cos  ^, 
.    .'.  ft=tan  ^. 

But  /i»tan  ^  where  </>  is  the  limiting  angle.  Hence  if  ^  is  less  than  <^ 
motion  will  not  take  place. 

98*.  Angle  of  Repose.— If  a  body  G  (Fig.  74)  of  mass  m  is  placed  on 
an  inclined  plane  ab,  then,  if  there  were  no  friction  between  G  and  the 
plane,  the  only  forces  acting  would  be  the  p 

weight,  which  is  a  force  of  mg  acting  verti-  ^ 

cally  downwards  and  the  reaction  of  the  plane 
— ► 

GR  acting  at  right  angles  to  ab.  As  these 
forces  are  not  in  the  same  straight  line,  the 
body  would  move  down  the  incline.  If,  how- 
ever, there  is  friction  between  G  and  the 
surface  of  the  plane,  the  friction  will  tend  to 
prevent  motion,  and  till  the  plane  has  a  cer- 
tain slope  the  body  will  remain  at  rest.  To 
find  the  maximum  inclination  (^}  of  the  plane 
to  the  horizontal  we  resolve  the  force  mg  into  a  component  parallel  to  BA, 
which  tends  to  produce  motion,  and  a  component  normal  to  ba,  which  acts 
as  the  contact  pressure.  In  the  triangle  DGE,  the  angle  egd  is  equal  to  ^, 
and  ED  is  parallel  to  ab.  Hence  the  component  of  mg  parallel  to  ba  is 
mg  sin  ^,  and  the  component  perpendicular  to  ba  is  mgzo%  ^.  If  motion 
b  just  about  to  commence, 

mg  sin  4^=fimg  cos  ^ 
fi  =  tan  ^. 

Hence  if  ^  is  greater  than  the  limiting  angle,  motion  takes  place.  The 
maximum  inclination  to  the  horizontal  of  the  plane  which  is  possible 
without  the  body  sliding  is  called  the  angle  of  repose. 

Thus  the  angle  of  repose  is  equal  to  the  limiting  angle,  and  the  co- 
efficient of  friction  is  equal  to  the  tangent  of  either  of  these  angles. 

H 


Fig.  74. 
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99*.  Kinetie  Friction  between  Solids* —As  mentioned  in  §  96,  after 
slipping  has  commenced  the  friction  continues  as  a  force  tending  to 
prevent  motion,  but  the  magnitude  of  the  friction  is  in  general  less  than 
it  is  just  before  slipping  commences.  It  is  found  by  experiment  that,  as 
long  as  the  speed  of  the  motion  is  not  too  great,  the  frictional  resistance 
is  proportional  to  the  total  pressure  between  the  two  solids,  and  indepen- 
dent of  the  velocity. 

If  g  is  the  total  normal  pressure  between  the  solids  and  F  is  the 
frictional  resistance,  then 

where  v  is  called  the  coefficient  of  kittetic  friction.  Hence  if  a  force  P 
parallel  to  the  plane  surface  ab  (Fig.  72)  act  on  a  body  C  of  mass  w,  then 
Q^tng  and  F^vmg,  Since  the  fHctional  resistance  opposes  the  motion, 
the  resultant  force  which  is  available  for  changing  the  motion  of  the 
body  \&  P-Fox  P  —  vmg,  The  acceleration  {a)  produced  by  this  force 
is  given  by  P-F    P 

a— = vtr, 

m        m     ^ 

If  there  had  been  no  friction  the  acceleration  would  have  been  /*/w,  so  that 
the  effect  of  friction  is  equivalent  to  a  negative  acceleration  of  vg  units. 

Of  course,  MP  is  less  than  vntgy  the  body  if  in  movement  will  gradually 
come  to  rest,  and  then  it  will  require  a  force  greater  than  \img  to  start 
motion  again.  In  the  following  table,  some  of  the  values  of  the  coeffi- 
cient of  kinetic  friction  obtained  by  Morin  are  given. 

Coefficient  of  Kinetic  Friction. 


Oak  on  oak .    . 

Fibres  parallel    . 

»        » 

n                   »> 

»        >» 

„  perpendicular 

)i        » 

»              » 

Iron  on  oak.    . 

(  Fibres  parallel  to 
\     movement 

»        }i 

»            » 

Iron  on  bronze 

•  «• 

Iron   on    iron," 
steel  on  steel, 
oak   on   oak. 

bronze      on 
bronze    .    .    J 

(  Surfaces  without 
(      lubricant 
j  Surfaces   rubbed 
\      with  dry  soap 
i  \  Surfaces  without 
(      lubricant 
<  Surfaces    wetted 
J      with  water  . 
Surfaces  without 
lubricant 
j  Surfaces  rubbed 
\      with  dry  soap 

J  Surfaces  slightly 
greasy     .    . 
'"Surfaces  slightly 

greasy     ,     . 
Surfaces  greasy 
Surfaces    greasy 
and    lubricant 
continually  re- 
newed    .    . 


0.15 
0.07-0.08 

0.04-0.05* 
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This  table  shows  in  a  very  marked  manner  how  the  friction  between 
solids  is  reduced  by  the  presence  of  a  layer  of  lubricant  If  the  motion 
is  extremely  rapid,  and  the  surfeces  in  contact  are  sufficiently  large,  it  is 
possible  to  use  air  as  a  lubricant,  and  under  these  circumstances  the 
friction  is  enormously  reduced. 

100*.  RoUinfiT  Frietioiu— When  a  wheel  or  cylinder  rolls  on  a  plane 
surface,  there  is  produced  at  the  point  of  contact  a  resistance  to  the  motion 
which  is  generally  said  to  be  due  to  rolling  friction.  This  resistance  is 
not  a  true  friction  in  the  sense  of  the  word  used  in  previous  pages,  since 
there  is  no  relative  motion  of  the  two  surfaces  at  the  points  of  contact, 
hence  there  is  no  slipping. 

Suppose  that  a  cylinder  ef  (Fig.  75)  rolls  on  a  horizontal  plane  ab, 
and  a  light  string  is  passed  over  the  cylinder, '  the  tensions  P  and  Q 
in  the  two  portions  of  this  string  being 
adjusted  so  that  the  cylinder,  when 
started,  continues  to  move  with  a  uni- 
form speed,  rolling  along  from  A 
towards  B.  Since  the  motion  is  uni- 
fornty  it  follows  that  the  forces  acting 
on  the  cylinder  are  in  equilibrium. 
These  forces  are  the  weight  w  of  the 
cylinder  acting  vertically  downwards 
through  the  axis  G,  the  forces  P  and  Q, 
and  the  reaction  of  the  plane  ab. 
Now  it  is  found  experimentally  that, 
if  the  motion  in  the  direction  from  A 
to  B  is  to  be  uniform,  Q  must  be  greater 
than  P.  The  resultant  of  the  parallel 
forces  Q   and   P  will   therefore  be  a 

force  nearer  Q  than  P  (§  69).     Let  HK 

be  this  resultant    The  resultant  of  this  force  HK  and  the  weight  of  the 

cylinder  must  lie  somewhere  between  them,  say  along  lm.     If  then  the 

forces  are  in  equilibrium,  the  reaction  of  the  plane  must  act  along  LN. 
In  other  words  the  reaction  of  the  plane  does  not  act  through  the  point 
C,  where  in  the  figure  the  cylinder  touches  the  plane.  This  apparent 
impossibility  is  explainable  if  we  suppose  that  rolling  friction  is  really 
due  to  the  fact  that  the  plane  becomes  deformed  and  a  small  ridge  is 
"rolled"  up  in  front  of  the  cylinder,  or  that  the  cylinder  itself  becomes 
flattened.  The  former  of  these  effects  can  be  clearly  seen  if  a  wheel  is 
rolled  on  a  sheet  of  india-rubber ;  for,  as  shown  in  Fig.  76,  the  rubber 
is  forced  up  into  a  small  ridge  before  the  wheel.  The  latter  effect  is 
illustrated  in  the  case  of  a  pneumatic  bicycle  tyre.  The  magnitude  of 
the  resistance  to  motion  in  the  case  of  rolling  is  very  much  smaller  than 
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that  in  the  case  of  sliding.  Thus  Coulomb  found  that  in  the  case  of  a 
cylinder  of  lignum-vitae,  i6  centimetres  in  diameter,  when  loaded  with 
I  GOO  pounds,  the  resistance  to  rolling  amounted  to  6  pounds,  while  with 
the  same  load  the  resistance  to  sliding  would  have  amounted  to  at  least 
200  pounds.  Whenever  it  is  possible,  it  is  therefore  advantageous  to 
substitute  rolling  for  sliding,  if  the  frictional  resistance  to  motion  is  to  be 


Fig.  76. 

reduced.  Thus,  in  the  case  of  a  carriage,  the  sliding  friction  which  occurs 
in  a  sledge  is  replaced  by  rolling  friction  between  the  tyre  of  the  wheel 
and  the  ground.  In  the  modern  bicycle  even  the  sliding  friction  of  a 
wheel  upon  its  axle  is,  as  far  as  possible,  replaced  by  rolling  friction  in 
the  ball-bearing,  where  a  number  of  hard  steel  balls  are  placed,  so  that 
the  hub  of  the  wheel  rolls  on  them,  and  they  roll  on  the  axle  itself. 

lOL  Loss  of  Available  Energy  due  to  FrietioiL— Since  in  every 
case  friction  acts  as  a  force  tending  to  check  the  motion,  whenever  any 
displacement  actually  takes  place  work  will  have  to  be  done  against  the 
frictional  resistance.  The  energy  which  is  necessary  to  perform  this 
work  is  converted  into  heat,  and  this  heat  gradually  becomes  diffused 
amongst  neighbouring  bodies,  and  so  the  energy  is  no  longer  available 
for  doing  work.  The  frictional  resistance  always  opposes  motion,  so 
that  if  we  change  the  direction  of  motion  the  direction  of  the  frictional 
resistance  also  changes,  so  that  it  is  impossible  to  utilise  this  force  to 
increase  the  motion  of  a  body  or  to  do  work,  but  work  has  always  to  be 
done  against  it.  It  is  therefore  hardly  correct,  in  view  of  the  definition 
of  force  given  in  §  59,  to  call  the  frictional  resistance  a  force.  Since, 
however,  it  always  acts  as  if  it  were  a  force  opposing  motion,  it  is  con- 
venient so  to  regard  it. 

102.  Friction-Dynamometer.— One  of  the  applications  of  friction  is 
to  employ  it  to  measure  the  power  or  rate  of  doing  work  of  a  machine, 
such  as  a  steam-engine.  A  form  of  friction-dynamometer  for  this  purpose 
is  shown  in  Fig.  TJ,  A  pulley  A  with  a  flat  edge  is  fixed  to  the  shaft  of 
the  engine,  and  a  strap  BCD,  on  the  inside  of  which  blocks  of  wood  are 
usually  fixed,  rests  on  the  edge  of  this  pulley.  One  end  of  the  strap  is 
attached  to  a  spring  balance  £,  by  means  of  which  the  tension  acting  on 
this  end  of  the  strap  can  be  measured,  while  a  tension  P,  caused  by  a 
weight  suspended  on  the  other  end,  serves  to  keep  the  strap  tight    The 
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engine  having  been  started,  P  is  increased  till  it  is  exerting  its  maximum 

power ;  the  work  being  done  against  the  friction  of  the  wooden  blocks 

on  the  edge  of  the  pulley.   If  r  is  the  radius  of  the 

pulley  and  R  the  radius  of  the  portion  of  a  circle 

along  which  the  strap  lies,  n  the  number  of  turns 

the  pulley  makes  per  second,  and  the  reading  on 

the  spring-balance  is  W.    Then  the  sum  of  the 

moments  of /*  and  Ji^aboutthcaxleis(/'-  W)R^ 

and  this  must  be  equal  to  the  moment  of  the 

friction  about  the  sante  axis,  since  the  strap  and 

blocks  are  in  equilibriunL     Hence,  if  F  is  the 

frictional  resistance, 

Fr=(P-lV)R   .     .    .    (/■). 


Fig.  77. 


Now  the  frictional  resistance  F  acts  tangentially  to  the  pulley,  and  tends 
to  check  the  motion.  The  distance  through  which  the  edge  of  the 
pulley  moves  against  F  during  one  second  is  2wm.  Hence  the  work 
done  against  friction  in  one  second  is 


27rm,F 


W. 


and  this  is  the  power  expended  in  friction.  Substituting  the  value  of  F 
obtained  from  equation  (t)  in  (it),  we  get  that  the  power  spent  against 
friction  is  ,        .„v 

r- 

or  2TrnR{P-^lV), 

If  then  the  whole  available  power  of  the  engine  is  spent  in  overcoming 
the  friction  of  the  dynamometer,  and  II  is  the  number  of  units  of  work 
per  second,  in  the  system  in  which  R,  Py  and  Ji^are  measured,  which  are 
equal  to  a  horse-power,  the  horse-power  will  be 

„    2'jmR{P-W) 
H- 7i ' 

in  which  n  is  obtained  by  counting,  R  by  adding  the  thickness  of  the 
wooden  blocks  to  the  radius  of  the  pulley,  and  P  and  ^are  obtained 
from  the  weights  placed  in  the  scale-pan  and  the  reading  of  the  spring 
balance  respectively. 
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CHAPTER   XIII 
GRAVITATION 

108.  Attraetion  and  Repulsion. — In  the  case  of  two  portions  of 
matter  between  which  a  stress  exists,  and  in  which  we  are  unable  to 
trace  any  material  connecting  link,  it  is  usual,  if  the  stress  tends  to  make 
the  bodies  move  towards  one  another,  to  say  that  the  bodies  attract  one 
another.  If,  on  the  other  hand,  the  stress  is  such  as  to  tend  to  make  the 
bodies  separate,  then  we  say  they  repel  one  another.  For  convenience, 
the  force  in  the  case  where  the  bodies  repel  one  another  is  generally 
regarded  as  ^^j/V/V^,  and  that  in  the  case  where  they  attract  one  another 
as  negative, 

104.  The  Law  of  Inverse  Squares.— In  general,  when  the  distance 
between  two  particles  which  attract  or  repel  one  another  changes,  the 
stress  between  the  particles  alters.  The  only  case  which  we  shall  ex- 
amine, since  it  is  by  far  the  most  important  in  physics,  is  that  in  which 
the  stress  varies  inversely  as  the  square  of  the  distance  between  the 
particles,  and  takes  place  in  the  direction  of  the  line  joining  them.  As  a 
particular  case  of  this  general  law,  which  is  called  the  law  of  the  inverse 
square,  we  may  take  the  case  of  the  attraction  between  two  particles  of 
mass  m  and  ni.  The  stress  between  the  particles  depends  directly  on 
the  product  of  the  masses  and  inversely  on  the  square  of  the  distance  (a) 
between  them.  Hence  if  F  is  the  force  which  either  particle  exerts  on 
the  other, 

where  k  is  some  constant. 

If,  instead  of  having  only  two  particles,  there  are  a  number,  then 
experiment  shows  that  the  force  exerted  on  each  particle  is  the  resultant 
of  all  the  forces  which  would  be  exerted  by  each  of  the  other  particles 
separately. 

106*.  Work  done  by  Attraction  or  Repulsion.— If  the  distance 
between  two  particles  which  attract  one  another  is  increased,  work  will 
have  to  be  done  on  the  system.  If  the  particles  approach  one  another, 
however,  they  are  capable  of  doing  work.  The  maximum  of  work  will  be 
done  by  or  on  the  system  when  the  particles  are  brought  from  an  infinite 
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distance  into  contact,  or  moved  from  contact  to  an  infinite  distance  from 
one  another. 

It  therefore  follows  that,  in  the  case  of  two  particles  which  attract  one 
another,  when  they  are  not  in  contact  they  possess  a  certain  amount  of 
potential  energy,  for  they  can  be  made  to  do  work  during  their  approach. 
The  amount  of  work  which  can  be  done  when  the  system  changes  from 
the  positions  shown  at  A,  B  (Fig.  78)  to  the 
positions  A,  b'  depends  simply  on  the  posi- 
tions of  B  and  b'  with  reference  to  A,  and  is 
independent  of  the  form  of  the  path  by  which 
the  particle  passes  from  B  to  b'.  If  this  were 
not  so,  suppose  that  when  the  particle  went 
from  B  to  b'  along  the  path  bcb'  more  work 
was  done  by  the  particle,  than  when  it  went 
along  the  path  bdb'.  Now  suppose  the 
work  done  by  the  particle  when  taken  along  Fig.  78. 

the  path  bcb^  is  w^,  and  that  along  the  path 

bdb'  is  Wj,  so  that  w^  >  w^.  Let  the  particle  move  from  B  to  b'  along 
the  path  bcb',  doing  w^  units  of  work,  and  be  taken  back  to  B  along  the 
path  b'db,  w^  units  of  work  being  done  on  it.  The  configuration  of 
the  system  is  now  the  same  as  at  first,  but  in  the  cycle  performed  by 
the  particle  B  the  work  Wi  done  by  the  system  is  greater  than  the  work 
n/j  done  on  the  system,  hence  there  remains  a  quantity  of  energy  Wi  -  w^ 
over,  which  might  be  utilised  for  doing  external  work,  so  that  the 
arrangement  would  give  us  "  perpetual  motion."  Since  by  the  doctrine 
of  the  conservation  of  energy  this  is  impossible,  it  follows  that  o/j  must  be 
equal  to  w^  or,  in  other  words,  the  work  done  either  by  or  on  the  system 
between  any  two  configurations  depends  solely  on  the  initial  and  final 
configuration  (/./.  the  positions  of  the  particle),  and  is  independent  of  the 
intermediate  steps  by  which  the  system  changes  from  one  configuration  to 
the  other. 

In  order  to  calculate  the  work  which  can  be  done  by  the  particle  in 
passing  from  B  to  B*,  we  suppose  the  path  to  consist  of  two  portions,  first 
a  part  BE  of  the  straight  line  joining  B  to  A,  and  then  a  portion  of  a  circle 
with  A  as  its  centre  and  Al?  as  its  radius.  Since  there  will  be  no  work 
done  during  the  passage  of  the  particle  along  the  circular  portion  of  the 
path,  the  motion  being  at  all  points  at  right  angles  to  the  force,  the  work 
done  along  the  path  BE  will  be  equal  to  the  work  done  along  any  path 
between  B  and  b'. 

When  the  particle  is  at  B,  the  force  acting  on  it  is      ,0    ;  if  it  moves 

through  a  small  distance  8</,  the  force  becomes  . -,  —^\r   '^^  product  of 

the  mean  force  into  &/  gives  the  work  done  over  the  small  element  8//  of 
the  path.     The  work  done  over  the  next  element  &/  is  in  the  same  way 
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the  sum  of  a  number  of  such  terms  taken  for  the  whole  path. 

If  d^  is  the  distance  Ab'  or  ae,  then  the  work  done  between  B  and  E, 

and  therefore  also  between  B  and  B',  can  be  shown*  to  be  kmtrf  \-t--j\ 

If  the  point  B  is  at  an  infinite  distance  from  A,  then  the  work  done  by 
the  body  in  the  case  of  attraction,  or  against  the  body  in  the  case  of 
repulsion,  when  moved  up  from  an  infinite  distance  to  a  distance  d^ 

since  i-=0.  ^ 

00 

If  the  body  which  is  moved  is  of  unit  mass,  ue.  if  m'«=  i,  then  the  work 

done  is  . 

fcrn 

^" 

In  the  case  of  two  bodies  which  repel  one  another,  and  are  at  a  dis- 
tance d^  they  possess  a  certain  potential  energy  due  to  their  mutual 

repulsion.     The  amount  of  this  potential  energy  is  — ^j— ,  since  this 

expression  gives  the  maximum  amount  of  work  which  could  be  done  by 
the  mutual  repulsion  of  the  bodies,  for  there  is  no  force  exerted  between 
the  bodies  when  they  are  at  an  infinite  distance,  so  that  their  potential 
energy,  as  far  as  their  mutual  repulsion  is  concerned,  is  zero. 

106*.  Potential. — It  has  been  shown,  in  the  last  section,  that  the  work 
which  has  to  be  done  to  remove  a  unit  mass  from  a  given  point  in  the 
neighbourhood  of  another  mass,  to  a  place  where  there  ceases  to  be  any 
attractive  or  repulsive  force  between  the  masses,  is  a  fixed  quantity 
depending  simply  on  the  position  of  the  point  with  reference  to  the 
attracting  mass.  This  quantity  of  work  may  be  looked  upon  as  an  attri- 
bute of  the  given  point,  the  attracting  mass  of  course  being  supposed  to 
remain  fixed  in  position,  and  it  is  then  called  the  potential  of  the  given 
point  Thus  the  potential*  at  a  point  at  a  distance  d  from  a  mass  tn  is 
equal  to  , 

107.  Kepler's  Laws.— Astronomical  observations  having  shown  that 
the  earth  and  the  other  planets  move  round  the  sun  in  approximately 
circular  (really  elliptical)  orbits,  it  follows  that  there  must  be  attraction 
between  each  planet  and  the  sun,  for  otherwise  the  planets  would  travel 
in  straight  lines. 

Kepler,  by  a  careful  study  of  the  observations  on  the  motion  of  the 
planets  made  by  Tycho  Brahe,  deduced  three  laws  which  now  bear  his 

^^'"^-  1  See  §464. 
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Kepler^s  laws  are  as  follows  : — 

1.  The  areas  swept  out  by  the  straight  line  joining  a  planet  to  the 
sun  are  proportional  to  the  time.  Thus  in  Fig.  79,  if  s  is  the  position  of 
the  sun,  and  PiPaPs . . .  ?«  is  the 
orbit  of  a  planet,  and  in  a  given 
interval  /  the  planet  moves  from 
?!  to  Pj,  or  from  P,  to  Pj,  or  from 
P3  to  P4,  &c,  then  the  areas  PjSPj, 
PjSPs,  and  P3SP4,  &c.,  are  all  equal 

2.  The  orbit  of  a  planet  is  an 
ellipse,  the  sun  being  at  one  of  the 
focL 

3.  The  squares  of  the  time  taken 
to  describe  its  orbit  by  different 
planets  are  proportional  to  the  cubes  ^ 
of  the  mean  distances  of  the  planets  *  ^ 
from  the  sun.  Thus  if  7i  and  7^  are  the  times  taken  by  two  planets  to 
describe  their  orbits,  and  D^  and  D^  are  their  distances  from  the  sun, 
then  Kepler^s  third  law  states  that 


/  loa 


2?  /^/ 


108.  Newton's  Law  of  Gravitatloit— Although  Kepler's  laws  give 
lis  a  description  of  the  motion  of  the  planets,  they  do  not  tell  us  anything 
about  Xh^/orces  which  serve  to  determine  these  motions.  Newton,  how- 
ever, discovered  the  dynamical  interpretation  of  Kepler's  laws,  and 
showed  that  if  we  suppose  that  a  stress  is  set  up  between  each  of  the 
planets  and  the  sun  directly  proportional  to  the  mass  of  the  planet  and 
inversely  proportional  to  the  square  of  the  distance  of  the  planet  from  the 
sun,  then  the  motions  of  the  planets  will  be  just  such  as  would  satisfy 
Kepler's  laws.  Although  it  had  been  previously  suggested  that  the  sun 
as  a  whole  attracted  each  planet  as  a  whole,  and  the  law  of  the  inverse 
square  had  even  been  enunciated,  it  is  to  Newton  that  we  owe  the  law  of 
gravitation  in  the  form  in  which  it  remains  to  this  day,  viz.  every  portion 
of  matter  attracts  every  other  portion  of  matter,  and  the  stress  between 
them  is  proportional  to  the  product  of  their  masses  divided  by  the  square 
of  their  distance  apart. 

As  a  test  of  the  truth  of  his  law,  Newton  showed  that  it  correctly 
accounted  for  the  force  necessary  to  retain  the  moon  in  her  orbit. 

If  we  assume  that  the  orbit  of  the  moon  (with  reference  to  the  earth) 
is  a  circle  of  radius  R,  then  by  §  42  the  acceleration  of  the  moon  towards 
the  earth  necessary  to  keep  it  moving  in  this  orbit  will  be 

'-R' 
where  v  is  the  linear  velocity  with  which  the  moon  is  moving  in  the 
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circular  orbit.     If  7*  is  the  time  the  moon  takes  to  complete  the  orbit 
(a  sidereal  month),  then 

T 

Hence  ^=^r- 

Since  the  force  exerted  by  the  attraction  of  the  earth  on  a  given  mass 
is  proportional  to  the  acceleration  produced  in  the  mass  (§61),  it  follows 
that  if  Newton's  law  is  true,  ;>.  if  the  force  decreases  as  the  square  of  the 
distance,  then  if  r  is  the  radius  of  the  earth  and  g  the  acceleration 
produced  by  gravity  at  the  surface  of  the  earth,  the  acceleration  i^d) 
produced  by  the  gravitational  attraction  of  the  earth  at  the  distance 
of  the  moon  will  be  given  by 

w 

In  order  to  calculate  the  values  of  a  and  a\  we  may  take 

-^=240,000  miles. 
r=     4000  miles. 
T^  27.3  days. 
g—  32.2  feet  per  sec.  per  sec 

Since  g  is  expressed  in  feet  per  second  per  second,  we  must  reduce 
R  and  r  to  feet  and  T  to  seconds,  then  substituting  we  get 

^^4^^40000.5280^  ^     ft./sec'. 
(27-3.86400)^ 

a'  =  3^:?(4ooo)^=.c«894ft./sec» 

The  agreement  is  as  good  as  the  approximate  values  we  have  assumed 
for  the  various  quantities  will  allow. 

109.  The  Cavendish  Experiment.— The  calculation  given  in  the 
last  section  shows  that  the  moon  is  attracted  by  the  earth  with  a  force 
which  follows  the  same  law  as  the  attraction  exerted  by  the  earth  on 
bodies  on  its  surface.  We  now  proceed  to  show  that  two  bodies  of  such 
a  size  that  we  can  handle  them  attract  one  another.  The  experimental 
difficulties  of  carrying  out  this  investigation  are,  however,  very  great, 
since  the  mass  of  the  largest  body  which  we  can  employ  is  so  excessively 
small  as  compared  with  the  mass  of  the  earth,  and  hence  the  attraction 
between  any  two  bodies  we  can  use  is  only  a  small  fraction  of  the  weight 
of  either. 

The  first  apparatus  for  measuring  the  gravitational  attraction  of  two 
bodies  was  designed  by  the  Rev.  John  Michell,  but  he  died  before  he 
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had  time  to  try  the  experiment  MichelFs  apparatus,  after  his  death, 
came  into  the  possession  of  Henry  Cavendish,  who,  after  slightly  altering 
it,  carried  out  the  experiment  which  has  subsequently  been  known  as  the 
Cavendish  Experiment. 

The  instrument  employed  is  called  a  torsion  balance,'  and  consists  of 
a  horizontal  rod  suspended  by  a  long  fine  wire.  If  this  rod  is  acted  upon 
by  a  couple  in  the  horizontal  plane,  it  will  turn,  the  wire  becoming  twisted. 
Since  the  wire  is  elastic,  it  resists  the  strain  (twist),  tending  to  untwist 
itself.  The  force  with  which  the  wire  tends  to  untwist  is,  within  certain 
limits,  proportional  to  the  angle  through  which  it  is  twisted.  Hence,  by 
observing  the  angles  through  which  two  given  couples  twist  the  wire,  we 
have  a  means  of  comparing  these  couples. 

The  couple  necessary  to  twist  the  wire  through  an  angle  0  is  for  a 
wire  of  any  given  material,  say  silver,  inversely  proportional  to  the  length 
of  the  wire,  and  directly  proportional  to  the  fourth  power  of  the  radius. 
Hence,  in  order  to  get  an  appreciable  twist  when  the  couple  is  small,  it  is 
of  the  greatest  importance  that  the  wire 

should  be  of  small  diameter,  and  also,  /TJN  •''^M^^ 

but  to  a  smaller  deg^ree,  a  long  one.  \2J  ^^ 

In  the    Cavendish    apparatus    two  ^q  q^^/ 

small  equal  masses  m,  ni  (Fig.  80)  are      ^.,  ^^^ 

attached  to  the  ends  of  the  horizontal   (\A'^\  (Mi) 

rod  of  the  torsion  balance.     Two  large   *'*—''  Fig.  80.  Vl/ 

spheres  of  lead  M,  M,  are  supported  so 

that  they  can  be  placed  either  in  the  positions  MMj,  or  m'm/.  In  the 
first  of  these  positions,  the  attractions  between  the  fixed  mass  M  and  the 
movable  mass  w,  and  between  Mi  and  m\  tend  to  turn  the  beam  in  the 
direction  of  the  motion  of  the  hands  of  a  clock.  When  the  fixed  masses 
are  in  the  positions  m'm/,  however,  the  attraction  between  them  and  the 
suspended  masses  tends  to  turn  the  beam  in  an  anti-clockwise  direction. 
The  position  of  the  beam  is  obtained  by  observing,  by  means  of  a  telescope, 
the  graduations  of  a  scale  as  seen  reflected  in  a  small  vertical  mirror 
attached  to  the  centre  of  the  beam. 

If  the  mass  of  each  of  the  suspended  spheres  is  m  and  that  of  each  of 
the  fixed  spheres  M,  and  if  d  is  the  distance  between  the  centre  of  the 
fixed  sphere  and  that  of  the  adjacent  suspended  sphere,  then  the  attrac- 

tion  between  them  is  ^— rr- 

Hence,  if  a  is  the  distance  between  the  two  suspended  masses,  the 

couple  tending  to  twist  the  wire  due  to  one  pair  of  spheres  is  k—  ~  x  -, 

d^      2 

or  for  both  pairs  ka!^  -.    If  this  couple  produces  a  twist  of  &"  in  the  wire, 

1  It  was  subsequently  reinvented  by  Coulomb,  and  is  often  known  as  Coulomb's 
balance. 
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while  previous  experiments  have  shown  that  the  angle  of  twist  produced 
by  a  unit  couple  is  <i,  then 

e_kamAf 

amM    a 

Hence  the  value  of  ^  can  be  calculated  from  the  observed  quantities. 

Since  the  force  of  attraction  between  a  mass  of  one  gram  when  at  the 
surface  of  the  earth  and  the  earth  is  g  dynes,  we  have,  if  M*  is  the  mass 
of  the  eanh,  and  R  the  radius  of  the  earth, 

Hence  M'^i^, 

k 

Knowing  the  value  of  k  from  Cavendish's  experiment,  and  the  value 
of  R  from  nieasurements  made  on  the  surface  of  the  earth,  we  can  there- 
fore calculate  the  value  of  M\  the  mass  of  the  earth.  For  this  reason 
Cavendish  is  often  said  to  have  first  weighed  the  earth. 

Knowing  the  mass  of  the  earth,  then  from  Kepler^s  laws  we  can 
calculate  the  masses  of  the  other  planets  and  of  the  sun. 

The  Cavendish  experiment  has  since  been  repeated  by  several  ob- 
servers, the  latest  measurements  being  those  of  Boys.  This  observer,  by 
using  an  excessively  fine  thread  of  fused  quartz  as  the  suspension  of  the 
torsion  balance,  was  able  to  employ  comparatively  small  masses,  the 
suspended  spheres  only  weighing  one  gram.  The  results  he  obtained 
gave  the  value  ^=6.6579  x  lo"*  in  c.g.s,  units,  so  that  two  small  spheres, 
each  having  a  mass  of  one  gram,  when  placed  so  that  the  distance 
between  their  centres  is  one  centimetre,  attract  each  other  with  a  force 
of  6.6579  X  io-«  dynes.  This  value  of  k  gives  the  value  5.5268  as  the 
mean  density  (§  129)  of  the  earth. 

110,  Centre  of  Gravity.— Suppose  we  have  two  particles  at  A  and  B 
(Fig.  81)  of  mass  m^  and  Wj.    Then  they  are  each  attracted  towards  the 

centre  of  the  earth,  and  since 
the  centre  of  the  earth  is  at  a 
very  great  distance  compared 
with  the  distance  ab,  the  forces 
exerted  by  gravity  on  the 
two  particles  will  be  sensibly 
parallel  in  direction.  Hence 
we  have  the  system  consisting 
of  the  two  particles  acted  upon 
by  two  parallel  forces  of  mag- 
nitude m^  and  m^  respectively.     If  we  divide  the  line  ab  at  C,  so  that 

Wi^X  AC  =  /Wj^X  BC 
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then  the  resultant  of  the  two  forces  m^g  and  m^g'mVL  pass  through  c 
(see  §  69).  If  the  two  particles  are  turned  into  any  other  position  a',  b', 
the  distance  AB  between  them  being  kept  the  same,  the  forces  due  to 
gravity  will  be  inclined  at  a  different  angle  to  the  line  AB,  but  the  re- 
sultant will  still  pass  through  the  point  C.  Hence,  whatever  the  position 
of  the  two  particles  A  and  B,  so  long  as  their  distance  apart  remains  the 
same,  the  resultant  of  the  gravitational  attraction  of  the  earth  on  the 
two  particles  always  passes  through  a  point  C,  which  has  a  fixed  position 
relatively  to  A  and  B. 

If  we  have  a  system  consisting  of  three  particles  A,  B,  and  D  (Fig.  82) 
of  mass  m^  m^  and  m^  respectively,  then  the  resultant  of  the  earth's 
attraction  on  A  and  B  acts  at  C,  as  in  the 
previous  case.  We  may  now  consider  that 
we  have  two  parallel  forces,  one  of  magnitude 
»»i^+»«2^  acting  at  c,  and  the  other  of 
magnitude  m^g"  acting  at  D.  Hence  the 
resultant  will  pass  through  a  point  E,  such 
that 

(fnig+m^£)CE=ffi^£  X  ED. 

Therefore  the  resultant  of  the  earth's  attrac- 
tion on  the  three  particles  passes  through  E, 
and  will  still  pass  through  E,  however  the 
three  particles  are  turned,  so  long  as  their  relative  positions  remain 
unaltered. 

Proceeding  in  this  way  we  might  find,  for  a  system  consisting  of  any 
number  of  particles,  a  single  point  through  which  the  resultant  of  all  the 
forces  exerted  by  gravity  on  the  particles  will  pass,  whatever  the  position 
of  the  system.  As  we  may  regard  any  solid  body  as  built  up  of  a  number 
of  particles,  it  therefore  follows  that  it  will  be  possible  in  the  case  of 
every  solid  body  to  find  a  point,  and  only  one  point,  through  which  the 
resultant  of  all  the  forces  exerted  by  gravity  on  the  particles  constituting 
the  body  must  pass.  This  point  is  called  the  centre  of  gravity^  or  the 
centre  of  mass  of  the  body.  From  this  definition  it  follows  that  the 
weight  of  a  body,  which  is  simply  the  magnitude  of  the  resultant  of  the 
forces  exerted  by  gravity  on  the  particles  which  constitute  the  body, 
always  acts  downwards  in  a  vertical  direction,  passing  through  the  centre 
of  gravity. 

There  cannot  possibly  be  two  centres  of  gravity  belonging  to  one 
body,  for  if  there  were  two,  say  G^  and  G^  and  the  body  was  turned  so  that 
the  line  joining  G^  and  G^  was  horizontal,  then  by  definition  the  resultant 
of  all  the  parallel  forces  due  to  gravity  acting  on  the  particles  of  the  body 
passes  through  G^ ;  it  also  passes  through  a  second  point  G^  which  is  not 
on  the  line  of  the  other  resultant,  which  is  impossible.  Hence  there  can 
be  only  one  centre  of  gravity. 


Digitized  by 


Google 


126 


Mechanics  and  Properties  of  Matter 


[§iit 


The  centre  of  gravity  is  a  mathematical  point,  and  it  need  not  neces- 
sarily lie  within  the  substance  of  the  body.  Thus  the  centre  of  gravity 
of  a  uniform  ring  lies  outside  the  material  of  the  ring. 

If  a  body  is  suspended  from  a  point,  so  that  it  can  turn  freely  about 
the  point  of  suspension  in  every  direction,  then  the  centre  of  gravity  will 
lie  in  the  vertical  drawn  through  the  point  of  support.  Because  under 
the  circumstances  given  there  are  only  two  forces  acting  on  the  body, 
namely  its  weight,  acting  vertically  downwards  through  the  centre  of 
gravity,  and  the  reaction  of,  the  support  In  order  that  the  body  may 
be  in  equilibrium  these  forces  must  be  equal  in  magnitude,  and  act  in 
opposite  directions  along  the  same  straight  line.  Hence  the  line  of 
action  of  the  weight,  i.e.  the  vertical  through  the  centre  of  gravity,  must 
pass  through  the  point  of  support,  since  the  reaction  of  the  support  must 
necessarily  act  through  the  point  of  support. 

111.  Stable*  Unstable,  and  Neutral  Equilibrium.— In  the  case  of 
a  body  in  equilibrium,  when  suspended  from  a  point  about  which  it  can 
turn  freely,  two  cases  may  occur.  In  each  (see 
Fig-  83),  the  vertical  through  the  centre  of 
gravity  G  passes  through  the  point  of  support 
A.  In  the  one  case,  however,  the  centre  of 
gravity  is  vertically  below  the  point  of  support, 
while  in  the  other  case  it  is  vertically  above. 
In  the  first  case,  if  we  suppose  the  body  slightly 
displaced  from  its  position  of  equilibrium,  as  at 
AG  (Fig.  84),  we  see  that  the  weight  of  the  body 
acting  through  G  has  a  moment  about  the  point 
of  suspension  A,  and  that  this  moment  tends  to 
bring  the  body  back  to  its  original  position. 
The  body  is  therefore  said  to  be  in  stable  equilibrium.  In  the  other 
case,  where  the  centre  of  gravity  is  above  the  point  of  support,  if  the 

body  is  displaced  to  a'g'  (Fig.  84),  the 
turning  moment  due  to  the  weight  now 
acts  so  as  to  increase  the  displacement, 
and  therefore  the  body  moves  further  and 
further  away  from  its  original  position. 
The  equilibrium  in  which  the  centre  of 
gravity  is  vertically  over  the  point  of  sup- 
FiQ,  84.  port  is  said  to  be  unstable. 

If  the  body  is  supported  at  its  centre  of 
gravity,  then,  since  the  weight  acts  through  the  centre  of  gravity  what- 
ever the  position  of  the  body,  the  direction  in  which  the  weight  acts  always 
passes  through  the  point  of  support,  and  hence  the  body  when  displaced 
is  still  in  equilibrium.  In  such  a  case  the  body  is  said  to  be  in  neutral 
equilibrium. 

If  a  body  is  in  stable  equilibrium  as  at  Ac;  (Fig.  83),  its  centre  of 


Fig.  83. 


Digitized  by 


Google 


§  1 1 1]  Equilibrium  1 27 

gravity  is  in  the  lowest  possible  position.  Its  potential  energy  is  there- 
fore a  minimum,  for  any  possible  displacement  involves  the  raising  of 
the  centre  of  gravity,  and  in  order  to  raise  the  centre  of  gravity  of  a 
body  we  must  do  work,  because  we  are  moving  the  point  of  application 
(centre  of  gravity)  of  a  force  (the  weight  of  the  body)  against  this  force. 
Hence  when  a  body  is  in  stable  equilibrium  the  potential  energy  is  a 
minimum,  and  any  possible  displacement  of  the  body  involves  the  raising 
of  the  centre  of  gravity,  and  therefore  the  expenditure  of  external  energy. 

As  an  example  of  stable  equilibrium  we  may  take  a  book  lying  on  a 
horizontal  table  (Fig.  85).  In  this  position  the  centre  of  gravity  of  the 
book  is  as  low  down  as  pos-  ^^ 

sible,  and  any  displacement,  D^ 

except  sliding  along  the  table         A  ^^^^^^ 

which  does  not  alter  the  body's         ^ 

state  of  equilibrium,  such  as 

that  shown  at  B,  involves  the 

raising  of  the  centre  of  gravity.  Fig.  8$. 

In  unstable  equilibrium  any 
slight  displacement  tends  to  lower  the  centre  of  gravity,  the  potential 
energy  being,  in  this  form  of  equilibrium,  a  maximum.  The  potential 
energy  tending  to  change  into  kinetic  energy,  a  very  slight  disturbance 
may,  in  unstable  equilibrium,  produce  a  very  grcftit  displacement,  for  this 
displacement  does  not  require  the  supply  of  external  energy  to  the 
system  in  order  for  it  to  take  place. 

In  neutral  equilibrium,  there  is  no  change  in  the  potential  energy 
when  the  body  is  displaced,  the  centre  of  gravity  remaining  at  the  same 
height.  A  sphere  resting  on  a  horizontal  table  is  an  example  of  neutral 
equilibrium. 

We  may  somewhat  generalise  the  above  statements  with  reference  to 
the  equilibrium  of  a  body  under  the  action  of  gravity,  and  say  that  any 
system  in  equilibrium  under  the  influence  of  any  force  (mechanical, 
electrical,  magnetic,  chemical,  &c.)  whatever,  is  in  stable  or  unstable 
equilibrium  according  as,  when  slightly  disturbed  from  the  position  of 
equilibrium,  its  potential  energy  is  increased  or  decreased  by  the  dis- 
placement. If  when  disturbed  the  potential  energy  of  the  system 
remains  the  same,  then  the  equilibrium  is  neutral. 
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112.  Simple  Pendulum.— A  heavy  particle  suspended  by  a  perfectly 
flexible  weightless  thread  forms  what  is  called  a  simple  pendulum. 
Although  it  is  impossible  to  realise  a  simple  pendulum,  we  may  closely 
approach  the  required  conditions  if  we  suspend  a  small  metal  sphere  by 
a  long  and  very  thin  thread.  The  distance  between  the  point  of  support 
and  the  centre  of  the  metal  sphere  will  then  be  the  length  (J)  of  the 
simple  pendulum. 

Let  OA  (Fig.  86)  be  a  simple  pendulum  in  its  position  of  rest.  Suppose 
the  pendulum  deflected  from  its  position  of  rest  to  the  position  OB.  Urn 
is  the  mass  of  the  pendulum  bob,  then  we  have 
a  force  mg  acting  through  B  vertically  down- 
wards, i.e,  parallel  to  OA.  This  force  may  be 
resolved  into  a  component  mg  cos  0  along  OB, 
where  0  is  the  angle  aob,  and  a  component 
mg  sin  B  along  bc,  the  tangent  to  the  circular 
arc  along  which  the  bob  moves.  The  first  of 
these  components,  namely  tliat  along  bd,  does 
not  tend  to  bring  the  pendulum  back  to  its  equi- 
librium position,  but  simply  causes  a  tension  in 
the  supporting  thread.  The  other  component, 
mgsxn  6  along  BC,  on  the  other  hand,  tends  to 
bring  the  pendulum  back  to  its  undisturbed 
position.  Since  mg  is  constant,  whatever  the 
displacement,  it  follows  that  the  force  of  restitu- 
tion is  proportional  to  the  sine  of  the  angle  through  which  the  pendulum 
is  displaced.  The  distance  through  which  the  pendulum  has  been  dis- 
placed is  the  length  of  the  arc  ab,  and  is  equal  to  /^,  where  /  is  the  length 
(ob)  of  the  pendulum.  The  ratio  of  the  force  of  restitution  to  the  dis- 
placement is  therefore 

mgsxn  0     ^^^^.^^.     sin  6 
~-fQ — =  constant  x  —3-. 


Fig.  86. 


Now  it  has  been  shown  in  §  51  that  when  a  body  moves  in  a  S.H.M. 
the  acceleration  is  proportional  to  the  displacement.  Hence,  as  the 
force  acting  on  a  body  is  proportional  to  the  acceleration  it  produces 
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(Newton's  second  law),  it  follows  that  the  force  which  must  act  on  a 
body  to  cause  it  to  execute  a  S.H.M  must  be  proportional  to  the  dis- 
placement. Thus  if  a  body  moves  from  rest  so  that  the  force  tending  to 
bring  it  back  to  its  position  of  rest  is  proportional  to  its  displacement,  or 
that  the  ratio  of  the  force  of  restitution  to  the  displacement  is  constant, 
the  body  will  execute  a  simple  harmonic  motion.  Hence  if  the  quantity 
sin  B\B  is  constant  a  pendulum  will  execute  a  S.H.M. 

The  following  table  gives  some  values  of  the  ratio  sin  Q\^  for  different 
values  of  B : — 


Degrees. 

Radians =^. 

Sin^. 

Sin  eiQ, 

O*  10' 

.002909 

.002909 

1. 0000 

o"  30' 

.008727 

.008727 

1. 0000 

I'  0' 

.017453 

.017452 

1. 0000 

2*  0' 

.034907 

.034900 

.9998 

3:  °: 

.052360 

.052336 

.9995 

.  lo'  0' 

•174533 

.173648 

.9949 

20'   0' 

.349066 

.342020 

.9798 

It  will  be  seen  that  for  values  of  B  up  to  2"  or  3°  the  quotient  s\n  0/0  is 
constant  to  within  one  part  in  500a    The  motion  of  a  pendulum  is  there- 
fore a  S.H.M.  as  long  as  the  angle  through  which  it  swings  is  not  too 
great.    The  table  also  shows  that  the  value  of  s\n  $1$  decreases  as  the 
angle  $  increases ;  this  means  that  for  large  displacements  the  force  of 
restitution  increases  more  slowly  than  the 
displacement,  and  hence  the  pendulum  will 
take  longer  to  complete  a  vibration  when 
the  displacement  is  large  than  it  does  when 
the  displacement  is  smalL 

113.  Time  of  Oscillation  of  a  Simple 
Pendulum.— In  §  51  it  has  been  shown 
that  in  a  S.H.M.  of  amplitude  a  the  maxi- 
mum velocity  is  wz,  where  «  is  the  angular 
velocity  in  the  circle  of  reference.  Since 
«>=2ir/7",  where  T  is  the  periodic  time  of 
the  S.H.M.,  the  maximum  velocity  is  equal 
to  27r«/  T,  Hence  the  kinetic  energy  of  the 
simple  pendulum,  of  which  the  bob  has  a 
mass  M^when  it  passes  through  its  posi- 
tion of  equilibrium,  is  27r*a*/«/7^.  If  we 
consider  that  the  pendulum  has  no  potential 
energy  when  it  is  in  its  position  of  equi-  _ 

librium,  the  whole  energy  when  it  passes 

through  this  point  is  kinetic,  and  is  equal  to  2'R^a^mlJ\    When  the 
pendulum  is  at  the  extremity  of  its  swing  it  is  momentarily  at  rest,  hence 
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it  possesses  no  kinetic  energy,  the  whole  of  the  energy  being  potential 
energy. 

Let  o  (Fig.  87)  be  the  point  of  suspension  of  the  pendulum,  OA  the 
position  of  rest,  and  OB  the  position  of  maximum  positive  elongation. 
Then  when  the  bob  is  at  B  it  has  been  raised  against  gravity  through 
a  height  AC,  hence  its  potential  energy  is  mg  AC  (§  76). 

Since  the  triangles  ABC,  adb  are  similar, 

'AC    TTb 
Ai'AD 

AD 
Since  

we  have  

AC^dJ^ 

2/        ^ 

Hence  the  potential  energy  when  the  bob  is  at  rest  at  the  extreme 

elongation  is  

mzAll^ 
2/ 

The  whole  of  the  energy  of  the  vibrating  pendulum  being  kinetic  at  A 
and  potential  at  B,  and  since  the  energy  at  A  must  be  equal  to  the  energy 
at  B,  we  get  

In  this  equation  a  is  the  arc  ab,  and  ab  is  the  chord  of  this  arc.  If  the 
amplitude  of  the  vibrations  are  sufficiently  small,  the  chord  may  be  taken 
as  equal  to  the  arc,  and  then 

glil^iirV-n, 

It  must  be  remembered  that  this  expression  only  holds,  and  the  vibra- 
tions are  only  isochronous,  i.e.  the  periodic  time  T  independent  of  the 
amplitude,  when  the  amplitude  of  the  pendulum  is  small. 

Another  method  of  obtaining  the  expression  for  the  period  of  a  simple 
pendulum  is  as  follows.  It  has  been  shown  in  §  51  that  in  the  case  of  a 
S.H.M.,  when  the  displacement  is  d  the  acceleration  is  ^/o)*,  where  o)  is 
the  angular  velocity  in  the  circle  of  reference.    The  force  acting,  which  is 
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equal  to  the  product  of  the  mass  into  the  acceleration,  is  therefore  equal 
to  mdfi?^  where  m  is  the  mass  of  the  pendulum  bob. 

It  has  been  shown  in  §  112  that  the  force  of  restitution,  when  the 
displacement  is  /^,  is  mg  sin  Q  ;  hence,  putting  IQ  for  d  in  the  expression 
for  the  force  of  restitution  in  the  preceding  paragraph,  and  then  equating 
the  two  expressions,  we  get 

or,  since  «=27r/7',  where  T  is  the  period  of  the  vibration, 

T        n^        n         5~ 

V  ^  sm  Q 
If  the  amplitude  of  the  vibration  is  so  small  that  ^/sin  ^=  i,  we  get 


-vi. 


the  expression  found  before.  The  numbers  given  in  the  table  on  p.  T29 
show  that,  if  the  amplitude  does  not  exceed  3°,  the  above  expression  gives 
Ihe  time  of  vibration  correct  to  about  i  in  5000. 
4 —  114.  The  Compound  Pendulum.-^Jf  it  were  possible  to  construct  a 
■  pendulum  with  a  sufficiently  small  bob,  and  a  suspending  thread  so  thin 
and  flexible  that  it  could  be  regarded  as  a  simple  pendulum,  we  might 
employ  it  to  measure  gy  the  acceleration  of  gravity.  For,  rewriting  the 
expression  obtained  in  the  last  section,  we  get 


S         y-a 


47r2/ 


Hence,  ilthejfingth  (/)  and  the  periodic  time  ( T)  of  a  simple  pendulum 
are  observed,  we  may  calculate  g. 

Although  it  is  physically  impossible  to  realise  a  simple  pendulum,  it 
is  pgssihk-todetenniae  what  would  be  the  length  of  the  simple  pendulum, 
which  would  vibrate  with  the  same  period  as  a  pendulum  of  any  given 
form  ;  this  operation  is  called  finding  the  length  of  the  equivalent  simple 
pendulum. 

We  may  look  upon  any  actual  pendulum  as_built  u^  of  a  number  of 
material  particles.  Each  of  these  particles,  since  it  is  at  a  fixed  distance 
from  the  point  of  support,  tends  to  oscillate  as  a  simple  pendulum  with  its 
fiwn  pmp^f  p*>riod ;  but  as  the  distances  between  the  various  particles 
and  the  point  of  support  are  different,  the  periods  in  which  the  particles 
tend  to  oscillate  are  different.     However,  since  they  are  all  rigidly  con- 
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nected  together,  they  are  all  obliged  to  oscillate  with  the  same  period. 
Thus  some  of  the  particles  will  be  obliged  to  oscillate  faster  than  their 
natural  period,  while  others  will  be  obliged  to  oscillate  more  slowly. 
There  will,  however,  always  be  ^t  least  one  particle  which  will  oscillate 
in  its  own  natural  period,  and  the  distance  between'?his  particle  and  the 
point  of  support  will  be  the  length^of  the  equivalent  simple  pendulum. 
That  point  in  a  pendulum  wKere  the  particles  are  oscillating  with  the 
same  period  as  they  would  have  if  they  were  the  bobs  of  simple  pendu- 
lums suspended  from  the  same  point  of  support  as  the  actual  pendulum, 
is  called  the  centre  of  oscillation^  the  point  of  support  being  called  the 
centre  of  suspension. 

From  what  has  been  said,  it  will  be  seen  that  if  the  whole  mass  of  the 
pendulum  is  supposed  to  be  concentrated  at  the  centre  of  oscillation,  so 
as  to  form  a  simple  pendulum,  then  the  period  of  this  simple  pendulum 
would  be  the  same  as  that  of  the  compound  pendulum.  For  many  pur- 
poses it  is  convenient  to  consider  that  the  whole  mass  of  a  compound 
pendulum  is  concentrated  at  its  centre  of  oscillation. 

There  are  many  very  interesting  properties  of  the  centre  of  oscillation 
— ^to  prove  which  would  involve  more  matlierhatics~{han  ir-!»-pos^le 
to  introduce  into  these  pages — which  may  with  advantage  be  stated 
1  here:  (i)  The  centre  of  oscillation  and  the  centre  of  suspension  ate 
j  -ixileichaQgeable.  Thus  the  period  of  a  compound  pendulum  will  be 
\  unaltered  if  it  is  suspended  from  its  centre  of  oscillation,  and  the  old 
I  centre  of  suspension  will  then  be  the  new  centre  of  oscillation.  (2)  If  the 
pendulum  is  struck  a  blow  at  its  centre  of  oscillation  it  will  rotate  round' 
the  centre  of  suspension,  but  the  bjow  will  not  produce. any  j;)rfi55ULfiLpn 
the  axle  or  knife-edge  by  means  of  which  the  pendulum  is  supported. 
For  this  reason  the  centre  of  oscillation  is  often  called  the  centre  of 
percussion.  A  familiar  example  of  the  above  property  of  the  centre  of 
oscillation  occurs  when  a  ball  is  struck  with  a  cricket-bat.  If  the  ball  is 
struck  with  a  certain  part  of  the  bat,  the  impact  is  not  felt  by  the  hands 
of  the  striker ;  if,  however,  the  bat  is  struck  either  higher  up  or  lower 
down,  a  distinct  **  sting "  is  felt  in  the  hands.  When  no  sting  is  felt,  the 
ball  has  been  struck  with  the  part  of  the  bat  which  is  the  centre  of 
oscillation  corresponding  to  the  centre  of  suspension  where  the  bat  is  held 
in  the  hands.  (3)  If  a  body  is  so  placed  that  it  is  free  to  turn  in  any 
way,  say  by  being  floated  on  water,  and  is  struck  at  a  point  A  ;  then  if, 
under  the  influence  of  the  blow,  it  moves  so  that  a  point  B  remains  at 
rest,  the  points  A  and  B  will  be  to  one  another  in  the  position  of  centre 
of  suspension  and  centre  of  oscillation. 

116.  Rater's  Reversible  Pendulum.— Captain  Kater  in  181 8  made 
use  of  the  fact  that  the  centres  of  suspension  and  oscillation  are  inter- 
changeable, to  obtain  the  distance  between  these  centres,  or,  in  other 
words,  the  length  of  the  equivalent  simple  pendulum,  and  from  this  the 
value  of  the  acceleration  of  gravity  (  f ).     Kater^s  pendulum  consists  of  a 
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metal  rod  AB  (Fig.  88),  which  carries  at  one  extremity  a  heavy  lens-shaped 
mass  c.  Two  steel  knife-edges  N^  and  N^  are  fixed  to  this  rod  with  their 
edges  turned  towards  one  another,  and  at  such  a  dis- 
tance that  the  pendulum  vibrates  with  very  nearly  the 
same  period  whether  it  is  suspended  from  one  or  the 
other.  In  order  to  allow  of  the  time  of  vibration  about 
these  two  knife  -  edges  being  exactly  adjusted  to 
equality,  two  movable  metal  pieces  (d  and  £)  fit  round 
the  rod.  The  heavier  of  these  pieces  (d)  can  be  firmly 
fixed  to  the  rod  by  means  of  clamping  screws,  and 
the  lighter  piece  (e)  is  attached  to  the  other  by  a  fine 
screw.  The  two  pieces  are  moved  till  the  adjustment 
to  equal  periods  is  very  nearly  complete,  then  the 
position  of  the  lighter  piece  (e)  is  finally  adjusted  by 
means  of  the  screw  till  the  periods  are  exactly  equal. 
When  this  adjustment  is  complete,  the  distance  be- 
tween the  knife-edges  is  equal  to  the  length  of  the 
equivalent  simple  pendulum,  which  would  vibrate  with 
the  same  period  as  the  reversible  pendulum.  This 
time  of  vibration  is  then  very  carefully  determined  by 
comparison  with  a  clock,  the  rate  of  which  is  itself 
determined  by  astronomical  observations  on  the  stars 
made  with  a  transit  instrument. 

116.  Variations  in  the  Value  of  g  at  Different 
Parts  on  the  Earth's  Surface.— If  the  earth  were 
a  perfect  sphere  of  uniform  density,  or,  at  any  rate,  if 
it  were  built  up  of  spherical  shells,  each  shell  being  of 
uniform  density,  the  attraction  exerted  by  the  earth 
on  a  given  mass  would  be  the  same  at  all  points  on 
the  earth's  surface.  Since,  however,  the  earth  is  really 
a  spheroid,  the  diameter  through  the  poles  being  about 
42  kilometres  less  than  the  minimum  equatorial  dia- 
meter, the  value  of  g  is  greater  at  the  poles  than  at 
"^e  equator.  The  fact  that  the  earth,  and  therefore 
any  body  on  the  surface  of  the  earth,  is  in  rotation 
about  the  polar  axis,  also  makes  the  value  of  g  less 
at  the  equator  than  at  the  poles  ;  the  reason  being 
that,  as  a  body  on  the  earth's  surface  is  moving  in  a 
circle,  part  of  the  force  exerted  by  the  earth's  gravita- 
tional attraction  is  required  to  keep  the  body  from 
flying  off  along  a  tangent,  i.e,  is  used  in  neutralising  the  so-called 
centrifugal  force. 

The  amount  by  which  the  weight  of  a  body  at  the  equator  is  less  than  the 
force  with  which  the  earth  attracts  it,  can  be  easily  calculated,  as  follows : — 

If  I<  is  the  radius  of  the  earth,  then  the  force  along  the  radius  neces- 
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Fig.  88. 
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sary  to  keep  a  body  having  a  mass  of  i  gram  moving  in  a  circle  of  radius 
R  is  (see  §  42)  (^)  V  =  ^  dynes. 

Now  R=6.S7  X  10*  cm.,  and  7'=86i64  sec.  (one  sidereal  day). 

Hence  the  "centrifugal  force  "  =  "/oi^  xj-  =3-4  dynes. 

Since  at  the  equator  the  value  of  ^  is  978.0  cm./sec.*,  or  the  weight  of 
body  having  a  mass  of  i  giam  is  978.0  dynes,  it  follows  that  if  the  earth 
were  at  rest  the  weight  of  the  body  would  be  981.4  dynes. 

At  the  poles  the  weight  of  a  body  is  unaffected  by  the  rotation  of  the 
earth,  and  hence  g  is  not  diminished  on  this  account. 

According  to  Helmert,  the  value  oi g  at  a  place  in  latitude  ^  and  at 
the  sea-level  is  given  by  the  equation 

^=977.989(1+0.0052  sin  V)  cm./sec.*, 
or =32.0862(1 +0.0052  sin  *0)  foot/sec*. 

The  following  table  gives  the  value  of  ^  at  a  few  places  : — 


• 

Value  of  ^  in 

Latitude. 

Cm./sec.2        ,       Footysec2. 

Equator         .        .                    0 

977.99 

32.085 

Latitude  45** 

•  '        45° 
48^50' 

980.60 

32.172 

Paris     . 

980.96 

32.184 

Greenwich 

5i>' 

981.17 

32.191 

Berlin    . 

52^30' 

981.26 

32.194 

Dublin  . 

53°2i' 

981-32 

32.196 

Manchester 

53>9' 

981.34 

32.196 

Edinburgh 

•  ■        55=5/ 

981.54                   32.203 

Aberdeen 

57V 

981.64          1          32.206 

Pole      . 

90V 

983.21          1          32.258 

117.  Gravity  Independent  of  the  Nature  of  the  Matter.— The 
quantity  jf  in  the  expression  found  in  §  113  for  the  time  of  vibration  of  a 
simple  pendulum,  expresses  the  acceleration  with  which  the  bob  would 
fall  in  vacuo  under  the  influence  of  the  earth's  attraction.  For,  in 
obtaining  that  formula,  we  called  the  force  with  which  the  earth  attracts 
the  bob  mg ;  in  other  words,  we  have  measured  the  force  by  the  product 
of  the  mass  of  the  body  into  the  acceleration  it  produces.  Suppose, 
however,  that  equal  masses  of  two  different  substances,  say  brass  and 
stone,  as  defined  according  to  Newton's  second  law  (see  §  60),  are  not 
equally  attracted  by  the  earth,  so  that  the  gravitational  force  between 
two  bodies  depends  not  only  on  their  mass,  but  on  the  nature  of 
the  substance  of  which  the  bodies  are  formed.     Under  these  circum- 
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stances,  the  value  of  g  obtained  by  pendulum  observations  from  the 

would  depend  on  the  nature  of  the  material  of  which  the  pendulum  bob 
is  formed.  That  such  a  difference  might  quite  well  be  expected,  will  be 
seen  if  we  remember  that  equal  masses  are  defined  to  be  such  that  a 
given  force  produces  in  them  equal  accelerations,  while  in  the  case  of 
many  other  cases  of  attraction  exerted  between  bodies,  such  as  the  force 
exerted  on  a  body  by  a  magnet,  the  magnitude  of  the  force  depends  on 
the  nature  of  the  material  of  which  the  body  is  composed. 

The  first  to  investigate  whether  the  weight  of  a  body  was  proportional 
to  its  mass  was  Newton.  He  employed  in  the  first  place  two  pendulums 
of  the  same  length  (/),  and  having  bobs  made  of  the  same  material  but  of 
different  mass  {m^  and  m^.  Suppose  g^  and  g^  are  the  accelerations 
which  the  earth's  attraction  would  produce  in  the  masses  m^  and  pt^ 
respectively,  then  the  force  {F^)  with  which  the  earth  attracts  the  first 
mass  is  ^i^i,  and  that  (/^s)  with  which  it  attracts  the  second  mass  is 
m^g^     Hence 

g,^Lv^ndg,A 

But  by  the  law  of  the  simple  pendulum 

^j  =  ^    .and^2=i 

where  /j  and  /j  are  the  periodic  times  of  the  pendulums.  Equating  the 
expressions  for^^  and  for^j,  we  get 

Hence  if,  as  Newton  found  was  the  case,  the  periodic  times  of  the  pen- 
dulums are  the  same,  i.e.  if  /i^/j,  then 

and  therefore  the  forces  exerted  by  the  earth  on  two  bodies  of  the  same 
material  {i.e,  the  weights)  are  to  one  another  as  the  masses  of  the  bodies. 
Newton  then  proceeded  to  experiment  with  pendulums  the  bobs  of 
which  were  made  of  different  materials,  but  which  were  all  of  the  same 
length,  and  he  was  unable  to  detect  any  difference  in  the  periodic  times, 
so  that  the  value  of  g  was  the  same  whatever  the  material  of  the  bob. 
These  experiments  were  afterwards  repeated  in  a  much  more  accurate 
manner  by  Bessel,  in  1832.  Bessel  used,  as  the  bob  of  his  pendulum,  a 
hollow  brass  cylinder  which  could  be  filled  with  the  different  materials  to 
be  tested.    By  this  means  the  effect  of  the  resistance  of  the  air  on  the 
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time  of  oscillation  of  the  pendulum  remained  the  same,  since  the  surface 
of  the  bob  was  the  same  in  all  the  experiments. 

Bessel  found  that  the  values  of  ^,  as  determined  with  pendulums  of 
brass,  but  of  different  masses,  or  with  pendulums  of  various  materials, 
such  as  iron,  zinc,  lead,  silver,  gold,  meteoric  iron,  marble,  quartz,  water, 
&c,  did  not  differ  one  from  another  by  more  than  about  i  part  in  70,000. 
He  further  showed,  by  making  repeated  observations  with  the  same 
pendulum,  that  the  differences  obtained  were  of  about  this  magnitude,  so 
that  such  small  variations  in  the  value  of  ^  as  were  obtained  must  be  set 
down  to  experimental  error. 

118.  The  Pendulum  as  a  Measure  of  Time.— The  property  of  the 
pendulum  that,  so  long  as  the  maximum  amplitude  is  small,  the  period 
of  vibration  is  independent  of  the  amplitude  of  the  vibrations,  has  re- 
ceived a  most  important  practical  application  in  the  employment  of  the 
pendulum  in  the  measurement  of  time.  In  order  to  employ  a  pendulum 
as  a  timekeeper,  we  require  to  supplement  it  by  some  mechanism  which 
shall,  in  the  first  place,  count  the  number  of  oscillations  of  the  pendulum ; 
and,  in  the  second  place,  keep  the  pendulum  swinging  by  supplying 
enough  energy  to  allow  for  the  energy  which  it  loses  in  friction  at  its 
point  of  support  and  against  the  air.  The  necessary  energy  is  stored  up 
in  a  raised  weight,  a  bent  spring,  or  an  electric  battery,  and  is  doled  out 
to  the  pendulum  at  the  proper  rate  by  the  mechanism  which  is  employed 
to  count  the  oscillations,  and  which  is  called  the  escapement.  Although 
space  will  not  permit  of  describing  the  forms  of  escapement  in  general 
use,  we  may,  by  a  consideration  of  the  laws  of  the  pendulum,  arrive  at 
the  characteristic  which  should  distinguish  a  good  escapement. 

Suppose  that  a  pendulum  OA  (Fig.  89)  is  swinging  so  that  B  and  D 

are  the  positions  of  maximum  elongation,  and  that  at  the  moment  when 

the  pendulum  is  passing  through  its  position  of 

rest  (a),  moving  from  right  to  left,  we  give  the 

bob  a  sudden  blow  in  the  direction  of  the  arrow. 

The  result  will  be  that  the  pendulum  will  start 

its  elongation  on  the  left  side  with  a  greater 

velocity  than  it  would  otherwise  do,  but  it  will 

reach  its  new  position  of  maximum  elongation 

C  in  exactly  the  same  time  as  it  would  have 

reached  its  old  position  of  maximum  elongation 

B,  since  we  have  only  increased  the  amplitude 

yO  of  the  vibrations,  and  the  time  of  vibration  is 

E  independent  of  the  amplitude.*     Next,  suppose 

A  **         that  the  blow  is  delivered  when  the  pendulum 

Fig.  89.  IS  at  its  position  of  maximum  elongation  D.     It 

will  now  move  from  D  with  the  velocity  it  would 

have  had  if  it  had  come  from  some  point  such  as  E,  and  will  therefore 

^  I'he  amplitude  being  of  course  small,  and  nothing  like  as  large  as  that  shown  in 
the  figure. 


Digitized  by 


Google 


§"9] 


Bifilar  Pendulum 


13; 


reach  its  position  of  rest  A  in  less  than  a  quarter  period,  for  it  has  moved 
from  its  position  of  maximum  elongation  D  to  its  position  of  rest  A  with 
a  velocity  greater  than  it  would  naturally  possess  suppose  no  blow  had 
been  struck.  The  effect,  therefore,  of  striking  the  pendulum  a  blow 
when  at  D  is  to  shorten  its  period  of  vibration  for  the  next  quarter 
period.  In  the  same  way,  if  the  blow  had  been  struck  in  the  opposite 
direction  it  would  have  retarded  the  motion  of  the  pendulum.  Thus  it 
can  be  shown  that  if  we  attempt  to  keep  up  the  movement  of  the  pendu- 
lum by  supplying  it  with  energy,  we  must  only  do  this  when  it  is  passing 
through  its  position  of  rest,  for  if  we  interfere  with  the  free  swing  of  the 
pendulum  during  any  other  part  of  its  swing  the  period  of  the  pendulum  will 
be  affected.  Hence  a  good  escapement  is  so  arranged  as  to  give  a  small 
impulse  to  the  pendulum  each  time  it  passes  through  its  position  of  rest,  but 
to  allow  the  pendulum  to  move  quite  freely  during  the  rest  of  its  swing. 

119*.  Bifllar  Pendulum.— If  a  rigid  body,  such  as  a  metal  bar,  ab 
(Fig.  90),  is  suspended  by  means  of  two  strings  CD  and  EF  of  equal  length 
/,  so  that  the  centre  of  gravity  G  lies  between  A 
and  6  ;  then,  so  long  as  there  is  no  torsion  in  the 
suspending  strings,  the  bar  will  take  up  a  posi- 
tion of  equilibrium  such  that  CD  and  £F  are 
both  in  the  same  vertical  plane.  Such  an 
arrangement  is  called  a  bifilar  pendulum,  and 
when  the  bar  ab  is  twisted  about  a  vertical 
axis,  it  will  be  acted  upon  by  a  couple  tending  to 
restore  it  to  its  position  of  rest  In  order  to  find 
the  magnitude  of  the  restoring  couple,  we  will 
suppose  that  CE  is  equal  to  DP,  ue,  that  when  the 
bar  is  in  its  position  of  equilibrium  the  suspend-  >  1  ■. -^■'»'  j 
ing  strings  are  parallel  Further,  we  shall  sup- AL^^[2lII 
pose  that  the  centre  of  gravity  of  the  bar  lies  '''""^''  ^ 
exactly  half-way  between  D  and  F,  so  that  half  Fig.  9a 

the  weight  of  the  bar  is  carried  by  each  string. 

If  then  the  mass  of  the  bar  is  w,  we  may,  if  we  like,  consider  that 
we  have  two  masses,  each  equal  to  m/2,  one  at  D  and  the  olher  at  F, 
and  that  they  are  rigidly  connected  by  a  weightless  rod  df.  Let 
this  rod  DF  (Fig.  91)  be  twisted  through  an  angle  ^,  so  that  each  of 
the  suspending  threads  now  makes  an  angle  ^  with  its  former  posi- 
tion. Considering  one  end  only,  let  CD  (Fig.  92)  be  the  undisturbed 
position  of  one  of  the  suspending  threads,  and  CD'  the  disturbed  position. 

Then  we  have  a  force  of  — .^  acting  at  D'  vertically  downwards.    This 

force  must  be  resolved  horizontally  and  along  CD'  produced.  In  the 
triangle  d'kh  the  angle  d'hk  is  equal  to  ^.     Hence  the  component 

along  d'k  is  equal  to  —^^  =  'V  tan  ^ 

2    D  H      2 
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This  force  acts  along  DjD/  in  the  right  hand  part  of  the  figurev 
which  represents  a  plan  of  the  arrangement.  Therefore  the  moment  of 
the  force  about  G  is 


But 


m  ^  — 

---  ,g  tan  <p .  GK. 

GK^DxG  cos  -  =  -  cos  -> 

A  2      2  2 


where  a  is  the  distance  DF  between  the  suspending  threads. 

|C 


Fig.  92. 


Hence  the  moment  about  G  is 


,e 


^^  cos  - .  tan  d>. 
4  2^ 

Now  tan  0==^=i^«?^i4^= Ji^l5-i,  and  for  small  deflections, 
CL       CL         CL         CL 

t\t\  small  values  of  0,  CL  is  very  nearly  equal  to  CD,  />.  /. 
Hence  the  restoring  moment  is  equal  to 

me'a-   .    0        0 

— '--,  -  sm  -  cos  -, 

4/  2        2 


or 


-X.    sm  c/ ;  smce  2  sm  ^  cos    =sm  0. 
8/  22 


Therefore  the  total  restoring  moment,  taking  into  account  the  two  ends, 

'''•^fsina 
4/ 

From  this  expression  we  see  that  the  moment  of  the  restoring  forces  is 

Digitized  by  VjOOQIC  ^ 


8  i2o] 


The  Ballistic  Pendulum 


139 


proportional  to  the  sine  of  the  angle  of  deflection  {ff) ;  hence,  just  as  in 
the  case  of  the  simple  pendulum,  so  long  as  Q  is  small,  and  therefore 
sin  B  practically  proportional  to  ^,  the  system  will 
execute  oscillations  which  form  a  simple  harmonic 
motion. 

The  bifilar  pendulum  can  also  be  used  to  mea- 
sure experimentally  the  moment  of  a  couple,  for  if 
the  couple  produce  a  twist  of  6^,  then  the  moment 
is  given  by  the  expression  found  above. 

120.  Ballistic  Penduium.— Suppose  we  have  a 
heavy  block  A  (Fig.  93)  of  mass  M  suspended 
by  a  thread  of  length  /  from  a  point  O,  and  that 
a  bullet  of  mass  m  moving  in  a  horizontal  direction 
with  a  speed  v  strikes  A  opposite  its  centre  of 
oscillation,  and  sinks  into  the  block.  From  what  has  been  said  in  §  114, 
it  follows  that  under  these  circumstances  the  block  A  will  move  in  a 
circle  with  O  as  centre,  and  will  not  be  set  into  rotation  about  a  vertical  axis. 
Let  B  be  the  maximum  elongation  of  the  block,  then  the  work  done 
against  gravity  while  the  block,  with  the  bullet  imbedded,  has  moved 
from  its  position  of  rest  to  its  maximum  elongation  is  (M-^rn^,  oL 

But  CA=OA-OC=/(i-cos  Q\ 

Hence  the  work  done  against  gravity  is 
^/(i-cos^)(A/+w). 

Now  if  V  is  the  velocity  with  which  the  block  and  the 
imbedded  bullet  move  immediately  after  impact  we  have 
(§86):—  (M-^m)V^mv. 

Hence  the  kinetic  energy  of  the  block  and  bullet 
immediately  after  impact  is 

i{M+m)y*  or        ^^y  ,. 

^  2(J/+W) 

Equating  the  two  expressions  we  have  found  for  the 
energy  of  the  block  and  imbedded  bullet  we  get 

^(^r^)=^Ki  -  cos  e)(M+m) 


or 


v=— ^-    ^2^/(1  -cos  0), 


Fig.  94. 


so  that,  by  observing  the  angle  0,  the  velocity  of  the  bullet  when  it  struck 
the  block  can  be  calculated. 

In  order  to  prevent  the  possibility  of  the  block  being  set  in  rotation, 
and  hence  the  utilisation  of  part  of  the  kinetic  energy  of  the  bullet  in 
setting  up  this  rotation,  it  is  usual  to  suspend  it  by  eight  strings,  as 
show  in  fig.  94.  When  thus  suspended  the  block  itself  cannot  be  set  in 
rotation. 
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CHAPTER  XV 
PROPERTIES  OP  MATTER 

121.  General  Properties  of  Matter.—We  have,  in  §  2,  defined 
matter  as  that  which  can  occupy  space,  and  in  the  subsequent  pages  we 
have  dealt  with  certain  of  the  more  general  properties  which  matter 
possesses.  Thus  we  find  that  matter  always  exists  in  a  definite  quantity, 
so  that  we  say  that,  as  far  as  we  are  able  to  tell,  every  body  has  a 
definite  mass.  Another  property  of  matter  which  is  quite  general,  being 
shared  by  all  kinds  of  matter  alike,  is  extension,  i.e,  every  piece  of 
matter  must  occupy  some  definite  volume  of  space,  and  in  fact  we  have 
used  this  property  to  define  matter. 

Another  property  of  matter  intimately  related  to  the  last  is  that  of  im- 
penetrability, or  that  two  portions  of  matter  cannot  occupy  the  same  space. 
Since,  however,  under  certain  circumstances,  the  volume  of  a  mixture  of 
two  kinds  of  matter  is  sometimes  less  and  sometimes  greater  than  the 
sum  of  the  volumes  of  the  two  constituents,  we  are  obliged  to  introduce 
certain  restrictions  into  the  statement  that  matter  is  impenetrable. 

If  50C.C  of  alcohol  is  mixed  with  50  c.c.  of  water,  the  volumes  of  the  mix- 
ture, instead  of  being  100  c.c,  is  only  about  97  c.c  It  would  thus  appear 
that  the  water  and  alcohol  are  able  to  a  certain  extent  to  interpenetrate. 

We  may,  however,  regard  matter  as  built  up  of  a  number  of  small 
masses  called  molecules,  and  suppose  that  even  in  the  case  of  a  solid  or 
liquid  these  molecules  are  not  in  actual  contact,  but  that  there  exist 
interspaces  which  are  unfilled  by  matter.  Thus,  although  the  molecules 
may  be  rigorously  impenetrable,  yet  under  certain  circumstances  we 
may  suppose,  either  that  fresh  molecules  can  be  packed  in  the  interstices, 
or  that  the  molecules  can  be  packed  closer  together,  and  hence  the  volume 
of  the  body  as  a  whole  may  be  reduced. 

That  bodies  in  general  are  porous,  />.  that  there  exist  pores  or 
channels  in  bodies,  which  to  the  eye,  and  even  in  some  cases  under  the 
highest  powered  microscope,  appear  quite  solid  and  impervious,  is  evi- 
dent by  many  experiments.  Thus  Bacon,  when  he  attempted  to  compress 
water  by  squeezing  a  lead  sphere  filled  with  water,  found  that  the  water 
exuded  through  the  pores  of  the  lead  and  stood  in  beads  on  the  surface. 
In   the  somewhat  more   famous  experiment  made  by  the   Florentine 
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Academicians,  in  which  the  water  was  enclosed  in  the  first  place  in  a 
silver  sphere,  and  thereafter  in  a  silver  sphere  which  had  been  thickly 
gilded,  the  same  result  was  obtained,  the  water  passing  through  the  silver 
and  gold.  In  a  later  section,  when  dealing  with  osmotic  pressure,  we 
shall  see  what  use  may  be  made  of  the  porosity  of  certain  materials. 

Another  property  of  matter  is  divisibility,  that  is,  all  such  portions  of 
matter  as  we  are  acquainted  with  can  be  subdivided.  The  interest  of  the 
study  of  this  property  of  matter  arises  when  we  consider  whether  it  would 
be  possible,  supposing  we  had  suitable  means,  to  continue  subdividing  a 
given  piece  of  matter,  say  gold,  indefinitely,  or  whether  we  should  finally 
arrive  at  such  a  condition  that  if  we  subdivided  the  excessively  minute  piece 
of  gold  under  test,  the  portions  would  no  longer  possess  the  properties  of 
gold,  but  be  some  new  kind  of  matter  of  which  we  may  consider  gold  to 
be  built  up.  Considerations  of  the  relations  between  the  quantities  of 
different  kinds  of  matter  which  are  found  by  chemical  analyses  to  build 
up  all  known  compounds,  seem  to  point  conclusively  to  the  conclusion 
that  matter  is  not  infinitely  divisible,  but  that  we  should  finally  arrive  at 
the  ultimate  particle  of  the  given  kind  of  matter,  so  that  if  we  did  succeed 
in  carrying  the  subdivision  any  further,  we  should  no  longer  have  this 
kind  of  matter,  but  should  have  split  it  up  into  its  components.  Hence 
we  suppose  that  for  every  kind  of  matter  there  exists  some  particle  which 
is  the  smallest  that  can  possibly  exist. 

Although  we  cannot  hope  to  prepare  such  an  ultimate  particle  by 
physical  subdivision,  it  is  interesting  to  note  some  of  the  examples  of 
extreme  tenuity  which  have  been  obtained.  Ordinary  gold-leaf,  which  is 
prepared  by  beating  out  a  small  nodule  of  gold  between  two  pieces  of 
skin,  has  a  thickness  of  alx>ut  1/300,000  inch,  or  8.2  x  io~°  centimetre  ; 
and  Faraday  has  shown  that  the  thickness  can  be  very  much  further 
reduced  by  immersing  it  in  cyanide  of  potassium,  which  dissolves  the 
surface.  It  has  been  found  possible  to  rule  parallel  lines  on  a  polished 
piece  of  glass  at  a  distance  of  1/100,000  inch  (10  ')  or  2  5  x  io~^  centi- 
metre from  one  another.  By  melting  a  small  piece  of  quartz  in  an  oxy- 
hydrogen  blowpipe,  it  is  possible  to  prepare  threads  of  quartz  having 
a  diameter  of  less  than  a  hundred  thousandth  (io~^)  of  an  inch,  or 
2.5  X  ic*  centimetre. 

The  whole  science  of  chemistry,  as  far  at  any  rate  as  it  is  a  quantita- 
tive science,  is  based  on  the  supposition  that  by  no  possible  means  can 
the  quantity  of  matter  be  altered,  so  that  if  the  mass  of  the  matter  within 
a  given  space  is  found  to  alter  it  must  be  due  to  matter  having  passed 
into  or  out  from  the  given  space  through  its  boundary.  Chemistry  also 
teaches  that,  as  far  as  the  elements  are  concerned,  the  quantity  of  each 
element  in  any  given  space  cannot  be  altered  except  by  the  introduction 
or  withdrawal  of  such  element  through  the  boundary  of  the  space.  Hence 
matter  is  said  to  be  indestructible,  i,e.  we  can  neither  create  it  nor 
destroy  it,  nor  can  we  convert  one  element  into  another. 
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The  fact  that  Newton's  first  law  of  motion  is  found  to  apply  to  all 
kinds  of  matter  shows  that  inertia  is  one  of  the  general  properties  of 
matter.  The  universal  truth  of  Newton's  law  of  gravitation,  or  the  fact 
that  at  the  surface  of  the  earth  all  matter  possesses  weight,  constitutes  a 
property  of  matter. 

In  addition  to  the  above  properties,  which  are  common  to  matter  in 
all  its  forms,  and  are  therefore  called  general  properties  of  matter,  there 
are  other  properties  which  may  be  quite  different  for  the  different  kinds 
of  matter,  or  for  the  same  kind  of  matter  when  its  surroundings  or  state 
are  different,  and  are  consequently  called  contingent  properties  of  matter. 
We  shall  consider  these  properties  in  the  appropriate  sections  under  the 
headings  of  sound,  light,  &c.,  where  the  groups  of  phenomena  depending 
on  each  particular  property  are  dealt  with. 

122.  Elasticity. —When  a  system  of  forces  acts  on  a  portion  of  matter, 
although  they  may  not  produce  any  motion  of  the  body  as  a  whole,  yet 
they  may  produce  a  displacement  of  the  various  particles  of  the  body 
relatively  one  to  the  others.  Such  a  relative  motion  of  the  different 
portions  of  a  body  is  called  a  strain.  In  the  preceding  pages,  when  deal- 
ing with  the  action  of  forces  on  a  body,  we  have  supposed  the  body  to  be 
rigid  ;  that  is,  we  have  supposed  that,  however  great  the  forces  acting  on 
the  body,  they  did  not  produce  any  strain.  The  subject  of  the  strains  pro- 
duced in  different  kinds  of  matter  under  various  conditions  can,  in  such  a 
work  as  the  present,  be  only  dealt  with  in  a  very  rudimentary  manner. 

Strains  may  be  divided  into  two  classes,  according  as  to  whether  they 
consist  of  a  change  in  volume  of  the  body  or  a  change  in  shape. 

When  a  body  is  strained  by  the  application  of  external  forces  it  in 
general  resists  the  strain,  forces  being  called  into  play  by  the  relative 
displacement  of  its  parts  tending  to  cause  it  to  return  to  its  unstrained 
condition.  This  restoring  force,  called  into  play  owing  to  the  strain, 
is  called  a  stress. 

It  is  important  to  note  that  the  magnitude  of  the  stress  induced  in  a 
body  is  not  necessarily  always  equal  to  that  of  the  forces  applied  to  pro- 
duce the  strain.  Thus  it  requires  a  considerable  force  to  deform  or  strain 
such  a  body  as  a  lump  of  moist  clay ;  but  if  the  external  forces  are  removed, 
there  is  no  tendency  for  the  clay  to  regain  its  former  shape.  If,  however, 
the  deforming  forces  strain  the  body  till  the  stress  induced  is  such  as  just 
to  prevent  further  strain,  then  a  state  of  equilibrium  will  be  set  up,  and  the 
stress  will  be  exactly  equal  and  opposite  to  the  deforming  force.* 

A  body  which  offers  a  stress,  tending  to  restore  the  body  to  its 
original  condition  when  it  is  strained,  is  said  to  be  elastic  or  to  possess 
elasticity. 

'  As  we  shall  only  dt-al  with  the  cases  where  a  strained  body  is  in  a  state  of 
equilibrium,  the  deforming  forces  will  a' ways  be  equal  and  opposite  to  the  stress  called 
into  play.  Hence  it  saves  circumlocution  if  we  use  the  term  stress  to  indicate  the 
deforming  forces. 
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A  body  in  which  change  of  volume  calls  into  play  a  stress  is  said  to 
have  volume  elasticity. 

A  body  in  which  change  of  shape,  without  change  of  volume,  calls  into 
play  a  stress  is  said  to  possess  ri^^dity. 

The  elasticity  of  a  body  is  measured  by  the  ratio  of  the  stress  pro- 
duced by  a  given  strain  to  that  strain,  or 

Elasticity  =  ?y:5.??. 
stram 

The  question  as  to  how  the  strain  and  stress  have  to  be  measured  in 
different  cases  is  postponed  till  we  come  to  consider  in  greater  detail  the 
properties  of  the  various  forms  of  matter. 

123.  States  of  Matter. — For  the  purposes  of  subdivision  we  may^ay 
that  matter  exists  in  three  distinct  states,  the  solid,  the  liquid,  and  the 
gaseous.  In  addition,  however,  to  states  which  fulfil  the  definitions  of  a 
solid,  a  liquid,  or  a  gas,  which  we  shall  give  later  on,  it  will  be  found  that 
there  are  intermediate  states  which  bridge  over  the  intervals  between  the 
solid  and  the  liquid,  and  the  liquid  and  the  gas.  As  an  example  of  the 
kind  of  gradation  which  exists,  we  may  take  the  following :  steel,  lead, 
wax,  cobbler's-wax  (which  will  flow  like  a  liquid  if  allowed  sufficient 
time),  treacle,  water,  ether,  liquefied  carbon  dioxide,  steam,  sulphur 
dioxide,  air,  hydrogen.  In  addition  there  is  the  critical  state  when  a 
substance  is  to  all  intents  and  purposes  both  a  liquid  and  a  gas,  and  the 
state  of  extreme  rarefication  of  a  gas  which  is  sometimes  called  the  radiant 
state  or  "  fourth  state  "  of  matter. 

We  may  define  a  solid  as  a  portion  of  matter  which  is  able  to  support 
a  steady  longitudinal  stress  without  lateral  support.  In  contradistinction, 
a  portion  of  matter  which  is  unable  to  support  a  steady  longitudinal  stress 
without  lateral  support  is  called  2^  fluid.  % 

If  we  take  a  solid  body,  say  a  lead-pencil,  then  we  may  apply  a 
deforming  force,  either  of  compression  or  extension,  in  any  direction  to 
the  pencil,  and  there  will  be  a  certain  amount  of  strain,  either  elongation, 
compression,  or  bending  produced,  which  will  call  into  play  a  stress  that, 
so  long  as  the  deforming  force  is  not  too  great,  will  be  in  equilibrium  with 
this  force,  and  this  stress  will  be  produced  without  the  body  being  sup- 
ported in  any  way  in  a  direction  at  right  angles  to  that  along  which  the 
stress  acts.  In  the  case  of  a  fluid,  such  as  water  or  air,  we  are  unable  to 
exert  a  stress  on  it,  and  hence  produce  a  corresponding  strain,  unless  we 
supply  some  constraining  boundary  which  shall  prevent  the  fluid  swelling 
out  at  right  angles  to  the  line  of  action  of  the  stress.  Thus  if  we  have  a 
fluid  enclosed  in  a  cylindrical  tube  between  two  pistons,  then  we  may 
apply  a  deforming  force  to  the  fluid  either  by  forcing  the  pistons  towards 
one  another,  or  by  pulling  them  apart,  in  one  case  producing  a  com- 
pression, and  in  the  other  a  tension  in  the  direction  of  the  axis  of  the  tube, 
and  a  stress  will  in  both  cases  be  produced  in  an  opposite  direction  to 
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the  applied  force.  If,  however,  part  of  the  wall  of  the  tube  between  the 
pistons  is  removed,  and  we  then  attempt  to  apply  stress  to  the  liquid,  we 
shall  not  succeed,  for  either  the  liquid  will  flow  out  through  the  gap  in 
the  tube,  or  air  will  be  sucked  into  the  tube  through  this  opening,  and  the 
fluid  will  remain  unstrained.  It  is  only,  therefore,  when  the  column  of 
fluid  is  laterally  supported  by  the  walls  of  the  tube  that  it  is  capable  of 
exerting  a  longitudinal  stress. 

Fluids  are  divided  into  liquids  and  gases.  A  liquid  is  a  fluid  such 
that  when  a  certain  volume  is  introduced  into  a  vessel  of  greater  volume 
it  only  occupies  a  portion  of  the  vessel  equal  to  its  own  volume.  A  gas 
is  a  fluid  such  that  if  a  certain  volume  is  introduced  into  a  vessel,  then, 
whatever  the  volume  of  the  vessel  may  be,  the  gas  will  distribute  itself 
throughout  the  vessel. 

124.  The  Constitution  of  Matter.— The  question  as  to  the  flnite 
divisibility  of  matter  has  been  referred  to  in  §  121.  The  theory  that 
matter  is  not  infinitely  divisible,  but  that  every  body  is  made  up  of  small 
indivisible  parts  called  atoms  (from  orofMs)  is  one  of  extreme  antiquity. 
At  the  present  day  this  theory  is  generally  accepted,  and  we  are  hence  led 
to  consider  what  is  the  nature  of  these  atoms.  In  chemistry  it  is  usual 
to  apply  the  term  molecule  to  the  smallest  portion  of  any  kind  of  matter 
which  can  exist  alone  and  still  preserve  the  character  of  that  kind  of  matter, 
and  to  restrict  the  term  atom  to  the  smallest  portion  of  any  element  which 
can  take  part  in  a  chemical  reaction.  In  the  case  of  such  a  substance  as 
chalk,  the  molecule  is  the  smallest  portion  of  chalk  which  can  exist. 

The  molecule  of  chalk  can,  by  certain  processes,  be  further  sub- 
divided, but  the  parts  have  no  longer  any  of  the  attributes  of  chalk  ;  they 
may  be  carbon  dioxide,  and  lime.  These  again  can  be  split  up  into 
carbon,  oxygen,  and  calcium,  but  further  than  this  it  has  up  to  now  been 
impossible  to  go^  For  this  reason  chalk  or  carbonate  of  lime,  carbon 
dioxide,  and  lime  are  called  compounds,  since  the  molecule  of  these  bodies 
can  be  further  subdivided,  losing,  however,  in  the  process  their  essential 
properties  as  chalk,  carbon  dioxide,  &c.  On  the  other  hand  carbon, 
oxygen,  and  calcium  are  called  elements,  since  the  molecule  of  these 
bodies  cannot  by  any  known  means  be  split  up  into  any  simpler  bodies. 
For  the  purposes  of  the  physicist,  as  distinct  from  the  chemist,  it  is 
generally  unnecessary  to  distinguish  between  the  smallest  particle 
which  can  exist  of  a  compound  or  of  an  element.  For  our  purposes, 
in  considering  the  structure  of  matter,  we  shall  call  the  ultimate  particle 
a  molecule,  and  shall  not,  in  most  cases,  further  consider  the  question 
whether  it  might  not  be  split  up  into  more  elementar>'  molecules. 

The  original  conception  of  a  molecule  was  that  it  consisted  of  a  hard 
sphere,  and  that  bodies  were  built  up  of  such  spheres,  which  were  not 
necessarily  in  contact  with  one  another.  This  conception  was  further 
extended  by  Boscovich,  who  did  away  with  the  consideration  that  the 
molecule  is  a  material  body  occupying  a  certain  space.     He  considered 


Digitized  by 


Google 


g  1 24]  The  Constitution  of  Matter  145 

the  molecule  to  be  a  mere  mathematical  point  towards  or  from  which 
certain  forces  act.  He  further  supposed  that  any  two  molecules  attract 
each  other  with  a  force  which  for  considerable  distances  varies  inversely 
as  the  square  of  the  distance,  but  which  for  small  distances  becomes 
changed  into  a  repulsion,  which  increases  as  the  molecules  come  nearer 
and  nearer  together.  The  chief  difficulty  in  this  theory  is  that  it  does 
not  seem  capable  of  explaining  the  inertia  of  matter. 

One  of  the  most  recent  theories,  and  one  which  very  powerfully 
appeals  to  the  imagination,  is  Lord  Kelvin's  vortex  atom  theory.  By 
vortex  motion  is  meant  a  form  of  motion  such  as  occurs  in  a  smoke- 
ring.  The  path  of  the  particles  of  air  in  such  a  smoke-ring  is  indi- 
cated by  the  arrows  in  Fig.  95,  where  the  curved 
arrows  show  the  direction  in  which  the  air  particles, 
which  are  simply  rendered  visible  by  the  smoke, 
rotate,  while  the  straight  arrow  shows  the  direction 
in  which  the  ring,  as  a  whole,  moves.  There  is  a 
very  important  difference  between  this  form  of 
motion  and  a  wave  motion.  In  the  latter,  although 
the  waves  travel  onwards,  the  individual  particles 
of  the  medium  in  which  the  wave  is  being  propa- 
gated only  move  through  a  comparatively  small 
distance  from  their  original  position,  the  motion 
being  handed  on  from  one  particle  to  the  next.     In  Fig.  95. 

vortex  motion,  however,  the  particles  of  the  medium 
themselves  move  forward,  so  that  in  a  smoke-ring  the  particles  of  air 
originally  forming  the  ring  move  on  with  the  ring. 

The  properties  of  vortex  motion  were  first  examined  by  rigid  mathe- 
matical methods  by  von  Helmholtz,  who  found  that  if  the  fluid  in  which 
this  form  of  motion  exists  is  frictionless,  incompressible,  and  homogene- 
ous, then  :  (i)  A  vortex  can  never  be  produced,  nor  if  one  exists  can  it 
be  destroyed,  so  that  the  number  of  vortices  existing  is  fixed.  This 
corresponds  to  the  indestructible  property  of  matter.  (2)  The  rotating 
portions  of  the  fluid  forming  the  vortex  maintain  their  identity,  and  are 
permanently  differentiated  from  the  non- rotating  portions  of  the  fluid. 
(3)  These  vortex  motions  must  consist  of  an  endless  filament  in  which 
the  fluid  is  everywhere  rotating  at  right  angles  to  the  axis  of  the  filament, 
unless  the  filament  stretches  to  the  bounding  surface  of  the  fluid.  (4)  A 
vortex  behaves  as  a  perfectly  elastic  substance.  (5)  Two  vortices  cannot 
intersect  each  other,  neither  can  a  vonex  intersect  itself. 

On  the  basis  of  these  results  of  von  Helmholtz,  Lord  Kelvin  has 
founded  a  theory  as  to  the  constitution  of  matter.  He  supposes  that  all 
space  is  filled  with  a  frictionless,  incompressible,  and  homogeneous  fluid 
(the  ether),  and  that  an  atom  is  simply  a  vortex  in  this  medium.  The 
existence  of  diflferent  kinds  of  atoms  may  be  accounted  for  by  the  fact 
that  a  vortex  need  not  necessarily  be  a  simple  ring,  as  shown  in  Fig.  95, 
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Fig.  96. 


but  might  have  such  a  form  as  that  shown  in  Fig.  96.  Since  a  vortex 
can  never  intersect  itself,  it  follows  that  the  number  of  times  such  a  vortex 
is  linked  with  itself  must  always  remain  the  same. 
Hence  we  may  suppose  that  the  atoms  of  the  different 
elements  are  distinguished  from  one  another  by  the 
number  of  times  they  are  linked. 

125.  The  Size  of  Molecules.— Until  more  is  known 
of  the  nature  of  molecules,  no  very  definite  statement  as 
to  what  is  meant  by  the  size  of  a  molecule  is  possible. 
Since,  however,  the  methods  of  deducing  the  size  of 
the  molecules  at  present  known  only  give  at  the  most 
a  rough  estimate  of  the  "magnitude"  of  this  quantity,  Ihe  difficulty  of 
defining  what  is  meant  by  the  size  is  not  very  important.  For  the  present 
it  is  usual  to  consider  that  a  molecule  consists  of  a  solid  sphere,  though 
of  course  these  spheres  need  not  fill  even  a  small  fraction  of  the  total 
space  which  the  body  apparently  occupies. 

The  methods  by  which  the  following  estimates  of  molecular  magni- 
tude have  been  made  cannot  be  described  till  the  physical  phenomena 
from  which  they  are  deduced  have  been  considered. 

In  the  following  table  the  diameters  of  the  molecules  of  some  gases,  sup- 
posed to  be  spherical,  are  given,  as  well  as  the  mass  of  a  single  molecule. 
Knowing  the  mass  of  a  molecule  and  the  density,  that  is,  the  mass  of 
unit  volume  at  standard  temperature  and  pressure,  we  may  calculate  the 
number  of  molecules  contained  in  unit  volume.  Thus  if  m  is  the  mass  of 
each  molecule,  and  there  are  n  molecules  in  unit  volume,  the  mass  of 
unit  volume,  that  is,  the  density  d^  is  given  by 

Substituting  the  values  of  m  from  the  second  column  of  the  table,  and 
the  values  of  the  density  as  given  in  the  table  on  page  1 50,  it  will  be 
found  that  in  each  case  the  value  found  for  n  is  about  2  x  10^* 

Dimensions  of  the  Molecules  of  Gases. 


Gas. 

Mass  of  Molecule. 

Diameter  of  Molecule. 

Hydrogen 

Oxygen  .... 
Carbon  monoxide  . 
Carbon  dioxide 

46  X  lo--^  gram. 
736  X  IO-26      „ 
644  X  \o-^     „ 
loiaxio--*^     „ 

5.8  X  io~®centimetres. 
7.6xio-«          „ 
8.3x10-8 
9.3x10-*          „ 

As  a  help  to  the  realisation  of  what  the  above  numbers  mean,  we  may 
say  that  seventeen  millions  of  hydrogen  molecules,  if  placed  in  a  row  so 
that  one  touched  the  next,  would  form  a  row  about  one  centimetre  in 
length.  Another  illustration  has  been  given  by  Lord  Kelvin,  namely  :  if 
a  drop  of  water  were  magnified  till  it  was  equal  in  size  to  the  earth,  the 
piolecule?  would  be  about  the  size  of  cricket-bj^ls. 
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CHAPTER  XVI 

PROPERTIES  OP  GASES 

We  commence  our  study  of  the  general  characteristics  of  the  different 
states  of  matter  with  that  of  the  gaseous  state,  for  in  this  condition  we 
are  able  to  account  for  most  of  the  observed  facts  by  dynamical  reasoning, 
based  on  what  is  known  as  the  kinetic  theory  of  gases.  On  the  other 
hand,  in  the  case  of  solids  and  liquids  we  are  very  far  from  possessing 
even  an  approximate  dynamical  theory  to  account  for  the  observed  pro- 
perties. The  structure  of  a  gas  being  so  much  more  simple  than  that  of 
a  liquid  or  solid,  it  is  best  to  begin  by  the  study  of  the  gaseous  state,  and 
then  to  proceed  to  that  of  the  liquid  and  solid  states. 

Before,  however,  commencing  the  study  of  the  special  properties  of 
gases  it  will  be  convenient  to  consider  some  of  the  general  properties  of 
fluids,  since  these  properties  are  common  to  both  gases  and  liquids. 

126.  Pressure  Exerted  by  a  Fluid.->Since  a  fluid  cannot  resist  a 
stress  unless  it  is  supported  on  all  sides,  or  in  other  words  it  has  only 
elasticity  of  volume,  it  can  offer  no  permanent  resistance  to  forces  which 
tend  only  to  change  its  shape  and  not  its  bulk. 

It  follows,  from  this  mobility  of  fluids,  that  in  the  case  of  a  fluid  at  rest 
the  force  it  exerts  on  any  surface  in  contact  with  it  must  be  perpendicular 
to  the  surface.  If  the  force  did  not  act  perpendicular  to  the  surface,  then 
it  could  be  resolved  into  two  components,  one  acting  perpendicular  to  the 
surface,  and  the  other  acting  parallel  to  the  surface.  This  latter  com- 
ponent would,  if  it  existed,  cause  the  fluid  to  move  parallel  to  the  surface. 
Since  by  supposition  the  fluid  is  at  rest,  and  therefore  no  such  tangential 
motion  exists,  there  can  be  no  tangential  component  of  the  force,  so  that 
the  force  exerted  by  the  fluid  on  the  surface  is  perpendicular  to  the  surface. 

The  magnitude  of  a  force  exerted  by  a  fluid  is  measured  by  the  force 
exerted  on  the  unit  of  surface,  and  is  called  the  pressure. 

Hence  in  the  cg-.s,  system  the  unit  of  pressure  is  a  dyne  per 
square  centimetre.  The  dimensions  of  pressure  are  [Force]-;- [Area],  or 
[L^AfT-^^[L%  or  [Z-»if/7^»]. 

If  the  pressure  over  a  surface  is  not  uniform,  then  we  measure  the 
pressure  at  a  point  by  considering  the  force  exerted  on  an  element  of 
area,  taken  round  the  given  point,  so  small  that  the  pressure  is  practically 
constant  over  this  area,  and  divide  the  force  by  the  area ;  a  process 
exactly  analogous  to  that  adopted  in  the  case  of  a  variable  speed  in  §  31. 
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It  also  follows,  as  a  consequence  of  the  mobility  of  fluids,  that  if  we 
apply  a  pressure  to  a  fluid  enclosed  in  a  vessel,  then  the  fluid  will  transmit 
this  pressure  equally  in  all  directions. 

If  a  fluid  is  unacted  upon  by  any  other  forces  besides  the  pressure  of 
the  sides  of  the  containing  vessel,  then  the  pressure  must  be  the  same  at 
every  point  within  the  fluid,  and  must  act  at  every  point  equally  in  all 
directions.  This  statement  may  be  proved  by  imagining  that  a  small 
cubical  element  of  volume  of  the  fluid  becomes  solidified  without  any 
other  change.  This  element  will  evidently  still  remain  in  equilibrium, 
and  hence  the  forces  acting  on  all  the  faces  must  be  equal  As  the 
area  of  all  the  faces  is  the  same,  this  means  that  the  pressure  on  all 
the  faces  must  be  the  same.  Since  this  must  hold  good  however  the 
small  cube  is  turned,  it  follows  that  the  pressure  must  be  the  same  in 
all  directions. 

127.  Fluids  under  the  Action  of  Gravity.  Principle  of  Archi- 
medes.—In  a  fluid  at  rest,  and  acted  upon  by  gravity,  the  pressure  in  the 
lower  layers  is  greater  than  in  the  upper,  since  each  layer  has  to  support 
the  weight  of  all  the  superincumbent  layers.  The  pressure  throughout 
any  horizontal  layer  must,  however,  be  everywhere  the  same.  Otherwise, 
if  there  were  two  points  in  the  same  horizontal  plane  at  which  the  pres- 
sure was  different,  then,  since  no  work  would  be  done  against  gravity  by 
the  passage  of  fluid  from  one  of  these  points  to  the  other,  if  we  had  a 
small  pipe  with  one  end  at  one  point,  and  the  other  end  at  the  other,  the 
fluid  would  flow  from  the  point  of  higher  pressure  to  the  point  of  lower 
pressure  through  the  pipe.  This  motion  would  also  take  place  even  if  no 
pipe  connected  the  two  points,  and  hence  the  fluid  would  not  be  at  rest, 
which  is  contrary  to  hypothesis.  If  the  two  points  are  at  different  levels, 
then  the  pressure  at  the  lower  point  is  greater,  but  the  liquid  there  does 
not  move  to  the  higher  point,  since,  to  do  so,  work  would  have  to  be  done 
against  gravity. 

When  a  solid  body  is  immersed  either  partly  or  wholly  in  a  fluid,  it 

displaces  a  volume  of  the  fluid  equal  to  the  volume  of  the  immersed  part, 

and  it  experiences  an  upward  force,  due  to  the  fluid, 

equal  in  magnitude  to  the  weight  of  the  volume  of 

fluid  displaced.     This  is  known  as  the  Principle  of 

Archimedes^  and  its  truth  may  be  proved  as  follows. 

Suppose  that  the  body  immersed  in  the  fluid  is  a  cube 

cd)C(iefgh  (Fig.  97),  and  that  it  is  immersed  so  that  the 

edges  ae^  bf,  cg^  and  dh  are  vertical.    Then  the  total 

pressure  of  the  fluid  on  the  face  adhe  is  exactly  equal 

Fig.  97.  and  opposite  to  the  total  pressure  on  the  face  bcgf 

For  we  may  suppose  them  each  divided  into  equal 

horizontal  strips,  so  that  the  pressure  is  constant  over  each  strip.     Then 

for  each  strip  in  one  face  there  is  an  equal  strip  in  the  other  in  the  same 

horizontal  plane,  so  that  the  pressure  is  the  same.     Hence  the  total 
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pressure  exerted  on  each  pair  of  strips  is  equal  and  opposite  ;  and  there- 
fore the  total  pressure  on  one  face  is  equal  to  the  total  pressure  on 
the  other.  The  same  argument  applies  to  the  faces  abfe  and  dcgh^ 
The  upward  pressure  on  the  face  efgh  is,  however,  greater  than  the 
downward  pressure  on  the  face  abcdy  since  it  is  at  a  lower  level.  In 
order  to  see  what  is  the  difference  between  these  two  forces,  suppose 
the  cube  removed  and  replaced  by  a  cube  of  the  given  fluid,  which  by 
some  means  has  been  solidified  without  any  other  change.  This  cube 
will  then  be  in  equilibrium  in  the  fluid.  The  total  pressures  on  the 
vertical  faces  will  as  before*  exactly  balance  each  other,  so  that  this  cube 
of  the  fluid  is  in  equilibrium  under  the  three  following  forces :  (i)  the 
weight  of  the  cube  of  fluid  acting  downwards  ;  (2)  the  total  pressure  of 
the  fluid  on  the  upper  face  abed  acting  downwards,  and  (3)  the  total 
pressure  of  the  fluid  on  the  lower  surface  efgh  acting  upwards.  These 
forces  are  all  parallel,  and  so,  in  order  that  there  may  be  equilibrium, 
the  sum  of  the  two  downward  acting  forces  must  be  equal  to  the  upward 
acting  force  ;  that  is,  the  difference  between  the  total  upward  fluid  pres- 
sure and  the  total  downward  fluid  pressure  is  equal  to  the  weight  of  the 
cube  of  fluid.  Hence  when  the  solid  is  immersed  in  the  fluid,  since  its 
upper  and  lower  faces  occupy  just  the  same  positions,  as  we  have  sup- 
posed the  faces  of  the  fluid  cube  to  occupy,  the  difference  in  the  total 
pressures*  on  the  lower  and  upper  faces  will  be  the  same  as  before, 
i.e.  it  will  be  equal  to  the  weight  of  a  cube  of  the  fluid  equal  in  size  to 
the  solid,  or,  in  other  words,  the  upward  force  acting  on  the  immersed 
solid  will  be  equal  to  the  weight  of  the  fluid  displaced  by  the  solid.  An 
experimental  proof  of  the  truth  of  Archimedes's  principle  will  be  given 
later,  when  considering  the  properties  of  liquids. 

128.  Expansive  Power  of  Gases.— The  property  of  gases  which 
distinguishes  them  from  other  fluids  is  that  a  given  mass  of  gas,  when 
introduced  into  a  closed  vessel,  always  exactly  fills  the  vessel,  whatever 
its  volume.  Thus  if  we  have  two  equal  closed  vessels  connected  together 
by  a  tube  which  can  be  closed  by  means  of  a  tap,  and  one  of  these 
vessels  is  filled  with  a  gas,  say  air  at  the  ordinary  pressure,  while  the 
other  does  not  contain  any  matter,  or,  in  other  words,  has  a  vacuum 
inside,  then,  on  opening  the  tap,  the  air  immediately  expands  and  rushes 
into  the  second  vessel,  till  finally  there  is  the  same  quantity  of  gas  in 
each  vessel.  By  again  closing  the  tap  and  exhausting  the  air  from  one 
of  the  vessels  by  means  of  an  air-pump  (§  136),  and  then  opening  the  tap, 
the  remaining  gas  again  expands  and  fills  the  two  vessels.  This  opera- 
tion may  be  indefinitely  repeated,  and  in  every  case  the  gas  left  in  the 
one  vessel  will,  when  the  tap  is  opened,  expand  and  fill  the  two  vessels. 
This  experiment  illustrates  the  expansive  power  of  gases. 

Since  the  gas  enclosed  in  a  vessel  always  expands  and  completely 

1  In  many  cases  where  no  ambiguity  can  be  caused,  we  shall  use  the  word  pressure 
where  total  pressure  is  meant. 
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fills  the  vessel,  even  if  this  latter  is  increased  in  volume,  it  follows  that  the 
gas  must  exert  a  pressure  on  the  inside  of  the  containing  vessel.  That 
this  is  so  can  be  shown  by  enclosing  some  air  at  ordinary  atmospheric 
pressure  in  a  thin  glass  flask,  and  then  removing  the  air  from  outside  the 
flask  by  placing  it  beneath  the  receiver  of  an  air-pump,  when,  unless 
the  flask  is  fairly  strong,  the  pressure  exerted  by  the  air  inside  the  flask 
will  be  suflicient  to  burst  the  flask.  The  reason  that  the  flask  does  not 
burst  before  the  air  surrounding  it  is  removed,  is  that  this  air  presses  on 
the  outside  of  the  flask  and  counteracts  the  eflect  of  the  pressure  of  the 
enclosed  air  on  the  inside.  When  the  air  outside  is  removed  by  means  of 
the  pump  there  is  no  pressure  exerted  on  the  outside,  and  the  flask  may 
not  be  strong  enough  to  withstand  the  inside  pressure. 

129.  Density  of  Gases. —The  density  of  a  body  is  the  mass  of  unit 
volume.  Hence  in  the  c,g.5,  system  the  density  of  a  body  is  the  mass  in 
grams  of  a  cubic  centimetre-  If  the  gram  were  exactly  the  mass  of  a 
cubic  centimetre  of  water  at  4"  C.  (§  146),  the  density  of  water  at  this 
temperature  would  be  unity.  Since,  as  will  be  explained  later  on,  the 
density  of  bodies  is  generally  obtained  by  determining  the  ratio  of  their 
density  to  that  of  water,  it  is  usual  to  assume  that  the  density  of  water  at 
4*  C.  is  exactly  i-  If  it  is  required  to  call  attention  to  the  fact  that  the 
density  has  been  obtained  on  this  assumption,  it  may  be  referred  to  as 
the  relative  density. 

The  term  specific  gravity  is  often  used  as  synonymous  with  what  we 
have  called  the  density,  but  is  sometimes  distinguished  as  the  weight  of 
unit  volume.  In  the  case  of  gases,  the  density  is  sometimes  referred  to 
that  of  hydrogen  or  air,  taken  as  unity.  The  following  table  gives  the 
density  of  several  of  the  more  important  gases;  (i)  in  grammes  per  cubic 
centimetre  ;  (2)  with  reference  to  hydrogen,  taken  as  unity,  the  gas  being 
in  every  case  at  a  temperature  of  o*'C.,  and  under  a  pressure  of  one  stan- 
dard atmosphere. 

Density  of  Gases. 


Gas. 
Hydrogen 

Density  in  Grammes  per 

Density  relative  to  Hydro- 

Cubic Centimetre. 

gen  taken  as  Unity. 

0.0000896 

1. 00 

Coal  gas 

0.00046  (about) 

5.1  (about) 

Nitrogen 

0.001257 

14.03 

Air         .... 

o.ooi  293 

14.43 

Oxygen  .... 

0.001430 

15.96 

Carbon  dioxide      . 

0.001974 

22.03 

Chlorine 

0.003133 

34.97 

180,  Elasticity  of  Gases.— The  only  kind  of  elasticity  of  which  a 
gas  is  capable  is  elasticity  of  volume  or  bulk  elasticity,  since  it  is  only  to 
a  change  of  volume  that  a  gas  opposes  any  resistance.  If  the  pressure 
acting  on  a  volume  Kof  a  gas  is  increased  from  P  to  /'+/,  and  as  a 
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result  the  volume  becomes  reduced  to  V-  v,  then  the  strain  or  deforma- 
tion produced  in  a  volume  V  is  ?/,  and  therefore  the  strain  produced 
per  unit  volume  is  vjV,  while  the  stress  corresponding  to  this  strain  is/. 
Hence,  since  the  elasticity  of  a  body  is  the  ratio  of  the  stress  to  the  strain 
it  produces,  the  elasticity  of  the  given  gas  is 

V 


P^l  or 


Fig.  98. 


In  order  to  study  the  elasticity  of  gases,  Robert  Boyle  made  use  of  a 
glass  U-shaped  tube  (Fig.  98).  The  end  of  the  shorter  limb  ab  of  this 
tube  was  closed  at  A,  while  the  end  of  the  longer  limb  was 
open.  Having  calibrated  the  shorter  limb,  so  that  the 
volume  occupied  by  the  gas  enclosed  in  it  was  known,  mer- 
cury was  poured  into  the  open  limb,  so  as  to  imprison  a 
certain  quantity  of  air  in  the  closed  limb.  The  volume  of 
the  enclosed  gas  was  obtained  from  the  previous  calibra- 
tion of  the  tube,  and  the  pressure  to  which  it  was  subjected 
was  the  atmospheric  pressure  (§  133),  together  with  the 
weight  of  a  column  of  mercury  of  height  ED.  By  adding 
more  and  more  mercury,  and  reading  the  corresponding 
values  of  the  volume  and  the  height  ED,  Boyle  obtained  a 
series  of  values  of  the  volume  of  a  given  mass  of  air  under 
different  pressures,  and  as  a  result  he  was  led  to  enunciate 
a  law,  which  is  known  as  Boyle's*  law,  that  the  product  of  the 
volume  of  a  given  mass  of  a  gas  into  the  pressure  is  a  con- 
stant for  all  pressures. 

If  F'is  the  volume  of  a  given  mass  of  gas,  and  P  is  the 
pressure  to  which  it  is  subjected,  then  Boyle's  law  states  that,  so  long  as 
the  temperature  remains  constant, 

7*^=  constant. 

The  experiments  of  Boyle  only  showed  that  the  volume  of  a  gas  is 
inversely  as  the  pressure  for  a  small  range  of  pressures,  and  his  form  of 
apparatus  was  not  sufficiently  accurate  to  detect  small  deviations  from 
his  law,  even  if  they  had  occurred  within  the  range  of  his  experiments. 

Regnault  in  1847  designed  a  form  of  apparatus  in  which  the  two  great 
defects  of  Boyle*s  apparatus,  namely  that  the  possible  range  of  pressures 
is  small,  and  that  as  the  pressure  increases  the  volume  of  the  gas 
becomes  so  small  that  the  inevitable  errors  made  in  measuring  this 
volume  bear  a  larger  and  larger  ratio  to  the  volume  to  be  measured, 
were  to  a  great  extent  eliminated. 

1  Boyle  published  the  experiments  on  which  he  founded  the  enunciation  of  his  law 
in  1662.  Fourteen  years  later  Mariotte  enunciated  the  same  law,  using  the  same 
curious  illustration  of  a  heap  of  sponges  as  had  been  used  by  Boyle.  The  law  is, 
however,  known  on  the  Continent  as  Mariotte's  law.  For  an  interesting  discussion 
00  the  true  discoverer  of  this  law,  see  Tail's  "  Properties  of  Matter,"  p.  307. 
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Regnault  used  a  column  of  mercury  to  measure  the  pressure  to  which 
the  gas  was  subjected,  but  instead  of  being  limited  to  a  column  about 
a  metre  high,  he  used  one  30  metres  high.  This  column  of  mercury 
was  contained  in  a  series  of  strong  glass  tubes,  which  were  clamped 

end  to  end  and  fixed  to  the  side  of  a 
Q  ^.  n  tower.     In  order  to  allow  of  the  glass 

n    I  n  tubes  expanding  and  contracting  with 

I  *^  F*  I  changes  of  temperature  without  fear  of 

■■    U    ■  fracture,  each  tube,  instead  of  being 

rigidly  fixed  to  the  wall,  was  suspended 
by  two  strings  which  passed  over  pul- 
leys fixed  to  the  wall  and  had  counter- 
poises attached  (Fig.  99).  In  this  way 
\.  Jl  the  weight  of  the  whole  column  was 

Ij  I  distributed  between   these   supporting 

I  K  il  strings,  and  any  expansion  could  take 

^iL,  Mi  place  quite  freely.    In  order  to  measure 

the  height  of  the  mercury  column  a 
series  of  fine  marks,  o,  1,2,  3,  4,  &c., 
were  engraved  on  the  glass,  and  the 
distance  between  these  marks  was 
measured  by  means  of  a  cathetometer. 
The  bottom  tube  was  firmly  ce- 
mented at  B  to  a  strong  iron  reservoir 
LF,  into  which  the  glass  tube  CD  to 
contain  the  gas  under  experiment  was 
also  cemented.  Attached  to  the  top  of 
this  reservoir  was  a  small  force-pump 
by  means  of  which  water  could  be 
forced  into  F  from  the  vessel  H,  thus 
driving  the  mercury  which  filled  the 
lower  part  of  F  up  the  open  tube  AB, 
and  compressing  the  gas  in  the  closed 
tube  DC ;  the  magnitude  of  the  pressure 
being  obtained  by  observing  the  height 
to  which  the  mercury  rose  in  ab.  The 
tube  CD  was  furnished  with  a  tap  at  C,  by  means  of  which  it  could  be 
closed,  or  when  this  was  open  the  gas  under  experiment  could  be  forced 
in  from  a  reservoir  by  means  of  a  force-pump  attached  to  the  tube  K.  A 
wide  tube  surrounded  CD,  so  that  by  the  passage  of  a  current  of  water 
the  temperature  of  the  enclosed  gas  could  be  kept  constant,  as  indicated 
by  the  thermometers  Tj  and  Tj.  Two  fine  crosses  were  engraved,  one  at 
D  and  the  other  at  E,  and  the  volume  of  the  closed  tube  from  the  tap 
down  to  each  of  these  crosses  was  very  carefully  determined. 

When  making  an  experiment,  the  gas  was  pumped  into  CD  till  the 
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surface  of  the  mercury  stood  at  the  mark  D  in  the  closed  tube,  and  at 
the  same  level  in  the  open  tube.  The  gas  was  therefore  at  atmospheric 
pressure.  Water  was  then  pumped  into  F  till  the  surface  of  the  mercury 
stood  at  E,  and  the  position  of  the  top  of  the  mercury  column  in  ab, 
measured  from  £,  was  read,  and  thus  the  new  pressure  was  obtained. 
Then,  the  pressure  being  kept  constant,  gas  was  pumped  in  through  K  till 
the  surface  of  the  mercury  was  at  D.  More  water  was  then  pumped  into 
F,  till  the  gas  was  compressed  to  the  volume  CE,  and  the  pressure  noted 
as  before.  More  gas  was  then  pumped  in,  and  the  series  of  operations 
repeated  till  the  greatest  available  pressure  was  reached. 

From  the  readings  thus  taken  it  could  be  seen  what  increase  of  pres- 
sure was  necessary  to  compress  the  gas  from  the  volume  CD  to  the  volume 
CE,  starting  at  different  initial  pressures  ;  the  great  improvement  on  the 
previous  methods  being  that  the  initial  and  final  volumes  were  the  same 
at  the  high  pressures  as  at  the  low,  and  hence  the  inevitable  small  un- 
certainties made  in  measuring  the  volume  did  not  produce  a  greater 
percentage  error  at  the  high  pressures  than  at  the  low. 

In  deducing  the  pressure  from  the  height  of  the  mercury  column, 
Regnault  allowed  for  the  change  in  density  of  the  mercury  with  tempera- 
ture, the  temperature  of  the  column  being  measured  by  a  series  of  ther- 
mometers T3,  T4,  &c.,  placed  alongside  the  column.  He  also  allowed  for 
the  increase  in  density  of  the  mercury  at  the  lower  parts  of  the  column 
produced  by  the  pressure  of  the  superincumbent  mercury.  Finally,  since 
to  obtain  the  total  pressure  to  which  the  gas  is  subjected  we  must  add 
the  pressure  of  the  atmosphere  (§  133)  on  the  top  of  the  mercury  column 
in  the  open  tube,  he  read  the  height  of  a  barometer  placed  on  a  level 
with  the  surface  of  the  mercury  in  ab  for  each  position. 

In  the  following  table  some  of  Regnault's  results  are  given.    The  first 

column  contains  the  initial  pressure  {P^  in  centimetres  of  mercury  under 

which  the  gas  occupied  the  volume  CD,  which  may  be  called  V^    If  then 

P^  is  the  pressure  when  the  volume  is  reduced  to  CE,  say  Kj,  then,  if 

V  P 
Boyle's  law  is  exactly  true,  VJ^^  would  be  equal  to  V^P-^^  or  the  ratio  -ttt,^ 

would  be  unity ;  the  actual  values  found  for  this  ratio  are  given  in  the 
second  column  of  the  table  : — 


Air. 

Carbon  Dioxide. 

Hydrogen. 

P^ 

V^Pi 

P^ 

y^pi 

P^ 

'y^pi 

Cm.  of  Mer- 
cury. 
73-872 
211.253 
414-082 
933.641 

1.001414 
1.002765 
1.003253 
1.006366 

Cm.  of  Mer- 
cury. 
76.403 
318.613 
487.977 
961.997 

1.007597 
1.028698 
1.045625 
1.155865 

Cm.  of  Mer- 
cury. 
221. 118 
584.518 
917.650 

0.098584 
0.996121 
0.992933 
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From  this  table  it  will  be  seen  that  in  the  case  of  air  and  carbon 
dioxide  V^^  is  always  slightly  greater  than  V^Piy  and  that  as  the  pres- 
sure increases  this  excess  becomes  greater  and  greater.  Hence  these 
gases  are  slightly  more  compressible,  particularly  at  high  pressures,  than 
they  would  be  if  they  obeyed  Boyle's  law  exactly.  Hydrogen,  however, 
deviates  from  Boyle's  law  in  the  opposite  direction,  V^P^  being  less  than 
VyP^^  so  that  this  gas  is  less  compressible  than  a  gas  which  obeys 
Boyle's  law  exactly. 

Regnault  in  his  experiments  was  only  able  to  go  up  to  a  pressure 
of  27   atmospheres  (§   133).     Amagat  has,  however,  investigated   the 
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elasticity  of  gases  up  to  pressures  of  alx)ut  300  atmospheres,  and  his 
results  for  hydrogen,  nitrogen,  and  carbon  dioxide  (at  two  temperatures) 
are  shown  in  Fig.  100.  In  this  figure  a  curve  has  been  drawn  represent- 
ing for  each  gas  the  values  of  the  product  FV  At  different  pressures. 
Since,  if  a  gas  obeys  Boyle's  law  exactly,  A'K  is  constant,  the  curve 
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corresponding  to  such  a  gas  would  be  a  horizontal  straight  line  parallel 
to  the  axis  pressures. 

It  will  be  noticed  that  the  curve  for  hydrogen  slopes  upwards  for 
increasing  pressures,  indicating  that  the  gas  is  less  compressible,  /.^. 
more  elastic,  than  if  it  obeyed  Boyle's  law.  In  the  case  of  nitrogen  at 
pressures  below  40  metres  of  mercury  the  curve  slopes  downwards,  and 
the  gas  is  less  elastic  than  if  it  obeyed  Boyle's  law ;  while  for  higher 
pressures  it  resembles  hydrogen,  in  that  its  elasticity  is  greater  than  that 
given  by  Boyle's  law.  Carbon  dioxide  at  a  temperature  of  100°  C.  gives 
a  curve  which  is  an  exaggeration  of  the  nitrogen  curve.  At  a  temperature 
of  35*.  I  the  curve  for  carbon  dioxide  has  a  very  distinctive  form,  there 
being  a  pressure  (70  metres  of  mercury),  for  which  the  product  VP  has  a 
sharply  marked  minimum  value. 

A  consideration  of  these  curves  shows  that  gases,  which  at  low  pres- 
sures deviate  from  Boyle's  law  in  that  they  are  too  compressible,  at  high 
pressures  and  temperatures  resemble  hydrogen  at  ordinary  pressures,  and 
deviate  from  Boyle's  law  in  the  opposite  sense  to  that  at  low  pressures. 

181.  The  Air  Manometer.—The  elasticity  of  a  gas  can  be  made  use 
of  to  measure  pressures.  An  instrument  for  this  purpose  consists  of  a 
curved  tube  ABC  (Fig.  loi)  closed  at  one  end.  A,  with 

some  mercury  in  the  bend  enclosing  some  air. in  the 
closed  limb,  the  volume  of  which  can  be  read  off  on 
a  scale  attached  to  the  side  of  the  tube.  The  open 
end  C  being  connected  with  the  vessel  in  which  the 
pressure  has  to  be  measured,  suppose  the  volume  of 
the  air  to  be  reduced  from  Fq,  at  atmospheric  pres- 
sure, to  Fi,  the  mercury  in  the  tube  standing  at  E 
and  D  in  the  two  branches  of  the  tube.  Then  the 
pressure  acting  through  c  is  balanced  by  the  elas- 
ticity of  the  air,  together  with  the  weight  of  a  mer- 
cury column  of  height  DE.  The  pressure  due  to 
the  elasticity  of  the  air  is  by  Boyle's  law  equal  to 

— '  atmospheres,  and  hence  the  pressure  to  be  measured  is  equal  to  - -/ 

atmospheres  together  with  the  weight  of  the  column  of  mercury  de.  Of 
course  for  high  pressures  a  correction  would  have  to  be  applied,  to  allow 
for  the  deviation  of  air  from  Boyle's  law. 

182.  ToFFicelll'S  Experiment.— In  the  year  1643,  an  Italian  named 
Torricelli  having  filled  a  glass  tube,  about  a  metre  long  and  closed  at 
one  end,  with  mercury,  inverted  it  and  dipped  the  open  end  below  the 
surface  of  some  mercury  in  a  trough.  He  then  found  that,  instead  of 
continuing  to  completely  fill  the  tube,  the  mercury  forsook  the  upper 
part  of  the  tube,  the  height  of  the  column  being  about  76  centimetres. 
Torricelli  gave  the  true  explanation  of  this  phenomenon,  namely,  that 
the  mercury  column  was  supported  by  the  pressure  of  the  atmosphere 
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acting  on  the  free  surface  of  the  mercury  in  the  trough,  so  that  this 
pressure  was  equal  to  the  weight  of  a  column  of  mercury  about  76  cm. 
high.  This  explanation  also  accounted  for  the  elevation  of  water  in 
suction-pumps,  which  had  previously  been  explained  by  saying  that  nature 
abhorred  a  vacuum,  and  that  as  the  plunger  of  the  pump  rose,  it  tended 
to  produce  a  vacuum,  and  therefore  the  water  rushed  in.  Torricelli's 
experiment  was  further  extended  by  Pascal,  who  tried  the  experiment 
with  tubes  filled  with  oil,  water,  and  wine,  the  height  of  the  column  being 
in  each  case  inversely  proportional  to  the  density  of  the  liquid  employed. 
Pascal  also  suggested  that  if  Torricelli's  explanation  were  the  correct 
one,  then  the  maximum  height  of  the  mercury  column,  or  the  height 
of  the  barometer^  as  it  is  called,  would  be  less  at  the  top  of  a  mountain 
than  at  the  foot,  since  the  air  is  a  heavy  fluid,  and  therefore  the  pres- 
sure increases  with  the  depth.  This  experiment  was  carried  out,  and 
the  results  completely  confirmed  his  prediction. 

133.  Pressure  of  the  Atmosphere.— Since  the  volume  of  a  gas 
is  so  very  largely  affected  by  the  pressure  to  which  it  is  subjected, 
it  is  necessary  to  state  the  pressure  at  which  the  measurement  is  made. 
To  simply  state  that  the  measurement  was  made  at  "  atmospheric  pres- 
sure" is,  in  many  cases,  not  accurate  enough,  for  it  is  found  that  the 
barometric  height,  and  therefore  the  pressure  of  the  atmosphere,  varies 
by  a  considerable  amount  from  time  to  time.  A  standard  pressure  has 
therefore  been  adopted,  which  is  called  an  atmosphere^  or  simply  the 
standard  pressure.  This  pressure  is  such  that  it  would  support  a  column 
of  mercury  76  cm.  high.  Since  the  density  of  mercury  varies  with  the 
temperature,  and  the  pressure  necessary  to  support  a  given  height 
depends  on  the  density  of  the  mercury,  it  is  necessary  to  state  the 
temperature  of  the  mercury  when  defining  the  standard  pressure.  In 
addition,  since  the  pressure  necessary  to  support  the  column  of  mer- 
cury depends  on  the  weight  of  the  mercury,  and  the  weight  of  a 
column  of  mercury  of  given  height  depends  on  the  value  of  g^  or 
the  acceleration  due  to  gravity,  it  is  necessary  to  state  the  value  of  g^ 
for  which  76  cm.  of  mercury  are  equal  to  the  standard  atmosphere. 
The  temperature  chosen  has  been  that  of  melting  ice  (o"  C),  and  the 
value  of  g^  since  g  varies  both  with  the  latitude  (§  116)  and  with  the 
altitude,  is  taken  as  that  at  latitude  45°  and  at  the  sea-level.  Hence  the 
standard  pressure  is  defined  as  such  that  it  will  support  a  column  of 
mercury  76  cm.  high,  at  latitude  45°  and  at  the  sea-level,  the  tem- 
perature of  the  mercury  being  0°  C.  The  density  of  mercury  at  o^  C.  is 
13-596,  and  the  value  oigdX  the  sea-level  and  at  latitude  45*  is  980.60  cm. 
per  sec.  per  sec.     Hence  the  value  of  the  standard  pressure  is 

76  X  13.596  X  980.60  dynes  p>er  sq.  cm. 
=  1013250  dynes  per  sq.  cm. 

This  number  is  very  nearly  one  million  dynes  per  square  centimetre. 
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and  it  has  been  proposed  to  take  a  pressure  of  exactly  one  million  or 
lo*  dynes,  or  a  mega-dyne,  per  square  centimetre  as  the  standard  pres- 


sure.    This  would  correspond  to  a  column  of  mercury  at  o" 
latitude  45**  and  the  sea-level,  of  a  height  of 

=  75»oo5  cm. 


C,  at 


13.596x980.60 

184.  The  BaPOmeter.— A  knowledge  of  the  pressure  exerted  by  the 
atmosphere,  or  the  height  of  the  barometer,  is  of  great  importance  not  only 
in  meteorology,  but  also,  as  we  shall  see  in  the  later  sections  of  this  volume, 
in  many  branches  of  physics.  An  instrument  designed  for  measuring  the 
pressure  of  the  atmosphere  is  called  a  barometer,  and  we  shall  now  pro- 
ceed to  describe  one  or  two  of  the  more  important  kinds  of  barometers. 

Barometers  may  te  divided  into  two  classes  :  (i)  Liquid  barometers, 
in  which  the  pressure  is  measured  in  terms  of  the  height  of  a  column  of 
a  liquid,  and  (2)  aneroid  barometers,  in  which  the  pressure  is  measured 
by  the  deformation  of  the  lid  of  a  metal  box. 

Practically  the  only  liquid  that  is  used  in  liquid  barometers  is  mer- 
cury, since,  on  account  of  its  great  density,  the  height  of  the  column 
which  the  pressure  of  the  atmosphere  can  support  is  of  a  manageable 
magnitude.  Another  advantage  possessed  by  mercury  is  that  it  does  not 
absorb  moisture  from  the  air,  as  d©es  glycerine,  the  only  other  liquid  that 
has  been  used  to  any  extent. 

The  simplest  form  of  mercury  barometer  is  the  syphon  barometer. 
It  consists  of  a  U>shaped  tube,  the  longer  limb(AB,  Fig.  102) 
of  which  is  closed  at  A,  and  is  about  86  cm.  long,  while  the 
shorter  limb  is  open  at  c.  This  tube  is  filled  with  pure 
mercury,  and  by  boiling  the  mercury  any  air  or  moisture 
adhering  to  the  mercury  or  the  bore  of  the  tube  is  expelled. 
The  distance  DE  is  equal  to  the  barometric  height.  When 
the  barometric  pressure  increases,  the  mercury  rises  in  the 
closed  limb  and  falls  in  the  open  limb  ;  and  if  the  bore  of 
the  two  limbs  is  the  same,  the  movement  of  the  mercury 
surface  (meniscus)  is  the  same  in  the  two  limbs  but  in  oppo- 
site directions.  Hence,  if  the  mercury  rises  in  the  closed 
limb  by  i  cm.  it  will  also  fall  in  the  open  limb  by  i  cm.,  and 
therefore  the  distance  DE  will  increase  by  2  cm.,  that  is,  the 
atmospheric  pressure  will  have  increased  by  two  centimetres 
of  mercury. 

If  a  scale  is  attached  to  either  of  the  tubes,  and  each 
half-centimetre  is,  marked  a  centimetre,  then  the  reading 
at  once  gives  the  height  of  the  barometer.  Since,  however, 
the  bore  of  a  glass  tube  is  never  quite  uniform,  two  scales 
are  fixed,  one  alongside  each  limb,  having  their  zeros  on  the  same 
horizontal  plane,  that  alongside  the  closed  limb  reading  upwards,  and 
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that  alongside  the  open  limb  reading  downwards.  The  sum  of  the 
readings  corresponding  to  the  two  mercury  surfaces  then  gives  the  height 
of  the  mercury  column. 

In  the  cistern  barometer  the  tube  is  straight,  the  open  end  dipping 
below  the  surface  of  some  mercury  contained  in  a  fairly 
wide  vessel.  Since,  as  the  atmospheric  pressure  alters, 
and  therefore  the  height  of  the  mercury  column  alters, 
mercury  either  enters  or  leaves  the  tube,  the  level  of 
the  mercury  in  the  cistern  will  alter.  As  it  would  be 
inconvenient  to  have  a  cistern  with  such  a  large  cross 
section,  in  proportion  to  that  of  the  tube,  that  such 
fluctuations  in  the  quantity  of  mercury  contained  in 
the  tube  as  occur  in  practice  should  not  appreciably 
alter  the  level  of  the  surface  in  the  cistern,  a  device 
due  to  Fortin  is  employed,  by  means  of  which  the 
level  of  the  surface  of  the  mercury  in  the  cistern  is 
always  brought  back  to  a  fixed  mark  connected  to  the 
scale  by  which  the  height  of  the  column  is  measured. 
The  plan  adopted  is  shown  in  Fig.  103,  and  consists 
in  making  the  bottom  of  the  cistern  flexible.  The 
upper  part  of  the  cistern  is  of  glass,  and  is  cemented 
to  a  boxwood  ring  a,  to  which  is  tied  a  ring  of  buck- 
skin B.  This  buckskin  carries  a  wooden  button  c, 
which  rests  on  the  point  of  a  screw  s,  and  forms  a 
flexible  bottom  to  the  cylinder,  so  that  the  surfoce  of 
the  mercury  in  the  cistern  can  be  raised  or  lowered  by 
turning  the  screw.     A  small,  pointed  ivory  pin,  D,  is  fixed  to  the  top  of  the 

cistern,  and  the  graduations  of 
the  scale,  which  are  usually  en- 
graved on  a  metal  tube  surround- 
ing the  glass  barometer  tube, 
count  from  the  point  of  this  pin. 
Before  making  a  reading  of  the 
meniscus  of  the  mercury  in  the 
tube,  the  surface  of  the  mercury 
is  adjusted  till  it  exactly  touches 
the  point  of  the  ivory  pin.  This 
adjustment  is  complete  when  the 
point  of  the  pin  appears  just  to 
touch  its  image,  as  seen  by  re- 
flection in  the  surface  of  the 
mercury. 

The  aneroid  barometer  con- 
sists essentially  of  a  cylindrical 
metal  box  A  (Fig.  104),  the  lid  of  which  consists  of  a  thin  corrugated 
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metal  plate«  The  inside  of  this  box  is  exhausted  by  means  of  a  pump, 
leaving  a  more  or  less  perfect  vacuum,  and  the  pressure  of  the  air,  acting 
on  the  thin  elastic  lid,  bends  it  and  forces  it  in  to  a  certain  extent.  As 
the  pressure  of  the  atmosphere  varies,  the  amount  of  flexure  of  the  lid 
varies,  and  by  means  of  a  system  of  delicate  levers,  C,  D,  E,  this  change 
in  the  flexure  of  the  lid  is  shown  by  the  movement  of  a  pointer,  F,  over  a 
graduated  scale.  The  great  advantage  of  an  aneroid  barometer  over  a 
mercurial  barometer  is  its  extreme  portability.  The  scale  of  all  aneroids, 
however,  has  to  be  set  out  by  comparing  them  with  a  mercurial  barometer. 
1S&  Correetions  to  Barometer  Reading.— In  addition  to  the  cor- 
rections to  reduce  the  height  of  the  mercury  column  to  what  it  would  be 
at  o""  C,  at  latitude  45'',  and  at  the  sea-level,  a  correction  has  to  be  applied 
to  allow  for  the  expansion  of  the  scale  by  means  of  which  the  height  of 
the  column  is  measured.  If  this  scale  is  correct  at  o*  C,  then  at  all 
temperatures  above  o®  C,  the  length  of  the  divisions  will  be  too  great,^ 
since  all  metals  increase  in  length  when  heated.  Let  a  be  the  coefficient 
of  linear  expansion  of  the  metal  of  which  the  scale  is  composed  (§  184),  so 
that  unit  length  of  the  scale  at  0°  C.  becomes  i  -ha  at  TC.  and  i  -f-a/  at 
/""C.  \i  hi  is  the  barometric  height  as  measured  with  the  scale  at  a 
temperature  /,  then  the  height  as  measured  with  the  scale  at  o''  would  be 
greater,  since  the  length  of  each  division  of  the  scale  would  be  less  in  the 
ratio  of  I  to  I  +  a/,  so  that  the  number  of  the  divisions  corresponding  to  a 
given  length  (/>.  the  length  of  the  mercury  column)  will  be  increased  in 
the  ratio  of  i  +0/  to  i.  Hence  if  ^0  is  the  barometer  reading  corrected  for 
the  expansion  of  the  scale. 

Now  Ao  is  the  height  of  a  column  of  mercury  at  a  temperature  /,  and  we 
have  to  find  what  would  be  the  height  if  the  temperature  of  the  mercury 
were  o*  C.  If  dt  is  the  density  of  the  mercury  at  /•,  do  the  density  at  o", 
8  the  coefficient  of  cubical  expansion  of  mercury  (see  §  189),  and  H  the 
height  which  the  column  would  have  if  the  mercury  were  at  o*  C.  ;  then 
I  C.C  of  mercury  at  o*  becomes  1  +5  c.c.  at  i',  and  i  -f-S/  c.c  .at  /".  Hence, 
since  the  mass  M  of  the  mercury  remains  the  same, 

j/=  Fort;=  Vtdu 

where  K©  and  Vt  are  the  volumes  of  the  mass  M  at  the  temperatures 
o"  and  /*  respectively.    Therefore 

or    ^'=-i.  =i-6/-h8«/*  +  ,&c 

Since  S  is  an  excessively  small  quantity,  we  may  neglect  the  term  involv- 
ing 5*  and  higher  powers  of  8.    Therefore 
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The  height  of  a  column  of  liquid  supported  by  a  given  pressure  being 
inversely  proportional  to  the  density. 

hn    do 

Hence  H^ho{i-^f) 

=A/(i+a/)(i-5i) 
=Mi-(S-a)/), 

if  we  neglect  the  term  hat^y  which  is  excessively  small. 

For  brass  a =.000020,  and  for  mercury  8 =.000 182. 

Hence,  for  a  mercury  barometer  with  a  brass  scale,  the  reduced  \i^\%\iX 
corresponding  to  an  observed  height  A/,  at  a  temperature  /,  is  given  by 

H=ht{i  —0.000162/). 

This  height  H  corresponds  to  a  pressure  of  Hg  dynes,  where  g  is 
the  acceleration  of  gravity  at  the  place  of  observation.  If  ^45  is  the  value 
of^at  latitude  45*,  and  at  the  sea-level, 

-^  =  I  -  0.0026  cos.  2X  -  0.0000002/, 

where  X  is  the  latitude  of  the  place  of  observation  and  /  is  the  height 
above  the  sea-level  in  metres. 

li  Ho  is  the  height,  under  standard  conditions,  which  corresponds  to 
the  same  pressure  as  does  //  at  the  place  of  observation,  then 

or  //.=5r, 

^kt{i  -o.oooi62/)(i  -0.0026  cos.  2X- 0.0000002/). 

The  above-mentioned  corrections  are  practically  common  to  all  mer- 
cury barometers,  since  the  scale  is  almost  invariably  made  of  brass, 
and  the  ma;,'nitude  of  the  corrections  is  the  same  for  all  barometers 
under  the  same  conditions.  There  is,  however,  a  correction  which 
depends  on  the  fact  that  the  surface  of  the  mercury  in  the  tube  (menis- 
cus) is  curved  and  not  plane.  Hence,  on  account  of  capillarity  (see  §  160), 
there  is  a  force  tending  to  depress  the  mercury  column,  and  on  this 
account  the  height  of  the  column  is  less  than  it  would  be  if  the  atmos- 
pheric pressure  were  counterbalanced  by  the  weight  of  the  column 
alone.  The  amount  of  the  correction  to  be  applied  to  allow  for  this 
capillary  depression  of  the  column  depends  on  the  diameter  of  the  bore 
of  the  tube,  and  for  tubes  of  which  the  diameter  exceeds  2.5  cm.  it  can 
be  entirely  neglected.  The  corrections  to  be  applied  to  barometers  having 
smaller  bores  are  given  belov/,  but  it  must  be  remembered  that  these 
corrections  are  only  approximate,  and  the  only  satisfactory  method  of 
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finding  the  capillary  correction  for  a  barometer  is  to  compare  its  reading 
with  that  of  a  standard  barometer  of  which  the  bore  is  more  than  2.5  cm. 
in  diameter. 

Diameter  of  Bore     .     .     .     0.4    cm.      0.8    cm.      1.2    cm. 
Capillary  Depression    .     .    0.14  cm,      0.05  cm.      ao2  cm. 

In  every  case  the  capillary  correction  must  be  added  to  the  observed 
height,  since  capillarity  tends  to  give  too  low  a  value  for  the  barometric 
height.  In  the  syphon  barometer  the  effects  of  capillarity  in  the  two 
limbs  tend  to  neutralise  each  other ;  but  since  in  one  case  the  mercury 
surface  is  quite  clean  and  exposed  to  a  vacuum,  while  in  the  other  case 
it  becomes  coated  with  dust  and  is  exposed  to  air,  this  compensation 
is  by  no  means  complete. 

1S6.  Mechanleal  Alp-Pump. — An  air-pump  is  an  instrument  for 
withdrawing  the  air  from  within  a  vessel.  In  its  simplest  form  the  air- 
pump  consists  of  a  cylinder  in  which  a 
piston  P  (Fig.  105)  fits  air-tight  There 
is  a  hole  through  the  piston  closed  by 
a  flap  valve  C,  which  can  open  outwards. 
A  pipe,  the  opening  to  which  can  be 
closed  by  a  valve,  B,  which  opens  inwards, 
leads  to  the  vessel  D,  that  is  to  be  ex- 
hausted. When  the  piston  is  drawn* 
upwards  the  valve  c  closes,  and  the 
pressure   below  the   piston  is  reduced  y\g.  105. 

so  that  the  air  in  the  receiver,  on  account 

of  its  elasticity,  is  able  to  raise  the  valve  B,  and  flows  into  the  cylinder. 
When  the  piston  descends  the  valve  B  closes,  and  the  air  in  the  cylinder 
is  compressed  till  it  is  able  to  force  open  the  valve  c,  and  escape  into 
the  air.  By  repeating  this  process  the  air  is  gradually  pumped  out 
of  D. 

If  the  volume  of  the  vessel  D  and  the  pipe  connecting  it  to  the 
cylinder  is  F,  and  the  volume  of  that  part  of  the  cylinder  through  which 
the  lower  surface  of  the  piston  moves  during  a  stroke  is  v.  Then,  if  we 
start  with  the  piston  at  the  bottom  of  its  stroke,  the  volume  of  the  mass 
{ni)  of  air  in  the  instrument  is  K.  At  the  eYid  of  the  upward  stroke  the 
volume  of  this  mass  of  air  will  be  V-\-v,  Of  this  volume  v  c.c.  will  be 
expelled  at  the  down-stroke,  and  V  c.c.  will  be  left  in  the  instrument. 
Hence  at  the  end  of  the  first  stroke  the  mass  of  air  in  the  receiver  is 

•r; —  m.    At  the  end  of  the  second  up-stroke  the  volume  of  this  mass 

of  air  expands  to  V-k-v^  and  during  the  down-stroke  v  cc.  of  air  at  this 

density  are  expelled.     Hence  the  mass  of  air  at  the  end  of  the  second 

V 
stroke  left  in  the  receiver  is   'irrz  of  the  mass  of  air  in  the  receiver 
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V  V 

before  the  second  stroke,  or  y.^  '   y^y  ^^h  which   may  be   written 

t    y  V 

I  K+z/j  ''''  ^^  '^^  ^^"^^  ^^y  ^^^  '"^^^  °^  ^^'^  ^^^'  *^^^^  ^^'"^^  strokes 
is  l-yry)  f^h  and  generally  the  mass  of  air  left  after  n  strokes  is 
(  y+'T, )  '''•  Since  this  mass  of  gas  now  occupies  K  cc,  it  follows  that 
its  density  is  I  TrTZ.)   ^/K  while  the  original  density  was  ////F.    Hence 

the  density  of  the  air  left  in  the  receiver  after  n  strokes  is  (  jrr'  )  th,  of 

what  it  was  originally.  From  this  expression  it  will  be  seen  that  we 
cannot  make  the  density  of  the  air  zero  unless  the 
number  of  strokes  n  is  infinite.  If  the  original  pres- 
sure within  the  receiver  is  p,  then  after  n  strokes  it 

p.      In   practice,  however,  it   is  not 


will 


-  (.:-j 


Fig.  106. 


ix>ssible  to  obtain  a  very  low  pressure  owing 
to  mechanical  defects  in  the  construction  of  the 
valves,  to  leakage  round  the  piston,  and  to  the  fact 
that  the  piston,  when  at  the  bottom  of  its  stroke,  does 
not  completely  expel  all  the  air  in  the  cylinder. 
Another  difficulty  met  with  in  mechanical  pumps  is 
that,  after  the  exhaustion  has  proceeded  a  certain  dis- 
tance, the  elasticity  of  the  air  left  in  the  receiver  is 
not  great  enough  to  lift  up  the  valve  B  (Fig.  105),  so 
that  the  air  left  in  the  receiver  cannot  escape  into  the  cylinder.  In  order 
to  overcome  this  difficulty,  the  valve  is  often  carried  at  the  end  of  a  rod  A 
(Fig.  106),  which  passes  through  the  piston  with  a  little  friction.  When 
the  piston  starts  moving  up,  it  raises  the  valve  A  as  far  as  a  stop  fixed  to 
the  top  of  the  rod  will  allow.  When  the  piston  com- 
mences to  descend  it  forces  the  valve  down  into  its 
seating,  and  thus  closes  the  connection  between  the 
cylinder  and  the  receiver.  In  this  way  the  valve  is 
opened  by  the  movement  of  the  piston,  and  not  by 
the  elasticity  of  the  air  in  the  receiver. 

In  the  Fleuss  pump,  which  is  shown  diagrammati- 
cally  in  Fig.  107,  the  difficulty  with  the  valves,  and 
also  the  defect  that  in  the  old  form  of  pump  there 
is  always  a  certain  amount  of  clearance  between  the 
bottom  of  the  piston  and  the  cylinder,  so  that  all 
the  air  contained  within  the  cylinder  is  not  expelled 
during  the  downward  stroke,  is  avoided  in  another 
way.     The  piston  P  consists  of  a  metal  frame  with  a  leather  bucket  L, 
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and  has  a  valve  N,  which  opens  upwards.  The  pressure  of  the  air  on 
the  upper  side  of  the  piston  presses  the  leather  against  the  wall  of  the 
cylinder,  and  thus  ensures  a  close  fit.  The  valve  A  only  acts  when 
exhaustion  conunences,  and  also  to  allow  any  oil  which  may  have  got 
below  the  piston  to  pass  up.  The  piston-rod  passes  through  the  upper 
valve  B,  which  is  held  down  on  the  seating  C  by  means  of  a  spring  I. 
The  communication  with  the  vessel  to  be  exhausted  is  made  through  the 
tube  G.  The  tube  F  is  designed  to  relieve  the  piston  during  the  first  few 
strokes,  when  otherwise  there  would  be  a  vacuum  below  and  atmospheric 
pressure  above.  As  the  piston  rises 
it  cuts  off  communication  with  G,  and 
then  compresses  the  air  till  it  strikes  £ 
the  valve  B,  which  it  raises,  allowing 
the  air  to  escape.  The  whole  of  the 
air  is  driven  out,  some  of  the  oil  D, 
which  is  above  the  pi  ton,  being  driven 
out.  The  valve  does  not  close  till  the 
piston  has  descended  about  \  inch,  so 
that  some  of  the  oil  above  the  valve 
passes  down  to  the  top  of  the  piston. 
187.  Mercury  Alp-Pumps.— Avery 
good  mechanical  pump  will  exhaust  a 
vessel  till  the  pressure  of  the  remain- 
ing air  will  support  a  column  of 
mercury  of  about  0.05  millimetre  in 
height  In  order  to  get  a  better 
vacuum  than  this,  it  is  necessary 
to  employ  a  pump  in  which  the 
piston  is  formed  by  a  quantity  of 
'  mercury.  Sprengel's  mercury -pump 
consists  of  a  bent  glass  tube  ABC  (Fig. 
108),  with  a  side-tube  D  joined  on  at 
the  bend.  The  end  A  of  this  tube  is 
connected  by  means  of  a  thick-walled 
rubber  tube  with  a  reservoir  E  contain- 
ing mercury.  The  vessel  to  be  ex- 
hausted is  connected  to  the  side-tube 
D,  generally  by  means  of  a  glass  tube 
fitting  by  a  well-ground  neck  into  the 
end  of  the  tube  D.  This  ground  joint 
is  surrounded  by  a  glass  cup,  shown  on  a  large  scale  at  F,  in  which  a 
little  mercury  is  placed  to  prevent  the  external  air  reaching  the  joint. 
The  flow  of  mercury  from  the  reservoir  E  is  adjusted  by  a  pinchcock  on 
the  rubber  tube,  so  that  when  the  mercury  reaches  the  top  of  the  bent 
tube  (shown  on  a  larger  scale  at  g)  it  does  not  pass  over  in  a  continuous 


Fig.  108. 
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stream,  but  breaks  up  into  drops.  Eacli  drop,  as  it  falls  down  the  tube 
BC,  forms  a  small  piston  which  carries  a  little  of  the  air  from  the  space  H 
before  it,  the  air  in  the  vessel  attached  to  D  expanding  to  take  its  place. 
These  small  mercury  pistons  carry  the  air  down  the  tube,  and  finally  drive 
it  out  at  the  open  end  c,  the  mercury  being  caught  in  a  vessel  K,  and 
returned  every  now  and  then  to  the  reservoir  E.  When  the  exhaustion 
is  getting  fairly  complete,  each  mercury  pellet,  as  it  falls  down  the  tube 
BC,  strikes  the  top  of  the  mercury  column  left  in  the  tube,  which  has  a 
height  practically  equal  to  the  barometric  height,  with  a  sharp  metallic 
click.  When  the  exhaustion  is  not  so  complete,  the  air  imprisoned 
between  each  pellet  of  mercury  acts  as  a  buffer,  and  there  is  no  click. 
The  object  in  carrying  the  tube  from  the  reservoir  E  to  B  down  to  a  is 
that,  supposing  the  supply  of  mercury  in  E  runs  short,  the  mercury  in  the 
connecting  tube  EAB  will  not  be  driven  over  by  the 
atmospheric  pressure,  and  thus  admit  the  air  to  the 
vessel  being  exhausted,  but  will  simply  stand  so  that 
the  difference  in  level  between  the  surface  of  the 
mercury  in  the  part  of  the  tube  EA  and  that  in  the 
^(/ \  part  AB  will  be  equal  to  the  barometric  height,  and 

[        ]  this  column  of  mercury  will   prevent  the  access  of 

L    A  the  air. 

Another  form  of  mercury-pump  is  shown  in 
Fig.  109,  and  was  devised  by  Topler.  A  cylindrical 
glass  vessel  A  has  a  side-tube  B  attached,  and  to 
the  lower  end  of  this  side-tube  is  attached  another 
tube  CH,  which  is  connected  to  the  vessel  to  be  ex- 
hausted. To  the  top  of  A  a  tube  dg,  about  80  cm. 
long,  is  attached,  while  to  the  bottom  another  tube 
EF,  also  about  80  cm.  long,  is  attached.  The  lower 
end  of  EF  is  connected  by  a  length  of  rubber  tubing 
with  a  reservoir  K  containing  mercury.  When  K 
is  raised  the  mercury  rises  in  FE,  and  when  the 
surface  reaches  c  cuts  off  the  connection  between 
the  vessel  A  and  the  tube  CH.  K  is  raised  till  the 
mercury  completely  fills  A  and  flows  out  through  G, 
driving  any  air  that  was  in  A  before  it.  If  now  K  is 
lowered,  so  that  the  surface  of  the  mercury  in  K  is 
more  than  76  cm.  below  c,  the  mercury  will  fall  in  A 
and  in  DG  till  it  stands  at  the  barometric  height  in 
DG,  and  will  leave  a  Torricellian  vacuum  in  A.  When 
the  mercury  in  ef  has  fallen  below  c,  the  tube  HC  will  be  connected  to 
this  vacuum,  and  hence  the  air  in  the  tube  HC  and  any  vessel  attached 
to  H  will  rush  into  A.  By  again  raising  K  the  air  enclosed  in  A  will  first 
be  cut  off  from  CH  by  the  rising  mercury  and  then  forced  out  of  the 
apparatus  at  G,  and  on  lowering  K  a  vacuum  will  again  be  left  in  A. 


Fig.  109. 
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The  mercury  here  plays  the  part  of  a  piston  moving  up  and  down  in  the 
cylinder  A,  and  constitutes  its  own  valves.  By  repeating  this  operation 
a  number  of  times  it  is  possible  to  obtain  a  very  good  vacuum,  in  fact 
the  pressure  inside  a  vessel  has  been  reduced  to  0.000012  millimetres  of 
mercury,  that  is,  to  .000000016  or  .016  of  a  millionth  of  an  atmosphere. 

188.  Eflftision  of  Gases. — Suppose  a  gas  of  density  d  (d  is  the  mass 
in  grams  of  a  cubic  centimetre,  not  the  density  as  compared  with  that  of 
hydrogen)  is  enclosed  in  a  vessel  at  a  pressure  of  p  dynes  per  square 
centimetre  above  that  of  the  surrounding  air,  and  is  allowed  to  escape 
through  a  small  opening,  the  cross  section  of  which  is  a.  Then  if  v  is  the 
velocity  with  which  the  gas  escapes,  i.e,  the  velocity  .with  which  a  small 
dust  mote  would  be  carried  through  the  opening,  the  volume  of  gas 
which  escapes  in  the  unit  time  is  av^  and  its  mass  is  cn;d.  The  kinetic 
energy  of  this  moving  mass  of  gas  is  \  avd.v\ 

Suppose  that  a  cylindrical  tube  ab  (Fig.  1 10)  of  cross  section  a  were 
fitted  over  the  opening  in  the  vessel,  and  a  small  weightless  piston  c  were 
fitted  in  this  tube  and  moved  without 
friction,  so  that  as  the  gas  escaped  this 
piston  was  driven  back.  If  the  piston 
starts  in  the  position  C,  then  at  the  end 
of  a  second  it  will  have  arrived  at  a 


^ 


ir 


position  D,  such  that  the  distance  CD  is  Fig.  no. 

equal  to  v.    The  pressure  acting  on  the 

inside  surface  of  the  piston  exceeds  the  pressure  acting  on  the  outside  by 
ap.  Hence  the  work  done  by  this  excess  pressure  while  the  piston  moves 
from  C  to  D  is  a/  X  CD  or  ap%f.  This  work  will  be  done  by  the  expanding 
gas  as  it  escapes,  whether  we  imagine  such  an  arrangement  of  cylinder 
and  weightless,  frictionless  piston  to  exist,  or  whether  the  gas  simply 
escapes  into  the  air  without  any  such  contrivance.  It  is  owing  to  the 
expenditure  of  this  work  (which  is  done  at  the  expense  of  the  potential 
energy  of  the  compressed  gas)  that  the  escaping  g[as  possesses  kinetic 
energy,  and  the  amount  of  the  kinetic  energy  acquired  is  numerically 
equal  to  the  work  done.     Hence 


\€n^d=^apv, 


'-s/ 


2/ 


This  equation  gives  the  algebraic  statement  of  the  laws  which  regulate 
the  rate  at  which  gases  effuse  through  a  small  opening.  These  laws 
were  first  discovered  experimentally  by  Graham,  and  are  expressed  in 
words  as  follows  :  "  The  velocity  with  which  a  gas  effuses  varies  directly 
as  the  square  root  of  the  difference  of  pressure  on  the  two  sides  of  the 
opening,  and  inversely  as  the  square  root  of  the  density  of  the  gas." 
Hence  it  follows  that  if  two  gases  are  allowed  to  effuse  through  the 
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same  opening  under  the  same  difference  of  pressure,  then  the  velocities 
of  effusion  of  the  gases  will  be  inversely  to  one  another  as  the  square  roots 
of  their  densities,  or,  what  amounts  to  the 
same  thing,  the  densities  of  the  two  gases  will 
be  to  one  another  as  the  square  of  the  times 
in  which  equal  volumes  of  the  two  gases 
escape  through  the  same  opening  under  the 
same  excess  of  pressure. 

This  property  of  the  effusion  of  gases  has 
been  utilised  by  Bunsen  to  compare  the  den- 
sities of  gases.  The  instrument  he  used  for 
the  purpose  is  shown. in  Fig.  in.  It  consists 
of  a  cylindrical  glass  vessel  A,  closed  at  one 
end  by  a  stopper  s.  At  v  a  thin  platinum 
partition  completely  closes  the  neck  of  the 
tube,  but  is  pierced  with  a  small  hole  about 
0.013  ni'Ti.  in  diameter.  The  gas  under  ob- 
servation is  enclosed  in  A,  which  is  inserted  in 
another  vessel  containing  mercury  to  such  a 
depth  that  the  top,  r,  of  a  glass  float  is  on  a 
level  with  the  outside  surface  of  the  mercury. 
The  stopper  s  is  then  removed,  and  the  time 
noted  that  it  takes  for  sufficient  gas  to  escape 
through  the  hole  in  the  platinum  plate  to 
allow  the  float  to  rise  till  a  mark  at  /  is  level 
with  the  surface  of  the  mercury.  Then  the 
times  obtained  with  different  gases  are  one  to 
another  as  the  squares  of  their  densities. 

The  difference  in  the  rates  of  effusion  of 
two  gases  is  sometimes  used  to  separate  them 
^^^'  ''^'  when  they  occur  as  a  mixture.    Thus  by  pass- 

KFromGauofs " physusr)  j^g  atmospheHc  air  through  a  number  of  clay 

tobacco-pipe  stems,  placed  one  after  the  other,  a  vacuum  being  main- 
tained at  the  outside  of  the  tubes,  Rayleigh  and  Ramsey  were  able  to 
separate  argon  from  nitrogen.  The  density  of  argon  being  about  20  and 
that  of  nitrogen  14,  we  have — 

V  (nitropen) 
V  (argon) 

so  that  the  nitrogen  passes  through  the  clay  1.2  times  faster  than  the 
argon,  and  the  gas  which  escapes  from  the  end  of  the  pipe-stems  is  richer 
in  argon  than  ordinary  atmospheric  nitrogen.  This  method  of  separating 
gases  is  called  atmolysis. 

189.    Difftision   of   Gases.— If  two  equal   bottles,   one  containing 
hydrogen  and  the  other  carbon  dioxide,  are  placed  mouth  to  mouth,  the 
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bottle  conUining  the  hydrogen  being  on  the  top,  then  after  a  certain 
time  it  will  be  found  that  half  of  the  hydrogen  has  travelled  down  into 
the  lower  bottle  and  half  of  the  carbon  dioxide  has  ascended  into  the 
upper  bottle,  and  this  in  spite  of  the  fact  that  the  density  of  the  carbon 
dioxide  is  twenty-two  times  as  great  as  that  of  the  hydrogen.  This 
phenomenon  is  called  the  diffusion  of  gases,  and  we  notice  that  after 
diffusion  is  complete  the  proportion  of  each  gas  in  each  of  the  two  bottles 
is  the  same  as  it  would  be  had  one  of  the  bottles  filled  with  either  of  the 
gases  been  connected  to  a  second  equal  bottle  which  had  been  evacuated. 
Hence  it  is  usual  to  say  that  one  gas  diffuses  into  a  space  which  is  filled 
with  another  gas  just  as  if  this  other  gas  did  not  exist.  The  only  effect 
of  the  presence  of  the  second  gas  is  that  the  diffusion,  instead  of  being 
almost  instantaneous,  as  it  would  be  in  the  case  of  a  vacuum,  takes  some 
time  to  become  complete.  It  also  follows  that  in  the  case  of  a  vessel 
filled  with  a  mixture  of  gases,  each  gas  exerts  the  same  pressure  as  it 
would  exert  if  it  were  alone  present,  so  that  the  total  pressure  is  the  sum 
of  the  pressures  exerted  by  the  two  gases  (Dalton's  law).  Of  course,  in 
each  of  the  above  cases  it  is  presupposed  that  the  gases  do  not  exert  any 
chemical  action  on  one  another. 

It  is  on  account  of  diffusion  that  the  proportions  of  nitrogen  and 
oxygen  in  the  air  are  the  same  at  all  elevations,  there  being  no  excess  of 
the  heavier  constituent  (oxygen)  at  low  levels  or  of  the  lighter  constituent 
high  up. 

If  the  two  bottles  containing  hydrogen  and  carbon  dioxide,  instead 
of  being  placed  with  their  open  mouths  in  contact,  are  separated  by  a 
plate  which  is  pierced  with  a  number  of  small  holes,  such  as  a  piece 
of  unglazed  porcelain,  then  diffusion  will  still  go  on.  First  consider  the 
hydrogen ;  since  the  bottle  containing  the  carbon  dioxide  acts  as  a 
vacuum,  the  hydrogen  will  pass  through  the  pores,  and  the  velocity  with 
which  it  passes  will  be  given  by  the  same  expression  as  that  found  for 
the  effusion  of  a  gas  in  the  previous  section.  Hence  the  rate  at  which 
the  hydrogen  passes  is  directly  proportional  to  the  square  root  of  the 
partial  pressure  *  exerted  by  the  hydrogen  in  the  hydrogen  bottle,  and 
inversely  proportional  to  the  square  root  of  the  density  of  hydrogen.  In 
the  same  way,  the  rate  at  which  tlie  carbon  dioxide  passes  through  the 
porous  plate  will  be  directly  proportional  to  the  square  root  of  the  partial 
pressure  exerted  by  the  carbon  dioxide,  and  inversely  proportional  to  the 
square  root  of  the  density  of  the  carbon  dioxide.  At  the  commencement 
the  partial  pressure  due  to  each  gas  in  its  own  bottle  is  equal  to  the 
atmospheric  pressure.  Hence  the  rate  at  which  the  hydrogen  starts 
diffusing  into  the  carbon  dioxide  is  to  the  rate  at  which  the  carbon 
dioxide  diffuses  into  the  hydrogen  as  the  square  root  of  the  density  of 
carbon  dioxide  is  to  the  square  root  of  the  density  of  hydrogen  ;  or  if  Vy 

1  By  partial  pressure  is  meant  the  pressure  which  would  be  exerted  by  the  hydrogen 
alone,  suppose  the  carbon  dioxide  which  is  mixed  with  the  hydrogen  were  removed. 
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and  d^  are  the  rate  of  difTusion  of  the  hydrogen  at  the  start  and  its 
density,  and  v^  and  d^  are  the  corresponding  quantities  for  the  carbon 
dioxide,  then 

^4. 


^1=     A 


Hence,  as  the  density  of  carbon  dioxide  {d^  is  greater  than  that  of 
hydrogen  (</i),  the  hydrogen  will  diffuse  more  quickly  into  the  bottle 
containing  carbon  dioxide  than  this  gas  can  diffuse  into  the  hydrogen 
bottle.  As  a  result,  the  total  pressure  in  the  carbon  dioxide  bottle  will 
become  greater  than  one  atmosphere,  while  that  in  the  hydrogen  bottle 
will  be  less.  The  actual  pressure  causing  diffusion  being  the  difference 
between  the  partial  pressures  of  the  given  gas  in  the  two  bottles,  the 
acting  pressure  in  the  case  of  the  hydrogen  will  decrease  more  quickly 
than  in  the  case  of  the  carbon  dioxide,  and  on  this  account  the  rate  of 
diffusion  of  the  hydrogen  will  decrease  more  rapidly  than  that  of  the 
carbon  dioxide.  When,  if  the  two  bottles  are  of  equal  volume,  half  of  each 
gas  has  passed  over  into  the  other  bottle,  the  partial  pressures  exerted  by 
each  gas  on  each  side  of  the  porous  partition  will  be  equal,  and  hence 
diffusion  will  cease. 

140.  Absorption  of  Gases— Occlusion.— Liquids  are  able  to  dissolve 
gases  even  when  they  do  not  enter  into  any  chemical  combination  with 
them.  The  volume  of  gas  which  the  unit  of  volume  of  any  given  liquid 
can  absorb  depends  on  the  nature  of  the  gas  and  on  the  temperature  of  the 
liquid.  The  number  of  units  of  volume  of  a  gas  which  can  be  absorbed 
by  unit  volume  of  a  given  liquid  at  15**  C.  is  called  the  absorption 
coefficient  of  the  liquid.  The  absorption  coefficients  for  some  gases  in 
water  are  as  follows  : — 


Ammonia    . 

.     756 

Chlorine    . 

.     2.4 

Carbon  dioxide    . 

.       I.O 

Oxygen     . 

.     0.035 

Hydrogen    . 

.    0.019 

Nitrogen  . 

.     0.017 

Since  a  liquid  can  absorb  a  certain  volume  of  a  given  gas,  ic  follows 
tliat  the  mass  of  the  gas  absorbed  by  a  given  volume  of  liquid  depends 
on  the  pressure  to  which  the  gas  and  liquid  are  subjected  ;  for  the 
mass  of  a  given  volume  of  a  gas  is,  according  to  Boyle's  law,  prop>ortionaI 
to  the  pressure,  while,  as  will  be  seen  later,  the  volume  of  a  given  mass  of 
liquid  is  almost  independent  of  the  pressure.  Thus  at  two  atmospheres 
pressure  unit  volume  of  water  will  absorb  twice  the  mass  ^of  carbon 
dioxide  that  it  will  at  one  atmosphere's  pressure,  at  three  atmospheres 
three  times  the  mass,  and  so  on.  If,  after  the  liquid  has  absorbed  all 
it  can  of  a  given  gas  at  a  given  pressure,  the  pressure  is  reduced,  the 
excess  gas,  above  the  quantity  which  would  be  absorbed  at  this  new 
pressure,  will  be  evolved.  This  is  what  happens  in  the  case  of  soda- 
water,  bottled  beer,  champagne,   &c.      In  each   case  the   liquid  has 
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absorbed  carbon  dioxide  gas  at  a  high  pressure,  and  when  the  bottle  is 
opened  the  excess  gas  is  evolved,  and  gives  rise  to  the  so-called  sparkle 
of  the  liquid. 

Metals  such  as  silver  and  gold  are  capable,  when  in  the  molten  con- 
dition, of  absorbing  gas  from  the  air,  just  as  other  liquids  ;  this  gas  being 
evolved  when  the  metal  solidifies. 

Some  metals,  notably  palladium,  are  able  to  absorb  very  large  volumes 
of  hydrogen,  even  when  in  the  solid  state-  Thus  if  a  slip  of  palladium  is 
used  as  the  negative  pole  in  the  electrolysis  (§  539)  of  a  dilute  solution 
of  sulphuric  acid,  it  will  absorb  about  900  times  its  own  volume  of 
hydrogen  gas.     Gases  absorbed  by  solids  are  said  to  be  occluded. 

Almost  all  solid  bodies  possess  the  power  of  condensing  gases  on 
their  surface,  so  that  after  being  surrounded  for  some  time  by  a  gas,  a 
solid  becomes  coated  on  the  outside  with  a  layer  of  this  condensed  gas, 
which  cannot  be  immediately  removed  by  merely  placing  the  solid  under 
the  receiver  of  an  air-pump  and  producing  a  vacuum.  In  order  to  com- 
pletely remove  this  gaseous  coating,  it  is  necessary  to  heat  the  solid  while 
it  is  in  a  vacuum,  or  to  rub  the  surface  with  alcohol,  or  some  fine  powder, 
such  as  tripoli.  The  amount  of  gas  which  can  in  this  way  be  occluded 
depending  on  the  surface  of  the  solid  exposed,  very  porous  bodies,  such 
as  wood-charcoal  and  platinum-black  {i.e.  finely  divided  platinum  obtained 
by  heating  platinic  chloride),  in  which  the  surface  bears  a  very  large 
ratio  to  the  mass  of  the  body,  are  able  to  occlude  comparatively  large 
quantities  of  some  gases.  Thus  freshly  heated  (in  order  to  free  it  of 
occluded  air)  box-i:harcoal  will  occlude  about  ninety  times  its  volume 
of  ammonia  gas. 

141*.  Klnetie  Theory  of  Gases.— The  phenomena  of  diffusion,  in 
which  a  heavy  gas  will  move  upwards  and  mix  with  a  lighter  gas  placed 
above,  and  this  lighter  gas  will  move  down,  show  that,  although  such 
amounts  of  the  gas  as  we  are  able  to  see,  and  particles  of  dust  suspended 
in  the  gas  appear  at  rest,  yet  there  must  be  some  kind  of  movement 
going  on  continuously  within  a  mass  of  gas.  We  have  seen  that  the 
most  probable  theory  of  the  constitution  of  matter  is  to  suppose  it  built 
up  of  fine  particles  or  molecules.  The  kinetic  theory  of  gases  supposes 
that  in  a  gas  these  molecules  are  endowed  with  a  motion  of  translation, 
and  that  the  spaces  between  adjacent  molecules  are  fairly  great  com- 
pared with  the  size  of  the  molecules.  We  may,  as  a  first  approximation, 
consider  that  the  molecules  are  hard,  elastic  spheres,  each  molecule 
having  a  definite  mass,  and  that  a  gas  consists  of  an  enormous  number 
of  these  small  spheres  moving  about  in  all  directions  with  different 
velocities.  During  its  movement  each  molecule  will  occasionally  collide 
with  another  molecule,  the  two  rebounding  after  collision  like  two 
billiard-balls  ;  also  some  of  the  molecules  will  be  continually  striking 
the  walls  of  the  vessel  containing  the  gas,  and  rebounding  from  them. 
In  the  intervals  between  its  impacts  with  other  molecules,  or  with  the 
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walls,  each  molecule  will  travel  in  a  straight  line,  so  that  the  path  of  a 
molecule  consists  of  a  zigzag  line.  On  account  of  their  frequent  collisions, 
the  velocities  of  the  different  molecules  must  vary  considerably,  as  also 
the  velocity  of  any  given  molecule  at  different  times.  Hence,  in  investi- 
gating the  properties  of  gases  according  to  this  theory,  we  have  to  adopt 
what  is  called  the  statistical  method.  In  this  method  we  do  not  consider 
the  behaviour  of  one  particular  molecule,  but  we  take  such  a  large 
number  of  molecules  into  consideration  that,  although  the  velocities  of 
individual  molecules  may  vary  considerably,  the  mean  velocity  of  all  the 
molecules  considered  at  any  moment  will  be  the  same  as  the  mean 
velocity  of  the  same  molecules,  say  one  second  later,  or  will  be  the  same 
as  the  mean  velocity  of  an  equal  number  of  other  molecules  of  the  same 
gas  taken  under  the  same  conditions  of  temperature,  pressure,  &c.  As 
an  illustration  of  such  a  method,  suppose  cloth  had  to  be  bought  to 
clothe  an  army  of  a  million  men,  then,  although  the  clothes  made  would 
be  of  many  sizes,  it  is  certain  that  the  quantity  of  cloth  used  from  year 
to  year  for  this  purpose  would  be  the  same,  and  we  could  calculate  what 
is  the  quantity  of  cloth  required  to  clothe  the  average-sized  soldier. 
Instead,  therefore,  of  attempting  to  allow  for  the  various  velocities  of  the 
different  molecules,  we  shall  suppose  that  they  all  move  with  the  mean 
of  their  actual  velocities.  In  the  same  way  the  length  of  the  path 
traversed  by  each  molecule  between  successive  collisions  varies  greatly 
from  time  to  time,  but  under  given  conditions  the  mean  length  of  the 
path  between  successive  collisions,  or  the  mean  free  path,  as  it  is  called, 
will  for  any  large  number  of  molecules  be  the  same,  under  similar 
conditions. 

142'.  Pressure  Exerted  by  a  Gas.— Suppose  that  a  molecule  of 
mass  m  moving  with  a  speed  V  impinges  at  right  angles  on  a  solid  sur- 
face, then  it  will,  if  it  is  perfectly  elastic,  rebound  with  a  speed  F,  but  in 
the  opposite  direction.  The  change  in  momentum  of  the  molecule  due 
to  the  impact  will  therefore  be  2///  V,  Hence,  by  §  60,  the  impulse  of  the 
blow  on  the  surface  is  2;//  F.  Suppose  now  we  have  a  certain  mass  of  a 
gas  enclosed  in  an  envelope,  which  for  simplicity  we  may  take  to  be  a 
cube  having  each  edge  one  centimetre  long.  The  molecules  in  this 
vessel  will  be  moving  in  all  directions,  but  we  may  resolve  the  velocity 
of  each  molecule  along  three  directions  parallel  to  the  mutually  perpen- 
dicular edges  of  the  cube  ;  or,  what  comes  to  the  same  thing,  if  the  number 
of  molecules  is  very  great,  we  may  suppose  that  one-third  of  the  total 
number  of  molecules  are  moving  parallel  to  each  of  these  three  edges 
with  the  mean  velocity  V.  Under  these  circumstances,  the  molecules  of 
each  group  are  moving  parallel  to  four  faces  of  the  cube,  and  therefore 
will  not  impinge  on  them  :  they  will  only  impinge  on  the  two  faces  which 
are  at  right  angles  to  their  direction  of  motion.  If  we  consider  one 
molecule  of  one  of  these  groups  moving  with  the  velocity  l\  then  the 
interval  between  two  consecutive  impacts  of  this  molecule  on  one  of  the 
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faces  will  be  the  time  taken  by  this  molecule  to  travel  to  the  opposite 
face  of  the  cube  and  back  again,  that  is,  through  a  distance  of  two  centi- 
metres. Hence  the  interval  between  two  consecutive  impacts  on  the 
face  will  be  2\Vy  and  there  will  be  F/2  impacts  on  the  face  by  this 
molecule  in  each  second.  Tlie  impulse  acting  on  the  face  due  to  each 
impact  being  2///  F,  the  total  impulse  during  a  second  will  be  m  V^,  which 
is  what  would  be  produced  by  the  action  of  a  continuous  force  m  V^,  since 
the  impulse  of  this  force,  if  it  acted  for  one  second,  would  be  mV^x  i. 
If  the  total  number  of  molecules  per  cubic  centimetre  at  the  given 
pressure,  &c.,  is  Ny  then  since  iV/3  molecules  may  be  considered  as 
moving  parallel  to  the  one  considered  above,  the  total  force  acting  on 
the  face  will  be  ^JVm  V'^.  Since  this  force  acts  on  unit  area,  if  p  is  the 
pressure  which  the  gas  exerts  on  the  containing  wall,  then 

Now,  since  there  are  by  supposition  JV  molecules  in  the  cubic  centi- 
metre, and  the  mass  of  each  molecule  is  m,  the  total  mass  of  the  gas 
is  mA'y  but  the  mass  of  unit  volume  of  a  body  is  the  density  ;  hence,  if  p 
is  the  density  of  the  gas,  _ 

or  Pip^yvs- 

Now  according  to  Boyle's  law /z/= constant,  if  ^^  is  the  volume  of  a 
given  mass  of  gas.  But  the  density  of  the  gas  is  equal  to  M/v,  or 
v  =  M/pf  so  that  for  a  given  mass  of  gas  the  volume  is  inversely  pro- 
portional to  the  density,  and  Boyle's  law  may  be  written 

//p  =  constant. 
Hence  we  see  that,  if  Boyle's  law  holds,  the  mean  velocity  of  the  molecules 
V  is  constant. 

From  the  equation  V=  ^  ^^,  the  value  of  V  can  be  calculated  if  we 

know  the  density  of  a  gas  at  any  given  pressure.  Since  the  value  of  ^ 
is  inversely  proportional  to  the  square  root  of  the  density,  this  result 
enables  us  to  see  why  it  is  that  the  rate  of  diffusion  of  a  gas  is  inversely 
as  the  square  root  of  the  density. 

In  the  following  table  the  values  of  K,  at  a  temperature  of  o*"  C,  are 
given  for  some  gases  : — 

Hydrogen 185900  cm.  per  sec. 

Nitrogen 49200     „        „ 

Oxygen 46500     „        „ 

Carbon  dioxide  39600     „        ., 

143*.  Avogadro's  Law. — If  we  have  two  gases  under  the  same 
pressure,  and  at  the  same  temperature,  N^  being  the  number  of  mole- 


Digitized  by 


Google 


172  Mechanics  and  Properties  of  Matter  [§  143 

cules  per  unit  volume  of  one  gas,  m^  the  mass  of  each  molecule,  and  K| 
the  mean  velocity  of  translation  of  the  molecule  ;  N^^  Wj,  and  V^  being 
the  corresponding  quantities  for  the  other  gas.  Then,  since  the  pressure 
IS  the  same  in  each  gas,  we  have,  from  the  result  obtained  in  the  previous 
section, 

\N,mJ^^^\h\m^V^    ...     (I) 

Now  \m^  V^  is  the  kinetic  energy  of  one  of  the  molecules  of  the  first 
gas  when  it  is  moving  with  the  mean  velocity.  The  mean  kinetic 
energy  of  the  molecules  depends  on  the  temperature,  as  we  shall  see 
later  on.  Also,  if  two  gases  are  at  the  same  temperature,  the  mean  value 
of  the  molecular  kinetic  energy  must  be  the  same,  for  otherwise,  when 
they  are  mixed,  since  now  by  collisions  between  the  molecules  the  kinetic 
energy  would  become  equalised,  the  temperature  would  alter.  Thus 
the  mean  kinetic  energy  being  the  same  for  the  gases,  if  the  temperature 
is  the  same,  we  have 

Combining  this  equation  with  equation  (i)  above,  we  get 

or,  under  the  same  condition  of  pressure  and  temperature,  equal  volumes 
of  all  gases  contain  an  equal  number  of  molecules.  This  law  was 
enunciated  by  Avogadro,  who  was  led  to  it  by  purely  chemical  con- 
siderations. 

The  effect  of  temperature  on  the  movements  of  the  molecules  of  a  gas 
will  be  considered  in  the  section  on  Heat.  Space  and  the  scope  of  this 
book  will  not  allow  of  our  pursuing  the  subject  of  the  kinetic  theory  of 
gases  any  further,  and  we  must  refer  readers  for  further  information  on 
the  subject  to  Clerk  Maxwell's  "  Theory  of  Heat,*  or  Risteen*s  "  Mole- 
cules and  Molecular  Theory." 
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Fig.  ZI2 


PROPERTIES  OF  LIQUIDS 

144.  Equilibrium  of  a  Liquid  at  Rest.— In  the  case  of  a  liquid 
at  rest  under  the  influence  of  gravity  the  free  surface  must  be  horizontal. 
If  it  were  inclined  to  the  horizon,  then  the  weight  of  a  particle  P  (Fig. 
1 12)  of  the  liquid  at  the  surface  would  have  a  component  parallel  to  the 
surface  of  the  liquid.  Since  the  surface  is  everywhere 
at  the  same  pressure,  there  would  be  nothing  in  the 
nature  of  a  hydrostatic  pressure  to  resist  this  force, 
and  as  the  liquid  itself  would  offer  no  resistance,  the 
particle  P  would  move  along  the  surface,  and  hence 
the  liquid  would  not  be  at  rest 

Although  a  comparatively  small  surface  of  a  liquid 
is  for  all  practical  purposes  plane,  it  is  not  absolutely 
so,  and  when  dealing  with  large  surfaces,  this  departure  from  plane- 
ncss  becomes  appreciable.  The  condition  that  the  particle  P  (Fig.  112) 
should  be  at  rest  is  that  the  line  of  action  of  the  attraction  of  gravity 
on  P  should  be  normal  to  the  surface  at  P.  Hence  the  surface  of  a 
liquid  is  always  normal  to  the  radius  of  the  earth  at  the  point  con- 
sidered, and  therefore  forms  part  of  a  sphere  having  the  earth's  radius 
as  radius.  The  fact  that  the  surface  of  a  liquid  is  always  horizontal 
is  made  use  of  in  the  spirit-level.  This  consists  essentially  of  a  glass 
tube  ABC  (Fig.  113),  which  is 
slightly  bent,  and  fitted,  with 
the  convex  surface  upwards, 
in  a  frame  de.  This  tube  is 
closed  at  either  end,  and  is 
filled  with  alcohol*  except  for 
a  bubble  of  air  B,  which  is  left  in.  This  bubble  constitutes  the  only 
free  surface  of  the  liquid,  and  it  always  sets  itself  at  the  highest  point 
of  the  curved  tube.  Hence,  if  the  tube  is  fixed  in  the  frame  in  such 
a  way  that  when  the  lower  surface  of  the  frame  is  horizontal  the  highest 
point  of  the  bent  tube  is  opposite  a  fixed  mark  on  the  top  of  the  tube, 
then,  whenever  the  bubble  is  opposite  this  mark,  the  lower  surface  of  the 
stand  will  be  horizontal.  If  one  end,  say  E,  is  tilted  up,  then  the  marked 
point  of  the  tube  is  no  longer  the  highest,  and  the  bubble  moves  towards  E. 


Fig.  113, 


1  Alcohol  is  used  on  account  of  its  extreme  mobility. 
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145.  Level  of  Liquid  Surface  in  Communicating  Vessels.— Sup- 
pose a  U-tube  ABC  (Fig.  114)  has  the  same  liquid  in  either  limb,  then 
the  two  surfaces  A  and  B  will  be  in  the  same  horizontal  plane.  For 
if  we  consider  a  point  D  within  the  liquid,  at  a  depth 
h^  below  the  surface  at  A,  and  at  a  depth  h^  below 
the  surface  at  c,  then  the  pressure  at  D  must  be 
the  same,  whether  caused  by  the  column  ad  or  the 
column  CD  ;  otherwise  the  liquid  would  move  towards 
the  side  on  which  the  pressure  was  least.     Hence 


where  p  is  the  density  of  the  liquid. 


B 

Fig.  114. 

By  an  exactly  similar  line  of  argument  it  can  be 

shown  that  the  pressure  at  any  pair  of  points,  one  in  either  limb,  is  the 

same  if  these  points  lie  in  the  same  horizontal  plane. 

If,  instead  of  having  the  same  liquid  in  both  limbs,  one  limb  ab 

(Fig.  115)  contains  a  liquid  of  less  density  than  that  in  the  other; 

then,  if  b  is  the  surface  separating  the  two  liquids,  from  what  has 
been  said  in  the  previous  paragraph,  the  pres- 
sure at  a  point  D  in  the  denser  liquid  in  the 
same  horizontal  plane  as  B  must  be  equal  to  the 
pressure  at  B.  Hence  the  pressure  exerted  by 
the  column  AB  of  the  one  liquid  must  be  equal 
to  the  pressure  exerted  by  the  column  CD  of  the 
other  liquid.  So  that,  if  h^  and  h^  are  the  heights 
of  these  columns,  and  pj  and  p^  are  the  densities  of 
the  liquids,  we  have — 


Fig.  115. 


//2      Pi' 


That  is,  the  heights  of  the  columns  of  the  two  liquids  above  the  level 
of  their  common  surface  are  to  one  another  inversely  as  the  densities 
of  the  liquids. 

146.  Density  of  Liquids.— In  order  to  determine  the  density  of  a 
liquid,  the  mass  of  a  known  volume  must  be  measured.  If,  however,  we 
know  the  density  of  any  given  liquid,  say  water,  then  we  can  find  the 
density  of  any  other  liquid  by  comparing  the  mass  of  any  volume  of  the 
liquid  with  that  of  the  same  volume  of  the  standard  liquid. 

The  density  of  water  has  been  determined  by  Mace  de  Lepinay  with 
great  accuracy,  by  a  method  depending  on  the  principle  of  Archimedes. 
A  cube  of  quartz  was  prepared  and  its  volume  obtained  by  measurement 
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The  planeness  of  the  faces  was  tested,  and  the  distance  between  the 
opposite  faces  measured  by  an  optical  method  depending  on  the  pro- 
duction of  Newton's  rings  (see  §  376).  This  cube  was  then  placed  on 
the  pan  of  a  very  delicate  balance,  a  small  cage  suspended  by  a  fine 
platinum  wire  hanging  from  the  under  side  of  the  same  pan.  This  cage 
was  completely  immersed  in  the  water  of  which  the  density  was  to  be 
measured,  and  which  was  kept  at  a  constant  temperature,  this  temperature 
being  read  by  means  of  a  thermometer.  The  weights  necessary  to 
counterpoise  the  quartz  block  (in  air)  and  the  wire  cage  (immersed  in  the 
water)  having  been  placed  in  the  second  pan  of  the  balance,  the  quartz 
block  was  transferred  to  the  cage,  and  the  weights  found  which  were 
now  necessary  to  counterpoise.  The  difference  between  these  weights 
represents  the  loss  of  weight  of  the  block  when  immersed  in  water,  and 
this,  by  the  principle  of  Archimedes,  is  equal  to  the  weight  of  a  volume 
of  water  equal  to  that  of  the  block.  Hence,  knowing  the  volume  of  the 
block,  />.  the  volume  of  the  water  displaced,  the  density  can  be  calculated. 
The  object  of  having  the  wire  cage,  which  was  always  immersed  in  the 
water,  was  to  allow  for  the  weight  of  the  suspending  fibre  and  that  of  the 
water  it  displaced  ;  also,  by  this  arrangement  the  effect  of  the  surface  of 
the  liquid  on  the  suspending  wire  due  to  capillarity  (§  157)  was  the  same 
during  both  the  weighings,  and  was  therefore  eliminated. 

Since  the  volume  of  the  quartz  cube  altered  with  the  temperature,  this 
had  to  be  allowed  for,  so  that  a  preliminary  measurement  of  the  coefficient 
of  expansion  of  quartz  was  made. 

The  following  table  gives  the  density  of  water  at  different  tem- 
peratures : — 

Density  of  Water. 


Tempera- 
ture. 

Density. 
Grams  per  c.c. 

Tempera- 
ture. 

Density. 
Grams  per  c.c. 

Dcg.  C. 

Deg.  C. 

0 

.99984 

16 

.99894 

I 

89 

17 

77 

2 

93 

18 

59 

3 

95 

>9 

40 

4 

96 

20 

19 

5 

95 

21 

.99798 

6 

93 

22 

76 

7 

89 

23 

52 

8 

84 

24 

28 

9 

77 

25 

03 

10 

.99969 

26 

.99677 

II 

60 

27 

50 

12 

49 

28 

22 

13 

37 

29 

.99593 

14 

24 

30 

63 

15 

09 

Digitized  by 


Google 


1/6 


Mechanics  and  Properties  of  Matter 


[§146 


Knowing  the  density  of  water,  A,  at  different  temperatures,  we  can 
determine  the  volume  of  a  solid  which  is  insoluble  in  water,  by  weighing 
it  first  in  air  and  then  when  immersed  in  water  at  a  known  temperature. 
If  Wi  is  the  weight  in  air  and  w^,  the  weight  in  water,  then  the  loss  of 
weight,  that  is,  the  weight  of  water  displaced,  is  w^  -  w^  and  this  must  be 
equal  to  AK,  where  Fis  the  volume  of  the  solid.     Thus 

One  method  of  comparing  the  density  of  a  liquid  with  that  of  water 
is  to  determine  the  loss  of  weight  of  a  solid,  which  is  unacted  upon  by 
either  liquid,  when  weighed  first  in  water  and  then  in  the  liquid.  In 
this  way  the  weights  or  masses  of  equal  volumes  of  the  liquid  and  of 
water  are  obtained.  If  m-^  is  the  loss  of  weight  in  the  given  liquid  of 
density  p,  and  tn^  is  the  loss  of  weight  in  water  of  density  A,  then 

ffly  —  Vp 

and  m^—  FA, 

where  V  is  the  volume  of  the  solid.     Hence 

and,  by  taking  the  value  of  A  for  the  temperature  of  the  experiment  from 
the  table  given  above,  p  can  be  calculated. 

Another  method  in  common  use  for  determining  the  density  of  a 
liquid  is  to  weigh  a  small  bottle,  called  a  specific  gravity  bottle  or 
pyknometer,  when  full,  first  of  water,  then  of  the  liquid.  Two  forms  of 
pyknometer  which  are  in  common  use  are  shown  in  Fig.  116.  One 
consists  of  a  small  glass  bottle  A,  fitted  with  a  well-ground-in  glass 
stopper  B.  This  stopper  is  pierced  by  a  fine  hole.  The  bottle  is  com- 
pletely filled  with  the  liquid,  and 
the  stopper  inserted,  care  being 
taken  not  to  include  any  air-bubbles. 
The  superfluous  liquid  flows  out 
through  the  hole  in  the  stopper 
and  is  wiped  off.  The  other  form 
consists  of  a  bent  glass  tube  cdk 
of  the  shape  shown.  The  end  C  is 
drawn  out  into  a  fine  capillary,  and 
a  fine  mark  is  engraved  on  the  glass 
at  F.  To  fill  the  tube  the  end  c  is 
dipped  below  the  surface  of  the 
liquid,  which  is  drawn  into  the  tube 
by  suction  at  E  till  it  fills  it  a  little 
above  the  mark  F.  Then,  by  touching  the  capillary  C  with  a  piece  of 
blotting-paper,  liquid  is  withdrawn  till  the  surface  comes  exactly  to  the 
mark  F. 


Fig.  116. 
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Let  Wi  be  the  weight  of  the  empty  pyknometer,  and  w^  and  w^  the 
weight  when  full  of  the  liquid  and  water  respectively.  Then  w^—Wi  is 
the  weight  of  water  which  fills  the  instrument.  Hence  if  A  is  the  density 
of  the  water  at  the  temperature  at  which  the  pyknometer  was  filled,  its 
volume  V  is  given  by 


The  weight  of  a  volume  V  of  the  given  liquid  is  w^  -  w^ 
density  p  of  the  liquid  is 

p= .  A. 

tt/3-w, 

The  following  table  gives  the  density  of  some  liquids  : — 


Hence  the 


Density  of  Liquids. 


Liquid. 


Mercury 
Bromine 
Chloroform    . 
Glycerine 
Milk  (cow's)  . 
Sea  water 
Olive  oil 
Turpentine 
Alcohol  (ethyl) 
Ether     . 


Mass  of  I  C.C. 

Temperature. 
Degree  C. 

Grams. 

13-596 

0 

3.187 

0 

1.480 

18 

1.260 

0 

1.03  (about) 

15 

1.025 

J5 

0.918 

15 

0.873 

16 

0.791 

0 

0.736 

0 

147.  Flotation. — Since  when  a  body  is  immersed  in  a  fluid  it  ex- 
periences an  upward  force,  due  to  the  pressure  of  the  fluid,  equal  to  the 
weight  of  the  fluid  displaced,  it  follows  that  if  the  density  of  the  body 
is  less  than  that  of  the  fluid,  the  weight  of  the  displaced  fluid  will  be 
greater  than  the  weight  of  the  body,  and  hence  the  upward  force  acting 
on  the  body  due  to  the  fluid  will  be  greater  than  the  downward  force 
due  to  gravity.  If  no  other  forces  are  acting  on  the  body,  it  will  therefore 
rise  until  the  weight  of  the  displaced  fluid  is  exactly  equal  to  that  of  the 
body.  In  the  case  of  a  body  such  as  a  balloon  in  the  air,  this  will 
happen  when  it  has  risen  to  such  a  distance  that  the  density  of  the  air 
has  become  so  much  reduced  that  the  weight  displaced  by  the  balloon 
is  equal  to  its  own  weight.  In  the  case  of  a  solid  immersed  in  a  liquid,  it 
will  rise  till,  some  of  the  solid  having  risen  above  the  surface  of  the 
liquid,  the  weight  of  the  volume  of  liquid  displaced  by  the  remainder, 
which  is  still  submerged,  is  equal  to  the  weight  of  the  body. 

In  order  that  a  body  floating  in  a  liquid  may  be  in  equilibrium,  not 
only  must  the  upward  pressure  due  to  the  liquid  be  equal  in  magnitude 
to  the  weight  of  the  body,  but  it  must  also  act  vertically  upwards  through 
the  centre  of  gravity  of  the  body.     If  we  suppose  the  body  removed  and 
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replaced  by  some  of  the  liquid  which  has  become  solid  and  occupies  ex- 
actly the  position  of  the  immersed  part  of  the  solid,  this  solidified  portion 
of  liquid  will  be  in  equilibrium.  Hence,  since  its  weight  acts  verticapy 
through  its  centre  of  gravity,  the  pressure  due  to  the  part  of  the  liquid 
which  has  remained  liquid  must  also  act  vertically  through  the  centre  of 
gravity  of  the  solidified  portion.  The  direction  and  magnitude  of  this 
pressure  must  be  the  same  as  that  which  was  acting  on  the  floating  body, 
so  that  we  see  that  the  upward  force  due  to  the  liquid  is  equal  to  the 
weight  of  the  liquid  displaced,  and  acts  in  a  vertical  direction  through 
the  point  which  would  be  the  centre  of  gravity  of  the  displaced  liquid 
If  G  (Fig.  1 17,  a)  is  the  centre  of  gravity  of  a  floating  body,  and  H  the 


Fig.  117. 

centre  of  gravity  of  the  displaced  water,  the  two  points  G  and  H  must,  if 
the  body  is  in  equilibrium,  be  vertically  one  over  the  other.  If  the  body 
be  displaced  into  some  such  position  as  that  shown  at  B,  then  the  centre 
of  gravity  of  the  displaced  liquid  will  no  longer  be  at  H,  but  at  some  point 
such  as  h'.  The  body  is  then  acted  upon  by  a  couple  which  tends  to  bring 
it  back  into  the  position  shown  at  A.  The  point  M,  where  the  new  vertical 
through  h'  cuts  the  vertical  drawn  through  H  in  the  undisturbed  position, 
is  called  the  metacentre.  In  the  above  figure  the  metacentre  is  above  the 
centre  of  gravity,  and  the  floating  body  is  in  stable  equilibrium,  as  the 
couple  when  it  is  deflected  tends  to  restore  it  to  its  original  position.  In 
the  case  shown  in  Fig.  118,  however,  the  couple,  which  comes  into  play 

when  the  body  is  deflected  from  the 
A  position,  tends  to  increase  the  dis- 
placement, and  hence  the  condition 
figured  at  A  is  unstable.     In  this 
case  it  will  be  seen  that  the  meta- 
centre M  is  below  the  centre   of 
gravity  of  the  floating  body.   H  ence 
a  floating  body  is  stable  when  the 
metacentre  is  above  the  centre  of 
gravity,  and  the  higher  the  meta- 
centre is  above  the  centre  of  gravity,  the  more  stable  is  the  body.     If  the 
metacentre  coincides  with  the  centre  of  gravity  of  the  floating  body,  as 
it  does  in  the  case  of  a  sphere,  the  body  is  in  neutral  equilibrium,  while 


H 


Fig.  118. 
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if  the  metacentre  is  below  the  centre  of  gravity  the  equilibrium  is  un- 
stable. These  principles  are  of  great  importance  in  designing  ships,  the 
object  of  ballast  being  to  lower  the  centre  of  gravity  so  as  to  keep  it  well 
below  the  metacentre. 

148.  Hydrometers. — The  volume  of  a  floating  body  immersed  in  a 
liquid  depends  on  the  density  of  the  liquid,  for  the  product  of  the  density 
of  the  liquid  into  the  volume  of  the  body  immersed,  which  gives  the 
weight  of  liquid  displaced,  must  always  be  equal  to  the  weight  of  the 
body.  Hence  the  volume  of  a  body  immersed  in  different  liquids  may 
be  employed  to  compare  the  densities  of  liquids.  An  instrument  depend- 
ing on  this  principle,  called  a  hydrometer,  is  shown  in  Fig.  119.  It  con- 
sists of  a  glass  bulb  B,  to  the  lower  end  of  which  a  small 
bulb  A  is  fixed,  and  at  the  upper  end  a  narrow  glass  stem 
CD.  Some  mercury  or  lead-shot  is  placed  in  A,  so  that  the 
instrument  floats  upright.  The  stem  CD  is  graduated,  so 
that  the  depth  to  which  the  instrument  sinks  in  the  different 
liquids  can  be  read  off  Suppose  that  the  division  to  which  it 
sinks,  when  floating  in  water,  is  marked  100,  and  the  volume 
of  the  stem  included  between  two  consecutive  divisions  is 
i/iooth  of  the  total  volume  immersed  when  the  body  floats 
in  water.  Then,  if  the  instrument  when  floating  on  a  liquid 
sinks  to  the  60th  division,  this  means  that  60  units  of 
volume  of  this  liquid  have  the  same  weight  as  100  units  of 
volume  of  water.  Hence  the  specific  gravity  of  the  liquid 
is  100/60  or  1.67.  In  the  same  way,  if  the  instrument  sinks 
in  a  liquid  to  the  120th  division,  the  specific  gravity  is 
100/120  or  0.833.  The  length  of  the  stem,  which  will  have 
a  volume  equal  to  i/iooth  of  the  volume  of  the  instrument, 
varies  inversely  as  the  cross  section,  so  that  by  making 
the  stem  very  narrow  the  sensitiveness  can  be  increased. 
We  cannot,  however,  increase  the  sensitiveness  indefinitely, 
on  account  of  the  force  which  the  surface  of  the  liquid 
exerts  on  the  stem  (see  §  157),  and  which  prevents  the  instru- 
ment taking  up  the  position  it  would  if  no  such  capillary 
force  existed.  In  order  to  avoid  having  a  very  long  stem, 
it  is  usual  to  have  a  series  of  hydrometers,  so  weighted 
that  in  the  liquid  in  which  one  sinks  to  nearly  the  top  of 
its  stem,  the  next* only  sinks  to  a  point  near  the  bottom  ^^ ^Fr^^watsons'^Eie. 
its  stem.  The  stems  of  hydrometers  are  often  graduated  so  JJJJ2?.,  P'"*^"*^ 
as  to  give  the  specific  gravity  of  the  liquid  in  which  they 
are  placed  directly.  In  this  case  the  length  of  the  graduations  is  not  con- 
stant, but  decreases  from  the  top  to  the  bottom  of  the  stem.  The  position 
of  two  points  on  the  scale  are  generally  found  by  floating  the  instrument 
in  two  liquids  of  known  specific  gravity,  and  from  the  position  of  any  two 
such  points  on  the  scale  the  rest  of  the  graduations  can  be  obtained 
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Fig.  119. 
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Another  fomi  of  hydrometer  is  shown  in  Fig.  120,  and  is  called 
Nicholson's  hydrometer.  In  this  instrument  the  stem  is  not  graduated, 
but  has  a  single  mark,  o,  and  when  in  use  the  instrument 
is  always  sunk  to  this  mark,  so  that  the  volume  immersed 
is  constant.  Attached  to  the  float  A  are  two  scale-pans  B 
and  C,  the  lower  one  being  weighted  so  that  the  instru- 
ment can  float  upright. 

When  using  this  instrument  to  determine  the  density 
of  a  liquid,  it  is  first  floated  in  water  at  a  known  tempera- 
ture, and  weights  are  placed  in  the  upper  scale-pan  till  the 
mark  o  is  coincident  with  the  surface  of  the  liquid.  Let 
W  be  the  weight  of  the  instrument  itself,  and  w^  the 
weights  added  ;  then  the  weight  of  the  water  displaced  is 
IV+TVij  and  the  volume  Kof  the  displaced  water  is  given  by 

where  A  is  the  density  of  the  water  at  the  given  temperature. 

Now  let  the  instrument  be  floated  in  a  liquid  of  density  p,  and  let 
the  weight  which  has  to  be  placed  in  the  pan  B  to  bring  the  mark  to  the 
surface  of  the  liquid  be  Wg.  Then  the  weight  of  the  liquid  displaced  is 
lV-\-W2»  Now,  since  the  volume  of  the  hydrometer  immersed  is  the  same 
as  before,  namely  F,  we  have — 

p=(^-|-m,)/K 

This  instrument  is  more  often  used  for  finding  the  density  of  solids 
than  of  liquids.  For  this  purpose  the  hydrometer  is  floated  in  water, 
and  the  solid  placed  in  the  pan  B,  and  weights  w^  added  till  it  sinks  into 
the  sighted  position.  Since,  when  the  solid  is  not  present,  the  weight 
necessary  to  sink  the  instrument  is  tt/j,  it  follows  that  the  weight  of  the 
solid  is  Wj  -  W3.  Next,  the  solid  is  placed  in  the  lower  pan  c,  and  the 
weight  W4  necessary  to  sink  the  instrument  determined.  The  solid  being 
immersed  in  water,  will  lose  in  weight  an  amount  equal  to  the  product 
Fa,  where  Kis  its  volume.     Hence 

or  r=(a/4-W3)/A. 

Therefore  the  density  p  of  the  solid  is  given  by 


■W' 


3A. 


149.  Elasticity  of  Liquids.— Liquids  can  only  have  bulk  elasticity, 
i.e,  they  only  offer  resistance  to  change  of  volume.  As  has  already  been 
mentioned,  liquids  require  a  very  great  pressure  to  reduce  their  bulk 
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appreciably,  differing  in  this  respect  very  markedly  from  the  other  divi- 
sion of  fluids,  namely,  gases.  In  fact,  a  liquid  is  sometimes  defined  as  a 
fluid  which  offers  great  resistance  to  change  of  volume.  The  first  person 
to  show  that  liquids  were  compressible  was  Canton  in  1761,  while  the 
first  measurements  of  any  accuracy  were  made  by  (Ersted  (1822). 

The  instrument  used  by  (Ersted,  and  called  a  piezometer,  is  illus- 
trated in  Fig.  121.  It  consists  of  a  strong  glass  cylinder,  to  the  top  of 
which  is  cemented  a  metal  cap.  Water  can  be  introduced  into  the 
cylinder  through  the  funnel  R,  and  by  turning  the  screw  P  a  small  piston 
is  forced  down,  thus  compressing  the  water  in 
the  cylinder.  Within  the  cylinder  is  a  glass 
vessel  A  filled  with  the  liquid  to  be  experi- 
mented on,  and  terminated  by  a  capillary 
tube,  the  open  end  of  which  dips  beneath  the 
surface  of  some  mercury,  o.  The  volumer  of 
the  vessel  A,  as  well  as  the  volume  of  unit 
length  of  the  capillary,  having  been  deter- 
mined by  filling  with  mercury  and  weighing, 
the  total  volume  of  the  liquid  in  A,  and  the 
decrease  in  volume  corresponding  to  any  ob- 
served rise  of  the  mercury  into  the  capillary 
tube,  when  pressure  is  applied,  is  known. 
The  pressure  is  measured  by  means  of  an  air 
manometer  (§  131)  B,  consisting  of  a  glass 
tube  closed  at  the  top,  with  its  open  end  below 
the  surface  of  the  mercury.  This  tube,  before 
the  pressure  is  applied,  is  quite  full  of  air. 
When  the  pressure  is  applied  the  mercury 
rises,  the  air  being  compressed,  so  that  by 
noting  the  change  in  volume  by  means  of  the 
attached  scale,  the  pressure  can  be  calculated. 

(Ersted  assumed,  since  the  glass  vessel  A 
is  subjected  to  the  same  pressure  both  inside 
and  out,  that  therefore  its  volume  was  the 
same  at  all  pressures,  and  hence  that  the 
contraction  observed  was  due  solely  to  the 
compression  of  the  liquid.  This  assumption 
is,  however,  not  justifiable.  If  we  imagine  the  vessel  to  be  in  the  form 
of  a  sphere,  and  that  the  pressure  applied  both  inside  and  out  is,  say, 
100  atmospheres.  Now  suppose  that  the  same  pressure  were  applied 
externally  to  a  W/^  glass  sphere  of  exactly  the  same  external  dimensions 
as  the  hollow  sphere.  The  solid  sphere  would  contract,  since,  as  will 
be  seen  later,  glass  is  compressible  ;  and  if  we  consider  a  thin  external 
layer  of  the  sphere,  it  will  eventually  be  at  rest  j^nder  the  pressure;0ffT6o 
atmospheres  acting  everywhere  towards  the  inside,  and  an  equal  and 
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opposite  pressure  due  to  the  elasticity  of  the  inside  layers  of  the  solid 
sphere.  The  condition  of  this  layer,  therefore,  resembles  that  of  the 
hollow  glass  sphere  filled  with  liquid  and  subjected  inside  and  out  to 
a  pressure  of  loo  atmospheres,  and  since  it  contracts  in  volume  under 
these  conditions,  we  infer  that  the  hollow  sphere  would  do  so  also. 

In  order  to  overcome  this  difficulty,  Regnault  devised  a  modified  form 
of  piezometer,  in  which  the  change  in  volume  of  the  containing  vessel 
could  be  observed.  His  apparatus  consisted  of  a  strong 
glass  bulb  A  (Fig.  122)  with  a  fine  capillary  neck  B. 
This  bulb,  in  which  the  liquid  to  be  tested  is  contained, 
was  inside  a  strong  metal  vessel  c.  The  tube  D  was  con- 
nected with  a  compression-pump,  and  by  means  of  the 
taps  E,  F,  G,  H  the  volume  of  the  liquid  in  the  bulb 
was  observed  under  the  following  conditions :  (i)  The 
taps  E  and  H»being  closed  and  F  and  G  open,  the  appa- 
rent increase  of  the  volume  of  the  liquid  due  to  the 
action  of  an  external  pressure  p  on  the  outside  of  the 
bulb  was  obtained  ;  (2)  the  taps  F  and  H  being  open 
and  E  and  G  closed,  the  apparent  contraction  of  the 
liquid  under  the  influence  of  a  pressure  p  acting  both  on 
the  inside  and  outside  of  the  bulb,  as  in  (Ersted's  ex- 
periment, was  obtained ;  (3)  the  taps  E  and  H  being 
open  and  F  and  G  closed,  the  apparent  contraction  of 
the  liquid  when  the  pressure  /  acted  on  the  inside  of  the 
vessel  only  was  obtained.  From  the  results  of  these  three  observations, 
the  effect  of  the  contraction  of  the  envelope  can  be  eliminated  and  the 
true  coefficient  of  compressibility,  />.  the  diminution  produced  in  unit 
volume  by  unit  increase  in  pressure,  can  be  calculated,  although  even  in 
this  case  some  assumptions  as  to  the  uniformity  of  the  thickness  of  the 
walls  of  the  vessel  have  to  be  made.  In  some  of  his  experiments 
Regnault,  therefore,  used  spherical  bulbs  of  brass  or  copper. 

The  following  table  (calculated  by  Tate  from  Cailletet's  results)  gives 
the  coefficient  of  compressibility  (/>.  decrease  in  unit  volume)  per  atmos- 
phere for  some  liquids.  It  will  be  seen  that,  as  compared  with  gases  in 
which  the  coefficient  of  compressibility  at  a  pressure  of  one  atmosphere 
is  0.5,  liquids  are  very  little  compressible : — 


Fig.  122. 


Liquid. 


Temperature. 


Pressure  in  Atmos- 


VVater      . 
Sulphuric  ether 
Bisulphide  of  carbon 
Sulphurous  acid 


Coefficicncy 
of  Compressibility 
per  Atmosphere. 

0.0000469 
0.0001458 
0.0000998 
0.0003032 
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160.  Hydraulic  Press.— Pascal's  law,  that  liquids  transmit  in  all 
directions  and  without  diminution  any  pressure  that  is  applied  to  them, 
receives  an  important  application  in  the  hydraulic  press  or  ram.  This 
machine  was  invented  in  1795  by  Bramah,  and  is  shown  in  sections  in 
Fig.  123.  It  consists  of 
a  large  metal  cylinder,  frsf^'  ■■''^''' •'''"''' 't^ 

A,  with  very  strong 
sides,  in  which  an  iron 
ram  works  water-tight, 
through  a  joint,  B.  This 
joint  is  made  water- 
tight by  means  of  a 
circular  leather  washer, 
the  section  of  which  is 
U-shaped,  the  concave 
surface  being  turned 
towards  the  inside  of 
the  cylinder.  The  pres- 
sure of  the  water  in  the 
cylinder  forces  this 
washer  against  the  ram 
on  the  inside,  and  against  the  neck  of  the  cylinder  on  the  outside,  so 
that  the  greater  the  pressure  of  the  water  the  more  tightly  does  the 
washer  fit.  The  cylinder  is  connected  by  a  strong  pipe,  c,  with  a  force- 
pump,  of  which  the  piston,  D,  is  of  small  diameter.  By  this  means  water 
can  be  pumped  into  the  large  cylinder  A.  When  the  plunger  of  the 
pump  is  forced  down,  the  liquid  in  the  machine  transmits  the  pressure 
to  the  base  of  the  ram,  which  is  forced  up.  If  a  is  the  area  of  cross 
section  of  the  plunger  of  the  pump,  and  the  downward  force  exerted  on 
the  plunger  is  -P,  then  the  pressure  exerted  on  the  water  in  the  pump 
is  Plcu  This  pressure  is  transmitted  to  the  cylinder  A,  and  hence  a 
pressure  oi  Pja  acts  on  each  unit  of  surface  of  the  base  of  the  ram.  If 
A  is  the  area  of  cross  section  of  the  ram,  the  total  upward  force  ex- 
erted on  it  is  A  PI  a.  In  other  words,  the  force  {W)  exerted  by  the  ram 
is  to  the  force  acting  on  the  plunger  of  the  pump  as  the  area  of  cross 
section  of  the  ram  is  to  that  of  the  plunger,  or 

IV_A_D^ 
P'~  a'd^ 

if  D  is  the  diameter  of  the  ram  and  d  the  diameter  of  the  plunger. 

The  principle  of  the  hydraulic  press  is  also  employed  as  a  means  of 
storing  power,  which  is  required  in  an  intermittent  manner,  such  as  for 
working  lifts.  In  this  case  powerful  pumps  are  employed  to  pump  water 
into  a  strong  steel  reservoir  fitted  with  a  wide  piston,  like  the  ram 
of  a  Bramah  press,  which  is  loaded  with  heavy  weights.     The  work 
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performed  by  the  engine  which  drives  the  pumps  is  employed  in  raising 
these  weights,  and  the  potential  energy  thus  stored  up  can  be  usefully 
employed  by  connecting  the  reservoir  by  pipes  to  the  hydraulic  engines 
to  be  driven  by  the  water  under  high  pressure. 

151.  Pumps.— Pumps  may  be  divided  into  two  classes — suction- 
pumps  and  force-pumps — though  most  pumps  which  are  used  in  practice 
really  consist  of  both  kinds  combined,  the  suction  or  the  force,  as  the 
case  may  be,  however,  generally  playing  quite  a  subordinate  part. 

The  air-pump  described  in  §  136  (Fig.  105)  is  a  suction-pump,  and  if 
the  tube  leading  to  the  receiver  were  connected  to  a  tube  the  end  of 
which  dipped  beneath  the  surface  of  a  liquid,  when  the  piston  was  raised 
the  pressure  of  the  air  acting  on  the  surface  of  the  liquid  would  force  it 
up  past  the  valve  B  into  the  cylinder.  When  the  piston  descends,  the 
valve  B  shuts  and  C  opens,  the  liquid  escaping  on  to  the  top  of  the  piston. 
If  a  spout  were  fixed  to  the  top  of  the  barrel  of  the 
pump  the  liquid  would  flow  out  through  ic,  and  we  should 
have  the  ordinary  domestic  pump.  Since  it  is  the  pres- 
sure of  the  atmosphere  which  drives  the  liquid  up  into 
the  barrel  of  the  pump  when  the  piston  rises,  it  follows 
that  a  suction-pump  cannot  raise  a  liquid  through  a 
greater  height  than  that  of  the  column  in  a  barometer 
filled  with  the  liquid.  Hence  if  p  is  the  density  of  the 
liquid,  and  h  is  the  height  in  centimetres  through  which 
the  liquid  is  to  be  raised,  a  suction-pump  cannot  be  used 
if  p^  is  greater  than  13.6  x  76,  since  13.6  is  the  density  of 
mercury,  and  76  cm.  is  the  height  of  the  mercury  baro- 
meter. If  the  liquid  is  water,  p=i,  and  the  limiting 
value  for  h  is  13.6X  76,  or  1033.6  cm.,  or  about  34  feet. 
In  the  force-pump,  the  second  valve,  instead  of  being  placed  in  the 
piston  P  (Fig.  124),  is  at  D.  When  the  piston  rises,  the  liquid  enters 
the  barrel  of  the  pump  through  the  tube  B  and  the  valve 
c,  the  valve  D  remaining  shut.  When  the  piston 
descends  the  valve  c  shuts,  and  the  liquid  is  forced  out 
through  the  valve  D  and  up  through  the  tube  E.  The 
height  to  which  the  liquid  can  be  forced  by  this  form  of 
pump  is  only  limited  by  the  strength  of  the  barrel  A  and 
the  force  that  can  be  applied  to  drive  the  piston  down. 
The  pumps  illustrated  in  Figs.  99  and  123  are  force- 
pumps.  In  the  fire-engine,  which  is  a  force-pump,  there 
is  an  air-chamber  A  (Fig.  125),  the  water  being  forced 
in  through  w  by  the  pump  during  the  down-stroke  of  the 
piston,  and  escaping  through  c.  The  pipe  C  is  made  so  small  that  the 
water  cannot  escape  as  fast  as  it  is  pumped  in  during  the  down-stroke  of 
the  piston,  so  that  the  air  which  is  enclosed  in  A  becomes  compressed, 
and  so  during  the  up-stroke  of  the  piston  this  air,  by  expanding,  continues 
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to  drive  the  water  out  through  C  ;  and  in  this  way  keeps  up  a  continuous 
stream. 

162.  The  Syphon. — The  syphon  consists  of  a  bent  tube  abc  (Fig.  126), 
open  at  both  ends,  one  leg  being  of  greater  length  than  the  other.  If  the 
tube  is  filled  with  a  liquid,  and  the  end  of  the  shorter  limb  dipped  beneath 
the  surface  of  some  of  the  liquid,  then  the  pressure  at  the  end  A,  tending  to 
force  the  liquid  into  the  tube,  is  equal  to  the  atmos- 
pheric pressure  minus  the  weight  of  the  column  of 
liquid  DB.  The  pressure  at  c,  tending  to  force  the 
liquid  up  the  tube,  is  the  atmospheric  pressure  less  the 
weight  of  the  column  of  liquid  CB.  Hence,  since  CB 
is  greater  than  db,  the  pressure  tending  to  force  the 
liquid  in  at  A  is  greater  than  that  at  C,  so  that  the 
liquid  will  flow  in  at  A  and  out  at  c  as  long  as  the 
surface  of  the  liquid  is  above  the  end  A.  The  syphon 
depending,  as  it  does,  on  the  atmospheric  pressure  to 
force  the  liquid  up  from  D  to  B,  will  not  work  in  a  vacuum,  or  if  the 
height  DB  is  greater  than  that  of  the  barometric  column  of  the  given 
liquid.  In  either  of  these  cases  the  liquid  would  not  fill  the  bend  of  the 
syphon,  but  there  would  be  a  vacuum  there. 

168*.  Kinetics  of  Liquids— Law  of  Continuity.— In  the  case  of  a 
liquid  flowing  in  a  pipe,  the  volume  of  liquid  that  passes  across  any  cross 
section  of  the  pipe  during  any  given  time  must  be  the  same.  If  this 
were  not  so,  then  either  the  liquid  would  accumulate  or  diminish  between 
the  two  sections.     Thus  if  we 

have  a  liquid  flowing  through  S- 

a  pipe  of  variable  cross  section 
(Fig.  127),  the  volume  of  liquid 
which  crosses  each  of  the  sec- 
tions A,  B,  c,  or  D,  during  a 
given  interval  must  be  the  same. 
It  follows  from  this  that  the  velocity  of  the  liquid  is  everywhere  inversely 
proportional  to  the  area  of  cross  section.  For  if  a  is  the  cross  section  of 
the  tube  at  A,  and  Va  is  the  velocity  with  which  the  liquid  is  moving,  the 
volume  which  passes  A  in  unit  time  is  ava.  In  the  same  way  the  volume 
which  passes  B  in  unit  time  is  ^'*,  where  b  is  the  area  of  cross  section  at 
B,  and  Vb  is  the  velocity  of  the  liquid.  Since  the  quantity  of  liquid  which 
crosses  A  in  unit  time  must  be  equal  to  the  quantity  which  crosses  B,  we 

or  7'.,     /; 


Fig.  127. 


Vb     a 


154*.  Force  producing:  Motion  in  a  Liquid.— In  every  case  a  liquid 
tends  to  flow  from  a  point  at  which  the  pressure  is  high  to  a  point  a 
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which  it  is  lower.  Hence  if  we  find  that  the  velocity  of  flow  of  a  liquid 
increases  as  we  move  from  one  point  to  another,  it  shows  that  the  pres- 
sure at  the  first  point  is  greater  than  at  the  second.  For  the  fact  that  the 
velocity  of  the  liquid  is  increasing,  that  is,  has  a  positive  acceleration, 
shows  that  some  force  must  be  acting  on  it  tending  to  increase  its 
velocity,  and  the  only  force  acting  is  the  difference  in  the  pressures  at 
the  points  considered.  In  the  case  of  the  liquid  flowing  through  the  tube 
shown  in  Fig.  127,  the  velocity  at  A  is  greater  than  the  velocity  at  B. 
Hence  the  velocity  of  the  liquid  diminishes  from  A  to  B,  and  therefore  the 
liquid  must  be  moving  against  a  force,  or  the  pressure  at  B  must  be 
greater  than  at  A.  In  the  same  way  the  pressure  at  D  is  less  than  at 
A,  B,  or  a 

If  we  consider  a  liquid  in  which  the  particles  exert  no  friction  one 
against  another,  flowing  in  a  tube  without  friction  against  the  walls,  then 
the  force  producing  motion  on  a  small  cube  of  the  liquid  of  which  the 
edges  are  parallel  to  the  direction  of  flow  of  the  liquid,  is  the  difference 
of  pressure  between  the  ends  of  the  cube  at  right  angles  to  the  direction 
of  motion.  If /^  and  p^  are  these  pressures,  and  s  is  the  length  of  the 
edge  of  the  cube,  the  force  causing  motion  is  {p^  -/2V*,  for  ^  is  the  area 
of  a  face  of  the  cube,  and  if  p  is  the  density  of  the  liquid,  the  mass  of  the 
cube  of  liquid  is  ^p.  Hence  the  acceleration  (^i)  with  wliich  the  liquid 
moves  is  given  by  the  equation — 

s  p 

The  quotient  (/i -p^',s  is  the  rate  at  which  the  pressure  decreases 
with  distance  measured  parallel  to  the  direction  of  flow,  and  is  called  the 
pressure  gradient  or  pressure  slope  in  this  direction.  The  flow  of  a  liquid 
always  takes  place  in  the  direction  in  which  the  pressure  gradient  is 
greatest,  and  the  greater  the  pressure  gradient,  the  greater  the  velocity 
of  the  liquid. 

When  a  liquid  flows  out  of  a  vessel  through  an  opening,  the  pressure 
just  outside  the  opening  is  zero,  while  the  pressure  just  inside  is  that  due 
to  a  column  of  liquid  of  the  height  of  the  free  surface  of  the  liquid  in  the 
vessel  above  the  opening.  This  height  of  the  free  surface  above  the 
opening  is  called  the  head  oi\^^  liquid  which  produces  the  pressure,  and 
the  pressure  is  equal  to  Hpg,  where  H  is  the  head  and  p  is  the  density  of 
the  liquid. 

166*.  Velocity  of  Outflow  of  a  Liquid  (Torricelli's  Law),— In  order 
to  obtain  an  expression  for  the  velocity  with  which  a  liquid  will  flow  out, 
under  the  action  of  gravity,  through  an  opening  in  the  base  of  a  vessel 
containing  the  liquid,  let  us  assume  that  the  cross  section  of  the  opening 
is  a,  and  that  of  the  vessel  at  the  free  surface  of  the  liquid  is  A^  while 
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the  head  of  liquid  is  H.    Let  v  be  the  velocity^  with  which  the  liquid, 

of  density  p,  escapes  from  the  opening.     Suppose  that, 

in  the  very  short  time  d/,  the  level  of  the  free  surface  of  if 

the  liquid  falls  through  a  distance  h  (Fig.  128),  then  the 

volume  of  liquid  that  has  escaped  in  this  time  is  Ah, 

Hence  the  potential  energy  of  the  liquid  within  the 

vessel  has  decreased  by  the  amount  Ahp.Hg^  for  each 

layer  of  the  liquid  has  fallen  through  a  height  h^  or, 

in  other  words,  the  whole  volume  of  liquid  HA  has 

fallen  through  this  distance.    The  kinetic  energy  of  the 

liquid  as  it  escapes  is  ^AApt^,  and  since  the  kinetic  energy  gained  must 

be  equal  to  the  potential  energy  lost,  we  have  : — 

iAApv^=AAp//£. 

or  z;=  >J2gH, 

That  is,  the  velocity  with  which  the  liquid  escapes  varies  as  the  square 
root  of  the  head,  and  it  will  be  noticed  that  the  velocity  is  independent 
of  the  density  of  the  liquid  and  of  the  size  of  the  opening,  and  is  the 
same  as  that  which  would  be  acquired  by  a  body  falling  freely  through 
the  height  //",  Le,  through  the  distance  between  the  free  surface  of  the 
liquid  in  the  vessel  and  the  opening. 

If  the  opening,  instead  of  being  made  through  the  bottom  of  the  vessel, 
is  made  through  the  side,  the  stream  of  liquid  will  be  projected  horizon- 
tally with  a  velocity  ^IzgH,  Hence  each  particle  of  the  liquid  will  move 
in  a  horizontal  direction  with  a  uniform  velocity  V2^//,  and  also  with  a 
uniform  acceleration  g  in  the  vertical  direction,  so  that  the  liquid  jet  will 
form  a  parabola  (§  40).  If  the  opening  is  made  so  that  the  liquid  jet 
is  directed  upwards,  the  highest  point  reached  by  the  water  ought, 
according  to  the  above  calculation,  to  be  in  the  same  horizontal  plane 
as  the  free  surface  of  the  liquid  in  the  vessel.  On  account,  however,  of 
viscosity  (§  162)  and  the  resistance  of  the  air, 
the  liquid  never  quite  rises  to  the  level  of  the 
surface. 

The  volume  of  liquid  which  will  escape  per 
second  through  an  opening  of  cross  section  a  is 
found  experimentally  to  be  less  than  va.    This  Fig  120. 

is  due  to  the  fact  that  the  jet  of  liquid,  as  it 
leaves  the  opening,  becomes  contracted,  forming  the  vena  coniracia  as 
at  A  (Fig.  129),  so  that  the  cross  section  of  the  jet  is  less  than  that  of 

1  By  velocity  of  the  liquid  is  meant  the  speed  with  which  a  small  speck  of  dust 
would  be  carried  along  by  the  liquid. 
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the  opening  through  which  it  passes.  The  actual  volume  of  liquid  that 
escapes  is  only  about  62  per  cent,  of  the  volume  calculated  from  the 
expression  a  >J2gH^  while  the  cross  section  of  the  I'ena  contracta  is 
alK)ut  .62  times  the  cross  section  of  the  opening.  The  quantity  of  liquid 
which  escapes  can  be  considerably  increased  if  a  small  cylindrical  tube 
or  ajutage,  of  the  same  diameter  as  the  opening,  is  fitted  to  the  aperture. 
In  this  case  the  outflow  may  be  increased  to  about  82  per  cent,  of  the 
calculated  amount  If  the  ajutage  is  of  considerable  length,  the  outflow 
is  again  reduced,  this  being  due  to  viscosity,  t,e.  friction  between  the 
different  parts  of  the  liquid^ 
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CHAPTER   XVIII 
MOLECULAR  PHENOMENA  IN  LIQUIDS 

156.  Cohesion. — If  a  rod  or  tube  of  glass  is  dipped  into  water  and  is 
then  withdrawn,  a  drop  of  the  liquid  will  be  left  hanging  to  the  end  of  the 
rod.  If  more  water  is  carefully  added,  the  size  of  the  drop  will  increase 
until  its  weight  is  sufficient  to  tear  it  away  from  the  glass.  In  the  same 
way,  if  a  dean  metal  ring  is  dipped  into  a  solution  of  soap  and  then  with- 
drawn, a  film  of  the  liquid  will  remain  stretched  across  the  ring.  In  both 
these  cases  the  effects  are  said  to  be  due  to  the  cohesion  of  the  liquid.  The 
term  adhesion  is,  however,  sometimes  used  to  indicate  the  attraction 
manifested  between  a  liquid  and  a  solid,  and  the  term  cohesion  restricted 
to  the  attraction  between  the  different  particles  of  a  mass  of  liquid.  This 
cohesive  force  is  in  most  cases  masked  by  the  action  of  gravity,  and  the 
extreme  mobility  of  the  liquid  molecules,  and  hence  to  observe  its  effects 
we  require  to  reduce  the  effects  of  gravity  to  a  minimum. 

Thus,  if  a  large  drop  of  oil  is  placed  on  the  surface  of  water  it  imme- 
diately spreads.  If,  however,  a  mixture  of  alcohol  and  water  is  prepared 
of  exactly  the  same  density  as  the  oil,  and  a  drop,  or  even  a  considerable 
volume,  of  oil  is  introduced  in  the  water,  it  immediately  gathers  itself 
into  a  sphere  which  remains  suspended  in  the  alcohol  and  water.  By 
floating  the  oil  in  a  liquid  of  the  same  density  as  itself  we  remove  it  from 
the  influence  of  gravity,  and  then  the  cohesion  between  the  liquid  par- 
ticles causes  the  drop  to  assume  the  spherical  form. 

167.  Surface  Tension.— In  the  case  of  the  globule  of  oil  floating  in 
a  liquid  of  the  same  density,  the  shape  assumed  is  the  same  as  the  oil 
would  take  had  it  been  enclosed  in  an  elastic  membrane  or  skin.  The 
presence  of  such  an  elastic  skin  would  also  serve  to  explain  the  formation 
of  the  drops  on  the  end  of  the  glass  rod  or  the  soap  film. 

We  can  explain  these  facts  on  the  molecular  hypothesis  in  which  it  is 

assumed  that  in  a  liquid  the  molecules  exert  on  one  another  an  attractive 

force ;  this  force,  however,  being  only  appreciable  when  the  molecules 

are  within  a  short  distance  of  one  another,  which  is  called  the  range 

of  molecular  attraction.     If  we  describe  a -sphere  with  any  particle  as 

centre  having  a  radius  equal  to  the  range  of  molecular  attraction,  then 

we  may  neglect  the  effects  of  all  the  molecules  which  lie  outside  this 

sphere  on  the  molecules  at  the  centre. 
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In  the  case  of  a  molecule  A  (Fig.  130)  well  within  a  liquid,  the  whole 
sphere  will  lie  within  the  liquid,  and  hence  the  molecule  A  will  be  attracted 
by  the  neighbouring  molecules  equally  in  all  directions.  If,  however,  the 
molecule  (b)  is  so  near  the  surface  of  the  liquid,  E  F,  that  the  sphere  would 

intersect  the  surface, 
then  the  attraction 
exerted  on  the  mole- 
cule is  not  the  same 
in  all  directions.  The 
attraction  due  to 
molecules  within  that 
portion  of  the  sphere 
in  the  liquid  which 
is  unshaded,  being 
symmetrical  about 
the  molecule  B,  will 
have  a  resultant  which  is  zero.  The  attractions  of  the  molecules  within 
the  shaded  part  will,  however,  have  a  resultant  directed  towards  the 
inside  of  the  liquid  mass,  and  perpendicular  to  the  surface.  In  the  case 
of  a  molecule  actually  on  the  surface,  as  at  c,  this  resultant  is  a  maximum. 
The  effect  of  these  unbalanced  molecular  forces  acting  on  the  molecules 
near  the  surface  is  to  exert  a  pressure  on  the  interior  of  a  liquid  mass, 
similar  to  that  which  would  be  caused  by  an  elastic  skin,  and  it  is  fre- 
quently convenient  to  speak  as  if  such  an  elastic  skin  really  existed,  and 
to  say  that  this  pressure  within  a  liquid  mass  is  due  to  the  surface  tension 
of  the  liquid. 

The  magnitude  of  the  pressure  due  to  the  surface  tension  depends  on 
the  form  of  the  liquid  surface,  and  we  may  obtain  an  idea  of  the  direction 


Fig.  130. 


Fig.  131. 

in  which  the  form  of  the  surface  will  effect  the  pressure  from  the  following 
considerations.  Let  us  take  the  case  of  three  molecules,  A,  B,  and  c 
(Fig.  131),  at  equal  distances,  less  than  the  radius  of  molecular  attraction, 
from  the  surface  ef,  which  in  the  first  case  is  plane,  in  the  second 
concave,  and  the  third  convex,  and,  as  before,  let  us  indicate  by  shading 
the  part  of  the  sphere  of  molecular  attraction  which  is  efficacious  in  pro- 
ducing an  inwardly  directed  force  on  the  molecule.  If  the  surface  is 
concave  as  at  B,  then,  although  the  molecule  B  is  at  the  same  distance 
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below  the  surface  as  is  A,  where  the  surface  is  plane,  the  shaded  part  is 
less,  so  that  the  molecular  force  acting  on  B  towards  the  inside  of  the 
liquid  is  less  than  that  on  A.  In  the  case  where  the  liquid  surface  is 
convex  (c),  the  shaded  part  is  larger  than  in  A,  and  hence  the  force  is 
larger.  Looking  at  it  ^om  the  point  of  view  of  an  elastic  membrane, 
it  is  evident  that  at  B  the  elasticity  of  the  membrane  would  diminish  the 
pressure  within  the  liquid,  while  at  C  it  would  increase  the  pressure. 

The  existence  of  this  pressure  due  to  molecular,  as  distinct  from 
gravitational  attractions,  cannot  be  directly  demonstrated  by  experiment, 
but  there  are  many  striking  phenomena  depending  on  the  fact  that  the 
surface  of  a  liquid  is  in  a  state  of  tension.  Thus  if  a  metal  ring  is  dipped 
in  a  solution  of  soap,  and  a  small  loop  of  cotton,  which  has  been  pre- 
viously moistened  with  the  solution,  is  placed  on  the  film  left  on  the  ring, 
this  loop  can  be  made  to  take  up  any  form  such  as  A  (Fig.  132),  and  will 
retain  this  form.  If,  however, 
the  film  within  the  loop  is 
broken,  the  loop  immediately 
takes  up  the  circular  form 
shown  at  B ;  and  if  it  is  now 
deformed  in  any  way,  on 
being  released  it  immediately 
springs  back  to  the  circular 
form.  This  behaviour  is  due 
to  the  fact  that,  in  the  first 
case,  the  surface  tension  of 

the  liquid  film  acts  equally  on  both  sides  of  the  cotton,  but  when  the  film 
inside  the  loop  is  broken,  the  surface  tension  only  acts  on  one  side,  and 
hence  draws  the  loop  out  into  a  circle.  Another  method  of  showing  the 
surface  tension  is  by  means  of  a  bent  wire  abc  (Fig.  133)  and  a  straight 
wire  DE,  which  simply  rests  against  this.  If 
a  soap  film  is  formed  in  the  enclosed  space 
DBE,  it  will  be  found  that  the  surface  ten- 
sion acting  on  DE  is  able  to  support  not  only 
the  weight  of  the  wire  DE,  but  also  a  small 
weight  w.  This  arrangement  might  also  be 
used  to  obtain  a  rough  measure  of  the  amount 
of  the  surface  tension.  If  ^is  the  mass  of 
the  cross  wire  DE  and  its  attached  weight, 
then  the  surface  tension  of  the  film  supports 
weight  Wy  and  therefore  exerts  a  force  of  Wg 
units  of  force.  The  surface  tension  of  the 
film  acts  all  along  the  portion  of  the  wire  DE,  intercepted  between  the 
legs  of  the  bent  wire,  and  acts  at  right  angles  to  the  wire.  Since  the  film 
has  two  surfaces,  if  the  force  exerted  on  unit  length  of  DE  due  to  the  sur- 
face tension  of  one  side  of  the  film  be  7",  then  the  whole  upward  force  on 


Fig.  132. 
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DE  due  to  surface  tension  is  2  77,  where  /  is  the  length  of  D£  in  contact 
with  the  film.     Hence  if  there  is  equilibrium 

or  T=: — 'X 

2/ 

The  quantity  T'is  called  tAe  suiface  tension  of  the  liquid,  and  is  the  force 
exerted  across  unit  length  taken  along  the  surface  of  the  liquid.  In  the 
c,^,s,  system  the  surface  tension  is  measured  in  dynes  per  centi- 
metre. The  dimensions  of  surface  tension,  are  [Force] -^  [Length]  or 
[.1/7^*]. 

In  the  arrangement  shown  in  Fig.  133,  the  two  limbs  AB,  BC  are  not 
parallel,  for  if  they  were  the  arrangement  would  not  be  in  stable  equili- 
brium, but  in  neutral.     For  in  this  case  (Fig.  134)  the  length  /  of  the  film 
in  contact  with  the  movable  rod  EF  is  constant,  and 
hence  the  force  2  77  exerted  by  the  film  is  inde- 
pendent of  the  position  of  the  rod  EF.     Since  the 
downward  force   IVg"  is  also   independent  of  the 
position  of  EF,  if  these  two  forces  are  exactly  equal 
the  rod  EF  will  remain  wherever  it  is  put.     If,  how- 
ever, we  have  not  succeeded  in  exactly  adjusting 
^to  the  right  value,  then  i{  IVis  too  small  EF  will 
be  drawn  up  till  it  is  in  contact  with  BC,  or  if  IV  is 
Fig.  134.  too  great  EF  will  fall  till  the  ends  A  and  D  are 

reached,  when  the  film  will  break.  When  the  side 
wires  are  inclined  as  in  Fig.  133,  the  length  of  the  film  in  contact  with 
DE,  and  hence  the  force  exerted  by  surface  tension  varies  with  the 
position  of  the  cross  bar.  If,  when  the  bar  is  at  DE,  IVg-  is  greater  than 
2  77,  the  bar  will  fall  to  some  such  position  as  d'e'  ;  so  that  the  new 
value  of  /,  say  /*,  exactly  fulfils  the  condition  2  T/^  =  Wj^.  If,  on  the  other 
hand,  IV  is  too  small,  the  bar  will  rise  and  /  diminish  till  this  relation 
is  fulfilled. 

In  the  case  of  the  arrangement  shown  in  Fig.  134,  if  we  start  with  EF 
in  contact  with  BC,  and  then  pull  it  down  into  the  position  shown,  we 
shall  in  doing  this  have  to  do  work,  since  we  are  moving  EF  against  a 
force  of  27'.EF.     The  work  done  is 

2  7:Ei^xBE', 

since  be  is  the  distance  through  which  EF  has  been  moved  against  the 
force.  The  energy  corresponding  to  this  work  is  stored  up  in  the  film, 
and  may  be  recovered  by  allowing  the  film  to  contract.  Hence  if  £  is 
the  energy  of  the  film  due  to  the  surface  tension,  or  the  superficial  energy, 
we  have  _ 

£'=2  7'.efx'bc. 
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But  EF  X  BC  is  the  area  of  the  film  A^  say, 

Hence,  since  E  is  the  energy  of  the  two  surfaces  of  the  film,  each  of 
area  A^  £/2Ay  or  Ty  is  the  energy  per  unit  of  area  of  a  single  surface  of 
the  film.  The  dimensions  of  T  obtained  from  this  consideration  are 
[Energy] -^ [Area],  or  [ML^ T'^^[/.^,  or  [MT-^  ;  the  same  result  as 
iha*^  obtained  before.  The  fact  that  a  soap  film  possesses  a  store 
of  potential  energy  is  very  evident  when  it  breaks,  for  this  potential 
energy  immediately  becomes  kinetic  energy,  and  the  liquid  of  which 
the  film  was  composed  is  projected  with  considerable  velocity  in  all 
directions. 

158*.  Pressure  within  a  Soap  Bubble.— In  a  soap  bubble,  the 
pressure  inside  must  be  greater  than  the  external  pressure,  on  account  of 
the  surface  tension  of  the  film,  which  tends  to  make  the  bubble  contract. 
Let  the  bubble  be  a  sphere  of  radius  Ry  and 
the  pressure  inside  exceed  the  external  pres- 
sure by  a  quantity  p.     Then,  if  we  suppose 
the  bubble  divided  into  two  hemispheres  by 
a  solid  plane  partition  A  BCD  (Fig.  135),  the 
area  of  this  partition  will  be  ttA'^,  and  the 
downward  force  on  the  upper  surface  due  to 
the  excess  of  pressure  p  will  be  nA'^p.     The 
film  meets  the  partition  at  right  angles  round 
the  circumference  of  the  circle  abcd,  or  along 
a  length  27r7^.     Hence   if  7'  is   the  surface  Fig.  135. 

tension  of  the  liquid,  the  upward  force  exerted 

by  the  surface  tension  on  the  partition  is  2  7'x  27r/\',  since  the  film  has 
two  surfaces,  or  \kTH,  Hence,  since  this  upward  force  must  be  equal  to 
the  downward  force  due  to  the  excess  pressure,  we  have — 

»r/^2/  =  47rr/?, 

/=¥ 

From  this  expression  we  see  that  the  pressure  inside  a  soap-bubble 
decreases  as  the  bubble  gets  larger.  By  measuring  the  pressure/  within 
a  bubble,  and  also  measuring  the  radius  /\*,  the  value  of  the  surface  tension 
7"  can  be  obtained. 

159.  Angle  of  Contact. — If  a  plate  of  glass  is  plunged  in  water 
with  its  side  vertical,  it  will  be  found,  as  shown  at  {a\  Fig.  136,  that 
where  the  liquid  touches  the  glass  it  is  drawn  up  above  the  level  of 
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the  general  surface.  If,  however,  the  glass  is  placed  in  mercury,  the 
surface  of  the  liquid  near  the  glass  is  depressed  below  the  general  surface, 
as  shown  at  {b).  The  angle  bpa  between  the  tangent  to  the  liquid  sur- 
face at  the  point  P,  where  it  meets  the  solid,  and 
surface  of  the  solid  is  called  the  angle  of  contact 
between  the  liquid  and  the  solid.  The  angle  of 
contact  between  a  solid  and  a  liquid  depends  on  the 
third  material,  which  exists  above  the  free  surface 
of  the  liquid.  Thus  the  angle  of  contact  between 
mercury  and  glass,  when  air  is  above  the  mercur\', 
is  different  from  the  angle  of  contact  when  there 
is  a  layer  of  water  above  the  mercury.  In  the 
case  where  the  angle  of  contact  apb  is  less  than 
90°  {{a\  Fig.  136),  the  surface  tension  of  the 
liquid  surface  supports  the  part  of  the  liquid 
which  is  above  the  general  level.  In  the  same 
way  the  surface  tension,  when  the  angle  of  con- 
tact is  greater  than  (^o'' {{b\  Fig.  136),  withstands 
the  hydrostatic  pressure  due  to  the  liquid  dis- 
placed neaj*  the  surface  of  the  solid. 

160.  Capillarity.— If  a  clean  glass  tube  of  fine 
bore  is  dipped  into  water,  the  water  rises  inside 
the  tube  and  stands  at  a  level  higher  than 
the  surface  of  the  external  water.  This  elevation  of  the  water  is  due  to 
the  angle  of  contact  between  glass  and  water  being  less  than  90",  so  that 
the  surface  tension  tends  to  raise  up  the  water  near  the  glass.     Suppose 

a  tube  CB  (Fig.  137)  of  radius  r  dips  into  a 
liquid,  and  the  angle  of  contact  between 
the  solid  and  liquid  is  a.  The  surface  of 
the  liquid  meets  the  solid  along  the  cir- 
cumference of  a  circle  of  radius  r,  and  so, 
if  the  surface  tension  of  the  liquid  is  7',  the 
force  exerted  by  the  tension  of  the  surface 
on  the  inside  of  the  tube  is  2nrT.  This 
force  is  everywhere  directed  along  the 
tangent  to  the  liquid  surface  at  the  point 
of  contact,  i.e.  along  pa,  and  makes  an 
angle  a  with  the  side  of  the  tube.  The 
walls  of  the  tube  will  therefore  react  on  the 
liquid  with  an  equal  and  opposite  force. 
The  resolved  part  of  this  force  parallel  to  the  axis  of  the  tube  is  27rr7'cos  a, 
and  it  is  this  vertical  force  which  supports  the  column  of  liquid  in 
the  tube,  so  that  the  weight  of  liquid  in  the  tube  above  the  level  of  the 
general  surface  outside  must  be  equal  to  this  resolved  force.  If  p  is  the 
density  of  the  liquid,  and  h  is  the  amount  of  the  elevation  in  the  tube, 
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the  volume  of  liquid  raised  is  wr^A,  and  the  mass  raised  is  Trr^^p.     The 
downward  force  exerted  by  gravity  on  this  mass  is  irt^hpg.     Hence 

T.'nrT  cos  a  .  =  rrr^hpg^ 

% 
or  T ^27^ cos  a 

Thus  for  a  tube  of  a  given  material  and  a  given  liquid,  so  that  a,  7", 
and  p  are  constant,  h  is  inversely  proportional  to  r.  If  a  is  greater  than 
90%  cos  a  is  negative,  and  hence  h  is  negative,  that  is,  the  level  of  the 
liquid  inside  the  tube  will  be  below  the  general  surface. 

If  the  liquid  wets  the  walls  of  the  tube,  the  angle  of  contact  a  is  zero, 
so  that  cos  a=  I,  and 

or  'p^l^PK^ 

2 

Thus  by  measuring  the  radius  of  a  capillary  tube  and  the  capillary 
elevation  we  can  calculate  the  value  of  the  surface  tension  7".  Most  of 
the  accurate  measurements  of  the  surface  tension  of  liquids  have  been 
made  by  means  of  capillary  glass  tubes,  the  capillary  elevation  being 
measured  with  a  cathetometer,  and  the  radius  deduced  from  the  weight 
of  a  thread  of  mercury  filling  a  measured  length  of  the  tube. 

161.  Phenomena  due  to  Surface  Tension.— The  apparent  attrac- 
tions or  repulsions  exhibited  by  small  floating  bodies  on  the  surface  of  a 
liquid  are  due  to  surface  tension.  Thus  two  small  pieces  of  wood  floating 
on  the  surface  of  water  rush  together  if  they  come  within  about  a  centi- 
metre of  one  another.  This  is  due  to  the  fact  that  the  angle  of  contact 
between  water  and  wood  is  less  than  90",  so  that  the  water  is  slightly 
raised  up  between  the  two  floating  bodies  as  in  a  wide  capillary  tube. 
The  pressure  in  the  liquid  between  is  less  than  in  the  surrounding 
mass,  and  the  bodies  come  together.  In  the  case  where  the  angle  of 
contact  is  greater  than  90*,  as,  for  instance,  with  needles  floating  on 
mercury  or  greased  wood  on  water,  the  liquid  between  the  bodies  is 
depressed,  and  the  hydrostatic  pressure  on  the  outside  forces  the  bodies 
together. 

If  small  fragments  of  camphor  are  placed  on  a  clean-water  surface, 
they  dart  about  in  a  most  life-like  manner.  This  is  due  to  the  fact  that 
the  camphor  dissolves  slowly  in  the  water,  and  that  the  surface  tension 
of  a  solution  of  camphor  in  water  is  less  than  that  of  pure  water.  Hence, 
if  the  camphor  dissolves  a  little  faster  at  one  side  of  the  floating  fragment 
than  at  the  other  side,  the  surface  tension  at  the  first  side  is  reduced 
most,  and  the  greater  surface  tension  on  the  other  side  draws  the  fragment 
away. 
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162*.  Viscosity.  —  If  a  liquid  flows  over  a  horizontal  plate  AB 
(Fig.  138),  then  the  layer  of  liquid  next  the  surface  of  the  solid  is,  on 

account  of  cohesion,  at  rest,  and 
-_  the  velocity  of  the  fluid  particles 

-  in  the  different  layers  is  greater, 

f^~2^£E^TI^EHi^ 35173        the  greater  their  distance  from 

^  ^1-  zrr  _T=r-.i:---i -\-^-=Z.  ^    the  solid.     Hence  the  successive 

'^7777777777777777777777^^777-^    layers    of   liquid    have    different 
Fig.  138.  velocities,   and    as   a   result    the 

more  slowly  moving  layer  tends 
to  retard  the  motion  of  the  adjacent  more  quickly  moving  layer,  and  is 
itself  accelerated  by  the  action  of  this  layer.  Thus  any  horizontal  layer 
is  acted  upon  above  by  a  tangential  force  in  the  direction  of  motion  of 
the  liquid,  and  below  by  a  second  tangential  force  in  an  opposite  direc- 
tion. These  two  forces  are  due  to  what  is  called  the  viscosity  of  the 
liquid,  which  is  really  a  kind  of  friction  between  the  particles  of  a  liquid 
when  the  different  parts  of  the  liquid  are  moving  with  different  velocities. 
If  a  small  surface  c  in  the  liquid  of  area  a  be  taken,  parallel  to  the  fixed 
plane  AB  and  at  a  distance  s  from  it ;  then,  if  v  is  the  velocity  with  which 
the  liqufd  is  moving  at  C,  the  tangential  resistance  {R)  to  the  motion 
experienced  by  c  is  found  to  be  given  by  the  expression 

where  »;  is  a  constant  which  depends  on  the  nature  of  the  liquid.  If  R^ 
Vy  a,  and  s  are  all  measured  in  c.g.s.  units,  then  n  is  called  the  coefficient 
of  viscosity  of  the  liquid,  and  may  be  defined  as  the  tangential  force  per 
unit  area  of  either  of  two  horizontal  planes  at  the  unit  of  distance  apart, 
one  of  which  is  fixed,  while  the  other  moves  with  unit  velocity,  the  space 
between  being  filled  with  the  viscous  liquid  (Maxwell). 

In  the  case  of  a  liquid  escaping  by  a  long  and  narrow  tube,  the 
velocity  of  efflux  depends  not  only  on  the  difference  of  pressure  {p)  be- 
tween the  ends  of  the  tube  and  the  radius  (r)  of  the  tube,  but,  on  account 
of  viscosity,  also  on  the  length  of  the  tube  (/)  and  the  coefficient  of 
viscosity  (ly).  The  volume  {V)  of  a  liquid  which  escapes  in  one  second 
is,  according  to  Poiseuille,  given  by  the  equation 

8/;; 

Thus  by  measuring  the  volume  of  a  liquid  which  escapes  from  a  tul^e 
under  a  given  difference  of  pressure,  the  coefficient  of  viscosity  can  be 
determined.  The  dimensions  of  the  coefficient  of  viscosity  are  [/,"'  7^M/]. 
The  following  table  gives  the  coefficient  of  viscosity  in  c.g.s.  units  for 
some  liquids  : — 
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Liquid. 


Glycerine 
Water. 


Mercury 
Ethyl  alcohol 


Temperature. 
Deg.  C 

2.8 
20.0 

0.0 
1 0.0 
30.0 
17.2 
10.0 


Coefficient  of 
Viscosity  in 
c.g.s.  Units. 

42.20 
8.30 
•  0.0178 
0.0131 
0.0081 
0.0160 
0.0153 


163.  Solution. — In  certain  cases  when  a  solid  and  liquid  are  mixed, 
the  solid,  or  at  any  rate  part  of  it,  becomes  dissolved  in  the  liquid,  forming 
a  homogeneous  liquid,  the  properties  of  which  may  differ  considerably 
from  those  of  the  pure  liquid.  The  solid  and  liquid  parts  of  such  a  solution 
cannot  be  separated  by  mechanical  means,  such  as  filtration,  nor  will  the 
solid  separate  out  on  allowing  the  solution  to  stand,  although  the  density 
of  the  solid  may  be  very  different  from  that  of  the  liquid  (the  solvent). 

If  we  introduce  a  few  crystals  of  common  salt  (sodium  chloride)  into 
some  water  at  the  ordinary  ipniperature  they  will  dissolve  ;  but  if  we 
continue  adding  the  salt  to  the  same  water,  a  time  will  come  when  no 
more  of  the  salt  will  dissolve.  Under  these  circumstances  we  are  said  to 
have  a  saturated  solution.  If  the  temperature  of  the  saturated  solution 
of  common  salt  is  raised,  more  salt  will  be  dissolved  ;  on  allowing  the 
temperature  to  fall  to  its  original  temperature,  this  additional  salt  will  be 
deposited  from  the  solution  in  the  form  of  crystals.  Hence  at  any  tem- 
perature there  is  a  fixed  mass  of  a  given  solid  which  can  be  dissolved  by 
unit  mass  of  a  given  solvent  to  form  a  saturated  solution.  This  mass  of 
solid  is  called  the  coefficient  of  solubility  of  the  solid  in  the  given  solvent 
at  the  given  temperature. 

In  addition  to  having  a  solution  of  a  solid  in  a  liquid,  we  may  have  a 
solution  of  a  liquid  in  another  liquid.  Here,  however,  we  have  to  deal 
with  two  cases.  We  may  have  two  liquids,  such  as  alcohol  and  water, 
which  mix,  or  dissolve,  one  in  the  other  in  all  proportions,  andtare  said  to 
be  miscible.  Or  we  may  have  two  liquids,  such  as  ether  and  water,  which 
are  not  soluble  in  all  proportions.  Thus  a  given  mass  of  water  will  only 
dissolve  a  small  quantity  of  ether,  forming  a  saturated  solution  of  ether  in 
water ;  similarly,  a  given  volume  of  ether  will  only  dissolve  a  small  quantity 
of  water,again  forming  a  saturated  solution,but  in  thiscaseof  water  in  ether. 

164.  DifftlSion  of  Liquids.— If  two  liquids  which  are  miscible  are 
introduced  into  a  vessel  so  that  the  denser  is  below  and  the  lighter  is 
above,  then,  just  as  in  the  case  of  gases,  diffusion  will  take  place,  some 
of  the  lighter  liquid  travelling  down  and  mixing  with  the  heavier  liquid, 
and  vice  versa. 
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The  rate  at  which  liquids  diffuse  is,  however,  extremely  small,  as 
compared  with  the  rate  at  which  gases  difiuse.  This  fact  confirms  the 
molecular  theory  of  the  constitution  of  liquids  and  gases,  for  in  gases  it 
is  supposed  that  the  molecules  travel  about,  only  occasionally  coming 
near  enough  to  other  molecules  to  influence  their  motion,  the  greater 
part  of  their  path  being  traversed  uninfluenced  by  other  molecules.  In 
a  liquid,  on  the  other  hand,  although  the  molecules  move  about,  they 
never  get  far  enough  away  from  the  adjacent  molecules  to  escape  from 
the  influence  of  these  molecules,  so  that  although  a  liquid  molecule  may 
move  relatively  to  neighbouring  molecules,  as  soon  as  it  passes  out  of 
the  range  of  influence  of  one  set  of  molecules  it  comes  within  the  range 
of  other  molecules.  Hence  the  molecular  motion  in  liquids  is  much 
more  constrained  than  in  the  case  of  gases,  and  we  should  expect  the 
rate  of  diffusion  to  be  slower. 

The  rates  at  which  liquids  (in  most  cases  solutions  of  salts)  diffuse 
into  water  were  experimentally  detemiined  by  Graham  in  the  following 
manner.  A  small  wide-mouthed  bottle  A  (Fig.  139), 
filled  with  the  liquid,  was  closed  by  a  glass  plate,  and 
then  placed  in  a  larger  vessel  B  containing  water,  so 
that  the  surface  of  the  water  was  above  the  top  of  the 
bottle  A.  The  glass  plate  was  then  carefully  slid  off 
the  top  of  the  bottle,  and  the  liquids  left  to  diffuse. 
After  a  certain  time  samples  of  the  different  layers  of 
the  mixed  liquids  were  drawn  off  by  a  pipette,  and  the 
-.,^  composition  of  the  solution  determined.     With  solu- 

FlG.    139.  .       '^      -     ,  -  /.     ^'/v  1 

tions  of  the  same  substance  of  different  strengths, 
Graham  found  that  the  rates  of  diffusion  were  proportional  to  the  strengths 
of  the  solution.  The  rates  of  diffusion  of  different  substances  are,  how- 
ever, very  different. 

If  we  consider  a  small  cylinder,  one  centimetre  long  and  one  square 
centimetre  in  cross  section,  and  if  the  concentrations  of  the  solution  of  a 
salt  in  water,  i,e.  the  mass  of  the  salt  contained  in  unit  volume  of  the 
solution,  at  the  two  ends  of  the  cylinder  differ  by  unity,  then  the  quantity 
of  salt  in  grams  which  will  diffuse  through  the  cross  section  of  the 
cylinder,  />.  through  unit  area,  in  a  day  is  called  the  diffusion  constant 
of  the  salt.  The  following  table  gives  some  values  of  the  diffusion  con- 
stant in  grams  per  square  centimetre  per  day  :~ 

DiFFUSiON  Constants. 
Hydrochloric  acid     .         .         .2.3    grams  per  sq.  cm.  per  day. 

Sodium  chloride                            0.75           „  „  „ 

Urea 0.81           „  „  „ 

Cane  sugar                         .         .0.31            „  ,,  „ 

White  of  ^^^     ....  0.05           „  „  „ 

Caramel 0.02           ,,  „  „ 
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A  consideration  of  the  table  of  the  diffusion  constants  given  above 
shows  that  the  rates  of  diffusion  of  different  substances  vary  very  con- 
siderably. Thus  hydrochloric  acid  diffuses  about  one  hundred  limes  as 
fast  as  caramel.  For  this  reason  bodies  have  been  subdivided  into  two 
classes,  one  containing  such  bodies  as  hydrochloric  acid  and  the  salts  of 
the  mineral  acids,  which  are  mostly  cr>'stalline,  and  diffuse  comparatively 
rapidly.  These  are  called  cr>'stalloids.  The  other,  containing  such 
bodies  as  gum,  albumen,  caramel,  and  the  like,  which  are  glue-like 
bodies  of  amorphous  form  that  diffuse  very  slowly,  and  are  called 
colloids. 

A  film  of  a  colloid,  such  as  paper  coated  with  starch,  if  placed  as  a 
partition  in  a  vessel,  with  pure  water  on  one  side  and  a  solution  of  crys- 
talloids and  colloids  on  the  other,  will  allow  the  crystalloids  to  diffuse 
through  into  the  water,  but  entirely  stops  the  passage  of  the  colloids. 
Thus  a  colloid  septum  prevents  the  diffusion  of  other  colloids,  but  allows 
the  diffusion  of  crystalloids. 

165.  Osmosis. — If  in  a  vessel  A  (Fig.  140),  such  as  a  thistle  funnel 
with  its  larger  end  closed  by  a  sheet  of  parchment,  we  place  a  solution 
of  copper  sulphate,  filling  the  vessel  up  to  about  D,  and  then  place  it 
as  shown  in  the  figure,  so  that  the  parchment  is  below 
the  surface  of  some  pure  water  contained  in  a  vessel  c. 
Then  it  is  found  that  the  water  makes  its  way  through 
the  parchment  partition  into  A,  the  solution  inside 
gradually  rising  up  in  the  tube  db.  Thus  the  water 
has  been  able  to  pass  through  the  parchment  in 
opposition  to  the  hydrostatic  pressure  due  to  the 
column  of  liquid  bd.  After  a  time  the  water  ceases 
to  force  its  way  through  the  partition,  its  tendency  to 
do  so  being  counterbalanced  by  the  hydrostatic  pres- 
sure. It  will  also  be  noticed  that  in  time  some  of  the 
copper  sulphate  travels  out  into  the  surrounding  water. 
If,  instead  of  placing  the  vessel  A  containing  the 
copper  sulphate  solution  in  pure  water,  it  is  placed  ^^^-  '^o. 

in  a  solution  of  copper  sulphate  of  the  same  strength  as  that  inside,  no 
change  in  the  quantity  of  liquid  in  the  vessel  takes  place.  If,  however, 
it  is  placed  in  a  stronger  solution,  water  will  pass  out  from  the  vessel  A, 
so  that  the  solution  inside  becomes  more  concentrated.  These  pheno- 
mena are  called  osmosis,  and  the  pressure  produced  in  the  vessel  con- 
taining the  salt  solution,  when  placed  in  water,  is  called  the  osmotic 
pressure. 

By  using  as  the  separating  membrane  a  substance  which,  while  it 
readily  permits  the  passage  of  pure  water,  is  impervious  to  the  passage 
of  certain  substances  when  dissolved  in  the  water,  Pfeffer  was  able  to 
measure  the  osmotic  pressure  due  to  solutions  of  different  substances 
at  different  concentrations.     Thus  in  the  case  of  cane  sugar  such  a 
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semi-permeable  membrane  is  prepared  by  depositing  ferrocyanide  of 
copptr  within  the  pores  of  a  porous  earthenware  cylinder.  The  cylinder, 
filled  with  the  sugar  solution,  is  plunged  into  pure  water,  and  the  maxi- 
mum pressure  developed  inside  measured  by  means  of  a  manometer. 

The  osmotic  pressure  may  be  explained  by  supposing  that  the  semi- 
permeable membrane  is  struck  on  both  sides  by  the  water  molecules, 
but  since  there  are  fewer  water  molecules  per  unit  volume  inside,  some 
of  the  space  being  occupied  by  sugar  molecules  which  cannot  traverse 
the  membrane,  more  water  molecules  will  in  a  given  time  strike  the 
outside  of  the  membrane  than  the  inside,  and  hence,  as  the  water  mole- 
cules can  pass  through  the  membrane,  more  water  molecules  will  enter 
than  leave. 

In  the  following  table  some  of  PfefFer's  results  are  given  : — 


Percentage 

of  sugar  in 

solution. 


Osmotic 
Pressure  in 
cm.  of  Mer- 
cury =  P. 

53-5 
10I.6 
208.2 
307.5 


Density 

of 
Solution. 


1.0039 
1.0078 
I.0158 
I.0198 


I 


Volume 

Mass  cf  .Sugar 

of  Solution 

m  I  cc.  of 

containing   1 

PV. 

Solution. 

I  grm.  of 

Sugar  =  V.    1 

0.001004 

99.6  cc.  1 

5329 

0.002016 

49-6      „    ! 

5039 

0.004063 

24.61    „    ' 

5124 

0.0061 19 

16.34     n     1 

5025 

It  will  be  seen  that,  if  we  consider  the  sugar  when  in  solution  as 
occupying  the  volume  occupied  by  the  solution,  then  the  product  of  the 
osmotic  pressure  {P)  into  the  volume  {V)  occupied  by  a  gram  of  sugar 
is  constant.  This  result,  as  was  first  pointed  out  by  Van  't  Hoflf,  corre- 
sponds to  Boyle's  law  for  gases. 

Measurements  of  the  change  of  osmotic  pressure  with  temperature 
have  shown  another  remarkable  relation  between  the  behaviour  of  a 
dilute  solution  and  of  a  gas.  Thus  the  osmotic  pressure  (/')  of  a  i  per 
cent,  solution  of  cane  sugar  at  a  temperature  /  is  given  by  the  formula 

P  =  49.62(1  +0.00367/). 

The  coefficient  0.00367  will  be  found  later  on  to  be  the  same  as  that  for 
the  variation  of  the  pressure  of  a  gas  with  temperature  (§  196). 

It  is  only  for  dilute  solutions  that  the  above  resemblances  of  the 
behaviour  of  the  dissolved  body  and  a  gas  hold.  It  would,  however, 
appear  that  in  such  a  dilute  solution  the  molecules  of  the  dissolved  body 
exist  in  a  condition  in  some  way  resembling  that  which  occurs  in  a  gas. 
We  shall  see  later,  particularly  when  we  come  to  consider  the  electrical 
properties  of  dilute  solutions,  what  suppositions  have  been  made  to 
account  for  the  fact  that  it  is  only  when  dilute  that  the  solutions  obey 
the  above  gaseous  laws. 
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CHAPTER   XIX 
PROPERTIES   OP  SOLIDS 

166.  Isotropic  Bodies. — A  body  in  which  a  spherical  portion,  when 
tested  in  different  directions,  exhibits  no  difference  in  its  physical  pro- 
perties is  said  to  be  isotropic.  Except  under  very  special  conditions,  all 
liquids  and  gases  are  isotropic.  Some  solids,  however  (for  instance, 
crystals^  exhibit  different  physical  properties  in  different  directions,  and 
are  called  aeolotropic.  In  most  of  the  following  sections  we  shall  deal 
exclusively  with  the  properties  of  isotropic  solid  bodies. 

167.  A  Perfect  Solid. — When  discussing  the  distinction  between 
solids  and  liquids,  we  pointed  out  that  there  was  no  clear  line  of  demar- 
cation, but  that  from  a  ligid  solid,  such  as  glass,  there  is  a  continuous 
series  extending  through  soft  solids  such  as  lead  and  butter,  very  viscous 
liquids  such  as  sealing-wax  and  pitch,  to  treacle  and  glycerine.  Just  as 
in  considering  the  behaviour  of  liquids  we  dealt  with  a  typical  liquid  such 
as  water,  so  in  the  case  of  solids  we  shall  consider  one  in  which,  after 
suffering  a  strain  which  alters  its  shape^  on  the  removal  of  the  stress  it 
completely  regains  its  former  shape.  Such  Ji  solid  is  called  a  perfect 
solid,  and  the  above  conditions  are  practically  satisfied  by  many  solid 
bodies  so  long  as  the  deforming  stress  does  not  surpass  a  certain  value. 

168.  J|alleabilitj;_ani JJuQtility.— By  malleability  is  meant  the 
property  possessccTby  some  solids  of  being  beaten  into  thin  sheets  with- 
out losing  their  continuity.  Of  all  materials  pure  gold  possesses  the 
property  of  malleability  to  the  most  marked  degree.  Thus,  when  pre- 
paring gold-leaf,  a  piece  of  gold  is  first  rolled  into  a  sheet  somewhat 
thinner  than  foreign  note-paper,  next  a  portion  is  beaten  out  between 
two  sheets  of  vellum  till  its  surface  has  been  increased,  and  therefore  its 
thickness  decreased  about  twenty-fold.  This  twenty-fold  decrease  of 
thickness,  without  rupturing  the  sheet,  can  be  again  twice  repeated. 

By  ductility  is  meant  the  property  of  being  drawn  out  into  fine  wires. 
A  rod  of  the  metal  is  passed  in  succession  through  a  number  of  holes, 
each  a  little  smaller  than  the  last,  the  diameter  of  the  rod  continually 
decreasing,  while  its  length  is  correspondingly  increased. 
—  IfiQ-  ltfl,rd"*»»^ — When  one  body  can  be  made  to  scratch  a  second, 
but  cannot  be  scratched  by  it,  we  say  that  the  former  body  is  harder  than 
the  latter.  Although  some  attempts  have  been  made  to  devise  a  means 
of  accurately  measuring  the  hardness  of  bodies,  they  have  not  been 
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attended  with  much  success.  All  that  can  be  done  at  present  is  to  give 
a  body's  position,  as  far  as  hardness  is  concerned,  in  a  scale  of  hardness 
composed  of  various  bodies.  The  scale  usually  adopted,  and  due  to 
Mohs,  is  as  follows,  the  first  being  the  softest : — i.  Talc ;  2.  Crystallised 
Gypsum;  3.  Calcspar;  4.  Fluorspar  ;  5.  Apatite ;  6.  Felspar  ;  7.  Quartz  ; 
8.  Topaz ;  9.  Sapphire ;  10.  Diamond.  A  body  having  a  hardness  of 
6.5  would  be  one  which  would  scratch  felspar,  and  be  scratched  with 
about  the  same  ease  by  quartz. 

.  170.  ,51asticity  of  Volume.— Solids,  with  few  exceptions,  are  very 

slightly  compressible,  in  this  property  resembling  liquids.  The  volume 
elasticity  of  a  solid  is  measured  in  the  same  way  as  that  of  a  liquid. 
Thus  if  a  unifonn  pressure  oip  dynes  per  square  centimetre,  acting  every- 
where normal  to  the  surface  of  the  solid,  such  as  would  be  produced  if 
the  solid  were  immersed  in  a  liquid  under  a  pressure  ^,  is  applied,  and 
the  volume  changes  from  V  to  K-v,  then  the  coefficient  of  compressi- 
bility, or  the  volume  elasticity,  of  the  solid  is  p-^v\V  ox  pVlv.  The 
following  table  gives  the  value  of  the  volume  elasticity  of  some  solids  : — 

Volume  Elasticity  of  Solids. 

Glass 4.1  X 10"  dynes/cm*. 

Brass 10.6  „ 

Iron  (wrought)        ....       14.9  „ 

Steel 18.8  „ 

171.  Elasticity  of  Shape  (Rigidityj.— The  elasticity  of  shape  or 
rigidity  of  a  solid  is  measured  bylhe  ratio  of  the  stress,  i.e.  the  force 
producing  the  change  of  shape,  to  the  strain,  />.  the  change  in  shape, 
produced.  The  shape  of  a  body  may  be  altered  in  various  ways  :  thus 
if  weights  are  attached  to  one  end  of  a  wire,  the  other  end  being  held 
fast,  the  wire  stretches  ;  on  the  removal  of  the  weights,  so  long  as  the 
wire  has  not  been  too  much  deformed,  it  regains  its  original  length. 
Another  way  of  altering  the  shape  of  a  body  is  to  twist  one  end  while 
the  other  end  is  held  fast ;  or  again,  if  one  end  of  a  rod  is  held  in  a  vice, 
and  the  other  end  pulled  on  one  side,  the  rod  becomes  bent ;  in  each  case 
the  elasticity  of  the  solid  will  resist  the  defonnation,  and  when  the  stress 
is  removed  will  cause  the  body  to  resume  its  unstrained  position.  We 
shall  consider  each  of  the  above  methods  of  straining  a  solid  separately. 

172.  Elongation:  Young's  Modulus— Hooke's  Law.— Suppose  a 
wire  of  length  L  and  radius  r,  when  stretched  by  a  force  P  in  the 
direction  of  its  length,  increases  in  length  by  an  amount  /,  then  the  stress, 
or  force  per  unit  area,  acting  on  the  wire  and  tending  to  increase  its 
length  is  P  -r  area  of  cross  section,  or  P';Tr^,  The  total  elongation 
being  /,  the  strain,  or  elongation  per  unit  length  of  the  wire,  is  //Z. 
Hence  the  modulus  of  elasticity,  Y,  is  given  by 

stram         '  '  irr^/ 
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y  is  called  Young's  modulus,  and  it  may  be  experimentally  deter- 
mined by  means  of  the  arrangement  shown  in  Fig.  141.  Two  wires 
of  the  material  to  be  tested  are  securely  fastened  to  an  (/////^^ 
overhead  beam  at  A.  To  one  of  these  wires  is  attached  a 
small,  finely  divided  scale  B,  and  to  the  other  a  vernier. 
Attached  to  the  lower  end  of  one  wire  are  two  weights  D, 
which  serve  to  keep  the  wire  stretched  tight,  and  to  the 
lower  end  of  the  other  wire  is  attached  a  scale-pan  E,  in 
which  the  weights  used  to  stretch  the  wire  can  be  placed. 
The  elongation  produced  by  the  weights  is  measured  by 
the  vernier  and  scale.  The  object  of  the  second  wire 
is  to  eliminate  the  effects  of  any  change  in  length  produced 
in  the  wire  by  a  change  of  temperature,  since  such  a  change 
would  affect  both  wires  to  the  same  extent,  and  hence 
would  not  affect  the  reading  on  the  scale.  The  same 
remark  applies  to  any  give  of  the  support  at  a  produced 
by  the  added  weights.  So  long  as  the  weight  used  to 
stretch  the  wire  is  not  so  great  as  to  produce  a  permanent 
elongation  of  the  wire,  it  is  found  that  the  elongation  is 
proportional  to  the  stretching  force.  This  is  known  as 
Hooke's  law. 

The  following  table  gives  the  value  of  Young^s  modulus 
for  some  metals  :  — 

Young's  Modulus. 

Steel  (hard  drawn) .  2*0  x  10"  dynes/cm*. 

I  roq  (wrought)  •     i-9  n 

Silver  (drawn)  .0.7  „ 

Brass  (drawn)         .  .        .     i.i  „  _ 

Fig.  141. 

178.  Bending.— When  a  rod  ab  (Fig.  142),  firmly  fixed  at  A,  has  a 
force  applied  at  B  at  right  angles  to  AB,  it  becomes  bent  into  such  a 
fonTi  as  ab'.  In  this  case  the  upper  parts  of 
the  rod  have  been  stretched,  while  the  lower 
parts  have  been  compressed,  so  that,  except 
for  a  thin  band  down  the  middle,  the  strain 
is  really  one  of  elongation.  If  the  rod  is 
rectangular  in  section,  and  of  depth  d  and 
breadth  ^,  the  length  being  Z,  and  a  force  of 
P  dynes  deflects  the  end  through  a  distance  /,  then  Young's  modulus  Y 
is  given  by 
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If,  instead  of  being  fixed  at  one  end,  the  two  ends  of  the  rod  are  free, 
but  are  supported  on  two  knife-edges  placed  at  a  distance  L^  apart,  and 
/j  is  the  distance  through  which  the  centre  of  the  rod  is  deflected  when 
loaded  with  a  force  /^  Young's  modulus  is  given  by 

P     /  3 

V—  -        -  L 

4^./^*  7,' 

It  will  be  noticed  that  in  this  case  we  are  practically  dealing  with  two 
rods  each  of  length  Z.1/2,  fixed  as  in  the  first  case,  and  each  acted  upon  by 
a  force  Pi2  in  the  upward  direction  at  the  point  where  the  rod  rests  on  the 
knife-edges. 

174.  Torsional  Rigridity.— If  one  end  of  a  cylindrical  wire  of  radius 
r  and  length  /  is  kept  fixed  while  a  twisting  couple  u  is  applied  to  the 
other  end,  and  under  this  twisting  stress  the  end  of  the  wire  turns  through 
an  angle  0,  it  is  found  that  so  long  as  0  is  not  too  great,  this  angle  is  pro- 
portional to  the  applied  couple  //,  so  that  if  the  couple  is  doubled,  the  angle 
through  which  the  end  of  the  wire  is  twisted  is  also  doubled.  The  value 
of  </),  in  terms  of  the  dimensions  of  the  wire,  is  given  by  the  equation 

.      liu    I 

where  ;/  is  a  constant  depending  on  the  nature  of  the  material  of  the 
wire,  and  is  called  the  simple  rigidity  or  coefficient  of  torsional  rigidity 
of  the  wire.  It  will  be  noticed,  since  0  is  inversely  proportional  to  the 
fourth  power  of  the  radius  of  the  wire,  that  the  deflection  produced 
by  a  given  couple  increases  very  rapidly  as  the  radius  of  the  wire  de- 
creases. Thus  if  the  radius  of  the  wire  is  reduced  to  a  half,  the  value 
of  </),  corresponding  to  the  same  value  of  the  deflecting  couple,  increases 
sixteen-fold.  The  importance  of  this  rapid  decrease  of  the  torsional 
rigidity  of  a  wire,  when  the  diameter  is  reduced,  comes  in  when  we  use 
the  rigidity  of  such  a  wire  to  measure  small  forces  and  couples,  as  in 
the  Cavendish  experiment.  By  very  rapidly  drawing  out  a  small  stick 
of  quartz,  raised  to  a  white  heat  in  an  oxy-hydrogen  blowpipe.  Boys  has 
produced  threads  of  fused  quartz  of  such  extreme  fineness  that  a  force 
of  one  dyne  acting  at  each  end  of  a  lever  i  centimetre  long  (/>.  a  unit 
couple)  will  twist  one  end  of  a  fibre  10  centimetres  long  through  36o^ 

The  following  table  gives  the  coefficient  of  torsional  rigidity  for  some 
solids  : — 

Simple  Rigiditv. 

Steel 8.2  X  10^^  dynes/cm^ 

Iron  (wrought) 'j.'j  „ 

Brass 3.8 

Quartz  (fused) 2.9  „ 

Glass 2.4  „ 
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176*.  Torsion  Pendulum.— If  a  solid  body,  suspended  by  a  wire,  be 
twisted  away  from  its  position  of  rest  and  then  released,  it  will  execute 
S.H.  vibrations  about  its  position  of  rest,  for  the  torsional  rigidity  of  the 
wire  will  give  a  force  tending  to  restore  the  body  to  its  original  position 
proportional  to  the  deflection.  If  «  is  the  restoring  couple  due  to  the 
rigidity  of  the  wire  produced  when  the  body  is  twisted  through  unit  angle 
(a  radian),  and  K  is  the  moment  of  inertia  of  the  solid,  then  the  time  of 
oscillation  is  given  by 


'=V«' 


or,  substituting  the  value  of  u  in  terms  of  the  simple  rigidity  and  dimen- 
sions of  the  wire, 

I       /«7r/A' 


r- 

Such  a  torsional  pendulum  can  be  used  to  prove  that  Hookers  law  holds 
for  torsional  strains,  that  is,  that  the  restoring  couple  or  stress  is  propor- 
tional to  the  strain  or  twist,  for  the  time  of  oscillation  is  found  to  be  inde- 
pendent of  the  amplitude  of  the  vibrations,  and  it  is  only  when  the  restoring 
force  is  proportional  to  the  deflection  that  this  isochrony  is  secured. 

176.  Elastic  Limit,  Elastic  Fatigue.— It  is  found  that  if  a  solid  is 
deformed  more  than  a  certain  amount,  then,  on  the  removal  of  the  de- 
forming stress,  it  does  not  completely  regain  its  original  form.  Under  these 
circumstances  the  body  is  said  to  have  been  strained  beyond  its  elastic 
limit.  The  limits  within  which  they  may  be  considered  as  completely 
elastic  vary  very  much  with  different  materials.  Thus  quartz,  and  to  a 
less  extent  steel  and  glass,  can  suffer  a  considerable  strain,  and  yet  when 
the  stress  is  removed  they  will  recover  their  original  form  ;  while  soft  iron, 
copper,  and  lead  exhibit  a  permanent  deformation  or  "  set "  even  with 
quite  small  strains. 

It  is  found  that  if  the  deforming  stress  is  continued  for  a  long  time 
the  strain  produced  gradually  increases.  This  phenomenon  is  referred 
to  as  elastic  fatigue,  and  it  seems  to  show  that  for  long-continued  stresses 
the  molecules  even  of  solids  gradually  take  up  new  configurations.  A 
somewhat  similar  phenomenon  is  the  fact  that  after  a  solid  has  been 
strained  even  below  its  elastic  limit  it  does  not,  on  the  removal  of  the 
deforming  force,  immediately  return  completely  to  its  original  form,  but 
only  does  so  after  some  time.  Thus  if  a  silver  wire  is  twisted  in  one 
direction  and  kept  twisted  for  a  day,  and  then  twisted  in  the  opposite 
direction  for  an  hour,  on  being  released  it  does  not  completely  recover, 
but  remains  slightly  twisted  in  the  direction  of  the  last  twist.  This 
residual  twist  gradually  disappears,  and  then  a  slight  twist  in  the  direction 
of  the  first  one  appears,  reaches  a  maximum,  and  then  dies  out.  The 
wire  thus  "remembers"  the  deformation  previously  applied,  and  the 
residual  effects  appear  in  the  opposite  order  to  the  original  deformations. 
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BOOK   II 
HEAT 

CHAPTER  I 
THERMOMETRY  AND  EXPANSION  BY  HEAT 

177.  Temperature. — Although  we  are  able  in  many  cases  to  dis- 
tinguish by  our  sensations  between  hot  and  cold  bodies — for  instance,  we 
can  by  touch  often  determine  which  of  two  bodies  is  the  hotter — yet  our 
senses  do  not  permit  of  our  forming  ^.  quantitative  estimate  of  the  amount 
by  which  one  is  hotter  than  the  other.  In  ordinary  language  we  use  the 
words  hot,  warm,  tepid,  cool,  cold,  &c.,  to  indicate  a  series  of  states  of 
a  body  with  reference  to  heat.  In  scientific  language  we  use  the  word 
temperature  to  express  the  same  series  of  condition.  Thus  a  hot  body 
is  said  to  have  a  higher  temperature  than  a  cold  body. 

As  we  shall  see  in  the  following  pages,  the  characteristic  which  above 
all  others  distinguishes  bodies  of  which  the  temperatures  differ  is,  that  if 
these  bodies  are  placed  in  contact,  then  heat  will  of  itself  pass  from  the 
one  to  the  other  until  they  reach  the  same  temperature.  That  body 
which  loses  heat  during  the  process  of  equalisation  is  said  to  be  at  the 
higher  temperature. 

It  is  found  that  not  only  does  the  sensation  we  experience  when  we 
touch  a  body  vary  with  the  temperature,  but  also  that  most  of  the 
physical  properties  of  matter  change  when  the  temperature  changes. 
Thus  the  density,  elasticity,  refractive  index,  &c.,  of  a  body  all  depend 
on  the  temperature. 

In  order  to  have  a  means  of  measuring  temperature,  we  make  use  of 
the  change  in  some  physical  property  of  some  kind  of  matter  which  takes 
place  as  the  temperature  of  the  body  changes.  The  physical  property 
which  is  most  often  employed  for  this  purpose  is  the  length  of  a  solid,  or 
the  volume  of  a  liquid  or  gas,  both  of  which  depend  on  temperature.  In 
order  to  define  certain  fixed  temperatures,  we  also  make  use  of  the  fact 
that  the  physical  state  of  a  body  depends  on  the  temperature.  Thus 
according  to  the  temperature  we  may  have  the  same  kind  of  matter 
existing  as  a  solid,  a  liquid,  or  a  gas,  as,  for  instance,  ice,  water,  and 
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steam.  It  is  found  that  during  the  time  the  change  from  one  state  to 
the  other  is  going  on  the  temperature  remains  constant.  Thus  if  a 
quantity  of  pounded  ice  is  heated  over  a  flame,  the  whole  being  kept 
well  stirred,  although  the  ice  becomes  gradually  converted  into  water  the 
temperature  does  not  rise  till  the  last  particle  of  ice  has  been  melted,  the 
heat  supplied  by  the  flame  being  simply  used  up  in  changing  the  body 
from  the  solid  state  into  the  liquid  state.  If,  after  the  ice  is  all  melted, 
the  heating  is  continued,  the  water  will  eventually  begin  to  boil,  becoming 
converted  into  the  gaseous  state  (steam),  and  during  the  change  the 
temperature  of  the  remaining  water  will  remain  constant.  It  will  thus 
be  seen  that  we  may  use  the  temperatures  at  which  a  given  substance, 
under  given  conditions,  changes  its  state  as  fixed  points  on  a  scale  of 
temperature. 

In  order  to  subdivide  the  interval  between  these  two  temperatures, 
use  is  made  of  the  change  in  volume  of  some  fluid,  usually  mercury  or 
hydrogen,  which  occurs  with  change  in  temperature.  Now  there  is  no 
i  priori  reason  for  supposing  that  the  rate  of  change  of  volume  of  a 
substance,  say  mercury,  with  temperature  is  the  same  at  all  temperatures. 
Since,  however,  we  have  no  special  means  of  measuring  temperature  as 
distinct  from  the  effects  of  temperature  on  the  physical  properties  of 
bodies,  we  have,  at  any  rate  as  a  starting-point,  to  assume  that  the  rate 
of  change  of  some  fixed  property  of  some  standard  substance  is  constant, 
and  to  use  this  change  to  subdivide  the  temperature  between  our  two 
fixed  points.  For  the  present,  at  any  rate,  we  shall  take  the  change  in 
volume  of  mercury  when  contained  in  a  glass  vessel  as  the  means  of 
defining  the  temperature  between  our  fixed  points. 

178.  Thermometrle  Scales.— The  lower  fixed  point  of  most  scales 
of  temperature  is  the  temperature  of  melting  ice  under  ordinary  atmos- 
pheric pressure.  The  upper  fixed  point  is  the  temperature  of  the  steam 
given  off  from  water  boiling  under  the  pressure  of  one  standard  atmos- 
phere (§  133). 

Let  V  be  the  apparent  increase  in  volume  of  a  given  mass  of  mercury 
enclosed  in  a  glass  envelope  when  its  temperature  is  raised  from  that  of 
melting  ice  to  that  of  water  boiling  under  standard  conditions.  Then 
the  interval  of  temperature  which  will  cause  this  quantity  of  mercury  to 
expand  by  an  amount  v/ 100  is  called  a  degree  Centigrade,  and  is  indicated 
by  the  symbol,  i®  C.  On  the  Centigrade  scale  (first  used  by  Celsius)  the 
temperature  of  melting  ice  is  called  zero  (0°  C),  and  that  of  boiling 
water  100"  C,  the  interval,  as  has  been  said,  being  divided  into  a 
hundred  degrees.  For  temperatures  below  that  of  melting  ice  the  scale 
is  continued  downwards,  the  sign  minus  being  prefixed.     Thus  a  tem- 

perature  such  that  the  volume  of  the  above  mass  of  mercury  is  —  less 

than  at  0°  C.  is  indicated  by  -  5*  C.  In  a  similar  way  the  scale  is 
continued  above  100**  C.     In  all  scientific  work,  and,  with  one  or  two 
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exceptions,  for  everyday  use  also,  the  Centigrade  scale  of  temperature 
is  employed  in  all  countries.  There  are,  however,  two  other  scales  of 
temperature  occasionally  employed.  In  one  of  these,  the  Fahrenheit 
5cale,  the  temperature  of  melting  ice  is  called  32**  F.,  and  that  of  water 
boiling  under  standard  conditions  212°  F.,  the  interval  being  divided 
into  I8o^ 

The  Fahrenheit  scale  is  in  use  in  England  for  commercial  and 
meteorological  purposes.  The  other  temperature  scale  is  one  due  to 
Reaumur,  on  which  the  temperature  of  melting  ice  is  called  o**  R.,  and 
that  of  boiling  water  80"  R.,  the  interval  being  divided  into  80°. 

Any  reading  on  one  of  th^se  scales  can  easily  be  converted  to  the 
corresponding  reading  on  either  of  the  others,  for  from  the  definitions 
100  degrees  on  the  Centigrade  scale  are  equal  to  180  degrees  on  the 
Fahrenheit  scale,  and  to  80  degrees  on  the  Reaumur  scale.  Let  c^f^  and  r 
indicate  the  readings  corresponding  to  the  same  temp>erature  on  the  three 
scales.  Then  since  o*"  C.=  32'*  F.  =  0"  R.,  if  we  deduct  32°  from  the 
Fahrenheit  reading  we  have  the  number  of  degrees  on  each  scale  by 
which  the  given  temperature  differs  from  the  temperature  of  melting  ice. 

Hence 

c  \f-  yi'.rw  100  :  180  : 80, 

c      /-  32      r 
or  =y--  •'   =     -. 

100       180       80 

By  means  of  these  equations,  any  temperature  on  any  one  scale  can  be 
immediately  converted  into  either  of  the  other  scales. 

179.  The  Mercury  Thermometer.— The  most  commonly  employed 
instrument  for  the  measurement  of  temperature  is  the  mercur\'  thermo- 
meter. The  ordinary  form  of  a  mercury  thermometer  is  sho\\Ti  in 
Fig.  143-     It  consists  of  a  glass  bulb  B  containing  mercury,  connected 

B        C A 

Fu;.   143. 

(From  H'.itsifi't  '•  I  Umfnt,\r\    Pra,tua!  Dty^us.") 

to  a  stem  CA,  which  is  traversed  by  a  fine,  uniform  capillary  bore. 
Such  a  thermometer  is  filled  by  attaching  a  small  funnel  to  the  open  end 
of  the  tube,  and  placing  some  pure  and  drv'  mercury  in  it.  The  bulb  is 
then  slightly  heated,  some  of  the  contained  air  being  thus  expelled,  and, 
on  cooling,  a  little  mercury  is  driven  into  the  bulb  by  the  atmospheric 
pressure.  This  mercury  is  then  heated  till  it  boils,  the  mercury  vapour 
driving  out  the  air,  so  that  when  the  bulb  cools  the  mercury  is  driven 
in  and  completely  fills  the  bulb  and  tube.  The  thermometer  is  then 
heated  up  to  the  highest  temperature  which  it  is  intended  to  measure, 
and  the  end  of  the  tube  closed  in  the  blowpipe  flame.  On  cooling,  the 
mercury  contracts  and  the  column  sinks  in  the  stem,  leaving  a  vacuum 
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at  the  top  of  the  tube.  In  order  to  prevent  the  mercury,  at  high 
temperatures,  distilling  to  the  top  of  the  bore,  the  tube  above  the 
mercury  is  sometimes  filled  with  some  gas  which  does  not  act  chemically 
on  mercury,  such  as  nitrogen,  under  pressure. 

In  thermometers  intended  for  accurate  measurements,  the  scale,  as 
is  shown  in  Fig.  143,  is  generally  engraved  on  the  outside  of  the 
stem.  In  some  German  thermometers  the 
stem  is  made  very  narrow,  and  the  scale  is 
engraved  on  a  separate  piece  of  opal  glass 
attached  to  the  back  of  the  stem,  the  whole 
being  enclosed  in  a  glass  tube,  in  order  to 
protect  the  scale  and  tube,  and  so  that 
their  relative  position  should  not  vary. 

180.  Determination  of  the  Fixed 
Points  of  a  Thermometer. —The  freezing- 
point  of  a  mercury  thermometer  is  deter- 
mined by  surrounding  the  bulb  and  the 
stem  up  to  the  zero  mark  with  pure  snow, 
or  finely  pounded  pure  ice,  then  pouring 
over  the  snow  or  ice  some  distilled  water. 
The  thermometer  is  allowed  to  stand  in  the 
mixture  of  ice  and  water  till  the  reading 
becomes  constant  It  is  of  utmost  impor- 
tance that  the  ice  or  snow  used  in  deter- 
mining the  freezing-point  should  be  quite 
free  from  contamination,  such  as  salt,  as 
otherwise  the  zero  obtained  will  be  too  low 
(§225). 

In  determining  the  upper  fixed  point 
(the  boiling-point)  the  thermometer  is  sus- 
pended in  the  arrangement  shown  in  Fig. 
144,  so  that  the  end  of  the  mercury  column 
just  projects  above  the  top.  The  steam 
rising  from  boiling  water  in  the  vessel  A 
passes  up  the  tube  B  into  the  inside  tube 
c,  which  surrounds  the  thermometer,  then 
down  between  the  inside  and  outside  tubes, 
and  escapes  by  a  lateral  opening  E  into  a 
Liebig  condenser  F.  Here,  by  means  of 
a  stream  of  cold  water  which  is  passed 
round  the  outside,  it  becomes  condensed 

and  returns  as  water  to  the  boiler  through  the  tube  G.  The  barometric 
height  must  be  noted,  for  the  temperature  of  the  stream  rising  from 
boiling  water  varies  with  the  pressure.  It  is  only  when  the  pressure  cor- 
responds to  the  weight  of  a  column  of  mercury  at  o"*  C.  76  cm.  high,  measured 
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Fig.  144. 


Digitized  by 


Google 


2t6  Heat  [§  i8i 

at  sea-level  and  at  latitude  45°,  that  the  teiiip>erature  is  100*  C.  If  the 
pressure  is  different  a  correction  will  have  to  be  applied,  which  may  be 
obtained  from  tables  giving  the  temperature  of  the  steam  given  off  from 
boiling  water  at  different  pressures  (§  218). 

The  reason  for  placing  the  thermometer  in  the  steam  and  not  in  the 
boiling  water  is  because  it  is  found  that  the  temperature  of  the  boiling 
water  depends  to  a  certain  extent  on  the  nature  of  the  vessel  in  which 
the  water  is  contained.  Another  important  consideration  is  that  small 
quantities  of  impurity  in  the  water  alter  the  temperature  of  the  water 
at  which  ebullition  takes  place,  but  do  not  affect  the  temperature  of  the 
steam, 

181.  Calibration  of  the  Thepmometer  Tube.— If  the  bore  of  a 
thermometer  were  of  exactly  uniform  cross  section  throughout  its  whole 
length,  equal  lengths  of  the  bore  would  everywhere  have  equal  capacities, 
so  that  if  the  stem  between  the  two  fixed  points  were  divided  into  100 
equal  parts,  the  volume  of  the  bore  between  any  two  divisions  would 
be  exactly  ^Jo  of  the  volume  between  the  fixed  points.  In  practice, 
however,  this  condition  is  never  quite  accurately  fulfilled,  the  bore  of 
the  tube  var>Mng  slightly  in  cross  section  from  point  to  point,  so  that 
equal  lengths  no  longer  represent  equal  volumes.  Since  we  use  equal 
increments  of  volume  of  the  mercury  to  measure  equal  increments  of 
temperature,  it  becomes  necessar)'  either  to  place  the  divisions  of  the 
scale,  not  at  equal  distances  apart,  but  so  spaced  that  the  volume  of 
the  bore  between  any  two  divisions  is  everywhere  the  same,  i.e,  make 
the  divisions  closer  together  in  those  parts  where  the  bore  is  wide,  and 
further  apart  where  the  bore  is  more  narrow,  or,  having  divided  the  stem 
into  divisions  of  equal  length,  to  determine  a  series  of  corrections  to  be 
applied  to  the  readings  to  allow  for  the  inequalities  of  the  bore. 

To  subdivide  a  lube  into  divisions  corresponding  to  equal  volumes, 
or  calibrate  the  tube,  as  it  is  called,  a  thread  of  mercury  2  or  3  cm. 
long  is  drawn  into  the  tube,  if  the  calibration  is  performed  before  the 
thermometer  is  made,  or,  in  the  case  of  a  finished  thermometer,  a  short 
length  of  the  mercury  column  is  separated  from  the  remainder  either  by 
jerking,  or  by  heating  the  column  at  the  point  where  separation  is  required 
by  means  of  a  small  gas  jet  about  3  mm.  high.  This  thread  is  moved 
to  different  parts  of  the  tube,  and  its  length  measured  either  by  means 
of  the  graduations  on  the  tube  or  by  a  horizontal  cathetometer.  Then, 
since  each  of  these  lengths  corresponds  to  a  volume  of  the  bore  equal  to 
that  of  the  thread  of  mercury,  we  get  the  tube  divided  into  intervals  of 
equal  volume.  *  By  using  threads  of  various  lengths,  a  tube  can  in  this 
way  be  very  accurately  calibrated.  The  process  is,  however,  a  very 
lengthy  one,  and  the  corrections  of  a  thermometer  are  generally 
obtained  by  comparing  its  readings  with  those  of  a  standard  thermometer, 
which  has  been  previously  calibrated,  when  the  two  thermometers  are 
placed  in  an  enclosure  so  that  they  are  at  the  same  temperature. 
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182,  Errors  of  Mercury  Thermometers.— Two  mercury  thermo- 
meters, of  which  the  tubes  have  been  accurately  calibrated,  will  give 
readings  which  agree  very  closely  with  one  another  if  the  glass  of  which 
they  are  composed  is  of  exactly  the  same  kind.  Thermometers  made  of 
different  kinds  of  glass  do  not,  however,  agree  completely,  owing  to  the 
fact  that  the  different  kinds  of  glass  do  not  expand  exactly  alike,  and 
that  what  we  observe  is  the  difference  between  the  expansion  of  the 
mercury  and  of  the  glass  envelope. 

Another  effect  due  to  the  glass  is  a  gradual  rise  of  the  zero  point,^ 
which  goes  on  a  long  time  after  the  thermometer  is  made.  This  rise  is 
rapid  for  the  first  few  months ;  it  then  gradually  becomes  slower,  but 
does  not  stop  even  after  many  years.  The  rise  is  due  to  the  gradual 
recovery  of  the  glass  from  the  effects  of  the  extreme  heating  to  which  it 
was  subjected  when  the  thermometer  was  made.  The  magnitude  of  this 
secular  rise  of  the  zero,  as  it  is  called,  depends  on  the  nature  of  the  glass, 
and  the  following  table  gives  some  values  for  two  kinds  of  glass,  from 
which  the  magnitude  of  the  effect  can  be  judged  : — 

Secular  Change  of  Zero. 


"VerreDur." 

"Crystal." 

Date. 

Zero  Reading. 

Date. 

Zero  Reading. 

Feb.      1885     . 
July.      1885     . 
Nov.     1885     . 
March  1886    . 
Dec.      1886    . 
Sep.      1887     . 
Aug.      1888     . 

-0.144 
-O.I2I 
-0.1 1 2 
-0.106 
-0.098 
-0.092 
-0.090 

May       1885     . 
Nov.      1885     . 
March  1886     . 
May      1886     . 
Oct.      1887     . 

+  0.130 
+a28i 

+0.323 
+0.376 

+0.501 

It  has  been  proposed  to  hasten  the  secular  rise  by  maintaining  the 
thermometer  at  as  high  a  temperature  as  it  will  stand  for  some  days, 
then  to  keep  it  for  some  days  at  a  somewhat  lower  temperature,  and  so 
on,  till  the  temperatures  at  which  the  thermometer  is  to  be  used  are 
reached ;  the  reason  for  this  treatment  being,  that  it  is  found  that  the 
secular  rise  is  more  rapid  at  high  temperatures  than  at  low,  so  that  in 
this  way  the  greater  part  of  the  rise  can  be  got  over  in  a  few  weeks. 

In  addition  to  the  secular  rise  of  the  zero,  a  temporary  lowering  of  the 
zero  takes  place  when  the  thermometer  has  been  heated  even  to  com- 
paratively low  temperatures,  due  to  the  temporary  enlargement  of  the 
bulb. 

1  Of  course  the  rise  in  the  zero  reading  is  accompanied  by  an  equal  rise  in  all 
the  other  readings  of  the  thermometer.  The  term  "rise  in  the  zero"  is  employed 
because  this  rise  is  generally  detected  by  observations  on  the  lower  fixed  point. 
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188.  Maximum  and  Minimum  Thermometers.— Thermometers 
for  registering  the  highest  or  lowest  temperature  reached  during  any 
interval  are  much  used  in  meteorology.  The  commonest  forms  are 
Rutherford's  and  Six's. 

Rutherford's  maximum  thermometer  consists  of  an  ordinary  mercury 
thermometer  with  a  small  iron  index  introduced  into  the  bore.  Since 
mercury  does  not  wet  iron,  when  the  temperature  rises  the  mercury 
column  pushes  the  index  before  it,  but  when  the  temperature  falls  the 
mercury  does  not  draw  the  index  back,  so  that  the  end  of  the  index  next 
the  bulb  indicates  the  highest  temperature  reached. 
The  minimum  thermometer  has  alcohol  for  the 
thermometric  liquid,  and  the  index  is  of  glass.  The 
glass  is  wetted  by  the  alcohol,  and  hence,  when  the 
temperature  falls,  the  index  is  carried  along  by  the 
retreating  surface  of  the  alcohol  on  account  of  capil- 
larity. When  the  temperature  rises,  the  alcohol 
flows  past  the  index,  but  does  not  move  it,  and 
hence  the  end  furthest  away  from  the  bulb  indi- 
cates the  lowest  temperature  reached. 

In  Six's  thermometer  the  maximum  and  mini- 
mum temperatures  are  shown  by  two  small  indexes 
on  the  same  thermometer.  The  thermometric  liquid 
is  alcohol  contained  in  the  bulb  A,  Fig.  145.  At  the 
end  of  the  alcohol  column  is  placed  a  thread  of 
mercury  BC,  while  the  remainder  of  the  tube  and 
part  of  the  bulb  i)  is  filled  with  alcohol.  The  two 
ends  of  the  mercury  thread  serve  to  indicate  the 
temperature.  Two  small  glass  rods,  fitted  with  a 
small  steel  spring,  as  shown  at  o,  are  pushed  up  by 
the  mercury  but  are  kept  from  slipping  down,  when 
the  mercury  retreats,  by  the  springs.  The  bottom 
of  the  index  E  shows  the  lowest  tempeniture  reached,  since  it  indicates 
the  smallest  volume  which  has  been  occupied  by  the  alcohol  in  A.  In 
the  same  way  the  bottom  of  F  shows  the  highest  temperatures  reached. 
The  indexes  can  be  moved  down,  and  hence  reset,  by  a  small  magnet 
which  attracts  the  steel  springs. 

184.  Linear  Expansion  of  Solids.— If  the  temperature  of  a  solid 
body  is  raised,  the  distance  between  any  two  points  in  the  body  in 
general  increases,  and  the  body  is  said  to  expand.  Thus  a  cylindrical 
bar  of  a  metal,  say  iron,  when  its  temperature  is  raised,  increases  in 
length  ;  it  also  increases  in  radius.  If  we  only  consider  the  increase  in 
length  that  takes  place  in  any  given  direction,  we  are  said  to  deal  with 
the  linear  expansion  of  the  body. 

This  expansion  of  solid  bodies  with  heat  is  made  use  of  in  many 
ways.     Thus  the  iron  tyres  of  carriage  wheels  are  made  slightly  smaller 


Fig.  145. 
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than  the  wooden  rim.  The  tyre  is  then  heated,  so  that  it  expands,  and 
is  placed  round  the  wheel.  On  cooling  the  iron  contracts,  and  binds  the 
wood  firmly  together.  The  same  kind  of  operation  is  gone  through 
when  making  large  guns,  which  are  built  up  of  a  number  of  cylinders 
fitting  one  over  the  other.  The  inside  of  each  cylinder  is  made  just  a 
little  smaller  than  the  outside  of  the  previous  one,  then,  by  heating  the 
outer,  it  expands  till  it  will  slip  over  the  inner,  and  on  cooling  shrinks  on 
to,  and  becomes  firmly  attached  to  the  inner  cylinder. 

In  all  large  metal  structures,  such  as  bridges,  very  careful  provi- 
sion has  to  be  made  so  as  to  allow  for  the  expansion  and  contraction 
which  takes  place  with  change  of  temperature,  otherwise  the  structure 
would  be  strained  or  even  ruptured. 

If,  when  a  bar  of  a  solid  of  length  /  is  heated  from  o*  C.  to  1°,  it 
increases  in  length  to  /+5/,  then  d///,  or  the  increment  of  length  of  unit 
length  of  the  bar,  is  called  the  coefficient  of  linear  expansion.  If  a  bar 
of  which  the  coefficient  of  linear  expansion  is  a  is  heated  from,  say,  i^  to 
/,,  and  if  Lo  is  the  length  at  o%  then  the  length  at  /j  will  be  Lo-k-L^at^y  or 
Zo(i  +tf/i),  and  the  length  at  /j  will  be  Zc(i  ^-at^.  Hence  the  increase 
in  length,  when  heated  from  i^  to  t^  is 

Z,o(i+a/2)-Zo(i+a/,), 
or  Loa{i^  -  /,) 

If  Z/j  is  the  length  at  /j,  since  Z/i  =  Z<,(i  +rt/i),  the  increase  in  length  at 
/2  is 

or  aZ/i(/j  -  /j)(  I  -  a/j  +  &c.), 

since  =  I  -<i/i  + terms  in  a^  and  higher  powers  of  «. 

I  -riZiy 

Hence  the  increase  in  length  is  aLtx{t2- 1^- Liyt^t^- t^c^.  If,  there- 
fore, as  is  the  case,  a  is  very  small,  so  that  terms  in  c^  can  be  neglected 
on  account  of  their  extreme  smallness,  this  reduces  to 

We  therefore  get,  in  the  case  of  linear  expansion,  that  the  increase  in 
length  is  equal  to  the  original  length  multiplied*  by  the  coefficient  of 
linear  expansion  and  by  the  increase  in  temperature. 

In  the  case  of  the  expansion  (cubical)  of  gases,  the  coefficient  of 
expansion  is  so  great  that  the  term  involving  its  square  cannot  be 
neglected,  and  hence  the  coefficient  of  expansion  has  to  be  defined,  with 
reference  to  the  state,  at  o**.  In  the  case  of  the  linear  expansion  of 
solids,  although  for  the  sake  of  uniformity  we  have  taken  the  increment 
in  the  length  between  o"  and  i'  in  the  definition,  the  above  investigation 
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shows  that  as  a  is  always  very  small  we  need  not  have  done  so, 
but  may  simply  define  the  coefficient  of  linear  expansion  of  a  solid 
as  the  increase  in  length  of  unit  length,  when  the  temperature  is  raised 
I'C. 

185.  Measurement  of  the  Coefficient  of  Linear  Expansion.— 
Since  the  distance  between  the  marks  on  all  standards  of  length  is  only 
what  it  purports  to  be  at  one  temperature,  it  is  very  important  to  know 
the  coefficient  of  linear  expansion  of  the  material  of  which  the  standards 
are  made,  in  order  that  we  may  be  able  to  reduce  measurements  made 
at  any  temperature  to  what  they  would  be  if  the  standard  had  been  at 
the  temperature  at  which  it  is  correct. 

The  amount  by  which  solids  expand  when  heated  through  any 
reasonable  range  of  temperature  being  very  small,  a  bar  of  iron  one 
metre  long  at  0°  C.  expanding  to  i.ooi  17  metres  when  heated  to  iod°  C, 
the  chief  difficulty  in  determining  the  coefficient  of  expansion  lies  in 
measuring  the  increase  in  length.  Two  methods  have  been  used  for  this 
purpose.  In  the  first  of  these,  by  a  system  of  levers  (partly  material  and 
partly  optical)  the  expansion  is  greatly  magnified,  and  then,  from  the 
relative  lengths  of  the  arms  of  the  levers,  the  actual  expansion  is  cal- 
culated from  the  magnified  movement.  In  the  other  method  the  utmost 
refinement  is  introduced  into  the  instruments  for  measuring  small  lengths, 
and  the  expansion  is  measured  directly.  The  relative  accuracy  of  these 
two  methods  is  very  different,  since  in  the  first  method  it  is  almost 
impossible  to  measure  with  any  great  degree  of  accuracy  the  actual 
amplification  given  by  the  levers.  In  the  second  method,  however,  by 
the  combination  of  a  microscope  with  a  micrometer  screw,  or  by  means 
of  optical  interference,  it  is  possible  to  measure  the  expansion  with 
considerable  accuracy. 

As  an  example  of  the  first  method,  we  may  take  the  experiments  of 
Lavoisier  and  Lapbce. 

The  bar  HK  (Fig.  146)  to  be  measured  is  placed  in  a  water  bath,  the 
end  K  resting  against  a  firm  stop.     A  lever  D  pivoted  at  G  carries  a 


Fig.  146. 

[From  Qaitofs  "Physics.") 


telescope  at  its  upper  end  and  rests  against  the  end  H  of  the  bar.  The 
telescope  is  focussed  on  a  vertical  scale  AB  fixed  at  some  distance  away. 
The  bar  being  packed  round  with  water  and  ice,  the  reading  on  the  scale 
which  coincides  with  the  cross  wire  of  the  telescope  is  taken.     The  water 
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in  the  bath  is  then  heated  to  a  temperature  /,  which  is  measured  by  a 
thennometer  placed  alongside  the  bar,  and  the  bar  expands  to  C,  the 
end  K  remaining  against  the  stop.  The  expansion  of  the  bar  moves  the 
lever,  which  tilts  the  telescope  down,  so  that  the  image  of  the  point  B 
is  now  seen  to  coincide  with  the  cross  wire.  Since  the  two  triangles 
HCG,  ABG  are  similar,  we  have 

HC    AB 
H'G    "JG 

or  TIC^'AB.^. 

AG 

If  HG  and  AG  are  measured,  the  expansion  //C,  and  hence  the 
coefficient  of  expansion  of  the  bar,  can  be  calculated  from  the  difference, 
AB^  in  the  scale  readings. 

As  an  example  of  the  second  method,  we  may  take  the  measurements 
made  by  Roy  and  Ramsden  when  determining  the  coefficient  of  expan- 
sion of  the  rods  used  in  measuring  an  arc  of  the  meridian. 

Roy  and  Ramsden  employed  three  troughs,  ab,  cd,  and  EF  (Fig.  147). 
These  troughs  were  of  such  a  length  that  they  could  hold  the  bar  to  be 


IIQiillilimilSliinSi'u&llil»» 


experimented  upon  and  two  similar  bars  of  iron.  At  either  end  of  each 
of  these  bars  an  upright  was  fixed.  The  two  uprights  on  the  bar  in  AD 
carry  the  eyepieces  of  two  small  telescopes,  these  eyepieces  being  fitted 
with  cross  wires.  The  uprights  on  the  bar  in  CD  carry  the  object-glasses 
of  the  telescopes,  while  those  on  the  bar  in  ef  carry  two  fine  spider  lines 
forming  a  cross.  The  upright  G  on  the  bar  in  CD  can  be  moved  through 
a^mall  distance  parallel  to  the  length  of  the  bar  by  means  of  an  adjusting 
screw.  The  central  bar  rests  on  rollers  and  is  held  by  a  spring  which 
presses  against  the  end  nearer  c,  so  that  the  other  end  rests  against  the 
point  of  a  micrometer  screw  M.  The  three  troughs  are  first  filled  with 
pounded  ice  or  snow,  so  that  the  temperature  of  all  three  bars  is  o**  C. 
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The  bar  in  CD  is  then  moved  parallel  to  its  length  by  the  micrometer 
screw  till  the  image  of  the  cross  wires  K,  formed  by  the  object  glass  L, 
coincides  with  the  cross  wires  in  the  eyepiece  N.  The  upright  G  is  then 
moved  till  the  image  of  the  cross  wires  H  coincides  with  the  cross  wires 
in  the  eyepiece  O. 

The  ice  in  the  trough  CD  is  then  melted  and  the  water  heated  and 
well  stirred,  the  temperature  being  read  by  means  of  thermometers 
placed  alongside  the  bar.  The  bar  expands  and  moves  towards  C,  since 
the  point  of  the  micrometer  screw  prevents  it  moving  in  the  opposite 
direction.  The  troughs  AB  and  ef  are  kept  full  of  ice,  so  that  the  bars 
they  contain  remain  at  0°,  and  thus  the  distances  between  the  uprights 
they  carry  remain  unaltered.  If,  on  account  of  the  expansion  of  the  bar 
between  the  upright  L  and  the  end  on  which  the  micrometer  screw 
presses,  the  image  of  the  cross  wire  K  does  not  exactly  coincide  with  the 
cross  wire  in  the  eyepiece  N,  the  micrometer  screw  is  turned,  so  that  the 
bar  is  moved  as  a  wliole,  till  this  coincidence  takes  place.  The  position 
of  the  micrometer  screw  is  then  read  by  means  of  a  scale  giving  the 
whole  turns,  and  a  divided  head  by  which  the  fractions  of  a  turn  are 
obtained.  The  micrometer  screw  is  now  turned,  so  that  the  bar  is 
moved  from  C  towards  D,  till  the  cross  wires  on  H  coincide  with  the 
cross  wires  in  the  eyepiece  O,  and  its  position  is  again  read.  The  differ- 
ence in  the  micrometer  readings  gives  the  amount  by  which  the  bar  has 
expanded,  and  hence  by  measuring  the  distance  between  the  uprights, 
ue,  the  length  of  the  part  of  the  bar  whose  expansion  has  been  measured, 
and  knowing  the  interval  of  temperature  through  which  the  bar  has  been 
heated,  the  coefficient  of  expansion  can  be  calculated. 

More  recent  measurements  of  the  coefficient  of  linear  expansion 
have  been  made  with  the  comparator  described  on  p.  19 ;  the  distance 
between  two  fine  marks  on  a  bar  of  the  metal,  almost  exactly  one  metre 
apart,  being  measured  at  two  known  temperatures. 

The  coefficient  of  expansion  of  most  bodies  is  not  the  same  at  all  temper- 
atures. Thus  in  the  case  of  platinum  the  coefficient  at  a  temperature  /  is 
given  by  (8868/+ 1.324/*)  io"°  for  temperatures  between  o"  and  1000''  C. 

The  following  table  gives  the  coefficient  of  linear  expansion  of  some 
materials  per  degree  Centigrade  : — 

Coefficients  of  Linear  Expansion. 
Platinum  .         .         .         ...         •       .0899  xio"* 

Copper ,1678x10-* 

Steel  (annealed) 1095x10"* 

Zinc 2918x10* 

Brass 187   x  lo'* 

Glass 083   xio-» 
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186.  The  Compensation  of  Timekeepers  for  Variation  in 
Temperature. — A  problem  of  considerable  practical  importance  is  to 
design  a  pendulum  the  length  of  which  shall  be  the  same  at  all  tempera- 
tures, for,  as  we  have  seen  in  §  113,  the  time  of  vibration  of  a  pendulum 
depends  on  its  length.  The  result  is  that  in  an  ordinary  pendulum  the 
length  increases  wnth  increasing  temperature,  thus  the  clock  goes  slower. 
The  problem  to  be  solved  is  to  design  a  pendulum-rod  in  such  a  way  that 
the  distance  between  the  point  of  support  and  the  centre  of  oscillation 
(practically  the  centre  of  the  bob)  shall  be  the  same  at  all  temperatures. 
One  solution  of  this  problem  is  to  employ  a  rod  composed  of  two  metals 
having  different  coefficients  of  expansion.  Let  the  coefficient  of  linear 
expansion  of  one  of  the  metals,  -.4,  be  a,  and  that  of  the  other  metal,  B^  be 
)8.  Suppose  we  have  three  rods  of  the  metal  A  and  two  of  the  metal  B^ 
and  that  they  are  connected  together  as  shown  in  Fig.  148,  where  the  dark 
lines  AB,  CD,  and  ef  represent  the  metal  A^  and  the  light 
lines  BC,  DE  represent  the  metal  B.  Let  the  total  length  of 
the  rods  of  the  metal  A  be  /.',  and  the  total  length  of  the 
rods  of  the  metal  B  be  L\  both  at  a  temperature  of  0°.  If 
now  the  rods  made  of  A  were  alone  heated  to  a  temperature 
/,  the  end  F  would  descend^  supposing  the  end  A  fixed,  through 
a  distance 


C   E 


If,  on  the  other  hand,  the  rods  made  of  B  had  been  alone 
heated  to  /,  the  end  F  would  have  n'sen  through  a  distance 

L"I3/. 


B 


Fig.  148. 


The  condition  that  the  descent  due  to  the  expansion  of  one  set  of  rods 
shall  be  equal  to  the  rise  due  to  the  expansion  of  the  other,  or  that  the 
distance  between  A  and  F  shall  be  the  same  at  all  temperatures,  is 

L!at^L"pt, 
or  r/L"=Pla, 

Thus,  if  the  total  lengths  of  the  rods  of  the  two  metals  are  to  one  another 
inversely  as  the  coefficients  of  linear  expansion  of  the  materials,  the  length 
of  the  arrangement  will  be  the  same  at  all  temperatures.  If,  then,  the 
point  A  is  the  point  of  attachment  of  a  pendulum,  and  the  bob  is  attached 
to  F,  this  arrangement  will  form  a  compensated  pendulum.  Since  the 
coefficient  of  linear  expansion  of  brass  is  .187X  io~*,  and  that  of  steel 
.1 1  X  io~*,  we  have — 

Tofa/  length  of  Steel  Rods  _ .  1 87 
7  otal  length  of  Brass  Rods  " .  1 1 
=  1.7. 
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A  pendulum  built  up  in  this  way  is  shown  in  Fig.  149,  and  is  called  a 
gridiron  pendulum.  The  shaded  rods  are 
steel  as  well  as  the  spring  b  and  the  middle 
rod  /,  which  passes  freely  through  holes  in 
the  two  lower  cross-pieces. 

In  the  case  of  chronometers,  the  dia- 
meter of  the  balance-wheel  increases  with 
rise  in  temperature,  and  so  its  moment  of 
inertia  increases,  causing  the  balance  to 
oscillate  more  slowly.  A  more  important 
effect  is,  however,  caused  by  the  influence  of 
temperature  on  the  elasticity  of  the  hair- 
spring. As  the  temperature  rises,  the  elas- 
ticity of  the  hair-spring  decreases,  and  so 
the  period  of  the  balance-wheel  decreases 
on  this  account  also.  In  order  to  compen- 
sate for  this  change  in  the  hair-spring,  the 
moment  of  inertia  of  the  balance  -  wheel 
ought  to  decrease  as  the  temperature  in- 
creases. This  is  brought  about  by  making 
the  rim  of  the  balance-wheel  of  two  strips 
of  metal  as  shown  in  Fig.  150,  the  outer 
strip  being  composed  of  a  metal  with  a 
higher  coefficient  of  expansion  than  that 
composing  the  inner  strip.  The  result  is  that, 
when  the  temperature  rises,  the  outer  strip 
expanding  more  than  the  inner,  causes  the 
semicircles  AB  and  CD  to  become  more 
curved,  so  that  the  ends  B  and  D  being  fixed 
to  the  spokes  of  the  wheel,  the  ends  A  and  c 
move  in  towards  the  axis  E,  about  which  the 


Fig.  149 


49. 

(From  Cnttofs  "  Physiis.") 

wheel  oscillates.  In  this  way  the  moment  of  inertia  of  the  wheel  decreases 
as  the  temperature  increases,  and,  by  suitably 
adjusting  the  dimensions  of  the  wheel,  the 
shortening  of  the  period  on  this  account  can 
be  made  exactly  to  compensate  for  the 
lengthening  on  account  of  the  weakening  of 
the  hair-spring. 

187.  Cubical  Expansion  of  Solids.  —  If 
we  had  a  cube  of  a  solid,  of  which  the 
coefficient  of  linear  expansion  was  a,  each 
edge  of  which  measured  one  centimetre 
at  o",  so  that  its  volume  at  this  tempera- 
ture was  I  cc,  and  heated  it  to  T,  it  would 

expand.    The  length  of  each  edge  would  become  H-<*,  and  hence  the 
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volume  would  become  (i+a)^  or  I  +  3/I+3tf*+^l'.  Now,  as  has  been 
pointed  out,  the  quantity  a  is  small,  so  that  c^  and  c?  are  so  very  small  that 
we  may,  without  making  any  appreciable  error,  neglect  them,  and  call 
the  volume  of  the  cube  at  i**  1  +  3/J.  In  the  case  of  zinc,  of  which  the 
coefficient  of  linear  expansion  is  .0000292,  the  value  of  30*  is  2.5  x  lo"*  or 
aoooooooo25,  while  the  value  of  c^  is  2.5  x  io~".  Hence  the  volume  at  i' 
when  we  include  the  terms  in  c^  and  ^,  is  1.0000876025,  while  omitting 
these  terms  the  volume  is  1.0000876. 

The  increase  in  the  volume  of  unit  volume  of  a  body,  when  its  tem- 
perature is  raised  i",  is  called  the  coefficient  of  cubical  expansion  of  the 
body.  Or,  in  other  words,  the  increase  in  volume  of  a  body,  when  its 
temperature  is  raised  i",  divided  by  its  original  volume,  is  called  the 
coefficient  of  cubical  expansion  of  the  body.  Hence  we  see  that  if  a  is 
the  coefficient  of  linear  expansion  of  a  body,  the  coefficient  of  cubical 
expansion  will  be  yx. 

188.  Expansion  of  Non-Isotropie  Bodies.— In  the  preceding  sec- 
tions we  have  dealt  with  the  expansion  of  isotropic  bodies,  in  which  the 
coefficient  of  linear  expansion  is  the  same  in  every  direction.  In  the 
case  of  non-isotropic  bodies,  such  as  crystals,  the  coefficient  of  linear 
expansion  is  different  in  different  directions.  Thus,  in  the  case  of  Iceland 
spar,  the  coefficient  of  linear  expansion  parallel  to  the  axis  (§  401)  is 
0.2631x10"^,  while  that  perpendicular  to  the  axis  is  0.0544x10"*.  In 
the  case  of  quartz,  the  coefficient  of  expansion  parallel  to  the  axis  is 
0.0797  X  io~*,  and  that  perpendicular  to  the  axis  is  0.1337  x  io~*. 

189.  Ckwfflcient  of  Expansion  of  Fluids.— In  the  case  of  fluids,  we 
have  only  to  deal  with  the  coefficient  of  cubical  expansion.  Fluids,  par- 
ticularly gases,  are  so  much  more  expansible  than  solids,  that,  as  has 
been  mentioned  in  §  184,  we  have,  in  their  case,  to  make  an  addition  to 
the  definition  of  the  coefficient  of  cubical  expansion  given  for  solids,  and 
say  that  the  coefficient  of  cubical  expansion  is  the  increase  in  volume  of 
a  given  mass  of  the  fluid  when  its  temperature  is  raised  one  degree, 
divided  by  the  volume  of  the  same  mass  at  0°  C.  In  cal- 
culating the  increase  in  volume  of,  say,  a  volume  F„  of  a  fluid 
at  a  temperature  /j,  when  heated  to  t^  we  must  include  the 
terms  in  a*  and  c^  (§  1 84).  uq 

190.  Expansion  of  Liquids— Apparent  Expansion.—        -|c 
Suppose  that  a  glass  vessel  A  (Fig.  151)  is  filled  with  a  liquid,     >^ 
say  water,  and  that,  when  the  whole  is  at  a  temperature  of  o**,  { 
the  volume  of  the  water, />.  of  the  glass  vessel,  is  V^ ;  the  surface 
of  the  water  being  at  B.    Suppose,  now,  it  were  possible  to  raise 
the  temperature  of  the  glass  vessel  to  i*,  keeping  the  tempera-  .  . 
ture  of  the  contained  water  still  at  o^   The  vessel  would  expand,  \^^^^ 
and  its  volume  up  to  the  mark  B  would  become  V^  (i  +/3)  where  pj^ 

/3  is  the  coefficient  of  cubical  expansion  of  the  glass.    Hence 

the  water  surface  would  fall  to  C,  the  volume  of"  the  bore  between  B  aiid 
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c  being  K,3.  If,  now,  the  water  was  also  heated  to  T  it  would  expand, 
and  its  volume  would  become  Fj  (i+a),  where  a  is  the  coefficient  of 
expansion  (cubical)  of  the  water.  Hence  if  the  surface  of  the  water  now 
stood  at  D,  the  volume  of  the  bore  between  c  and  D  would  be  Kjo. 
Therefore  the  volume  of  the  bore  between  B  and  D  is  ^^j(a-/3).  If  we 
had  not  allowed  for  the  expansion  of  the  envelope,  we  should  have  taken 
the  volume  V^a  -  /3),  />.  the  volume  of  the  bore  between  the  first  and  last 
positions  of  the  surface  of  the  water,  as  the  expansion,  and  this  volume 
divided  by  the  volume  at  o",  i.e.  ^'l(a-/9)-^  F„  or  o-/3,  as  the  coefficient 
of  expansion  of  the  liquid.  The  coefficient  of  expansion  of  a  liquid 
obtained  without  considering  the  expansion  of  the  containing  vessel  is 
called  the  apparent  coefficient  of  expansion  or  dilatation,  and  it  is  equal 
to  the  difference  between  the  true  or  real  coefficient  of  expansion  (a)  of 
the  liquid  and  the  coefficient  of  cubical  expansion  ifi)  of  the  solid 
envelope. 

The  bulb  shown  in  Fig.  151  is  called  a  volume  dilatometer,  and  is 
employed  for  detennining  the  apparent  expansion  of  liquids.  The  cubical 
expansion  of  the  glass  is  obtained  either  by  filling  the  bulb  >vith  a  liquid 
of  known  absolute  expansion,  and  making  a  series  of  measures,  or  by 
experiments  on  the  linear  expansion  of  a  rod  of  the  same  glass.  This 
known,  the  absolute  expansion  of  the  liquids  can  be  calculated  from  the 
apparent  expansion.  The  stem  of  the  dilatometer  is  graduated,  and  the 
volume,  up  to  the  zero  graduation,  is  determined  by  first  weighing  the 
dilatometer  empty,  and  then  when  filled  to  the  zero  mark  at  o'  with  mer- 
cury or  water,  and  from  the  weight  of  mercury  or  water  calculating  the 
volume,  using  the  known  density  of  these  liquids  at  o^  The  volume  of 
the  bore  between  two  divisions  is  obtained  nn  the  same  way  by  weighing 
a  thread  of  mercury  which,  when  in  the  stem,  occupied  a  known  number 
of  divisions.  The  dilatometer  is  filled  with  the  liquid,  the  expansion  of 
which  has  to  be  measured,  and  the  position  of  the  surface  in  the  stem 
noted  when  the  dilatometer  is  placed  in  melting  ice.  The  whole  is  then 
heated  to  a  temperature  f  in  a  water  bath,  the  temperature  being 
measured  by  a  thermometer  placed  in  the  water,  and  the  position  of  the 
liquid  surface  again  noted.  The  difference  between  the  readings  gives 
the  expansion,  and  this  quantity  divided  by  the  volume  at  0"*  and  by  / 
gives  the  coefficient  of  apparent  expansion. 

Another  form  of  dilatometer  is  the  weight  dilatometer.  This  re- 
sembles the  volume  dilatometer,  except  that  there  is  only  a  single 
graduation  on  the  stem,  so  that  it  resembles  a  specific-gravity  bottle. 
The  dilatometer  is  weighed  empty  ;  suppose  its  weight  be  w^  It  is  then 
filled  with  the  liquid  and  placed  in  melting  ice.  When  the  contents  have 
reached  a  temperature  of  o",  the  quantity  of  liquid  is  adjusted  by  means 
of  a  capillary  tube  till  the  surface  coincides  with  the  mark  on  the  stenu 
The  dilatometer,  full  to  the  mark  at  0°,  is  again  weighed  ;  let  its  weight 
be  Wy    The  dilatometer  is  now  heated  to  a  temperature  of /%  and  some 
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of  the  liquid  withdrawn  till  the  surface  coincides  with  the  mark,  and  the 
dilatometer  weighed  ;  let  its  weight  be  w^  Now,  neglecting  for  the 
present  the  expansion  of  the  glass,  a  weight  W2-'w^  of  liquid  at  t" 
occupies  the  same  volume  as  a  weight  iv^-w^  at  o^     Hence,  if  V\s  the 

volume  of  the  dilatometer,  the  density  of  the  liquid  at  o**  is  ^'  ~  ^^,  and 

the  density  at  /"  is  ~^t/-°«  Now,  the  volume  of  a  given  mass  is  in- 
versely proportional  to  the  density.     Hence  the  volume  of  a  gram  of  the 

V 
liquid  at  o*  will  be  — - — ,  and  the  volume  of  the  same  mass  at  /°  will 

V  ^       * 

be .     Hence  the  increase  in  volume  will  be 

Z      _  __^  or       ^(^i-^«) 

and  the  coefficient  of  apparent  expansion,  which  is  the  increase  in  volume 
for  i'  divided  by  the  volume  of  the  same  mass  (a  gram)  at  o",  i.e.  by 
V 

,  IS 

/    ^2  -  w^ 

Then,  adding  the  coefficient  of  cubical  expansion  of  the  glass  to  the 
apparent  expansion,  the  coefficient  of  cubical  expansion  of  the  liquid  is 
obtained. 

Probably  the  most  accurate  method  of  determining  the  coefficient  of 
expansion  of  a  liquid  is  that  which  has  been  described  in  §  146,  and  has 
been  employed  by  Benoist  By  determining  the  loss  of  weight  of  the  quartz 
cube  in  the  liquid  at  different  temperatures,  the  mass  of  a  known  volume 
of  this  liquid,  the  volume  of  the  cube  being  known  at  these  temperatures, 
is  obtained.  Hence  the  density  at  the  different  temperatures,  and  there- 
fore, by  a  calculation  similar  to  that  given  above,  the  coefficient  of  absolute 
expansion  of  the  liquid  can  be  calculated. 

191.  Direct  Determination  of  the  Absolute  Expansion  of 
Liquids. — A  direct  method  of  determining  the  absolute  coefficient  of 
expansion  of  mercury  was  devised  by  Dulong  and  Petit.  The  principle 
of  this  method  is  to  use  a  U-tube  filled  with  mercury,  one  limb  being 
kept  at  o**,  and  the  other  at  loo**.  If  A^  is  the  density  of  mercuiy  at  o**, 
and  Aj(^  that  at  100*,  then  if  h^  and  h^^  are  the  heights  of  the  mercury  in 
the  two  limbs  above  the  horizontal  part  of  the  U?  we  get,  by  the  principle 
of  balancing  columns  (§  145),  h(^—h^^Y^ 

Now  the  volume  of  unit  mass  of  mercury  at  o'  is  i/Aq,  and  at  loo** 

is   i/A,(jo,  so  that  the   increase  in  volume  is     °       ^"*.     The  increase 
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divided  by  the  volume  at  0°  (i/A^),  and  by  the  temperature  range,  gives 
the  coefficient  of  expansion  y.     Hence 


y=T*Il(^-l)orT*,,'*J!!^<>. 


The  form  of  apparatus  as  used  by  Dulong  and  Petit  was  subject  to 
numerous  errors,  but  Regnault  introduced  some  modifications,  so  that 
most  of  these  were  avoided,  and  his  form  of  the  apparatus  only  will  be 
described. 

Two  upright  iron  tubes  aa',  bb'  (Fig.  152),  are  connected  together 
near  the  top  by  a  horizontal  tube  c.    At  the  bottom  two  horizontal 

branches  a'd  and  b'f  are  con- 
nected to  two  vertical  glass 
tubes  DG  and  FH,  these  tubes 
being  joined  together  at  the 
top  by  a  T-piece,  the  third  arm 
of  the  T  being  connected  to  a 
glass  globe  K  containing  com- 
pressed air.  The  tubes  aa' 
and  bb'  are  surrounded  by 
cylindrical  vessels,  which  are 
filled  with  water  or  ice.  The 
water  in  these  cylinders  is 
kept  well  stirred,  and  the 
temperature  in  the  one  which 
is  heated  is  measured  by  an 
air  -  thermometer  (§  198)  T, 
and  that  of  the  other  by  a 
series  of  mercurial  thermo- 
-   3  —         meters  /j,  /g*  h- 

The  upper  horizontal  tube 
AB  is  pierced  at  c  with  a  small 
hole,  so  that  the  upper  surfaces 
of  the  mercury  in  the  vertical 
tubes  are  at  the  same  level  as  c. 
The  pressures  at  A  and  B  being  equal,  and  those  at  G  and  H  also 
equal,  it  follows  that  a  column  of  mercury  equal  in  height  to  the  vertical 
distance  ijt)  between  H  and  o  represents  the  difference  in  the  pressures 
due  to  two  columns  of  mercury,  each  of  height  aa'  or  bb',  one  hot  and  the 
other  cold.  Hence,  if  the  temperatures  of  the  cold  column  and  of  the 
columns  DG  and  fh  are  the  same,  the  effective  height  of  the  cold 
column  is  bb'  less  the  height  GH,  while  the  height  of  the  hot  column 
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is  bb'  or  H.  Substituting  these  values  in  the  expression  for  y  obtained 
above,  we  get 

Where  /  is  the  temperature  of  the  hot  column,  and  the  temperature  of 
the  cold  column  is  taken  to  be  zero.  The  mean  value  obtained  for  the 
coefficient  of  cubical  expansion  of  mercury  between  o^  and  100°  is 
0.0001 8 19. 

192.  Density  of  Water  at  different  Temperatures— Point  of 
Maximum  Density. — The  expansion  of  water  with  rise  of  temperature 
is  anomalous,  since  this  substance  has  a  maximum  density  at  a  tempera- 
ture of  4"  C.  If  water  is  cooled  below  4**  it  expands^  and  its  density 
decreases,  as  shown  in  the  table  on  p.  175. 

This  property  possessed  by  water  has  an  important  bearing  in  nature, 
for  otherwise  all  deep  lakes  in  temperate  zones  would  become  frozen  into 
a  solid  block  of  ice,  and  only  the  upper  surface  would  thaw  in  the  summer. 
As  it  is,  in  winter  the  surface  water  becomes  cooled  by  radiation,  &c.,  and 
as  it  cools,  and  its  temperature  falls,  it  becomes  denser  and  sinks,  con- 
vection currents  being  set  up.  This  convection  goes  on  till  the  tempera- 
ture of  the  whole  mass  of  water  has  fallen  to  4**  C.  On  the  surface 
water  becoming  further  cooled  it  expands,  and  its  density  becomes  less 
than  that  of  the  water  beneath.  Hence  the  colder  water  remains  on 
the  top,  and  convection  currents  are  not  set  up.  Water  being  a  very  bad 
conductor  of  heat  (§  240),  it  takes  a  Tong  time  for  the  deeper  layers 
of  water  to  part  with  their  heat,  and  so,  even  in  the  hardest  winters,  the 
ice  in  temperate  zones  is  seldom  very  thick,  and  the  water  at  the 
bottom  of  deep  lakes  is  never  colder  than  4^ 

The  experiments  made  by  Despretz  in  order  to  determine  the  tempera- 
ture of  maximum  density  illustrate  very  clearly  the  changes  in  temperature 
which  take  place  in  a  mass  of  water,  such  as  a  lake. 
The  apparatus,  which  is  a  modification  of  one  devised 
by  Hope,  consists  of  a  tall  metal  cylinder  fitted  with 
a  lid,  through  the  side  of  which  are  inserted  four 
thermometers  (Fig.  153).  The  cylinder  was  filled  with 
water  at  a  temperature  of  about  10''  C,  and  was  then 
placed  in  a  cold  room,  of  which  the  temperature  was 
about  o".  The  temperatures  of  the  u»ater  at  different 
depths,  as  indicated  by  the  thermometers,  were  noted 
at  frequent  intervals,  and  the  results  plotted  on  curve 
paper,  the  ordinates  being  the  temperature,  and  the 
abscissae  the  times.  In  this  way  the  curves  shown  in  Fig.  154  were 
obtained.  As  the  water  near  the  sides  lost  its  heat  by  radiation  it 
became  cooled  and  sank.  Thus  thermometer  a  sank  the  most  rapidly, 
till  it  indicated  a  temperature  of  4^  Next  thermorueters  ^,  r,  and  d 
arrive  at  the  same  temperature  in  succession.     The  whole  mass  being  at 
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the  point  of  maximum  density,  when  the  temperature  fell  any  more,  the 
colder  water  was  lighter,  and  hence  the  upper  thermometer  (^)  began  to 
fall  first,  the  others  following  in  the  order  c^  b^  a.     These  changes  are 


well  indicated  by  the  curves.  The  reason  that  the  horizontal  parts  of  all 
the  curves  are  not  coincident,  is  that  disturbing  currents  are  produced 
by  the  manner  in  which  the  water  is  cooled,  namely,  from  the  sides  of 
the  vessel. 

198.  Expansion  of  Gases— Expansion  at  Constant  Pressure  and 
at  Constant  Volume. — In  the  case  of  gases,  owing  to  their  compressi- 
bility, we  have  to  take  account  of  the  pressure  to  which  the  gas  is  subject 
when  its  temperature  is  raised  in  order  to  get  its  thermal  expansion.  In 
determining  the  coefficient  of  expansion,  we  may  either  keep  the  pressure 
constant  and  measure  the  increase  in  volume  when  the  temperature  is 
raised,  and  thus  obtain  the  coefficient  of  expansion  at  constant  pressure, 
or  we  may  vary  the  pressure  so  as  to  keep  the  volume  constant,  and  from 
the  amount  by  which  the  pressure  has  to  be  changed  calculate  the 
coefficient  of  expansion  at  constant  volume.  In  either  case,  since  the 
expansion  of  gases  with  temperature  is  considerable,  we  must  refer  the 
increase  in  volume  or  pressure,  as  the  case  may  be,  to  the  volume  or 
pressure  at  0°  (§  184). 

194.  Expansion  of  a  Gas  at  Constant  Pressure.— The  first  experi- 
ments on  the  expansion  of  a  gas  at  constant  pressure,  having  any  preten- 
sions whatever  to  accuracy,  were  made  by  Gay-Lussac,  who  measured 
the  expansion  of  the  gas  contained  in  a  glass  bulb  by  the  motion  of  a 
small  mercury  index.  Owing,  however,  to  the  gases  not  being  quite  free 
from  moisture,  and  to  the  fact  that  a  mercury  index  does  not  completely 
enclose  the  gas,  a  film  of  gas  existing  between  the  mercury  and  the  walls 
of  the  tube,  the  results  obtained  were  not  very  accurate. 

Regnault,  having  taken  up  the  question,  devised  the  form  of  apparatus 
shown  in  Fig.  155.     The  gas  is  contained  in  a  glass  bulb  a,  which  is 
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Fig.  155. 


connected  by  means  of  a  very  fine-bore  tube  with  the  graduated  tube  B. 
The  lower  end  of  this  tube  is  connected  with  an  upright  tube  c,  which  is 
open  at  the  top.     A  tap  D  serves  to  draw 
off  the  mercury  from  the  tube  when  re- 
quired.    The  air  is  exhausted  from  the 
globe  through  a  three-way  cock  E,  the 
globe  being  heated  to  a  temperature  of  ^ 
at  least  100*.     Air  or  other  gas  is  then 
admitted  after  passing  through  a  series 
of  drying  tubes.     The  process  of  ex- 
haustion  and  filling   with   dry  gas  is 
repeated  a  number  of  times,  in  order  to 
remove  from  the  inside  of  the  globe  the 
layer  of  moisture  which  is  always  con- 
densed on  a  glass  surface. 

The  globe  having  finally  been  filled 
with  dry  gas,  the  mercury  is  adjusted  so 
that  the  surface  is  near  the  top  of  the 
graduations  in  B.  The  tap  E  is  then 
turned  in  order  to  cut  off  the  connection 
between  the  globe  and  the  drying-tubes, 
the  bulb  is  surrounded  by  melting  ice 
or  water  at  a  known  temperature,  and 
the  positions  of  the  mercury  surfaces  in  B  and  c  noted.  The  pressure  to 
which  the  gas  is  subjected  is  equal  to  the  barometric  height  plus  or 
minus  the  difference  in  level  of  the  mercury  in  the  tubes  B  and  c. 

The  globe  is  then  heated  to  a  known  temperature,  say  100",  and  the 
mercury  run  out  of  the  tap  D  till  the  difference  in  level  of  the  mercury  in 
the  two  tubes,  and  hence  the  pressure  acting  on  the  gas,  is  the  same  as 
before.  The  volume  of  the  tube  B  between  the  various  graduations  having 
been  previously  obtained,  the  amount  of  the  increase  in  volume  of  the  gas 
can  be  calculated.  The  water  bath  surrounding  B  and  c  serves  to  keep 
the  mercury  and  the  gas  in  B  at  a  constant  temperature,  which  is  read 
off  on  the  thermometer  T. 

195.  Measurement  of  the  Expansion  of  a  Gas  at  Constant 
Volume. — As  in  the  case  of  the  coefficient  of  expansion  at  constant 
pressure,  the  first  really  accurate  measurements  of  the  coefficient  of 
expansion  of  gases  at  constant  volume  were  made  by  Regnault.  One  of 
the  forms  of  apparatus  which  he  employed  for  this  purpose  is  shown  in 
Fig.  156. 

The  gas  is  contained  in  a  glass  or  porcelain  globe  A,  which  is  con- 
nected by  a  fine  tube  with  an  upright  tube  B.  A  side  tube  and  a  three-way 
tap  F  allow  of  the  globe  being  filled  with  dry  gas,  as  in  the  constant  pres- 
sure apparatus.  At  the  upper  part  of  the  tube  B  an  index  E  (shown  on  a 
larger  scale  at  G),  consisting  of  a  curved  piece  of  black  glass,  is  attached 
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to  the  inside,  and  the  mercury  is  always  brought  so  that  the  suiface  just 

touches  the  point  of  this  piece  of  glass ;  the  pressure  being  adjusted 

by  pouring  mercury  into  the  open 
tube  c,  or  removing  mercury  through 
the  stop-cock  D.  The  difference  in 
level,  which  is  measured  by  a 
cathetometer,  between  the  surface 
of  the  mercury  in  B  and  C,  added 
to  the  barometric  height,  gives  the 
pressure  to  which  the  gas  is  sub- 
jected. 

If  the  globe  did  not  expand  when 
heated,  the  volume  of  the  gas  would 
be  the  same  at  each  temperature ; 
owing,  however,  to  the  expansion  of 
the  globe  a  correction  has  to  be 
applied,  which,  on  account  of  the 
small  coefficient  of  expansion  of 
glass  ^  or  porcelain  compared  with 
that  of  a  gas,  is  not  considerable. 

196.  Effect  of  Change  of 
Pressure  on  the  Coefficients 
of  Expansion  of  Gases.  — Reg- 
nault  made  a  series  of  experiments 
on  the  coefficient  of  expansion  at 

different  pressures  of  air  and  some  other  gases,  and  the  following  table 

gives  some  of  his  results  ; — 

Coefficient  of  Expansion  of  Gases. 


Fig.  156 . 


Gas. 


Air. 


Nitrogen  . 
Hydrogen 

Carbon  dioxide 


Constant  Pressure. 


Prcs'iure 
at  o"  in  cm. 
of  Mercury. 


76  cm. 
257 


76 
254 

76 
252 


Coefficient  of 
Expansion. 


.003671 
.003695 


.0036613 
.0036616 
.003710 
.003845 


Constant  Volume. 


Pressure 
at  o"  in  cm. 
of  Mercury. 


Coeffic  enl  of 
Expansion. 


II  cm. 
76  .' 
200 
2000 
76 
76 


.003648 
.003665 
.003690 
.003887 
003668 
.003669 


76  .003686 
200  .003752 
800      .004252 
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An  examination  of  the  above  table  will  show  that  in  the  case  of  air  and 
carbon  dioxide  the  coefficient  of  expansion  increases  as  the  pressure  to 
which  the  gas  is  subjected  increases.  This  increase  of  the  coefficient  of 
expansion  being  •  much  more  noticeable  in  the  case  of  carbon  dioxide,  a 
gas  which  deviates  considerably  from  Boyle's  law  (§  130),  than  in  the  case 
of  air ;  hydrogen,  again,  being  an  exception,  in  that  the  coefficient  of 
expansion  is  constant,  at  any  rate  up  to  a  pressure  of  254  cm.  of  mercury. 
In  most  cases  the  coefficient  of  expansion  at  constant  pressure  is  greater 
than  that  at  constant  volume.  The  most  important  characteristic,  how- 
ever, is  that  the  coefficients  of  thermal  expansion  for  the  different  gases 
are  almost  exactly  the  same,  the  differences  between  different  gases  being 
less,  the  lower  the  pressure  to  which  the  gases  are  subjected.  We  are 
therefore  led  to  the  conclusion  that  in  the  case  of  perfect  gases  (i.e.  ones 
which  obey  Boyle's  law  exactly)  the  coefficients  of  therptial  expansion 
would  be  constant,  and  have  a  value  about  0.00366. 

197.  Charles's  Law— Absolute  Zero.— The  law  that  all  gases  have 
the  sanie  coefficient  of  thermal  expansion  was  first  enunciated  by  CharleSr 
TtTs,  however,  sometimes  known  as  Gay-Lussac's  law,  since  he  was  the 
first  to  make  experiments  to  test  the  accuracy  of  the  law.  From  what  has 
been  said  in  the  previous  section,  it  will  be  seen  that  gases  obey  Charles's 
law  with  about  the  same  accuracy  with  which  they  obey  Boyle's  law. 

If  we  consider  a  mass  of  a  perfect  gas  of  which  the  volume  is  Vo  and 
the  pressure /<►,  at  a  temperature  of  o'C,  and  imagine  the  volume  kept 
constant  while  its  temperature  is  lowered  to  -  /**,  the  pressure  p  will, 
by  Charles's  law,  be  given  by 

/=/o(l-a/), 
where  a  is  the  coefficient  of  expansion.     If  the  cooling  is  continued  to  a 
temperature  of  (  -  -  )°,  then 

ue,  at  this  temperature  the  gas  would  exert  no  pressure  on  the  walls  of 
the  containing  vessel.  According  to  the  kinetic  theory  of  gases,  this  can 
only  occur  when  the  velocity  of  translation  of  the  molecules  is  zero.  If, 
as  seems  probable,  the  motion  of  the  atoms  in  the  molecules,  or  perhaps 
it  is  better  to  say  the  vibratory  motion  of  the  molecules,  increases  and 
di^Qx^zs,^%  pari  passu  with  the  motion  of  translation,  it  follows  that  at  a 

temperature  of  -(-]*'  C.  the  molecules  will  have  completely  lost  all  their 

motion.  Heat  consisting,  as  we  shall  see  later,  of  the  motion  of  the 
molecules,  when  no  such  motion  exists  the  body  must  be  devoid  of  heat. 
Since  it  is  impossible  to  imagine  a  body  colder  than  one  which  is  devoid 

of  all  heat,  i>.  one  at  a  temperature  of  -  f  -  r  C,  this  temperature  is  called 

the  absolute  zero. 
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Taking  a  as  .0036625  (the  mean  value  for  hydrogen  between  0°  and 

100°),  the  absolute  zero  will  be rr- ,  or  -  273°.o  C.    Although  it  is 

impossible  actually  to  cool  a  body  down  to  the  absolute  zero,  it  is  interest- 
ing to  note  that  temperatures  as  low  as  -250°  C.  have  been  obtained  by 
allowing  liquid  hydrogen  to  boil  at  reduced  pressure.  The  true  value  of 
such  low  temperatures  is,  however,  difficult  to  estimate,  since  it  is  hardly 
safe  to  say  that  any  property  of  matter  which  we  may  use  to  measure  tem- 
perature will,  at  such  low  temperatures,  change  with  temperature  according 
to  the  same  law  as  is  found  to  hold  at  temperatures  near  o**  and  100"  C. 

In  order  to  convert  temperatures  referred  to  o''  C.  to  the  corresponding 
temperatures  referred  to  the  absolute  zero,  we  have  to  add  273.  Thus  if 
T  and  /  represent  the  temperature  reckoned  from  the  absolute  zero  and 
the  temperature  of  melting  ice  respectively, 

7'=/+273. 
According  to  Charles's  law, 

/=/o(l+a/), 
and  z/=t/o(i+a/). 

Hence,  substituting  for  a  its  value  1/273,  ^"^^  reckoning  the  temperature 
from  the  absolute  zero,  the  above  equations  become 

/=a(i+^(^-273)) 

and  v  =  VoTl27y 

At  any  other  temperature  7^,  if  the  pressure  when  the  volume  is  con- 
stant is  p'  and  the  volume  when  the  pressure  is  constant  is  v'^  we  have 

P'=poT|27^ 

and  7/=z/or/273. 

Hence  p  _T  v     T 

_^_.and-,  =  y-^ 

or  the  jireMtire-of  a  gas  at  Qonstaiit  volume,  varies. dirprtlyias  the  absolute 
temperature,  and  the  volume^  at.  constant  pressure,  also  varies  directly  as 
Jhe  absolute  tempjeratJUrfi. 

Suppose  that  the  conditions  of  a  certain  mass  of  gas,  as  far  as  pres- 
sure, volume,  and  temperature  are  concerned,  are  indicated  by  the  symbols 
/,  v^  t  respectively,  while  when  the  temperature  of  the  same  mass  of  gas 
is  kept  constant,  the  pressure  being /^  let  the  volume  be  7/.  Then  since 
the  temperature  is  maintained  constant  we  have,  by  Boyle's  law, 

p^i/=pv, 

or  7/=^. 

Po 

Now,  keeping  the  pressure  po  constant,  let  the  temperature  of  the  gas 
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be  reduced  to  o**,  and  let  Vo  be  the  volume  under  these  conditions.     By 

Charles's  law  we  have 

7/ =  7/0(1+ a/), 

where  a  is  the  coefficient  of  expansion  of  the  gas.     Hence,  equating  the 
two  values  of  v\  we  get 

Taking  the  value  of  a  as  .003663,  or  — ,  and  writing  T^for  the  tempera- 

273 
ture  measured  from  the  absolute  zero,  i.e,  -273"  C,  we  get 

/^/=A^ofi+— )=/^^(273+/) 
^      ^      \       273/      273  '     -^ 

.273' 
For  a  given  mass  of  gas  the  quantity /o^o  is  a  constant,  lience  we  may 
write  the  above  equation — 

pv^RTy 

where  -^  is  a  constant,  depending  only  on  the  nature  and  quantity  of 
the  gas. 

198.  The  Gas  Thermometer.— Since  the  standard  thermometric 
substance  employed  for  all  accurate  measurements  of  temperature  is 
either  hydrogen  or  nitrogen,  the  problem  of  comparing  the  readings  of 
the  ordinary  liquid-in-glass  thermometers,  such  as  are  actually  used  to 
note  the  temperature,  with  the  gas  thermometer,  and  hence  deducing  the 
corrections  to  be  applied  to  the  readings  to  reduce  them  to  the  gas  scale, 
is  of  very  considerable  importance.    There  are  several  forms  of  so-called 


Fig.  157. 

air  thermometers,  which  are  all  more  or  less  modifications  of  the  instru- 
ments used  by  Regnault,  and  we  shall  content  ourselves  with  describing  the 
form  employed  at  the  Bureau  International  d^  Poids  et  Mesures  at  Paris. 
The  instrument  consists  of  two  distinct  parts,  the  bulb,  containing 
the  gas  (hydrogen),  and  the  manometer,  used  to  measure  the  pressure  to 
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which  the  gas  is  exp>osed  at  the  different  temperatures.     A  section  of  the 
arrangement  employed  for  heating  the  bulb  A  is  shown  in  Fig.  157.    The 

bulb  A,  which  is  made  of  platinum 
iridium,  and  has  a  capacity  of  about  a 
litre,  is  connected  with  the  manometer 
(shown  in  Fig.  158)  by  a  fine  metal 
tube  B,  about  a  metre  long,  and  having 
a  bore  of  0.07  cm.  For  the  comparisons 
at  comparatively  low  temperatures  the 
bulb  A  and  the  thermometers  T,  which 
are  to  be  compared  with  the  gas  ther- 
mometer, are  placed  side  by  side  in  a 
long  water-bath,  which  is  kept  well 
stirred.  For  the  higher  temperatures 
the  arrangement  shown  in  Fig.  1 57  is 
employed.  Steam,  or  the  vapour  of. 
some  other  liquid,  enters  the  apparatus 
by  the  tube  E,  passes  up  alongside  the 
bulb  A  and  the  bulbs  of  the  thermo- 
meters T,  and  then  at  the  end  passes 
to  the  outside  of  the  metal  screen  DD 
and  back  along  the  outside,  finally 
escaping  by  the  tube  F.  The  arrange- 
ment resembles  that  used  for  determin- 
ing the  upper  fixed  point  of  an  ord'mary 
mercurial  thermometer  (see  Fig.  144). 

In  Regnault's  form  of  the  constant- 
volume  air  thermometer,  the  mano- 
meter employed  only  measures  the 
excess  or  defect  of  the  pressure  to  which 
the  gas  is  exposed  over  the  ordinary 
atmospheric  pressure,  so  that  to  obtain 
the  actual  pressure  the  barometric 
height  has  also  to  be  determined.  In 
the  Bureau  instrument  the  manometer 
and  barometer  are  combined  in  a  single 
instrument,  so  that  the  height  of  a 
single  column  of  mercuiy  only  has  to 
be  measured,  and  thus  the  chances  of 
error  are  reduced.  The  tube  B,  coming 
from  the  bulb,  is  attached  to  a  steel 
block  A  (Fig.  158),  which  is  clamped 
air-tight  on  the  end  of  a  glass  tube 
C.  The  lower  end  of  this  glass  tube  is 
cemented  into  a  steel  block  D,  to  which  is  also  cemented  a  second  glass 
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tube  E.  These  two  glass  tubes  communicate  with  each  other  through  a 
channel  in  the  steel  block,  as  well  as  with  a  tap  and  flexible  steel  tube  K. 
The  block  D  is  attached  to  an  upright  metal  pillar  P,  which  also  carries  a 
movable  cradle  Q,  the  position  of  which  can  be  adjusted  by  the  screw  s. 
The  cradle  Q  carries  the  upper  end  of  a  barometer  tube  HG,  the  lower  end 
of  which  dips  in  the  mercury  contained  in  the  tube  E.  The  lower  surface 
of  the  steel  plug  A  is  made  plain,  except  for  a  fine  metal  point,  shown  on 
a  larger  scale  at  N,  which  serves  as  a  fixed  mark  to  which  the  surface  of 
the  mercury  in  the  tube  C  is  always  brought  back.  The  height  of  the 
reservoir  L  is  altered,  roughly  by  sliding  the  cradle  R  up  and  down  by 
hand,  and  finally^  by  means  of  the  screw  M,  till  this  adjustment  is  com- 
plete at  each  temperature. 

When  the  surface  of  the  mercury  at  J  is  exactly  in  contact  with  the 
steel  point,  the  excess  of  the  pressure  within  the  bulb  above  the  atmos- 
pheric pressure  is  equal  to  the  weight  of  a  column  of  mercury  of  height  OJ. 
The  atmospheric  pressure  is  equal  to  the  weight  of  a  column  of  mercury, 
of  height  10.  Hence  the  pressure  acting  on  the  gas  in  the  bulb  is  equal 
to  the  weight  of  a  column  of  mercury  of  height  lo  +  oj  or  ij,  and  the 
measurement  of  the  vertical  distance  between  the  two  mercury  surfaces 
I  and  J  suffices  to  give  the  pressure.  The  measurement  of  this  height  is 
efTected  by  means  of  a  cathetometer,  which  is  carried  on  a  pillar  fixed 
alongside  the  instrument,  the  measurement  being  facilitated  by  the  fact 
that  the  two  surfaces  I  and  j  are  placed  vertically  one  over  the  other. 
The  temperature  of  the  mercury  column  is  measured  by  a  series  of 
thermometers  attached  to  the  upright  P. 

The  readings  obtained  have  to  be  corrected  to  allow  for  the  expan- 
sion of  the  bulb  on  account  of  (i)  rise  of  temperature  and  (2)  the 
increase  of  the  pressure  of  the  gas  inside.  Allowance  has  also  to  be 
made  for  the  decrease  in  volume,  as  the  pressure  is  increased,  of  the  air 
contained  in  the  tube  bb  and  the  space  between  the  mercur>'  meniscus  j 
and  tlie  lower  surface  of  the  steel  block  A.  The  coefficient  of  cubical 
expansion  of  the  platinum-iridium  bulb  was  determined  by  measuring, 
directly  on  the  comparator,  its  coefficient  of  linear  expansion. 
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CALORIMBTRY 

199.  Quantity  of  Heat.— In  order  to  measure  the  quantity  of  heat 
which  a  body  loses  or  gains  when  its  temperature  changes,  or  when  its 
physical  state  changes,  we  generally  use  as  the  unit  that  quantity  of 
heat  which,  acting  on  a  given  mass  of  some  chosen  substance,  alters  its 
temperature  by  some  fixed  amount.  The  substance  employed  almost 
exclusively  for  this  purpose  is  water.  ..JThus^  theunit^ofjieat  might  be 
defined  as  the  heat  necessary  to  raise  the  temperature  of  one  gram  of 
water  through  one  degree  Centigrade.  This  definition,  however,  will 
only  be  complete  if  a  gram  of  water  requires  the  same  quantity  of  heat 
to  raise  its  temperature  one  degree,  whatever  the  temperature  at  which 
we  start ;  that  is,  if  it  required  the  same  quantity  of  heat  to  raise  a 
gram  of  water  from  o°  to  i",  as  from  15*  to  16*,  or  from  90"  to  9I^  Since 
it  has  been  found  that  the  quantity  of  heat  required  at  different  tem- 
peratures is  different,  it  is  necessary  to  specify  between  what  two 
temperatures  the  water  has  to  be  taken,  an4._lhere  are  a  number. of 
thermal  units  in  use  differing  from  one  another  in  the  temperature  at 
which  the  water  is  taken.     The  chief  of  these  are  as  follows  : — 

(1)  The  heat  required  to  raise  i  grm.  of  water  from  o**  C-  to  i**  C, 

(2)  The  heat  required  to  raise  i  grm.  of  water  from  3*.5  C.  to  4*.5  C. 

(3)  The  heat  required  to  raise  i  grm.  of  water  from  I4^5  C.  to  I5*.5  C. 
Each  of  the  above  units  has,  at  some  time  or  other,  been  called  a 

calorie^  and  so  in  accurate  work  it  is  necessary  to  say  at  what  tempera- 
ture the  calorie  is  taken. 

A  unit  of  heat  largely  used  in  England  in  engineering  is  the  heat 
required  to  raise  i  lb.  of  water  through  i**  F.  As  this  unit  is  only  used 
for  comparatively  rough  measurements,  the  question  as  to  the  tempera- 
ture at  which  the  water  is  taken  does  not  come  in. 

For  theoretical  purposes  (and  practical  also,  now  that  electrical 
measurements  play  such  an  important  part  in  engineering),  it  is  con- 
venient to  measure  heat  in  terms  of  the  units  of  work  or  energy,  since, 
as  will  be  seen  later  (§  250),  heat  and  energy  are  convertible,  and  it  has 
been  proposed  to  adopt  as  the  practical  unit  of  heat  4.2  x  ro'  ergs — the 
reason  for  the  adoption  of  this  number  will  be  seen  later  (§  25i)—and  to 
call  this  unit  a  joule. 

20CL  Speelfle  HeaL— If  100  grams  of  water  at  100*  are  mixed  with 
100  grams"  of  water  at  o%  the  temperature  of  the  mixture,  is  found  to  be 
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very  nearly  50**.  But  if  100  grams  of  copper  at  100"  are  placed  in  100 
grams  of  water  at  o",  the  final  temperature  of  the  copper  and  water  is 
not  50*,  but  about  9^  i.  The  heat  given  out  by  the  copper  in  cooling  from 
100"  to  9".!,  t.e,  through  9o''.9,  has  only  been  able  to  heat  an  equal  mass 
of  water  through  9°.  i.  It  is  therefore  evident  that  a  given  mass  of  copper 
requires  much  less  heat  to  raise  its  temperature  i"  than  does  an  equal 
mass  of  water.  The  quantity  of  heat  necessary  to  raise  the  temperature 
of  I  gram  of  a  substance  through  i**  C,  at  any  given  temperature,  is  called 
the  specific  heat  of  the  substance  at  that  temperature.  Thp  sperifir  heat 
of  water  (at  the  temperature  at  which  the  calorie  is  defined)  is  therefore 
^'nity,  and  that  of  copper  .1. 

'"^Tfe-fbllo^ihg  table  gives  the  specific  heat  of  some  substances  in 
terms  of  water  at  1 5"  C.  The  second  column  gives  the  mean  temperature 
at  which  the  specific  heat  of  the  substance  was  measured 

Specific  Heat. 


Substance. 

Temperature. 

Specific  Heat. 

Water  .... 

5" 

1.004 1 

„       .        .         .        . 

10** 

I.0019 

J  5* 

1. 0000 

„       .        .        .         . 

20^ 

.9987 

„       . 

27" 

.9967 

Ice        ...         . 

-10" 

.502 

Paraffin  (wax) 

10° 

.694 

Copper 

50' 

.092 

Zinc      . 

5^! 

•093 

Iron      .... 

15^ 

.109 

Platinum 

50- 

.032 

Mercury 

20** 

•0331 

Petroleum    . 

40^ 

•51 

201.  The  Measurement  of  the  Specific  Heat  of  Solids.— The 

most  usual  method  of  determining  the  specific  heat  of  a  solid  is  called 
the  method  of  mixtures,  and  consists  in  heating  a  given  mass  of  the 
solid  "to"  a  known  temperature,  and  then  immersing  it  in  a  vessel  con- 
taining a  known  mass  of  water,  the  initial  and  final  temperatures  of 
which  are  noted.  If  il/  is  the  mass  of  the  body,  ^f^that  of  the  water, 
/,  the  initial  temperature  of  the  body,  /j  the  initial  temperature  of  the 
water,  and  /j  the  final  temperature  of  the  body  and  the  water,  we  have, 
if  we  suppose  for  the  moment  that  the  vessel  does  not  take  up  any  heat, 
that  the  heat  gained  by  the  water  is  W{t^  - 1.^.  The  heat  lost  by  the  body 
is  M^t^-t^  s,  where  s  is  the  specific  heat  of  the  body.  Equating  these 
two  quantities  of  heat,  we  get 

Since  the  temperature  of  the  vessel  in  which  the  water  is  contained 
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(called  thft  Calnri meter)  is  raised  from  t^  to  t^  some  of  the  heat  given 
out  by  the  body  will  have  been  used  for  this  purpose,  and  the  above 
result  must  be  corrected  on  this  account.  If  tc/  is  the  mass  of  the 
calorimeter,  and  <r  the  specific  heat  of  the  material  of  which  it  is 
composed,  the  heat  necessary  to  raise  its  temperature  from  t^  to  t^  is 
w(t^  —  t^<T,  The  product  «/<r,  which  represents  the  quantity  of  water 
which  would  require  the  same  quantity  of  heat  to  raise  its  temperature 
I**  as  does  the  calorimeter,  is  called  the  water  equivalent  or  water  value 
of  the  calorimeter.  The  heat  gained  by  the  water  and  calorimeter  is 
^(^8  -  ^2) + «'  (^3  -  ^2)<^>  and  hence 

m^-t^    ' 

In  forming  the  above  expressions,  we  have  supposed  that  all  the  heat 
given  out  by  the  hot  body  is  received  by  the  calorimeter  and  its  contents. 
Since  the  hot  body  has  to  be  moved  from  the  enclosure  in  which  it  was 
heated  to  the  calorimeter,  special  precautions  have,  as  we  shall  see  later  on, 
to  be  taken  to  prevent  loss  of  heat  during. transit.  Again,  although  the 
calorimeter  may  be  at  the  same  temperature  as  its  surroundings  at  one 
temperature,  say  the  initial  temperature,  yet  when  the  hot  body  is  placed 
in,  its  temperature  will  be  higher  than  that  of  its  surroundings,  and  hence 
it  will  lose  heat  by  conduction  and  radiation  (§  241).  In  order  to  reduce 
such  loss  of  heat  to  a  minimum,  tlie,  calorimeter  is^aupported  on  small,  badly 
conducting  feet,  or  suspended  by  threads,  so  that  it  shall  not  gain  or  lose 
heat  by  conduction  through  the  supports.  ^The  loss  or  gain  of  heat  by 
aiadiatioii  is  reduced  to  a  minimum  by  having  the  outside  of  the  calori- 
meter polished,  since  polished  metal  is  a  bad  radiator  (§  246). 
^  Rumford  first  proposed  to  eliminate  the  effects  of  radiation  by  making 
a  prelimTnaiy  experiment  to  determine  approximately  the  rise  in  tempera- 
ture of  the  calorimeter,  and  then,  in  the  final  experiment,  cooling  the 
calorimeter  before  the  introduction  of  the  hot  body  to  a  temperature 
below  that  of  the  surrounding  bodies  by  an  amount  equal  to  half  the  rise. 
By  this  device,  during  the  first  part  of  the  time  between  the  introduction 
of  the  hot  body  and  the  reading  of  the  final  temperature,  the  calorimeter 
would  receive  heat  by  radiation,  and  during  the  second  part  it  would 
lose  heat.  As,  however,  the  temperature  rises  most  rapidly  at  first,  this 
correction  is  not  perfect,  and  for  very  accurate  observations  the  following 
method,  adopted  by  Regnault,  in  which  the  loss  or  gain  by  radiation  is 
directly  measured,  is  used. 

The  temperature  of  the  calorimeter  and  its  contents  is  read  at  short 
intervals  (r),  say  every  10  seconds,  after  the  introduction  of  the  hot  body 
until  the  maximum  reading  has  been  obtained,  and  the  temperature 
begins  to  fall.  The  calorimeter  is  then  left,  and  the  fall  of  temperature 
in  two  or  three  minutes  determined,  and  from  this  the  fall  in  the 
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TEMPERATURE  or  CALORIMETER  -► 

Fia  159. 


interval  r  (iq  seconds)  calculated.  JThis  givfis^tbe  jatfi^nf  Inss  nf  hrat. 
at  the  highest  temperature.  The  calorimeter  is  allowed  to  cool,  and 
the  rate  of  loss  of  heat  in  a  time  r 
determined  at  a  number  of  tem- 
peratures between  the  maximum 
and  the  original  temperature.  A 
curve  PQ  (Fig.  159)  is  then  plotted, 
in  which  the  abscissae  are  the  tem- 
peratures of  the  calorimeter  and 
the  ordinates  are  the  fall  in  tem- 
perature at  the  different  tempera- 
tures during  the  interval  r.  The 
point  P,  where  this  cur\'e  cuts  the 
axis  of  X,  of  course  corresponds 
to  the  calorimeter,  being  at   the 

same  temperature  as  its  surroundings,  so  that  it  neither  gains  nor 
loses  heat  by  conduction  or  radiation.  The  readings  of  the  tempera- 
ture of  the  calorimeter  while  the  temperature  was  rising  are  plotted  on 
square  paper,  the  abscissae  being  the  times  from  the  instant  when  the  hot 
body  was  introduced  into 
the  calorimeter.  In  Fig. 
160  DBC  is  such  a  curve. 
An  ordinate  NR  is  then 
drawn  corresponding  to 
a  time  r/2  from  the  start, 
and  the  corresponding 
temperature  7' read  from 
the  curve.  Next  the  fall 
of  temperature  (/j)  dur- 
ing the  time  r,  when  the 
temperature  of  the  calori- 
meter is  7',  is  read  from 
the  curve  (Fig.  159). 
This  quantity  t^  is  added 
on  to  the  ordinate  MD 
to  give  a  new  point  d'. 
This     point    represents 

what  would  have  been  the  temperature,  if  there  had  been  no  loss  of  heat, 
at  the  end  of  the  time  r,  for  MD  represents  the  actual  temperature,  and  DD' 
represents  the  loss  which  has  taken  place  up  to  then.  In  the  same  way  the 
fall  of  temperature  /j  corresponding  to  the  temperature  at  the  middle  of  the 
next  interval  is  read  off,  and  the  sum  of  the  two  quantities  /j,  /j  is  added 
to  the  ordinate  ep,  since  the  total  fall  of  temperature  due  to  radiation 
and  conduction  up  to  the  time  P  is  the  loss  during  the  interval  OM, 
together  _withjhat  during  the  interval  MP.     Proceeding  in  this  way  a 
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series  of  points  are  obtained,  such  as  are  indicated  on  the  dotted  curve 
d'e'b'c'.  This  curve  rises  to  the  point  b',  and  after  that  is  horizontal. 
j"he  reason, y^y  ^  rpmains  horizontal  is  that  we  are  allowing  for  the  fall 
of  temperature  due  to  radiation,  and  hence  the  dotted  cur\'e  represents 
the  temperature  of  the  calorimeter  supposing  there  were  no  loss  by 
radiation,  under  which  circumstances  the  temperature  would  remain 
constant  as  soon  as  the  hot  body  and  the  calorimeter  had  reached  the 
same  temperature.  The  final  temperature  taken  in  the  calculation  of  the 
specific  heat  is  that  corresponding  to  the  horizontal  part  of  the  dotted 
curve,  i.e,  qb'. 

In  Fig,  i6i  a  modified  form  of  Regnault's  calorimeter  is  shown.     The 
substance  of  which  the  specific  heat  is  to  be  measured  is  heatedSn  the 

heater  A.  This  heater  is  shown  in 
section  at  {a\  and  is  connected  by 
the  side-tube  E  with  a  boi'er.  so 
that  steam  enters  at  E  and  passes 
out  through  F  to  a  condenser. 
The  temperature  to  which  the 
substance  is  heated  is  indicated  by 
the  thermometer  T,.  The  calori- 
meter C  is  suspended  by  means  of 
three  light  strings  inside  a  bright^ 
polished  metal  vessel  D,  while  this 
vessel  is  itself  contained  within  a 
wooden  box  B.  A  delicate  ther- 
mometer Ty,  which  is  held  in  a  clip 
attached  to  the  box  B,  is  used  to 
give  the  temperature  of  the  liquid 
in  the  calorimeter,  while  a  stirrer  S 
serves  to  mix  the  liquid  and  thus 
insure  it  all  being  at  the  same 
temperature.  A  screen  K,  which 
slides  up  and  down  in  guides,  serves 
to  protect  the  calorimeter  from 
radiation  from  the  heater.  When 
the  substance  has  attained  the 
temperature  of  the  heater,  the 
screen  K  is  raised,  the  box  B  run 
on  its  guides  under  the  heater,  and  the  substance  diopped  down  into  the 
calorimeter,  the  small  slide  L  being  momentarily  drawn  out  for  this 
purpose.  Directly  the  substance  has  been  introduced,  the  calorimeter  is 
withdrawn,  and  the  screen  K  again  lowered. 

The  consideration  of  calorimetric  methods  which  depend  on  latent 
heat  of  vaporisation  or  fusion  will  be  dealt  with  later  (§§  212,  215). 

Favre  and  Silbermann  used  a  calorimeter  which  was  essentially  a 
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very  large  mercurial  thermometer.  The  bulb  consisted  of  an  iron 
sphere  connected  to  a  narrow  glass  graduated  stem.  Into  this  sphere 
one  or  two  closed  tubes  made  of  glass  or  platinum,  somewhat  of  the 
shape  of  test-tubes,  protruded.  The  instrument  was  standardised  by 
introducing  into  one  of  the  tubes  a  known  weight  of  hot  water,  and 
noting  the  fall  of  temperature  of  the  water  and  the  distance  through 
which  the  mercury  column  in  the  stem  travelled.  Then,  from  the 
advance  of  the  column  when  another  body  was  introduced  into  one 
of  the  tubes,  the  quantity  of  heat  it  imparts  to  the  mercury  could  be 
calculated. 

202.  The  Measurement  of  the  Speeifie  Heat  of  Liquids.— The 
method  of  mixtures  is  applicable  in  the  case  of  liquids  ;  either  a  solid,  of 
known  specific  heat  being  used,  the  calorimeter  containing  the  liquid,  or, 
if  the  liquid  does  not  combine  chemically  with  water,  a  known  mass  of 
the  liquid,  at  a  temperature  higher  or  lower  than  that  of  the  water  is  run 
into  the  calorimeter. 

208.  The  Heasupement  of  the  Specific  Heat  of  Gases.— When 
a  body  expands  it  drives  back  the  atmospheric  pressure  and  hence  does 
work  (§  252),  and,  as  we  shall  see  later  (§  253),  this  work  is  done  at  the 
expense  of  some  of  the  heat  supplied  to  the  body.  Thus  the  specific 
heat,  i.e,  the  heat  required  to  raise  the  temperature  of  unit  mass  T  C, 
"of  a  body  will  be  different  according  as  it  is  allowed  to  expand,  and 
hence  do  external  work,  or  kept  at  constant  volume  by  suitably  altering 
the  pressure.  In  the  case  of  solids  and  liquids,  the  expansion  is  so  small, 
that  the  external  work  done  and  the  heat  necessary  to  do  this  work  are 
negligable.  The  specific  heats  as  determined  are  at  constant  pressure 
but  would  differ  inappreciably  from  the  specific  heats  at  constant  volume. 
In  the  case  of  gases,  where  the  change  of  volume  when  they  are  heated 
at  constant  pressure  is  considerable,  the  amount  of  heat  required  to  do 
theexternal  work  performed  by  the  expanding  gas  amounts  to  a  large 
fraction  of  the  heat  supplied.  Hence  there  are  two  specific  heats  to  be 
considered  in  the  case  of  a  gas — (i)  The  specific  "heat  at  constant 
.pressure,  which  is  the  heat  required  to  raise  the  temperature  of  unit  mass 
of  the  gas  through  1°  when  the  pressure  is  kept  constant.  (2)  The 
..^specific  heat  at  constant  volume,  which  is  the  heat  required  to  raise  the 
temperature  of  unit  mass  of  the  gas  through  1°  when  the  volume  is  kept 
constant. 

204w  The  Measurement  of  the  Specific  Heat  of  a  Gas  under 
Constant  Pressure.— Accurate  measurements  of  the  specific  heats  of 
gases  under  constant  pressure  have  been  made  by  Regnault.  The  gas . 
to  be  experimented  upon  was  stored  under  pressure  in  a  large  metal 
reservoir  A  (Fig.  162).  From  this  reservoir  the  gas  passes  along  a  tube 
to  a  screw  valve  B,  shown  in  section  at  c.  A  little  way  beyond  the  valve 
there  is  a  partition  across  the  tube,  pierced  with  a  small  hole  l>.  Between 
this  partition  and  the  valve  a  side-tube  leads  to  a  manometer  E.    As  the 
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gas  escapes  from  the  reservoir  the  pressure  becomes  reduced,  but  by 
opening  the  valve  the  pressure  to  the  left  of  the  partition,  as  shown  by 
the  manometer,  can  be  kept  constant,  and  hence  the  gas  made  to  flow 


Fig.  162. 


through  the  apparatus  at  a  uniform  rate.    The  gas  next  passes  through 

a  long  spiral   F  (Fig.   163)  immersed  in  an  oil  bath.      Having  thus 

acquired  the  temperature  of  the  bath,  the 
gas  passes  into  the  vessel  G  contained  in 
the  calorimeter  H.  By  means  of  a  series 
of  spiral  partitions,  as  shown  at  K  (Fig. 
162),  the  gas  is  obliged  to  go  round  and 
round,  so  that  it  becomes  cooled  down 
to  the  temperature  of  the  water  in  the 
calorimeter  before  escaping. 

The  mass  of  the  gas  which  passes 
through  the  apparatus  is  obtained  by 
noting  the  pressure  in  the  vessel  A  before 
and  after  the  experiment.     The  volume 

having   been    previously    determined,    this    allowed    the    mass    to   be 

calculated. 

Corrections  have  to  be  applied  for  the  loss  of  heat  by  radiation,  and 

for  heat  conducted  to  the  calorimeter  by  the  tube  through  which  the  gas 


Fig.  163. 


enters. 
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The  following  table  contains  some  of  the  values  obtained  by 
Regnault : — 

Specific  Heat  of  Gases  at  Constant  Pressure. 

Air 0.2374 

Chlorine     .        .        .        .        .        .        .  0.1220 

Carbon  dioxide a2i69 

Hydrogen »  34090 

Nitrogen a2438 

Oxygen 0.2175 

205.  Specific  Heat  of  Gases  at  Ck>nstant  Volume.^The  direct 
determination  of  the  specific  heat  of  a  gas  at  constant  volume  is  rendered 
very  difficult  from  the  necessity  of  enclosing  the  gas  in  a  vessel,  the 
water  value  (§  201)  of  which  will  be  enormously  greater  than  that  of  the 
enclosed  gas.  Direct  determinations  of  this  quantity  have,  however,  been 
made  by  Joly,  who  employed  for  this  purpose  the  steam  calorimeter 
described  in  §  215. 

As  will  be  seen  later,  it  is  possible,  by  measuring  the  velocity  of 
_  sound  in  a  gas,  to  calculate  the  ratio  of  the  specific  heat  at  constant 
^ressure^to  that  at  constant  volume.     Knowing  the  specific  heat  at  con- 
"  stant^ressure,  we  are  then  able  to  calculate  that  at  constant  volume. 

206.  Vapiation  of  Specific  Heat  with  Change  of  Temperature, 
Density,  and  State.— Regnault  examined  the  values  of  the  specific  heat 
at  constant  pressure  of  gases,  at  different  temperatures,  and  found  that 
while  the  specific  heat  of  air  is  practically  constant,  that  of  carbon  dioxide 
increases  considerably  as  the  temperature  rises.  It  is  probable  that  all 
gases  which  deviate  from  Boyle's  and  Charles's  laws  show  an  increase  of 
specific  heat  with  increase  of  temperature,  but  that  a  perfect  gas  ^Quld 
possess  a  constant  specific  heat. 

In  the  case  of  water,  Rowland  and  Bartoli  and  Stracciati  find  that  the 
specific  heat  decrease_s.  from  0°  to  a  temperature  of  30**  (Rowland)  or  20° 
(Bartoli  and  Stracciati),  and  then  increases.  The  recent  measurements 
of  Griffiths,  however,  seem  to  show  that  there  is  no  minimum  at  any 
temperature  below  30**. 

The  specific  heat  of  most  solids  increases  with  increase  of  tem- 
^jjerature.  The  most  noteworthy  cases  of  the  increase  of  specific  "heat 
with  temperature  are  the  solids  carbon,  boron,  and  silicon.  For  the 
reasons  given  in  the  next  section,  a  study  of  the  specific  heat  of  these 
three  bodies  is  of  particular  interest,  and  was  undertaken  by  Weber,  who 
employed  Bunsen's  ice-calorimeter  (§  212)  for  temperatures  up  to  200", 
and  a  water-calorimeter  for  higher  temperatures.  The  temperature  to 
which  the  body  was  raised  was  obtained  by  having  a  lump  of  platinum 
heated  to  the  same  temperature  as  the  body,  and  placing  this  in  a 
second  calorimeter.    Then  from  the  rise  in  temperature  produced  by  the 
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platinum,  and  from  the  specific  heat  of  platinum,  the  initial  temperature 
was  calculated.  The  values  he  obtained  for  carbon  in  the  form  of 
diamond  are  shown  by  a  curve  in  Fig.  164.  It  will  be  noticed  that  the 
specific  heat  of  diamond  is  about  three  times  as  great  at  a  temperature  of 
300°  as  it  is  at  0°,  while  at  temperatures  above  600°  the  specific  heat  remains 


200-        400*        600*        800*        1000* 
TEMPERATURE 

Fig.  164. 


almost  constant.  Similar  results  were  obtained  in  the  case  of  boron  and 
silicon,  except  that  in  the  case  of  the  latter  substance  the  specific  heat 
is  almost  constant  at  temperatures  above  2oo\ 

In  the  case  of  bodies  which  are  capable  of  existing  in  more  than  one 
allotropic  modification,  marked  differences  in  the  specific  heats  of  the 
various  forms  are  often  found.  Thus  in  the  case  of  calcium  carbonate 
the  specific  heats  of  aragonite  and  Iceland  spar  are  0.2085,  that  of  chalk 
0.2148,  and  that  of  marble  0.2158.  At  ordinary  temperatures  the  specific 
heat  of  carbon  in  the  form  of  diamond  is  0.1469,  wood  charcoal  0.2415, 
and  graphite  0.2017.  Weber  found,  however,  that  at  high  temperatures 
all  forms  of  carbon  have  the  same  specific  heat,  the  same  probably  being 
the  case  with  other  polymorphous  bodies. 

The  specific  heat  of  most  bodies  is  diflferent  in  the  three  stales — 
solid,  liquid,  and  gas.  In  general  the  specific  heat  in  the  solid  and 
gaseous  states  are  much  smaller  than  in  the  liquid  state.  The  following 
table  gives  some  values  of  the  specific  heat  for  bodies  in  different 
states  '.-^ 
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Change  of  Specific  Heat  with  Change  of  State. 


Solid. 

Liquid. 

Gas. 

Water  .... 

a  50 

1. 000 

0.477 

Mercury 

0.0314 

0.0333 

Tin       ...        . 

0.0562 

0.0637 

... 

Lead     .... 

0.0314 

0.0402 

... 

Alcohol 

... 

0.5475 

0.4534 

Ether   .... 

... 

0.5290 

0.4797 

207.  Dulongr  and  Petit's  Law.— Dulong  and  Petit  first  enunciated 
the  law  that  the  product  of  the  specific  heat  of  an  element  in  the  solid 
state  into  the  atomic  weight  is  a  constant.  The  product  of  the  atomic 
weight  into  the  specific  heat  of  a  gas  is  also  approximately  constant,  but 
about  half  the  value  of  the  product  in  the  case  of  solids.  In  the  case  of 
liquids  the  law  does  not  apply  at  all.  If  «  is  the  number  of  molecules  in 
unit  mass  of  a  solid  element,  w  the  mass  of  each  molecule,  o-  the  heat 
required  to  raise  the  temperature  of  a  single  molecule  1%  and  S  the 
specific  heat  of  the  body,  we  have  S—an  and  nw—i.  Hence  <r  =  wS. 
Since,  according  to  Dulong  and  Petit's  law,  tvS  is  a  constant,  it  follows 
that  <r  is  also  constant,  or  the  heat  required  to  raise  the  temperature  of  a 
molecule  of  all  ike  elements,  when  in  the  solid  state,  through  i"  is  the 
same.  The  product  of  the  specific  heat  into  the  atomic  weight  of  an 
element  is  called  the  atomic  heat,  and  the  values  of  this  quantity  for 
some  elements  are  given  in  the  following  table  : — 

Atomic  Heats. 


Hydrogen ")  *     C 

Oxygen      >  (gaseous)  .        < 
Nitrogen    )  ( 

Iron 

Copper 

Zinc 

Platinum        .... 

Arsenic 

Selenium        .... 

Sodium 

Potassium      .... 

Sulphur 

Mercury  (solid)      . 

Carbon 

Boron 

Silicon 


Atomic      I     ,,        c    TT     * 
Weight.         Specific  Heat. 


Atomic 
Heat. 


I 
16 
14 
56 

65 
194 

75 
79 
23 
39 
32 
200 

12 
II 
28 


KQas**)  0.459 
(  (27"*)  0.238 
1(233^)0.366 
5  (57^)0.183 
( (232")  0.203 
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It  will  be  seen  that  the  atomic  heats  of  gases  are  about  3.4,  and  those  of 
solids  about  6.4.  After  what  has  been  said  in  the  previous  section  as  to 
the  change  of  specific  heat  with  temperature  and  with  the  allotropic 
state  of  a  body,  the  differences  obtained  are  not  surprising.  The  values 
of  the  atomic  heats  of  carbon,  boron,  and  silicon  obtained  by  using  the 
specific  heat  as  measured  at  ordinary  temperatures  are  very  different 
from  6.4,  and  it  was  with  a  view  to  testing  whether  these  abnormal  values 
of  the  atomic  heat  would  persist  at  all  temperatures  that  Weber  under- 
took his  investigation  into  the  specific  heat  of  these  bodies.  It  is  to  be 
noted  that  these  three  bodies  are  all  very  difficultly  fusible,  so  that  at 
ordinary  temperatures  they  are  a  long  way  from  their  melting-point. 
The  specific  heat  of  most  solids  seems  to  become  constant  near  a  certain 
temperature,  and  hence  it  is  only  reasonable  to  employ  the  specific  heat 
measured  at  such  temperature  for  getting  the  atomic  heat ;  and  it  is 
probable  that,  if  this  were  done,  Dulong  and  Petit's  law  would  be  more 
nearly  true.  In  the  case  of  carbon,  boron,  and  silicon  the  table  shows 
how  very  much  better  the  atomic  heats  calculated  from  the  specific  heats 
at  high  temperatures  agree  with  the  other  atomic  heats,  than  do  those 
calculated  from  the  specific  heats  at  low  temperatures. 

An  extension  of  Dulong  and  Petit^s  law  is  due  to  Woestyn,  who  sug- 
gests that  the  atoms  of  the  elements,  even  when  combined  with  one 
another,  preserve  the  same  specific  heat  that  they  have  in  the  uncombined 
state,  so  that  the  thermal  capacity  of  the  molecule  of  any  compound  is 
equal  to  the  sum  of  the  atomic  heats  of  its  constituent  atoms.  This  law 
is  not  verified  by  experiment  with  any  degree  of  completeness,  and 
Neumann  has  limited  the  law  to  the  statement  that,  for  compounds  be- 
longing to  the  same  general  formula,  and  which  are  similarly  constituted, 
the  product  of  the  molecular  weight  into  the  specific  heat  is  constant ; 
but  that  the  value  of  the  product  varies  from  one  series  to  another. 

The  following  table  gives  the  specific  and  molecular  heats  of  some 
compounds : — 

Molecular  Heats. 


Type  RCL 

Molecular         Specific 
Weight.            Heat. 

Molecular 
Heat. 

Sodium  chloride  (NaCl) 
Potassium  chloride  (KCI) 
Silver  chloride  (AgCl)    . 

58.5         1      0.214 

74-5        ,      0-I73 
143        1      0.091 

I2.S 
12.9 
13.0 

Type  RCl^, 

1 

i 

18.7 
19.0 
18.3 

Barium  chloride  (BaCl2)         .         .  i        208             0.090 
Strontium  chloride  (SrClg)      .         .           158             0.120 
Lead  chloride  (PbCl^)    .                 .  |        278       |     0.066 

TypeRSO,.                                          \                    \                    \ 

Barium  sulphate  (BaS04)       .        .          233       1     0.1 13            26.4       1 
Strontium  sulphate  (SrS04     •         •  '        184             0.143             26.3       ' 
Lead  sulphate  (PbS04)  .        .        •  1        303        1     0.087             26.4        1 
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If  we  assume  that  the  atom  of  sodium,  potassium,  or  silver  requires 
the  same  amount  of  heat  to  raise  its  temperature  one  degree,  whether  it 
is  free  or  combined  with  chlorine,  we  can  calculate  the  atomic  heat  of 
chlorine  in  the  solid  condition.     Thus 

12.8-6.4=6.4, 

so  that  the  atomic  heat  of  solid  chlorine  is  6.4,  and  its  specific  heat  is 
6.4/35-5»oro-i8. 

In  the  same  way,  from  the  salts  of  the  type  RCl^,  we  have  that  the 
atomic  heat  of  chlorine  is 

i(i8.7 -6.4)=  12.3/2=6.15. 

Applying  the  same  method  of  calculation  to  obtain  the  atomic  heat  of 
solid  oxygen  from  the  molecular  heats  of  the  salts  of  the  type  RSO4, 
we  get 

J(26.4  -  6.4  X  2)  =  13.6/3=4.5. 

In  this  case  the  atomic  heat  is  distinctly  below  6.4,  and  the  mean  value 
for  solid  oxygen  obtained  from  oxides  and  salts  is  4.1. 

Assuming  the  value  4.1  for  the  atomic  heat  of  oxygen,  we  can  cal- 
culate the  atomic  heat  of  solid  hydrogen.  The  specific  heat  of  ice  is  a 5, 
so  that  the  molecular  heat  is  18  x  .5 =9.  Hence  the  atomic  heat  of  solid 
hydrogen  is 

i(9- 4.0=2.5. 

The  numbers  obtained  in  this  way,  depending  as  they  do  on  so  many 
hypotheses,  are  probably  only  approximately  correct ;  they  represent, 
however,  an  interesting  application  of  Woestyn's  extension  of  Dulong 
and  Petit's  law. 
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CHAPTER   111 
CHANGE  OF  STATE 


208.  Meltingr-Point—One  of  the  fixed  points  chosen  for  thermo- 
metry is  the  temperature  at  which  ice  melts  when  subjected  to  atmos- 
pheric pressure.  As  long  as  the  ice  is  pure  this  temperature  seems  quite 
constant,  and  therefore  is  suitable  for  use  as  a  fixed  point.  If  a  mixture 
of  ice  and  water  is  at  any  temperature  except  o"  C,  it  will  gradually 
change  its  physical  state,  some  of  the  ice  becoming  fluid,  if  the  tempera- 
ture is  above  o*,  or  some  of  the  water  solid  if  the  temperature  is  below  o**. 
At  a  temperature  of  0**,  however,  solid  water,  or  ice,  and  liquid  water  can 
coexist  without  change.  In  the  case  of  ice,  the  melting-pointy  which  is 
the  temperature  of  melting  or  the  temperature  at  which  water  solidifies, 
is  very  well  marked ;  there  are,  however,  other  bodies,  such  as  glass, 
iron,  &c.,  which,  when  heated,  become  gradually  softer  aiiid  softer  as  the 
temperature  rises,  passing  through  the  conditions  of  a  soft  solid  and  a 
viscous  fluid,  so  that  they  have  no  very  well-marked  melting-point,  the 
solid  passing  into  the  liquid  condition  by  insensible  gradations. 

The  following  table  gives  a  series  of  melting-points,  the  temperature  cor- 
responding to  the  bodies  at  the  upper  end  of  the  list  being  rather  doubtful : 
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Mklting-Points. 

*   Deg.C 

1 

)eg.C. 

Iridium.     .  2230 

Zinc  .     . 

415 

Platinum   .   1800 

Bismuth 

268 

Copper .     .  1096 

Sulphur . 

115 

Gold      .     .   1092 

Paraffin 

52 

Silver    .     .     985 

Ice     .     . 

0 

Aluminium     625 

Mercury 

-39 

-20* 


209.  Change  in  Volume  during: 
Fusion.— Most  substances  occupy 
a  larger  volume  in  the  liquid  than 
in  the  solid  state,  so  that  contrac- 
tion takes  place  on  solidification. 
There  are,  however,  exceptions  ; 
some  substances,  such  as  ice, 
cast  iron,  and  bismuth,  expand  on 
solidification.  In  the  case  of  water,  the  changes  in  volume  which  take 
place  between  a  temperature  of  -  20"  C.  and  50"  are  shown  in  Fig.  165. 
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The  density  of  ice  at  o*  being  0.91674,  and  that  of  water  at  the  same  tem- 
perature 0.99987,  the  increase  in  volume  of  one  gram  of  water  when  it 
solidifies  is  0.0907  c.c.  Water,  when  changing  to  ice,  is  capable  of  exert- 
ing an  enormous  force  if  its  expansion  is  resisted.  This  expansive  force 
is  evident  in  the  bursting  of  water-pipes,  and  the  disintegration  of  rocks 
into  the  pores  of  which  water  has  permeated. 

210.  Effects  of  Pressure  on  the  Meltlng-Point.— In  1849  Prof. 
James  Thomson  showed  *  that  it  followed,  from  the  mechanical  theory  of 
heat,  that  if  a  body  expands  on  solidification,  like  water,  then  increasing 
the  pressure  will  lower  the  freezing-point ;  while  if  the  body  contracts 
on  solidification,  like  paraffin,  then  increasing  the  pressure  will  raise  the 
freezing-point.  He  calculated  that  in  the  case  of  water,  increasing  the 
pressure  by  one  atmosphere  would  lower  the  freezing-point  by  o**.oo75  C. 
Hence,  under  a  pressure  of  1000  atmospheres,  water  would  not  freeze 
above  a  temperature  of  -7°. 5.  In  other  words,  if  water  remains  liquid, 
which  it  must,  unless  it  is  able  to  expand  as  it  passes  into  ice,  at  a  tem- 
perature of  -  7^.5,  then  it  must  be  subjected  to  a  pressure  of  at  least  1000 
atmospheres,  and  it  is  clear  how  water  in  freezing  is  able  to  burst  even 
thick  steel  shells. 

The  following  table  gives  some  of  the  results  obtained  by  Tammann 
on  the  effect  of  pressure  on  the  melting-point : — 

Change  of  the  Melting-Point  with  Pressure. 


Substance. 

Pressure  in  kilograms 

weight  per  square 

centimetre. 

Melting-point. 
Deg.  C. 

Benzene 

0 

5-3 

»> 

500 

19.0 

>» 

1000 

31-4 

j» 

2000 

54.8 

j> 

3000 

73-5 

>» 

3500 

81.4 

Nitrobenzene 

I 

5-17 

»> 

500 

16.2 

» 

1000 

27.4 

}t 

2000 

46.4 

» 

3000 

65.4 

» 

3500 

74.3 

Phosphorus 

0 

43.9 

ji 

500 

57.8 

»i 

1000 

71.5 

»> 

2000 

97.4           ; 

It  will  be  noticed  that  the  change  in  the  melting-point  is  very  con- 
siderable.   Thus  at  a  pressure  of  3500  kilograms  per  square  centimetre 

1  Sec  §963. 
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(33^7  atmospheres),  the  melting-point  of  benzene  is  above  the  ordinary 
boiling-point  (Si**)  at  a  pressure  of  one  atmosphere. 

If  a  wire  loop  is  passed  round  a  block  of  ice,  and  a  weight  is  attached 
to  the  bottom  of  the  loop,  it  will  be  found  that  the  wire  gradually  cuts 
through  the  block,  but  that  the  ice  joins  together  again  above  the  wire, 
so  that  the  block  remains  whole.  This  phenomenon,  which  is  referred 
to  as  regelation,  is  explained  as  follows.  The  whole  block  being  at  o*, 
the  ice  inmiediately  under  the  wire  is  compressed,  and  has  its  melting- 
point  lowered  so  that  it  can  no  longer  remain  solid  at  o",  and  therefore 
it  melts,  letting  the  wire  down,  and  the  water  flowing  round  the  wire. 
The  melting  of  the  ice  causes  a  lowering  of  temperature  on  account  of 
the  latent  heat  (§  211)  of  fusion  of  the  ice.  The  water,  when  it  gets 
above  the  wire,  is  no  longer  compressed,  and  hence,  as  its  temperature 
is  below  o",  it  again  freezes,  joining  together  the  severed  portions  of  the 
ice  above. 

211.  Latent  Heat  of  Fusion.— When  a  vessel  containing  a  mixture 
of  ice  and  water  at  o**  is  heated,  it  is  found,  if  the  contents  are  well  stirred, 
that  the  temperature  remains  at  o'  as  long  as  any  ice  is  left  Since 
heat  is  being  supplied,  and  the  temperature  does  not  rise,  it  follows  that 
heat  must  be  required  to  convert  ice  at  o*  into  water  at  the  same  tem- 
perature. This  heat,  which  is  employed  not  in  changing  the  tempera- 
ture of  a  body,  but  in  changing  its  state,  is  called  latent  heat.  In  the 
same  way,  to  convert  water  at  o"  into  ice  at  o**,  heat  has  to  be  abstracted. 
The  quantity  of  heat  required  to  melt  unit  mass  of  a  solid,  or  the  quan- 
tity of  heat  which  must  be  removed  to  convert  unit  mass  of  a  liquid  into 
a  solid,  in  both  cases  without  changing  the  temperature,  is  called  the 
latent  heat  of  fusion  of  the  body. 

We  have  seen  that,  according  to  the  molecular  theory  of  the  con- 
stitution of  matter,  the  molecules  in  a  solid  are  more  closely  held 
together  than  in  a  liquid,  so  that  part  at  any  rate  of  the  latent  heat 
probably  represents  the  work  which  has  to  be  done  in  loosening  the 
molecules  of  a  solid  when  it  becomes  a  liquid. 

The  latent  heat  of  solids  may  be  measured  by  means  of  the  method 
of  mixtures.  Thus  suppose  W  grams  of  a  solid,  of  which  the  latent 
heat  of  fusion  is  Z^  at  a  temperature  /|  are  placed  in  a  calorimeter,  the 
water  equivalent  of  which  and  of  its  contents  is  w,  and  that  the  tem- 
perature of  the  calorimeter  falls  from  /j  to  t^  \i  s  is  the  specific  heat 
of  the  body  in  the  solid  state,  s^  the  specific  heat  in  the  liquid  state,  and 
/o  the  melting-point  of  the  body,  then  the  heat  absorbed  by  the  body 
in  being  heated  from  /|  to  /q  i"  ^^  solid  state,  then  melting  at  t^  and 
finally  rising  from  t^  to  t^  in  the  liquid  state,  is 

Ws{t^-t^^  IVL+  Ws\t^-t^\ 

while  the  heat  lost  by  the  calorimeter  and  its  contents  is 

«</,-/3). 
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'  Equating  these  two  quantities  of  heat,  we  get 

If  the  solid  is  originally  at  its  melting-point,  /^  is  equal  to  /©,  and  no 
heat  is  used  in  raising  the  temperature  of  the  solid,  so  that  L  is  given  by 


/.= 


W 


The  following  table  gives  the  latent  heat  of  fusion  of  some  sub- 
stances. 

Latent  Heat  of  Fusion. 


Ice 

Sulphur 
Paraffin 
Benzene 


Calories 
gram, 
80.02 
9  37 
35-IO 
3085 


Zinc    . 
Lead  . 
Silver 
Mercury 


Calories 
gram. 
28.13 

5.86 
21.07 

2.82 


1 

, ^       t,  _  _ 

£ 

ng       *  — 
=1  A  P  B 

1 

aLte 

C| 

^F 

212.  Bunsen's  Ice  Calorimeter. — Bunsen  has  utilised  the  change 
in  volume,  which  takes  place  when  ice  is  melted,  to  estimate  the  quantity 
of  ice  melted,  and  hence,  knowing  the  latent  heat  of  ice,  to  obtain  a 
measure  of  the  heat  employed. 
His  ice  calorimeter  consists  of  ^ 

a  glass  test-tube  A  (Fig.  166), 
fused  into  a  cylindrical  glass 
bulb  B.  The  lower  part  of  this 
bulb  is  connected  by  a  glass 
tube  C,  with  a  horizontal  glass 
tube  D,  of  fine  bore,  to  which 
a  scale  is  attached.  The  upper 
part  of  B  is  filled  with  distilled 
water,  which  has  been  well  boiled 
to  free  it  from  dissolved  air,  the 
lower  part  and  the  side-tube 
being  filled  with  mercury.  By  passing  alcohol,  which  has  been  cooled 
in  a  freezing  mixture,  through  A,  a  coating  of  ice  is  formed  all  round 
the  lower  part  of  A.  The  instrument  is  then  packed  round  with  melting 
snow,  and  left  till  the  temperature  of  the  whole  apparatus  comes  to  zero. 
To  determine  the  specific  heat  of  a  substance,  a  known  mass,  heated  to 
a  temperature  /,  is  dropped  into  A,  and  the  amount  of  ice  melted  cal- 
culated from  the  distance  the  mercury  recedes  along  the  graduated  tube. 
The  instrument  is  often  calibrated  by  introducing  a  known  mass  of 
water  at  a  temperature  /,  and  noting  the  number  of  divisions  through 
which  the  mercury  recedes,  and  then  calculating  the  quantity  of  heat 
given  to  A,  which  causes  the  mercury  to  recede  through  one  division. 


Fig.  166. 
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213.  Boiling-Point.~When  water  is  heated  in  a  beaker  the  tempera- 
ture gradually  rises,  and,  unless  the  water  has  been  very  carefully  freed 
from  dissolved  gas,  as  the  temperature  gets  near  100"  C.  small  bubbles 
are  formed,  mostly  on  the  sides  of  the  containing  vessel  If  the  atmos- 
pheric pressure  is  76  cm.  of  mercury,  under  ordinary  circumstances,  when 
the  temperature  reaches  100°  C.  bubbles  are  rapidly  formed,  and,  rising 
to  the  surface,  burst,  and  the  temperature  remains  constant.  The  water 
is  now  said  to  boil.  As  has  been  mentioned  in  dealing  with  the  upper 
thermometric  fixed  temperature,  the  temperature  ofboiling  water  depends 
on  the  pressure  to  which  the  water  is  subjected.  Unless  otherwise  stated, 
it  is  usual  to  give  the  boiling-point  of  a  liquid  under  the  pressure  of  a 
standard  atmosphere  (§  133). 

The  temperature  of  the  liquid  when  ebullition  takes  place  depends 
slightly  on  the  nature  of  the  containing  vessel.  The  temperature  of  the 
vapour  given  off  is,  however,  independent  of  the  nature  of  the  vessel,  and 
hence,  in  determining  the  boiling-point  of  a  liquid,  the  thermometer  is 
usually  placed  in  the  vapour  and  not  in  the  liquid  itself 

The  following  table  gives  the  boiling-point  of  some  bodies  under  a 
pressure  of  one  atmosphere  : — 


Boiling-points. 

Zinc  . 

916**  C. 

Carbon  dioxide  . 

•  -  79' 

Sulphur 

444-5 

Oxygen 

.  -183 

Mercury     . 

357 

Air      .        .        . 

.  -193 

Water 

100 

Nitrogen     . 

.  -196 

Ethyl  alcohol     . 

78 

Hydrogen  . 

.  -238 

Ether 

34.6 

214.  Latent  Heat  of  Vaporisation.— As  in  the  case  of  the  conver- 
sion of  a  solid  into  a  liquid,  so,  in  the  case  of  conversion  of  a  liquid  into  a 
vapour  at  the  same  temperature,  heat  has  to  be  supplied.  The  quantity 
of  heat  that  has  to  be  supplied  to  one  gram  of  the  liquid,  at  the  boiling- 
point,  to  convert  it  into  vapour  without  changing  its  temperature  or  the 
quantity  of  heat  given  out  by  one  gram  of  the  vapour,  at  the  boiling- 
point,  when  condensing  to  liquid  at  the  same  temperature,  is  called  the 
latent  heat  of  vaporisation.  The  boiling-point  in  the  above  definition  is 
the  temperature  of  ebullition  under  one  standard  atmosphere. 

One  of  the  simplest  methods  of  determining  the  latent  heat  of  vapor- 
isation is  that  designed  by  Berthelot  and  shown  in  Fig.  167.  The  liquid 
to  be  experimented  upon  is  contained  in  a  glass  flask  D,  down  the  centre 
of  which  runs  a  tube  ab^  open  at  both  ends.  The  lower  end  of  this  tube 
is  connected  by  a  ground  joint  to  a  glass  spiral  S,  which  terminates  in 
a  small  reservoir  R,  and  an  exit-tube  open  to  the  air.  The  spiral  and 
reservoir  are  contained  in  a  calorimeter  which,  to  protect  it  against  radia- 
tion, is  itself  contained  in  an  outer  vessel.  The  liquid  in  the  flask  is 
boiled  by  means  of  a  ring  burner  B,  the  calorimeter  being  protected  from 
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Fig.  167. 

{From  Ganot's  "  Physics.") 


the  heat  by  being  covered  with  a  slab  of  wood  hh'.  The  liquid  boils, 
and  the  vapour  travels  down  the  tube  ab,  is  condensed  in  the  spiral, 
and  collects  in  the  reservoir  R.  By  this  arrange- 
ment the  condensation  of  the  liquid,  before  it 
reaches  the  calorimeter,  is  avoided.  The  heat 
conducted  to  the  calorimeter  by  the  glass  tube 
ab  is  allowed  for  by  noticing  the  rate  at  which  the 
temperature  of  the  calorimeter  rises  before  and 
after  the  experiment,  when  the  flask  is  heated, 
but  no  distillation  is  taking  place.  The  weight  of 
liquid  condensed  is  obtained  by  weighing  the 
spiral  and  R  before  and  after  the  experiment. 

This  apparatus  is  very  convenient,  for  it  only 
requires  about  50  grams  of  the  liquid,  and  the 
experiment  only  lasts  three  or  four  minutes.  By 
its  means  Berthelot  obtained  as  a  mean  the  value 
536.2  calories  as  the  latent  heat  of  vaporisation  of 
water,  while  Regnault,  using  very  elaborate  ap- 
paratus, obtained  536.6  calories.  Griffiths  has 
recently  obtained  the  value  536.63  calories 
(calories  at  15",  see  §  199). 

The  latent  heat  varies  with  the  pressure,  and 
therefore  temperature,  at  which  vaporisation  takes 
place  ;  and,  according  to  Griffiths,  the  latent  heat  at  a  temperature  /  is, 
in  the  case  of  steam,  given  by  the  expression 

Z/=  596.73 -0.601/. 

216.  Joly's  Steam  Calorimeter.— Dr.  Joly  has  invented  a  form  of 
calorimeter  in  which  the  heat  necessary  to  raise  the  temperature  of  the 
substance  of  which  the  specific  heat  is  being  measured,  from  a  known 
temperature  of  about  20"  to  100",  is  obtained  by  determining  the  weight 
of  steam  which  must  be  condensed  to  supply  the  necessary  heat.  The 
arrangement  employed  in  measuring  the  specific  heat  of  a  gas  at  constant 
volume  is  shown  in  section  in  Fig.  168.  The  gas  is  contained  in  a  copper 
sphere  A,  suspended  by  means  of  a  fine  wire  c,  from  one  arm  of  a  deli- 
cate balance  D,  which  is  supported  on  a  shelf  above  the  apparatus.  This 
wire  passes  through  a  small  hole  in  the  top  of  a  copper  vessel  B,  which  is 
itself  enclosed  in  a  non-conducting  box.  Steam  is  admitted  to  the  box 
B  through  the  tube  E,  and  that  which  is  not  condensed  within  the  appa- 
ratus passes  out  through  the  tube  F. 

When  the  steam  is  admitted  it  condenses  on  the  sphere  A  till  the 
temperature  reaches  ioo%  and  the  water  formed  by  the  condensation 
is  collected  in  a  thin  catch-pan  G,  attached  to  the  bottom  of  the  sphere, 
and  its  weight  is  determined  by  putting  weights  on  the  opposite  pan 
of  the  balance  till  equilibrium  is  again  secured.    A  light  metal  shield  H, 
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with  a  hole  through  which  the  suspending  wire  c  passes,  serves  to 
protect  the  sphere  from  any  drops  of  water  produced  by  the  steam  con- 
densing on  the  top  of  the  vessel  B. 
In  order  to  prevent  the  condensation 
of  steam  on  the  wire  c,  where  it  passes 
through  the  hole  in  B,  a  spiral  of  fine 
platinum  wire,  I,  is  placed  round  the 
wire,  but  not  touching  it,  and  this 
spiral  is  heated  by  passing  a  current 
of  electricity.  In  this  way  the  portion 
of  the  wire  passing  through  the  hole 
is  heated  above  ioo%  so ,  that  no 
steam  condenses  on  it 

In  the  best  form  of  the  steam 
calorimeter  there  is  a  sphere,  &c.,  sus- 
pended from  each  of  the  arms  of  the 
balance,  so  that  they  are  alongside 
each  other  in  the  vessel  B.  An  ex- 
periment is  then  made,  in  which  both 
the  copper  spheres  are  exhausted, 
and  if  they  have  exactly  the  same 
"  water- value,"  the  balance  will  remain 
in  equilibrium  after  the  admission  of 
the  steam.  If  the  balance  is  de- 
flected, weights  are  added  till  it  comes 
back  to  equilibrium,  and  from  the 
value  of  these  added  weights  the 
difference  in  the  water- value  of  the 
spheres  can  be  calculated.  One  of  the 
spheres  is  then  filled  with  the  gas  to  be  experimented  on  under  a  pres- 
sure of  about  40  atmospheres,  and  from  the  increase  in  the  weight  of  the 
sphere  the  mass  of  the  gas  is  obtained.  The  sphere  is  then  placed  in  the 
calorimeter,  the  sphere  attached  to  the  other  arm  being  still  exhausted, 
and  steam  is  admitted.  The  sphere  containing  the  gas  now  condenses 
more  steam  than  the  empty  one,  since  it  requires  some  heat  to  raise  the 
temperature  of  the  enclosed  gas.  The  weight  w^  which  has  to  be  added 
to  the  other  side  to  produce  equilibrium,  is  then  equal  to  the  weight  of 
the  water  produced  by  the  condensation  of  a  weight  w  of  steam,  and  the 
latent  heat  given  out  by  this  steam  has  heated  the  gas  in  the  sphere 
from  a  temperature  /,  say,  to  Ioo^  Hence  if  M  is  the  mass  of  the  gas, 
and  L  the  latent  heat  of  steam,  the  specific  heat  (j)  of  the  gas  is 
given  by  ^     ^^ 

The  thermal  value  of  the  copper  containing-sphere  does  not  come  in, 
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since  this  is  compensated  by  the  empty  sphere  attached  to  the  other  arm 
of  the  balance. 

By  means  of  this  calorimeter,  Joly  has  found  the  following  values  for 
the  specific  heat  of  some  gases  at  constant  volume,  at  a  pressure  of  about 
20  atmospheres : — 


Specific  Heat  at  Constant  Volume, 

Air 0.1721 

Carbon  dioxide 0.1730 

Hydrogen 2.402 

216.  Vapour  Pressure.— If  a  small  bubble  of  air  is  allowed  to  pass 
into  the  Torricellian  vacuum  of  a  barometer,  the  mercury  column  is 
depressed,  and  if  a  succession  of  bubbles  are  passed  up,  each  will  pro- 
duce a  depression.  If,  however,  a  small  drop  of  a  liquid,  say  ether,  is 
introduced  the  column  will  be  depressed,  and  the  ether  become  entirely 
vaporised  even  at  a  temperature  much  below  its  ordinary  boiling-point. 
If  successive  small  drops  of  ether  are  introduced,  it  will  be  found  that 
after  a  time  the  further  addition  of  ether  does  not  produce  an  additional 
depression,  and  that  the  ether  no  longer  vaporises,  but  simply  floats  as  a 
liquid  on  the  top  of  the  mercury  column.  If  the  space  above  the  mercury 
be  increased  or  decreased,  by  raising  or  lowering  the  barometer-tube  in 
the  cistern,  it  will  be  found  that,  so  long  as  there  is  any  liquid  present, 
the  height  of  the  mercury  column  remains  constant,  but  that  the  quantity 
of  ether  which  vaporises  varies  with  the  space  above  the  mercury.  If  the 
temperature  is  increased,  more  ether  vaporises,  and  the  mercury  column 
becomes  more  depressed,  and  vice  versd. 

The  depression  of  the  mercury  column  indicates  that  the  liquid 
forms  a  vapour  in  the  Torricellian  vacuum,  and  that  this  vapour  exerts 
a  pressure  on  the  upper  end  of  the  mercury  column  which  partly 
balances  the  atmospheric  pressure.  The  amount  by  which  the  column 
is  depressed  is  a  measure  of  this  pressure  which  is  called  the  vapour 
pressure  of  the  liquid.  When  an  excess  of  liquid  is  present,  so  that 
the  vapour  exerts  its  maximum  pressure,  and  no  more  liquid  will  vapo- 
rise at  the  given  temperature  into  the  space  under  consideration,  the 
vapour  is  said  to  be  saturated.  When,  however,  a  given  space  contains 
some  vapour,  but  if  some  more  liquid  were  introduced  some  of  it  would 
vaporise  at  the  given  temperature,  the  vapour  is  said  to  be  unsaturated 
or  superheated 

The  vapour  pressure,  or  tension,  as  it  is  sometimes  called,  of  a 
liquid  depends  on  the  temperature  only.  In  the  case  of  non-saturated 
vapours,  Boyle's  and  Charles's  laws  apply  approximately,  the  approxi- 


Digitized  by 


Google 


252 


Heat 


[§217 


mation  being  the  better  the  further  the  vapour  is  removed  from   its 
saturation-point. 

Suppose  some  liquid  is  contained  within  a  cylinder  which  is  closed 
by  a  freely  moving  piston,  and  that  a  pressure  P  acts  on  the  outside  of 
this  piston.  If  the  temperature  of  the  liquid  is  below  its  boiling-point  at 
the  pressure  P,  the  vapour  tension  will  be  less  than  p,  and  the  pressure 
of  the  vapour  on  the  inside  of  the  piston  will  be  less  than  that  on  the 
outside,  so  that  the  piston  will  rest  on  the  surface  of  the  liquid.  As  the 
temperature  of  the  liquid  is  raised,  the  vapour  pressure  increases  ;  when 
the  vapour  pressure  is  equal  to  the  pressure  P  acting  on  the  outside  of 
the  piston,  this  latter  is  in  equilibrium.  If  the  temperature  rises  ever  so 
little  more,  the  vapour  pressure  will  be  greater  than  P,  and  so  the  piston 
will  be  driven  out,  and  vapour  will  be  formed 
freely  above  the  liquid.  Now,  exactly  the  same 
thing  occurs  when  a  liquid  is  heated  in  an  open 
vessel,  so  that,  when  vapour  is  formed  freely,  the 
vapour  pressure  is  equal  to  the  pressure  of  the 
atmosphere  acting  on  the  surface  of  the  liquid. 
Since  when  a  liquid  is  vaporising  freely  it  is  said 
to  boil,  we  have  that  when  a  liquid  boils  the 
vapour  pressure  at  that  temperature  is  equal  to 
the  external  pressure  to  which  the  liquid  is  sub- 
ject, while  at  temperatures  below  the  boiling-point 
thfe  vapour  pressure  is  less  than  the  external  pres- 
sure. At  temperatures  above  the  boiling-point, 
corresponding  to  the  pressure  acting,  the  liquid 
cannot  exist,  and  the  vapour  is  unsaturated. 

217.  Vapour  Density.— In  order  to  deter- 
mine to  what  extent  unsaturated  vapours  obey 
Boyle's  and  Charles's  laws,  the  usual  method  is 
to  determine  the  density,  i.e.  the  volume  of  a 
gram  of  the  vapour,  at  different  pressures  and 
temperatures.  For  temperatures  lower  than 
about  300^,  the  most  convenient  and  accurate 
method  for  measuring  the  density  of  a  vapour  is 
one  due  originally  to  Gay-Lussac,  but  modified 
by  Hofmann.  A  tube  A  (Fig.  169)  about  80  cm. 
long,  and  having  a  bore  of  about  i  cm.,  is  closed 
at  one  end  and  graduated,  the  volume  from  the 
closed  end  up  to  each  division  having  been  determined  by  weighing  the 
mercury  which  filled  it  up  to  the  division.  This  tube  is  surrounded  by 
another  tube,  B,  to  which  two  side-tubes  are  attached.  The  tube  A  is 
filled  with  pure  dry  mercury,  and  then  inverted  in  a  dish  E  containing 
mercury.     The   vapour   from    some    boiling    liquid,  contained  in  the 


Fig.  169. 


Digitized  by 


Google 


§217] 


Vapour  Density 


253 


vessel  F,  is  introduced  at  c,  and  escapes  at  D,  and  thus  heats  the  inner 
tube  to  some  uniform  temperature.  For  instance,  the  following  series 
-of  liquids  boil  under  one  atmosphere  at  the  temperatures  given,  and 
hence  would  heat  the  apparatus  to  this  temperature  if  they  were 
used  : — 


Deg.  C. 

Deg.  C 

Carbon  bisulphide    . 

.     46.2 

Bromobenzene 

.   156.I 

Ethyl  alcohol  . 

.     78.3 

Aniline 

.   184.4 

Water       . 

.   1 00.0 

Methyl  salicylate 

.  222.9 

Chlorobenzene . 

.   132.1 

Bromonaphthaline   . 

.  277 

The  liquid  whose  vapour  is  to  be  experimented  upon  is  placed  in  a  small 
glass  bottle,  which  is  shown  full  size  at  G,  the  difference  in  weight  of 
the  bottle  empty  and  full  giving  the  weight  of  the  liquid,  and  hence  also 
that  of  the  vapour.  The  bottle  is  passed  up  the  tube  A,  and  when  it 
reaches  the  Torricellian  vacuum  the  stopper  is  driven  out,  and  the  con- 
tents, if  too  much  liquid  has  not  been  taken, 
are  completely  vaporised.  The  volume  of  the 
vapour  is  read  off  on  the  tube,  and  the  pres- 
sure to  which  it  is  subjected  is  obtained  by  sub- 
tracting the  height  of  the  column  of  mercury 
(corrected  for  change  of  density  with  tempera- 
ture) from  the  barometric  height,  while  the 
temperature  is  obtained  by  means  of  the 
thermometer  T.  At  temperatures  above  about 
100**  it  is  necessary  to  take  account  of  the 
vapour  pressure  of  the  mercury  in  the  tube, 
which  is  added  on  to  the  pressure  exerted  by 
the  vapour. 

A  convenient  method  of  roughly  measuring 
the  vapour  density  of  a  body  which  at  atmos- 
pheric pressure  does  not  require  a  very  high 
temperature  to  vaporise,  is  that  devised  by 
Victor  Meyer.  His  apparatus  is  shown  in  Fig. 
170,  and  consists  of  a  glass  bulb  A  connected 
to  a  straight  stem  B,  about  70  cm.  long,  which  is 
closed  at  the  top  by  a  cork  E,  and  has  a  side 
delivery-tube  c  attached.  This  delivery-tube 
opens  beneath  the  end  of  a  graduated  glass 
tube  D,  which  is  filled  with  water,  and  stands 

in  a  pneumatic  trough.  An  outer  tube  F  is  partly  filled  with  a  liquid  which 
can  be  heated  to  a  temperature  above  the  boiling-point  of  the  substance 
to  be  tested.  A  weighed  quantity  of  the  substance  contained,  if  it  is  a 
liquid,  in  a  small  stoppered  glass  bottle  is  introduced,  and  the  cork  K  rapidly 


Fig.  170. 
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replaced.  The  substance  vaporises  within  the  bulb  A,  and  in  doing  so 
drives  some  of  the  air  out  of  B  through  C.  The  volume  of  this  air  will  be 
equal  to  the  volume  of  the  vapour  if  it  were  at  the  temperature  and 
pressure  of  the  air  in  D.  The  reason  is,  that  although  the  vapour  dis- 
places a  volume  of  hot  air  from  A  equal  to  its  own  volume  when  at  the 
temperature  of  the  liquid  in  F,  this  air,  being  driven  into  the  upper  and 
cold  part  of  the  tube  B,  becomes  cooled,  and  contracts  according  to 
Charles's  law.  Hence  the  volume  of  air  actually  expelled  from  the 
apparatus  is  equal  to  the  volume  which  would  be  occupied  by  the  hot  air 
displaced  by  the  vapour  if  it  were  cooled  down  to  the  temperaflire  of 
the  room.  The  volume  of  the  air  in  D  has  to  be  reduced  to  standard 
pressure  and  temperature,  corrections  being  applied  for  the  vapour 
pressure  of  the  water  within  D,  and  for  the  weight  of  the  column  of 
water  in  D  above  the  surface  of  the  water  in  the  pneumatic  trough. 
From  this  reduced  volume  of  the  vapour  and  the  mass  we  can  then 
calculate  the  density. 

For  high  temperatures,  a  method  due  to  Dumas  is  employed.  A 
glass  globe,  the  capacity  of  which  is  about  half  a  litre,  and  having  a  neck 
drawn  out  to  a  fine  point,  is  taken,  and  about  30  grams  of  the  substance 
is  introduced.  The  globe  is  then  immersed  in  a  bath  of  water,  oil,  or 
molten  metal,  at  a  temperature  above  the  boiling-point  of  the  substance, 
the  end  of  the  neck  just  projecting  above  the  surface.  The  body  (solid 
or  liquid)  is  vaporised,  and  a  jet  of  vapour  spurts  out  of  the  neck  of  the 
globe,  carrying  with  it  the  air  contained  in  the  globe.  Directly  the 
whole  of  the  substance  has  vaporised,  the  jet  of  vapour  escaping  ceases, 
and  the  globe  is  now  full  of  vapour  at  atmospheric  pressure  and  at  the 
temperature  of  the  bath.  The  end  of  the  neck  is  then  sealed  up  by 
means  of  a  blow-pipe.  When  the  globe  is  cold  it  is  weighed,  it  having 
been  weighed  previously  before  the  introduction  of  the  substance ;  the 
difference  in  weight  gives  the  weight  of  the  vapour,  less  the  weight  of  an 
equal  volume  of  air  which  has  been  driven  out.  The  end  of  the  neck  is 
then  broken  off  below  the  surface  of  some  water,  and  since  the  vapour 
will  have  now  condensed,  the  water  is  sucked  up  and  fills  the  globe. 
Another  weighing  gives  the  weight  of  water  contained  in  the  globe,  and 
hence  the  volume  ;  and,  knowing  the  density  of  air  at  the  pressure  and 
temperature  of  the  first  weighing,  the  density  of  the  vapour  can  be  cal- 
culated. For  very  high  temperatures,  Deville  and  Troost  have  replaced 
the  glass  globe  by  one  of  porcelain,  using  the  vapours  of  sulphur,  cad- 
mium (815**),  and  zinc  (930"),  to  heat  the  globe. 

The  density  of  a  vapour  having  been  measured  at  a  temperature 
/,  well  above  the  boiling-point,  and  at  a  pressure  /,  the  density  it 
would  have  at  the  standard  temperature  /<>  and  pressure  /©,  supposing 
it  could  exist  as  a  perfect  gas  under  these  conditions,  is  calculated 
by  means  of  Boyle's  and  Charles's  laws.    Thus,  if  p  is  the  observed 
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density,  and  p«  the  reduced  density,  we  have,  if  we    consider    unit 
mass  of  the  gas, 

P 


and  hence 


where  a = 0.00366. 

In  the  following  table,  the  values  of  the  density  of  some  gases  and 
vapours  at  o**  C.  and  under  a  pressure  of  a  standard  atmosphere  are  given, 
both  in  c,^,s,  units  (grams  per  cubic  centimetre)  and  also  in  terms  of  the 
density  of  hydrogen  taken  as  2  : — 


Hydrogen  (Hj) 
Oxygen  (O,)    . 
Nitrogen  (Nj) . 
Carbon  dioxide  (CO.^) 
Carbon  monoxide  (CO) 
Ammonia  (NH3)     . 
Chloroform  (CHCI3) 
Nitric  oxide  (NO)   . 


Density. 


Grains  per  cc. 


0.000089551 

0.00142923 

0.001257 

aooi977 

0.001251 

0.000763 

aoo543i 

aooi34i 


Molecular 

Weight 

In  terms  of  I   in  terms  of 
H  =  2.  H=a. 


2.0 
31.92 
28.1 
44.6 

27.9 

17.0 

121.3 

29.9 


2.0 
31.92 
28.01 
43.89 
27.93 
17.01 
119.08 
29.96 


A  consideration  of  this  table  will  show  that  the  density  is  proportional 
to  the  molecular  weight,  so  that,  when  they  are  both  measured  in  terms 
of  hydrogen,  the  numbers  as  given  in  the  third  and  fourth  columns  are 
identical  Since  the  molecular  weight  represents  the  weight  (w)  of  a 
molecule,  if  N  is  the  number  of  molecules  in  a  cubic  centimetre,  and  p 
the  density  in  grams  per  c.c,  we  have 

Nw=pf  or  N=^plw. 

But,  as  shown  in  the  above  table,  pjw  is  constant  for  all  gases  ;  hence  A^, 
or  the  number  of  molecules  contained  in  unit  volume  of  all  gases  under 
the  same  conditions  of  pressure  and  temperature,  is  the  same.  The 
above  is  Avogadro's  law,  and  is  of  extreme  utility  in  chemistry  for  de- 
termining the  molecular  weight  of  bodies  which  can  be  obtained  in  the 
form  of  a  gas  (/./.  vapours  and  gases). 

The  values  of  the  molecular  weights  as  deduced  from  the  vapour 
density  in  the  case  of  some  bodies  do  not,  at  any  rate  at  some  tem- 
peratures, agree  with  the  values  deduced  from  the  chemical  behaviour 
of  the  body. 

In  the  following  table  are  given  the  values  of  the  density  (in  terms 
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of  H=2)  obtained  at  various  temperatures  for  five  of  these  anomalous 
bodies  ; — 


Temperature, 

Density, 

Molecular  Weight, 

Deg.  C. 

Hr:2. 

H  =  2. 

Nitrogen  tetroxide 

29 

85.8 

N204=9I.9 

>> 

100 

49.4 

N  02=46.0 

» 

135 

46.2 

Phosphorus  pen-  ) 
tachloride            \ 

182 

186.7 

PCls=207.7 

250 

II5.2 

((Density  of  PCI3 
1      +02=104) 

»> 

300 

105.4 

Iodine     .... 

448 

252.4 

12  =  253 

» 

940 

220.9 

\  (Density  of  I  +  I 
1         =126.5) 

» 

1470 

1 46. 1 

Acetic  acid .     .    . 

130 

9ai 

C2H402=59.86 

» 

200 

64.1 

>» 

300 

60.1 

Sulphur  .     .    •.     . 

520 

191.2 

82=63,96 

»> 

660 

84.6 

» 

1040 

64.7 

» 

1400  (about) 

63.5 

1 

In  the  case  of  nitrogen  tetroxide,  the  vapour  density,  at  a  tempera- 
ture of  135**,  corresponds  to  the  molecule  NO2.  At  lower  temperatures 
the  density  corresponds  more  nearly  to  the  molecule  N2O4.  Thus  it 
would  seem  that,  as  the  temperature  is  raised,  each  molecule  of  N2O4 
splits  up  into  two  molecules  of  N  Oj.  The  values  obtained  for  the  vapour 
density  of  phosphorus  pentachloride  in  the  same  way  show  that,  even  at 
182**,  some  of  the  molecules  of  PCI5  have  split  up  into  a  molecule  of  PCI3 
and  a  molecule  of  Clg,  while  at  a  temperature  of  300°  this  dissociation 
is  almost  complete.  At  a  temperature  of  448"  the  iodine  molecule  con- 
sists of  two  atoms,  while  at  a  temperature  of  1470°  each  of  these  molecules 
has  split  up  into  two  molecules.  In  the  case  of  acetic  acid  and  sulphur 
at  low  temperatures,  we  have  the  opposite  phenomenon  to  dissociation 
taking  place,  namely,  the  association  of  the  molecules  to  form  complete 
molecules.  Thus  at  a  temp>erature  of  520°  the  molecule  of  sulphur 
appears  to  be  Sq.  At  high  temperatures  these  associated  molecules 
break  down,  and  we  get  the  normal  vapour  density. 

218.  The  Measurement  of  Vapour  Pressure.— The  determina- 
tion of  the  maximum  vapour  pressure  which  a  liquid  possesses  at  a  given 
temperature,  or  the  vapour  pressure  of  the  saturated  vapour,  can  be 
performed  for  ordinary  temperatures  by  means  of  Hofmann's  apparatus 
for  vapour  density  (Fig.  169).  In  this  case  liquid  is  introduced  into  the 
tube  till  it  ceases  to  evaporate,  and  a  thin  layer  floats  on  the  top  of  the 
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Fig.  171. 


mercury  column,  and  the  pressure  is  obtained  by  measuring  the  height 

of  the  mercury  column  and  the  barometric  height     The. height  of  the 

mercury  column   has    to  be   reduced    to   what    it 

would  be  if  the  temperature  of  the  mercury  were  o", 

and  at  temperatures   above  100°  a  correction  has 

to  be  applied  for  the  vapour  pressure  of  mercury. 

The  chief  objection  to  this  method  is  that  the  layer 

of  liquid  on  the  top  of  the  mercury  column  alters  the 

capillary  constant  of  the  mercury  and  glass  surface, 

and  necessitates  a  correction  of  doubtful  amount 

For  low  temperatures  Gay  -  Lussac  used  the 
arrangement  shown  in  Fig.  171.  The  liquid  was 
introduced  into  the  tube  DCE,  which  is  an  ordinary 
barometer  tube  with  the  end  E  bent  round,  so  that 
it  can  be  immersed  in  a  freezing  mixture.  The  other 
tube,  AB,  acts  as  a  barometer  for  measuring  the 
atmospheric  pressure.  Under  these  circumstances 
the  vapour  pressure  in  the  upper  part  of  DCE  corre- 
sponds to  the  maximum  vapour  pressure  at  the 
temperature  of  the  coldest  part,  i.e.  E.  That  this 
must  be  is  evident,  if  we  consider  two  bulbs,  A  and  B  (Fig.  172),  connected 
by  a  tube  c,  the  one  bulb.  A,  being  at  a  temperature  Z^,  and  the  other  at  a 
lower  temperature  /o*  Suppose  we  start  with 
some  liquid  in  both  bulbs,  then  the  vapour 
pressure  of  the  liquid  in  A  will  be/,,  say,  and 
that  in  B  /o,  where  px  >  po-  If  then  we  con- 
sider a  piston  placed  in  c,  the  pressure  on 
the  left  would  be  greater  than  that  on  the 
right,  and  the  piston  would  be  driven  over  towards  B,  thus  increasing  the 
pressure  of  the  vapour  in  B,  and  therefore  causing  some  of  the  vapour  to 
condense,  for  B  is  already  full  of  vapour  saturated  at  /«.  The  pressure  in 
A  would  at  the  same  time  be  reduced,  and  hence  the  vapour  would  no 
longer  be  saturated,  and  some  of  the  liquid  would  be  vaporised.  This 
action  goes  on  although  the  piston  we  have  imagined  does  not  exist,  and 
will  continue  till  all  the  liquid  in  A,  the  bulb  at  the  higher  temperature, 
has  been  evaporated,  when  the  vapour  pressure  throughout  becomes  po, 
i.e.  corresponds  to  the  temperature  of  the  coldest  part  of  the  enclosure. 
The- vapour  in  A  is  then  no  longer  saturated,  while  in  B  it  is  saturated. 
In  Gay-Lussads  apparatus,  therefore,  the  vapour  pressure,  as  measured 
by  the  difference  in  height  of  the  mercury  in  columns  AB  and  CD,  corre- 
sponds to  the  temperature  of  the  bath  F.  There  is  a  further  advantage, 
in  that  there  is  no  liquid  to  affect  the  capillarity  of  the  mercury  in 
the  tube  CD. 

For  pressures  greater  than  atmospheric  pressure,  Regnault  designed 
a  form  of  apparatus  in  which  the  vapour  itself  kept  the  temperature 
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constant  while  an  experiment  was  being  made,  and  which  could  also  be 
used  for  pressures  less  than  an  atmosphere.  The  liquid  is  enclosed  in  an 
air-tight  metal  vessel  A  (Fig.  173),  from  which  an  inclined  tube  leads  to  a 
copper  globe  B.  This  globe  is  surrounded  by  a  water  bath  to  keep  its 
temperature  constant,  and  can  be  connected  by  means  of  a  three-way 
cock,  F,  to  a  compressing  or  exhausting  pump,  and  to  a  mercury  mano- 
meter. The  liquid  in  A  is  boiled,  and  the  vapour  passes  up  into  the 
inclined  tube,  where  it  is  condensed  by  a  stream  of  cold  water  which 
passes  through  the  condenser  c,  and  then  flows  back  into  the  boiler  A. 
The  temperature  of  the  vapour  over  the  boiling  liquid  is  given  by  foui* 
thermometers  T,  which  are  placed  in  four  iron  tubulars,  which  are  closed 
at  the  bottom,  and  contain  mercury.  Since  a  liquid  boils  when  its  tem- 
perature is   such  that  the  maximum  vapour  pressure  is  equal  to  the 


pressure  to  which  it  is  subjected,  the  manometer  gives  the  vapour 
pressure  corresponding  to  the  temperature  as  given  by  the  thermo- 
meters T.  The  pressure  in  the  globe  having  been  adjusted  to  the  required 
value,  either  greater  or  less  than  the  atmospheric  pressure,  and  the  flask 
heated,  boiling  soon  starts,  and  in  a  very  short  time  the  temperature 
becomes  absolutely  constant,  and  remains  so  as  long  as  is  required. 
The  manometer  and  the  thermometers  T  having  been  read,  the  pressure 
is  altered  by  means  of  the  pump,  and  when  ebullition  has  continued  for  a 
few  minutes,  the  readings  for  the  new  pressure  are  taken,  and  so  on.-'  In 
this  arrangement,  when  the  steady  state  has  been  reached,  the  heat 
supplied  by  the  burner  is  employed  in  supplying  the  latent  heat  of 
vaporisation  of  the  liquid.  The  vapour  then  passes  to  the  condenser, 
where  it  parts  with  its  latent  heat  and  again  becomes  liquid,  and  returns 
to  the  vessel  A,  nmning  down  the  inclined  tube.  The  pressure  does  not 
rise,  since  as  much  vapour  is  condensed  during  each  second  as  is  pro- 
duced.    If  the  supply  of  heat  is  increased,  the  rate  at  which  the  vapour 


Digitized  by 


Google 


§2l8] 


Vapour  Pressure 


259 


is  produced  is  also  increased,  and  the  only  effect  of  this  is  that  the 
vapour  is  able  to  pass  a  little  further  up  the  condenser  before  it  is  all 
condensed ;  but  since  the  condenser  is  always  made  so  long  that  the 
vapour  never  reaches  the  further  end,  no  vapour  passes  over  to  the 
globe  B.  Thus  the  rate  at  which  the  vapour  is  condensed  is  increased, 
and  remains  equal  to  the  rate  at  w^hich  it  is  vaporised,  so  that  the 
pressure  does  not  alter. 

The  following  table  gives   the  maximum  vapour  pressure  of  four 
liquids  at  different  temperatures  : — 

Vapour  Pressure  in  cm.  of  Mercury. 


Temperature. 

Carbon  Bi- 
sulphide. 

Ethyl  Alcohol. 

Water. 

Mercury. 

Deg.  C. 

Cm. 

Cm. 

Cm. 

Cm. 

0 

12.8 

1.22 

.46 

0.00002 

5 

... 

.65 

... 

10 

19.8 

2.38 

•91 

0.00005 

15 

... 

... 

1.27 

... 

20 

29.8 

4.40 

1.74 

0.0001 

30 

43-5 

7.81 

315       . 

0.0003 

40 

61.8 

13.37 

5-49 

0.0008 

50 

85.7 

22.0 

9.20 

0.0015 

60 

35.0 

14.89 

0.0029 

70 

V''^ 

23.33 

0.0052 

80 

81.2 

35.49 

0.0092 

90 

1 18.7 

52.55 

0.0160 

100 

169.2 

76.00 

0.0270 

150 

736.9 

358.1 

0.2684 

200 

2218.2 

1 168.9 

I.7015 

In  Fig.  174,  the  curve  showing  the  connection  between  the  vapour 
pressure  of  water  and  the  temperature  has  been  plotted.  This  curve 
divides  the  diagram  into  two  regions,  in  one  of  which  the  conditions  are 
such  that  the  water  can  only  exist  as  an  unsaturated  vapour,  and  in  the 
other  only  as  a  liquid,  while  along  the  curve  we  may  have  the  liquid  and 
vapour  existing  simultaneously,  i.e.  the  vapour  is  saturated.  For  suppose 
we  had  some  water  enclosed  in  the  Torricellian  vacuum  of  a  barometer 
tube,  the  pressure  being  20  cm.  of  mercury  and  the  temperature  80". 
The  conditions  are  represented  by  the  point  A  on  the  diagram.  From 
the  curve  we  see  that  the  maximum  vapour  pressure  corresponding  to 
a  temperature  of  80*"  is  35.5  cm.,  so  that  the  vapour  is  unsaturated.  If 
now  the  pressure  on  the  vapour  is  increased,  the  temperature  remaining 
constant,  the  conditions  the  vapour  passes  through  are  represented  by 
the  vertical  line  AB.  When  the  point  B  on  the  curve  is  reached,  the 
pressure  is  equal  to  the  maximum  vapour  pressure,  and  if  the  pressure  is 
increased  beyond  this  point  the  vapour  will  condense  into  a  liquid.     In 
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the  same  way  if,  starting  from  A,  we  keep  the  pressure  constant,  reducing 
the  temperature,  the  changes  are  indicated  by  the  straight  line  AC. 
When  the  point  c  is  reached,  />.  the  temperature  falls  to  66**,  the  vapour 
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20*  40*  60'         80' 
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Fig.  174. 


100* 


will  be  saturated.    Any  further  fall  of  temperature  will  be  accompanied 
by  the  condensation  of  the  vapour  into  a  liquid.     Hence,  corresponding 
to  all  points  on  the  diagram  to  the  right  and  below  the  curve  we  have 
^vapour,  and  to  those  on  the  left  and  above  we  have  liquid. 

219.  Mixtures  of  Vapours  and  Gases.— In  the  previous  sections 
we  have  considered  the  formation  of  vapour  in  a  space  which  was  free 
from  gas,  we  have  now  to  consider  the  fonnation  of  vapour  when  the 
space  over  the  liquid  already  contains  a  gas  such  as  air.  Dal  ton,  who 
first  investigated  this  question,  found  that  if  some  liquid  is  introduced 
into  an  enclosure  which  contained  a  gas  at  a  pressure  H^  then  the  pres- 
sure in  the  enclosure  rises,  and  if  the  whole  of  the  liquid  does  not 
evaporate,  />.  if  there  is  enough  liquid  to  saturate  the  space,  the  final 
pressure  H-\-k  is  such  that  h  represents  the  maximum  vapour  pressure 
of  the  liquid  at  the  temperature  of  the  experiment.  Hence,  as  far  as  the 
vapour  is  concerned,  a  space  filled  with  a  gas  behaves  as  a  vacuum,  the 
only  difference  being  that  in  a  vacuum  the  space  becomes  saturated 
almost  immediately  after  the  introduction  of  the  liquid,  while  when  a  gas 
is  present  the  evaporation  of  the  liquid  is  much  slower,  and  hence  it 
takes  some  time  to  saturate  the  space.  From  the  results  of  his  experi- 
ments Dalton  enunciated  the  two  following  laws,  which  are  known  by  his 
name:  (i) The  pressure  exerted  by,  and  the  quantity  of,  a  vapour  which 
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saturates  a  given  space  are  the  same  for  the  same  temperature,  whether 
this  space  is  filled  by  a  gas  or  is  a  vacuum.  (2)  The  pressure  exerted 
by  a  mixture  of  a  gas  and  a  vapour,  of  two  vapours  or  of  two  gases,  is 
equal  to  the  sum  of  the  pressures  which  each  would  exert  if  it  occupied 
the  same  space  alone. 

In  order  to  verify  the  accuracy  of  Dalton's  laws,  Gay-Lussac  used  the 
apparatus  shown  in  Fig.  175.  The  glass  tube  A  is  closed 
above  by  a  special  form  of  tap  c,  in  which  the  barrel,  instead 
of  being  pierced  completely,  has  only  a  small  recess  made  at 
one  point  The  lower  end  of  A  is  connected  to  a  side-lube  B. 
which  acts  as  a  manometer,  and  has  a  tap  D  by  which 
mercury  can  be  withdrawn.  When  the  stopcock  c  is 
turned  with  the  recess  upwards,  this  becomes  filled  with 
any  liquid  placed  in  E,  and  when  the  stopcock  is  turned 
round  through  180**  the  liquid  filling  tlie  recess  is  dis- 
charged into  A.  The  position  of  the  mercury  in  the  two^ 
limbs  is  noted  before  the  introduction  of  the  liquid,  then 
enough  liquid  is  introduced  to  saturate  the  space,  and 
mercury  poured  into  B  till  the  level  of  the  mercury  surface 
in  A  comes  back  to  its  original  position,  so  that  the  gas 
now  occupies  the  same  volume  it  did  before  the  intro- 
duction of  the  liquid.  The  difference  in  the  levels  of  the 
mercury  in  B  before  and  after  the  introduction  of  the 
liquid  gives  the  pressure  exerted  by  the  vapour,  and  this 
pressure  will  be  found  to  be  equal  to  that  exerted  by  some 
of  the  same  liquid  when  introduced  into  a  Torricellian  vacuum  at  the 
same  temperature. 

It  would  seem  ct  priori  that  Dalton's  law  can  only  be  an  approxi- 
mation, for  otherwise  it  would  mean  that,  by  introducing  a  sufficiently 
large  number  of  different  kinds  of  liquids  into  the  same  space,  we  could 
produce  as  great  a  pressure  as  we  please,  a  result  that  is  unlikely  to  be 
true.  Regnault,  who  investigated  the  pressures  of  mixtures  of  gases  and 
vapours,  found  that  in  the  case  of  vapours  formed  in  air  and  in  nitrogen, 
the  two  gases  he  tested,  the  vapour  pressure  was  very  slightly  less  than 
in  a  vacuum.  The  differences,  however,  were  so  small  that  he  con- 
sidered they  might  be  due  to  the  condensation  which  always  takes  place 
on  the  glass  walls  of  the  apparatus,  so  that  Dalton's  laws  may  be  true  in 
the  cases  of  mixtures  of  gases  and  vapours.  In  the  case  of  mixtures  of 
two  vapours,  Magnus,  and  subsequently  Regnault,  found  that  the  pres- 
sure of  the  vapour  of  a  mixture  of  two  or  more  liquids  which  do  not 
mutually  dissolve  one  another  is  equal  to  the  sum  of  the  pressures  they 
would  each  exert  separately,  but  that  when  the  liquids  mix  the  vapour 
pressure  of  the  mixtuie  is  less  than  the  sum  of  the  vapour  pressures  of 
the  constituents. 

Experiments  by  Andrews  show  that,  in  the  case  of  a  mixture  of  two 
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gases,  Dakon's  law  only  holds  if  the  gases  are  far  removed  from  their  point 
of  liquefaction,  i.e.  are  practically  in  the  condition  of  perfect  gases. 

Since  an  unsaturated  vapour  obeys  Boyle's  and  Charles's  laws,  at  any 
rate  when  it  is  not  too  near  its  saturation  point,  we  have  if/,  v  are  the  pres- 
sure and  volume  of  a  certain  mass  of  an  unsaturated  vapour  at  a  tempera- 
ture /,  and/',  v'  are  the  corresponding  quantities  at  a  temperature  /,  then 

7/^^_7//' 

\-\-at     \^o.t' 

where  a  is  1/273  or  .00366. 

This  expression  can  only  be  used  so  long  that/'  is  less  than  the 
maximum  vapour  pressure  corresponding  to  the  temperature  /'.^  If  the 
value  of/'  calculated  by  this  formula  comes  out  greater  than  the  maximum 
vapour  pressure  for  a  temperature  /',  this  indicates  that  some  of  the  vapour 
has  condensed  into  the  liquid  state. 

If  we  have  a  mixture  of  an  unsaturated  vapour  and  a  gas,  both  obey 
Boyle's  and  Charles's  laws  so  long  as  the  vapour  does  not  become  saturated. 

Let  P  be  the  pressure  and  v  the  volume  of  a  certain  mixture  of  gas  and 
vapour  at  a  temperature  /,  the  pressure  exerted  by  the  vapour  alone  being/ 
the  corresponding  quantities  at  a  temperature  /'  being  /^,  v\  and/'.  Then 
the  pressure  exerted  by  the  gas  alone  at  /,  is  P  -/',  and  that  exerted  at  /'  is 
F  -/.    Hence  applying  Boyle's  and  Charles's  laws  to  the  gas  only  we  get 

v{p-f)^v\F-r)^ 

Hence 

■^  t/     I -Ha/    ^^   J^- 

If  the  value  thus  obtained  for/'  is  greater  than  the  maximum  vapour 
pressure  for  the  temperature  /',  this  indicates,  as  before,  that  some  of  the 
vapour  has  condensed.  This  equation  is  of  considerable  use  in  solving 
questions  on  mixtures  of  vapours  and  gases. 

220.  Humidity  of  the  Atmosphere— Hygrometric  State.-^The 
atmosphere  consists  of  a  mixture  of  oxygen  and  nitrogen  in  a  practically 
constant  ratio,  together  with  some  small  quantities  of  other  gases,  and 
with  a  very  variable  amount  of  aqueous  vapour.  The  maximum  quantity 
of  aqueous  vapour  which  a  given  volume  of  air  can  contain  is,  of  course, 
equal  to  the  mass  of  vapour  this  volume  would  contain  when  filled  with 
saturated  water  vapour  at  the  given  temperature.  Ordinarily,  however, 
the  air  contains  less  aqueous  vapour  than  would  saturate  it,  and  the  ratio 
of  the  pressure  (/)  exerted  by  the  aqueous  vapour  actually  present  to 
the  maximum  vapour  pressure  (/- )  at  the  actual  temperature  is  called  the 
humidity^  relative  humidity^  or  fraction  of  saturation  of  the  air.  Our 
sensations  as  to  the  dryness  or  dampness  of  the  air  depend  on  the  above 
ratio,  and  not  on  the  actual  quantity  of  vapour  present  in  the  air.  Thus 
on  a  cold  winter's  day,  when  the  air  is  saturated  at  a  temperature  of  say 
5**,  the  air  feels  ver>'  damp,  while  if  the  temperature  had  been  1 5°  the 
same  quantity  of  moisture  would  not  nearly  saturate  the  air  (the  humidity 
would  be  .65/1.27  =  0.5 1  ;  see  table  of  vapour  tension  of  water,  p.  259),  and 
it  would  feel  comparatively  dry. 

The  humidity  (//*')  may  also  be  expressed  as  the  ratio  of  the  weight 
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{lif)  of  vapour  actually  present  ^  in  a  given  volume  of  air  to  the  weight 
( W)  which  would  saturate  the  same  volume  of  air  at  the  given  tempera- 
ture. Since  unsaturated  vapours  obey  Boyle's  law,  the  weight  of  the 
vapour  in  a  given  volume  is  proportional  to  the  pressure  exerted  by  the 
vapour.     Hence 

W~  F 

If  air  containing  aqueous  vapour  is  cooled,  a  temperature  will  eventu- 
ally be  reached  such  that  the  vapour  saturates  the  space,  and  any  further 
cooling  will  cause  condensation  of  some  of  the  vapour  into  water.  This 
temperature  is  that  at  which  the  air  would  be  saturated  (/>.  have  a 
humidity  i)  if  it  contained  the  same  quantity  of  water  that  it  has  at  the 
original  temperature,  and  is  called  the  dew-point. 

Mty  is  the  actual  temperature  of  the  air  and  /q  the  dew-point,  then, 
from  a  table  giving  the  quantity  of  water  vapour  in  unit  volume  of 
saturated  air  at  the  different  temperatures,  we  can  obtain  W^  the  weight 
of  water  in  unit  volume  saturated  at  /|,  and  w  that  in  unit  volume 
saturated  at  /q.  But  w  is  the  weight  of  water  actually  present  in  the  air, 
since  we  have  supposed  it  cooled  down  to  the  dew-point  without  loss  or 
gain  of  moisture.  Hence  the  hygrometric  state  wl  W  can  be  obtained  from 
a  knowledge  of  the  dew-point,  and  of  the  actual  temperature  of  the  air. 

The  diagram  given  in  Fig.  174  will  assist  in  making  this  clear. 
Suppose  (although,  of  course,  such  a  high  temperature  would  not  occur 
in  the  open  air)  that  the  temperature  of  the  air  and  the  vapour  pressure 
of  the  water  present  are  represented  by  the  point  A,  so  that  at  a 
temperature  of  80*  the  vapour  pressure  is  equal  to  20  cm.  of  mercury. 
The  maximum  vapour  pressure  corresponding  to  a  temperature  of  So**  is 
35.5  cm.  of  mercury.  Hence  the  hygrometric  state  corresponding  to  the 
point  A  is  20/35.5.  Now,  if  the  air  is  cooled  down,  we  shall  travel  along 
the  line  ac,  but  when  the  point  c  is  reached,  that  is,  at  a  temperature  of  66", 
the  air  will  be  saturated,  and  the  deposition  of  dew  will  commence.  The 
temperature  corresponding  to  the  point  c  will  therefore  be  the  dew- 
point.  If,  then,  by  experiment  we  determine  the  temperature  of  the 
dew-point,  we  can,  from  such  a  curve,  or  from  a  table  of  the  vapour 
pressure  of  water,  determine  what  is  the  maximum  vapour  pressure  at 
the  dew-point,  and  this  is  the  actual  vapour  pressure  present.  Also,  by 
observing  the  temperature  of  the  air,  we  can  in  ihe  same  way  obtain  what 
would  be  the  maximum  vapour  pressure  at  this  temperature,  and  the 
ratio  of  these  two  numbers  is  the  hygrometric  state. 

221.  Hygrometry. — Hygrometers  are  instruments  for  measuring  the 
hygrometric  state  of  the  air,  and  may  be  divided  into  three  classes  : 
(i)  Those  in  which  the  dew-point  is  determined,  called  dew-point-hydro- 
meters ;  (2)  those  in  which  the  actual  weight  of  moisture  contained  in  a 
measured  volume  of  air  is  determined,  called  chemical  hygrometers  ;  and 
(3)  wet  and  dry  bulb  hygrometers. 

The  most  commonly  used  form  of  dew-point  hygrometer  is  that  devised 
by  Regnault.  This  instrument  consists  of  two  glass  tubes  E  and  D  (Fig. 
176),  the  lower  endsi  of  which  are  closed  by  thin  silver  thimbles.  They 
are  each  closed  at  the  top  by  a  cork,  which  supports  a  delicate  thermo- 

^  The  mass  of  aqueous  vapour  present  in  a  cubic  metre  of  air  is  often  called  the 
absolute  humidity  of  the  air. 
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meter  (t  and  /).     Through  the  cork  in  D  a  glass  tube  A  also  passes,  the 
end  reaching  nearly  to  the  bottom  of  the  thimble.     The  tube  ad  is  con- 
nected by  means  of  the  tubulure,  which  fixes  it  to  the  stand,  and  an  india- 
rubber  tube  with  an 
jt  aspirator    G.      Some 

ether  is  placed  in  the 
thimbles,  and  after  the 
instrument  has  had 
time  to  reach  the 
temperature  of  the  ai  r, 
the  two  thermometers 
are  read,  giving  the 
temperature  of  the 
air,  /j.  The  aspirator 
is  now  started,  and 
draws  air  through  the 
tube  A  into  the  instru- 
ment. This  air  bub- 
bling through  the 
ether  causes  evapora- 
tion, which  cools  the 
ether  and  thimble, 
which  in  turn  cools 
the  air  in  its  immediate 
vicinity.  When  a  film 
of  dew  is  deposited  on 
the  thimble  D,  indicat- 
ing that  the  dew-point 
has  been  reached,  the 
aspirator  is  stopped, 
and  the  temperature 
of  the  thermometer  T  read.  It  is  again  read  when  the  dew  disappears  from 
the  thimble,  and  the  mean  of  these  two  readings  gives  the  dew-point  t^ 

In  the  chemical  hygrometer  a  known  volume  of  air  is  drawn,  by  means 
of  an  aspirator,  through  a  series  of  tubes  containing  substances,  such  as 
anhydrous  calcium  chloride  or  phosphorous  pentoxide,  which  readily 
absorb  moisture.  From  the  difference  in  the  weight  of  these  tubes  before 
and  after  the  passage  of  the  air  and  the  volume  which  has  passed,  the 
absolute  hygrometric  state  of  the  air  («/)  can  be  obtained,  and  W  can  be 
got  from  tables,  if  the  temperature  of  the  air  is  taken. 

The  wet  and  dry  bulb  hygrometer  depends  for  its  action  on  the  fact 
that  the  drier  the  air  is,  the  more  rapid  will  be  the  evaporation  from  a  wet 
body  exposed  to  the  air.  Since  evaporation  requires  the  supply  of  heat 
(latent  heat  of  evaporation),  it  follows  that  the  extent  to  which  a  wet  body 
is  cooled  by  evaporation  will  depend  on  the  hygrometric  state  of  the  sur- 
rounding air.  Two  similar  thermometers  are  fixed  on  a  stand,  the  bulb 
of  one  of  them  being  covered  wi^.h  muslin  kept  moist  by  means  of  a  piece 
of  lamp-wick  which  dips  in  a  vessel  of  water.  Unless  the  air  is  saturated, 
evaporation  will  take  place  from  the  muslin,  and  hence  the  wet  bulb  ther- 
mometer will  indicate  a  lower  temperature  than  the  other,  the  difference 
being  greater  the  greater  the  evaporation,  that  is,  the  drier  the  air.  By 
comparing  the  readings  of  the  wet  and  dry  bulb  thermometers  with  the 


Fig.  176. 

{From  Gattot's  "Physics.'^ 
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humidity,  as  obtained  by  other  hygrometers,  a  table  has  been  drawn  up, 
by  means  of  which,  from  the  reading  of  the  dry  bulb  thermometer,  and 
the  difference  between  the  dry  and  wet  bulb  thermometers,  the  dew-point 
can  be  obtained.  The  indications  of  this  instrument  are,  however,  consider- 
ably influenced  by  its  environment,  also  by  the  action  of  draughts,  &c. 

222*.  EfiTect  of  the  Curvature  of  the  Surface  on  the  Vapour 
Pressure. — The  form  of  the  surface  separating  a  liquid  from  its  saturated 
vapour  has  an  influence  on  the  vapour  pressure,  which  Lord  Kelvin  was  the 
first  to  point  out,  and  which  has  important  applications  in  explaining  the 
condensation  of  vapour  into  liquid  in  such  cases  as  occur  in  clouds. 

Suppose  we  have  some  liquid,  such  as  water,  contained  within  a 
vessel  c  (Fig.  177),  from  which  all  air  has  been  exhausted,  so  that  we 
have  only  to  do  with  the  liquid  below  and  its 
vapour  above.  Further,  let  a  fine  capillary 
tube  AD  of  radius  r  dip  in  the  liquid.  If  the 
liquid  wets  the  glass  it  will  rise  in  the  capillary, 
and  let  the  height  of  the  curved  surface  A 
above  the  plane  surface  B  be  M. 

Now  the  pressure  within  the  vapour  at  the 
level  of  A  will  exceed  tlie  pressure  at  the  level 
of  B  by  the  weight  of  a  column  of  vapour  of 
height  A,  or,  if  <r  is  the  density  of  the  vapour, 
by  ahg  dynes  per  square  centimetre.  Hence, 
if  the  whole  is  at  the  same  temperature,  and 
if  the  vapour  pressure  at  the  concave  surface 
A  is  the  same  as  at  the  plane  surface  B ;  then 
when  the  pressure  at  B  is  equal  to  the  vapour 
pressure  at  the  existing  temperature,  the  pres- 
sure at  A  will  be  less  than  the  vapour  pressure, 
and  so  evaporation  will  still  take  place  from  the  surface  A.  This  would 
involve  a  continuous  circulation  of  the  liquid  up  the  tube,  for  the  height 
h  depends  on  the  surface  tension,  and  must  remain  constant.  Such  a 
continuous  circulation  could,  theoretically,  be  made  to  do  external  work, 
say  by  turning  a  small  turbine  placed  in  the  tube  ;  and  since  the  tem- 
perature is  maintained  constant,  we  should  thus  manufacture  energy, 
which  is  contrary  to  the  law  of  the  conservation  of  energy.  We  there- 
fore conclude  that  the  liquid  and  its  vapour  must  be  in  equilibrium  both 
at  A  and  at  B,  or  that  the  vapour  pressure,  py  at  the  plane  surface  must 
be  greater  than  that,  c,  at  the  concave  surface  A  by  an  amount  equal  to 
the  weight  of  a  column  of  the  vapour  of  height  ^,  ox  p-Z  =  uhg. 

If  the  density  of  the  liquid  is  p,  the  weight  of  the  column  of  liquid  of 
height  h  is  ^igh.  The  difference  in  pressure  between  the  surface  A  and  a 
point  D  withm  the  tube  on  a  level  with  the  surface  is  equal  to  the  weight 
of  the  column  of  the  liquid  of  density  p,  less  the  difference  of  pressure 
between  a  and  B,  due  to  the  weight  of  an  equal  column  of  the  vapour  of 
density  v.  Thus  the  difference  of  pressure  between  a  and  D  is  gh(p  -  tr). 
If  the  liquid  wets  the  tube,  so  that  the  angle  of  contact  is  180**,  it  has  been 
shown  in  §  160  that  the  difference  in  pressure  between  A  and  D  is  equal  to 

2T 

- — 9 

r 

where  T  is  the  surface  tension  of  the  liquid-vapour  surface. 
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Hence,  equating  the  two  values  we  have  obtained  for  the  difference 
of  pressure,  we  get 

or,  substituting  for  h  its  value  {p—cjlag, 

r  tr  ' 

r(p-cr) 

Now  the  curved  surface  of  the  liquid  is,  as  shown  at  the  side,  very  nearly 
a  hemisphere  of  radius  r,  and  we  see  from  the  above  expression  that  the 
decrease  of  vapour  pressure  with  curvature  is  inversely  proportional  to 
the  radius  of  the  spherical  surface.  If,  instead  of  being  concave,  the 
surface  had  been  convex,  such  as  is  the  case  in  a  raindrop,  the  vapour 
pressure  at  the  curved  surface  would  be  greater  than  that  at  a  plane 
surface,  and  this  increase  would  increase  with  the  decrease  in  the  radius, 
r,  of  the  drop.  Thus,  in  the  case  of  very  small  drops,  the  vapour  pressure 
may  be  very  considerably  greater  than  that  corresponding  to  a  plane 
surface  at  the  same  temperature.  The  result  is  that  although  the  air 
may  be  saturated,  as  measured  in  the  ordinary  way  with  a  plane 
surface,  very  small  drops,  so  far  from  increasing  in  size  by  the  con- 
densation of  vapour,  are  actually  evaporating. 

The  above  reasoning  explains  why  it  is  that  if  air  is  perfectly  free 
from  suspended  solid  matter,  or  dust,  it  may  be  cooled  to  a  temperature 
considerably  below  the  dew-point,  without  the  formation  of  drops  of 
water  or  mist.  A  very  small  drop— and  at  first,  in  such  a  dust-free  air, 
all  the  drops  must  be  small — will  have  a  high  vapour  pressure,  and  will 
again  evaporate.  If,  however,  there  is  dust  in  the  air,  the  dust  particles 
will  act  as  nuclei,  so  that  the  water  which  condenses  first  on  them, 
instead  of  being  in  the  form  of  an  excessively  small  spherical  drop,  may 
be  spread  out  into  a  surface  of  comparatively  small  curvature,  so  that 
re-evaporation  will  not  take  place.  The  formation  of  large  drops  is  also 
explained,  for  the  vapour  tension  at  the  surface  of  a  small  drop  will  be 
greater  than  that  at  the  surface  of  a  larger  drop,  and  hence  evaporation 
will  take  place  from  the  small  drops,  and  condensation  on  the  large. 

228.  Sublimation. — Hitherto  we  have  exclusively  considered  the 
passage  of  a  solid  to  the  liquid  state,  and  that  of  a  liquid  to  the  gaseous 
state.  Under  certain  conditions  it  is  possible,  however,  for  a  solid  to 
pass  directly  into  the  gaseous  state  without  passing  through  an  inter- 
mediate liquid  condition.  This  change  from  solid  to  vapour  is  called 
sublimation^  and  is  very  clearly  marked  in  the  case  of  camphor  and 
iodine.  These  bodies,  when  gently  heated,  readily  pass  into  vapour, 
although  the  temperature  has  not  been  sufficiently  high  to  melt  them. 
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Although  to  a  much  less  marked  degree,  ice  exhibits  the  same  phenomena. 
Thus  at  a  temperature  of  -  1°  C.  the  vapour  tension  of  ice  amounts  to 
a42  cm.  of  mercury,  and  a  piece  of  ice  kept  at  this  temperature  will 
sublime  till  the  pressure  of  the  vapour  in  the  surrounding  space  is 
0.42  cm.  of  mercury,  when  equilibrium  will  be  set  up. 

224.  The  Triple  Point.— In  Fig.  174  we  have  given  the  curve  of 
maximum  vapour  pressure  for  a  liquid  (water),  or,  in  other  words,  the  boiling- 
point  for  different  pressures.  This  curve  gives  the  pressure  corresponding 
to  any  temperature  at  which  both  the  liquid  and  the  vapour  can  exist  in 
contact  one  with  the  other  without  their  relative  proportions  altering — i.e. 
they  are  in  stable  equilibrium — and  is  called  the  steam  line. 

As  has  been  seen  in  §  210,  the  melting-point  of  a  solid  depends  on 
the  pressure,  so  that  a  similar  curve  to  the  steam  line  can  be  drawn, 
giving  the  melting-point  at  different  pressures.  Such  a  curve  will  indicate 
the  pressure  corresponding  to  any  temperature  to  which  a  mixture  of  ice 
and  water  must  be  subjected,  in  order  that  the  two  states  may  be  in 
stable  equilibrium.  This  curve  is  called  the  ice  tine.  Finally,  we  may 
have,  as  has  been  mentioned  in  the  previous  section,  a  solid  in  stable 
equilibrium  with  its  vapour,  and  may  therefore  draw  a  third  curve  showing 
the  pressures  at  which,  under  various  temperatures,  a  solid  and  its  vapour 
can  exist  simultaneously.     This  curve  is  called  the  hoar-frost  line. 

The  general  form  of  these  curves  for  water  is  shown  in  Fig.  178.  The 
three  curves  meet  at  the  point  P,  which  is  called  the  triple  point.  Since 
the  steam  line  gives  the 
conditions  under  which  the 
vapour  and  liquid  may  exist 
simultaneously,  the  ice  line 
those  under  which  the  liquid 
and  solid  may  exist  simul- 
taneously, and  the  hoar-frost 
line  those  under  which  the 
vapour  and  solid  may  exist 
simultaneously,  it  is  obvious 
that  at  the  triple  point  all 
three,  solid,  liquid,  and 
vapour,  can  coexist  in  stable 
equilibrium.  The  ice  line  in 
the  case  of  water,  which  ex- 
pands on  solidifying,  so  that 
increase  of  pressure  lowers 
the  melting-point,  slopes 
downwards  towards  the  right.  Since,  however,  the  lowering  per  atmos- 
phere increase  of  pressure  is  only  o^oo75,  the  slope  is  too  small  to  be 
indicated  on  the  figure.  In  the  case  of  a  body  like  paraffin,  which  con- 
tracts on  solidifying,  the  ice  line  would  slope  downwards  and  towards  the 
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left.    The  triple  point  for  water  corresponds  to  a  pressure  of  0.046  om.  of 

\    mercury,  and  a  temperature  a  very  little  above  o'. 

V^  226.  Freezing: -Point  of  Solutions— Cryohydrates.— It  has  long 
\been  known  that  the  freezing-point  of  sea  water  is  lower  than  that  of 
|jure  water,  and  generally  that  the  presence  of  a  salt  dissolved  in  water 
lowers  the  freezing-point.  Of  late  years,  however,  great  attention  has 
been  directed  towards  the  effect  of  a  dissolved  salt  on  the  freezing-point 
of  the  solvent,  and  the  results  are  of  very  great  interest,  both  from  a 
physical  and  a  chemical  standpoint. 

The  first  to  make  anything  like  a  complete  investigation  of  this 
subject  was  Raoult,  and  he  found  that  the  depressions  produced  by  equi- 
molecular  quantities  of  different  substances  dissolved  in  the  same  solvent 
were  approximately  the  same,  so  long  as  the  solutions  were  not  too 
concentrated.  By  equi-molecular  quantities  is  meant  quantities  of  the 
different  substances  proportional  to  their  molecular  weights,  so  that  the 
solutions  contained  equal  numbers  of  molecules  of  the  dissolved  sub- 
stances in  the  same  volume  For  fairly  dilute  solutions  the  depression 
is  proportional  to  the  quantity  of  salt  dissolved.  In  the  following  table, 
the  molecular  depressions  are  given,  z>.  those  which  would  be  produced 
if  the  molecular  weight  in  grams  of  a  body  was  dissolved  in  100  grams 
of  the  solvent.  These  values  are  calculated,  on  the  supposition  that  the 
depression  is  proportional  to  the  concentration,  from  experiments  made 
on  much  more  dilute  solutions,  although  with  such  concentrated  solutions 
this  proportionality  no  longer  exists,  and,  even  if  it  did,  it  would  in  many 
cases  be  impossible  to  obtain  such  concentrated  solutions  at  such  low 
temperatures.  It  is,  however,  convenient  to  reduce  all  results  to  some 
standard  number  of  molecules  of  the  dissolved  substance  to  a  given 
volume  of  the  solvent,  and  the  molecular  weight  in  grams  is  in  many 
ways  a  convenient  number.  The  same  kind  of  convention  is  employed 
when  stating  the  density  of  a  vapour,  in  that  the  density  is  given  for  a 
temperature  of  o**  and  a  pressure  of  a  standard  atmosphere  (§  217), 
although  in  most  cases,  under  these  conditions,  the  vapour  would  have 
condensed  to  a  liquid. 

Molecular  Depressions  for  Solutions  in  Acetic  Acid. 

Chloroform 38^6 

Carbon  bisulphide 38.4 

Ether 39.4 

Formic  acid 36.5 

Sulphur  dioxide 38.5 

Glycerine 36.2  . 

Ethyl  alcohol 36.4 

Sulphuric  acid 18.6 

Hydrochloric  acid 17.2 

Magnesium  acetate 18.2 
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Molecular  Depressions  for  Solutions  in  Bknzenp:. 

Chloroform So'^ 

Carbon  bisulphide 49-7 

Ether 497 

Ethyl  alcohol 25.3 

Formic  acid 23.2 

Acetic  acid 25.3 

Molecular  Depressions  for  Solutions  in  Water, 

Ethyl  alcohol 17^3 

Cane  sugar 18.5 

Acetic  acid 19.0 

Hydrochloric  acid 39.1 

Sulphuric  acid 38.2 

Sodium  chloride 3S.i 

Calcium  chloride 49.9 

It  will  be  seen  from  the  above  numbers  that,  for  any  given  solvent, 
the  values  of  the  molecular  depression  approximate  to  one  of  two  con- 
stant values,  one  of  these  values  being  half  the  other.  If  we  suppose 
that  the  depression  is  proportional  to  the  number  of  dissolved  molecules, 
and  independent  of  the  nature  of  the  mole- 
cules (Van't  HoflPs  theory),  the  lower  value  of 
the  molecular  depression  may  be  due  to  the 
fact  that,  in  some  cases,  the  molecules  have 
formed  into  aggregates  of  two  ordinary  mole- 
cules, so  that  in  the  solution  the  molecular 
weight  is  doubled  ;  or  the  higher  value  maybe 
due  to  the  splitting  up  or  dissociation  of  the 
molecules  when  in  solution.  We  shall  refer  to 
this  question  later,  when  we  consider  electro- 
lytic conduction  (Book  V.  Part  VIII.).  Assum- 
ing that  the  mr  lecular  depression  is  a  constant, 
if  we  know  its  value  for  any  solvent  we  can 
deduce  the  molecular  weight  of  a  body  by 
observing  the  depression  in  the  freezing-point 
it  produces  when  dissolved  in  that  solvent. 

The  most  usual  form  of  apparatus  for  de- 
termining the  freezing-point  is  that  designed 
by  Beckmann,  and  shown  in  Fig.  179.  The 
solution  to  be  examined  is  placed  in  a  glass 
test-tube  A,  which  is  surrounded  by  another  tube  B,  with  an  air  space 
between,  the  whole  being  placed  in  a  glass  beaker  c.  A  freezing  mix- 
ture is  placed  in  c,  and  the  temperature  of  the  solution,  as  indicated  by 
the  thermometer  T,  is  watched.  It  is  generally  found  that  the  solution 
can  be  cooled  down  slightly  below  its  freezing-point  without  ice  forming. 
On  stirring  with  the  platinum  wire  E,  small  crystals  of  ice  are  formed, 
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and  the  temperature  rises  to  a  certain  point,  and  then  becomes  stationary. 
This  temperature  is  the  freezing-point  of  the  solution.  The  rise  in  the 
temperature  is  brought  about  by  the  latent  heat  of  fusion  of  the  small 
quantity  of  ice  formed. 

When  a  dilute  solution  in  water  is  frozen,  at  first  pure  ice  solidifies 
out,  and  on  this  account  the  concentration  of  the  remaining  solution  in- 
creases, and  the  freezing-point  becomes  lower  and  lower.  If  the  process 
is  continued,  a  stage  will  at  length  be  reached  when  the  remaining 
solution  is  saturated  at  the  existing  temperature.  Any  further  cooling 
will  separate  more  ice,  and  hence,  as  the  solution  is  already  saturated, 
some  of  the  salt  must  be  deposited  in  the  solid  state ;  and  since  this 
deposit  of  the  salt  keeps  the  concentration  of  the  solution  constant,  the 
temperature  will  not  change  till  the  whole  of  the  water  and  the  dis- 
solved substance  are  solidified,  one  as  ice,  the  other  as  the  salt.  That 
they  are  deposited  separately,  and  not  in  chemical  combination,  seems 
to  be  indicated  by  the  fact  that  the  ice  may  be  dissolved  out  by  alcohol, 
leaving  a  skeleton  of  solid  salt.  These  combinations  of  the  solvent  and 
dissolved  substance,  both  in  the  solid  state,  have  been  regarded  as 
definite  chemical  compounds,  and  as  such  were  called  cryohydrates. 

In  Fig.  180,  the  ordinates  represent  the  percentage  of  common  salt 
(sodium  chloride)  present  in  a  solution  in  water,  and  the  abscissae  repre- 
sent temperatures.  The  curve  ab  shows  the  freezing-point  of  solutions 
of  different  strengths,  that  is,  the 
temperature  at  which  solids  begin 
to  separate  from  the  solution. 
In  the  portion  bp  of  this  curve, 
the  solid  which  separates  first  is 
pure  ice,  but  at  the  point  P  salt 
also  begins  to  separate  out.  The 
curve  CD  represents  the  quantity  of 
common  salt  which  will  form  a 
saturated  solution  at  different  tem- 
peratures. This  solubility  curve 
cuts  the  freezing-point  curve  at 
the  point  P,  which  corresponds  to 
a  temperature  of  -  22°  C,  so  that 
for  all  the  points  in  the  curve  AB, 
from  B  to  P,  the  solution  is  unsatur- 
ated. At  P,  however,  the  solution  is  saturated,  and  hence  at  P  salt 
commences  to  separate  from  the  solution  in  the  solid  state.  The 
strength  of  the  solution,  when  both  salt  and  ice  are  separated,  is  23.8 
parts  by  weight  of  salt  to  76.2  parts  of  ice,  and  this  is  the  so-called 
cryohydrate  of  sodium  chloride.  It  is  interesting  to  note  that  it  is 
only  possible  to  have  liquid  solutions  of  sodium  chloride  in  states  corre- 
sponding to  the  portion  of  the  diagram  (Fig.  180)  included  between 
the  lines  dp,  pb.     We  cannot,  of  course,  have  stable  solutions  corre- 
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spending  to  points  above  the  solubility  curve  CD.  Supersaturated 
solutions  are  unstable,  for  this  would  involve  a  solution  containing 
a  larger  amount  of  dissolved  salt  than  a  saturated  solution.  To  show 
that  we  cannot  have  a  solution  in  the  state  represented  by  a  point 
to  the  left  of  the  freezing-point  curve  AB,  suppose  that  we  start  with 
a  solution  in  the  state  represented  by  the  point  E,  that  is,  with  a  5  per 
cent,  solution  at  a  temperature  of  0°.  If  this  solution  is  cooled,  the 
change  will  be  shown  by  the  horizontal  line  eg.  When  the  solution  is 
cooled  down  to  a  temperature  of  -3*,  that  is,  when  we  arrive  at  the 
point  F,  where  the  line  eg  cuts  the  freezing-point  *curve,  ice  will  be 
separated,  and  hence  the  concentration  of  the  solution  will  increase. 
Further  cooling  will  thus  cause  us  to  traverse  the  curve  fp,  so  that  we 
shall  not  be  able  to  get  the  solution  into  the  condition  corresponding 
to  any  point  to  the  left  of  the  curve  AB.  After  the  point  p  has  been 
reached,  the  ice  and  salt  will  be  deposited  together  in  constant  pro- 
portion, and  the  temperature  will  remain  constant  till  the  whole  has 
solidified.  When  solidification  is  complete,  the  temperature,  if  the  cool- 
ing is  continued,  will  again  fall,  and,  since  the  percentage  of  salt  is  now 
invariable,  we  shall  ti-avel  along  the  horizontal  straight  line  PQ,  but  we  shall 
no  longer  be  dealing  with  a  solution,  but  with  a  mixture  of  ice  and  salt. 

226.  Heat  of  Solution  — Freezing'  Mixtures.— When  a  body, 
whether  it  is  a  solid,  a  liquid,  or  a  gas,  is  dissolved  in  a  liquid,  both 
being  at  the  same  temperature,  there  is  in  general  a  change  in  tempera- 
ture indicating  either  an  absorption  or  evolution  of  heat.  The  quantity 
of  heat  absorbed  or  liberated  by  the  solution  of  one  gram  of  a  substance, 
in  a  quantity  of  the  solvent  so  large  that  further  dilution  does  not 
produce  any  further  appreciable  thermal  change,  is  called  the  heat  of 
solution  of  the  substance. 

In  the  following  table,  the  heats  of  solution  of  some  substances  in 
water  at  a  temperature  of  about  18**  C.  are  given  : — 


Heat  of  Solution. 


Substance. 


Chlorine 

Carbon  dioxide 

Ammonia 

Hydrochloric  acid         .    • 

Ethyl  alcohol 

Acetic  acid    . 

Sulphuric  acid 

Potassium  hydroxide  (KHO) 

Sodium  chloride    . 

Potassium  chloride 

Mercuric  chloride 

Silver  chloride 


State. 
Gas 

» 
Liquid 

Solid 


Heat  of  Solution     1 
in  Calories.  1 

+  68.9 
+  134.0 
+  495-6 
+  476.1 

+  55.3 
+  7.02 
+  182.5 
+  223.3 

-  18.22 

-59-7 
-12.2 
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In  the  above  table,  a  plus  sign  indicates  that  solution  is  accompanied 
by  evolution  of  heat.  It  will  be  noticed  that  while  gases  and  liquids 
always  give  an  evolution  of  heat  on  solution,  solids  sometimes  give  an 
evolution  and  sometimes  an  absorption. 

By  using  comparatively  large  quantities  of  solid  substances,  for  which 
the  heat  of  solution  is  negative,  dissolved  in  a  limited  quantity  of  water, 
very  considerable  falls  of  temperature  can  be  produced.  This  is  illus- 
trated in  the  following  table  : — 


Freezing  Mixtures. 


Substance. 

Parts  dis- 
solved in 
loo  pans  of 
Water. 

Temperature. 

Before 
Solution. 

After 
Solution. 

Sodium  nitrate        .... 
Calcium  chloride  (cryst.) 
Ammonium  nitrate 

75 

+  13.2 
+  10.8 
+  13-6 

-5-3 

-12.4 
-13.6 

Such  solutions  of  salts  in  water  are  sometimes  used  to  produce  cold, 
and  are  called  freezing  mixtures.  More  efficient  freezing  mixtures  may 
be  employed,  in  which  the  lowering  of  temperature  is  produced  on 
account  of  the  change  of  state  of  one  or. both  of  the  .constituents.  The 
thermal  changes  which  go  on  in  many  of  these  mixtures  are,  however, 
very  complicated.  We  may  take,  as  a  somewhat  simple  example,  the  case 
of  a  mixture  of  ice  and  sodium  chloride.  Suppose  that  powdered  ice  and 
common  salt,  both  at  o**  C,  are  mixed.  The  ice  always  has  a  little  water 
attached,  and  this  water  will  dissolve  some  of  the  salt  to  form  a  solution 
whose  state  must  be  represented  by  a  point  on  the  diagram  (Fig.  180) 
between  the  lines  BP,  ?D.  This  salt  solution  will  practically  dissolve 
some  of  the  ice,  and,  owing  to  the  latent  heat  of  ice,  the  temperature  will 
fall.  The  water  formed  by  the  liquefaction  will  dissolve  some  more  salt, 
and  so  on.  In  this  way  the  temperature  will  gradually  fall,  but  the  state 
of  the  liquid  formed  by  the  melting  of  the  ice  and  the  solution  of  the  salt 
must  always  be  represented  by  a  point  included  between  the  lines  BP 
and  PD.  Hence,  as  the  temperature  falls,  it  will  finally  be  restricted  to 
the  single  composition  containing  23.8  per  cent,  of  salt,  and  the  tem- 
perature will  be  -22*,  that  is,  the  point  P  will  be  reached.  No  lower 
temperature  than  this  can  be  reached,  for  this  would  involve  the  solidi- 
fication of  both  the  water  and  salt,  and  this  operation  would  necessitate 
the  evolution  of  heat.  We  thus  see  how  it  is  that  for  every  freezing 
mixture  there  is  a  minimum  temperature,  below  which  it  is  impossible  to 
go  ;  so  that  with  ice  and  salt,  say,  whether  we  start  with  the  materials 
at  o*  or  at  —  20**,  the  lowest  temperfiture  produced  is  always  —  22°.  It  is 
also  evident  that  the  best  results  will  be  obtained  if  we  take  the  salt  and 
ice  in  the  proportion  of  24  parts  of  salt  to  76  parts  of  ice. 
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The  following  table  gives  some  of  the  common  freezing  mixtures  : — 
Freezing  Mixtures. 


Substance. 

Tcffi  pcrature. 

Parts.    Substance 

Parts. 

At  Start. 

When  all  Snow 
is  Melted. 

Sodium  chloride  . 
Calcium  chloride  (crys.) 
Ammonium  nitrate 
Carbon  dioxide  (solid) . 

33     1     Snow 
100            „ 
100            „ 
—    1    Ether 

100 
70 
131 

o' 
0" 
o'* 

-.22" 
-  54-9 
-17.5       , 

227.  Boiling-Point  of  Solutions.— We  have  in  §  219  considett^d 
Dal  ton's  laws  for  the  vapour  pressure  of  mixtures  of  liquids.  If,  however, 
we  dissolve  a  solid  body  in  a  liquid,  the  vapour  pressure  of  the  solution 
is  less  than  that  of  the  pure  solvent.  Since  a  liquid  boils  when  its  vapour 
pressure  is  equal  to  the  pressure  to  which  it  is  subjected,  it  follows  that 
the  boiling-point  of  such  a  solution  is  raised.  Raoult  has  found  that  for 
dilute  solutions  the  lowering  of  the  vapour  pressure  is  proportional  to  the 
concentration,  and  the  molecular  lowering  (/>.  the  lowering  produced  by 
I  gram-molecule  of  the  solid  dissolved  in  100  grams  of  the  solvent)  is 
independent  of  the  nature  of  the  dissolved  substance.  As  in  the  case  of 
the  depression  of  the  freezing-point,  the  lowering  in  the  vapour  pressure 
has  been  used  to  determine  the  molecular  weight  of  solids  in  solution. 
In  detennining  the  boiling-point  of  a  solution,  the  thermometer  has  to  be 
placed  in  the  boiling  liquid,  since  the  temperature  of  the  vapour  given 
off  is  equal  to  that  over  the  pure  solvent  boiling  under  the  given  pressure. 

228.  Thermal  Phenomena  accompanying  Chemical  Change.— 
We  have  hitherto  considered  the  thermal  phenomena  which  accompany 
physical  change,  and  although  the  corresponding  thennal  considerations 
with  reference  to  chemical  change  belong  more  especially  to  the  science 
of  chemistry,  it  will  be  useful  here  to  very  shortly  refer  to  some  of  them. 

Every  chemical  reaction  is  characterised  by  the  evolution  or  absorp- 
tion of  a  certain  definite  quantity  of  heat,  so  that,  keeping  all  the 
external  conditions  the  same,  if  the  reaction  takes  place  in  the  opposite 
sense,  then  the  thermal  phenomena  simply  change  sign,  the  quantity  of 
heat  involved  being  the  same  as  before.  The  quantity  of  heat  involved 
in  any  given  reaction  depends,  however,  in  a  marked  manner  on  the 
physical  conditions  under  which  the  reaction  takes  place.  Thus  if  2 
grams  of  hydrogen  and  16  grams  of  oxygen,  both  in  the  gaseous  con- 
dition, at  standard  pressure  and  temperature  combine  together  to  form 
water  at  o*,  the  heat  evolved  by  the  reaction  is  68834  calories.  If  the 
result  of  the  reaction  is  to  form  steam  at  100*,  the  heat  evolved  is  only 
58386  calories,  the  difference  representing  the  heat  given  out  by  18  grams 
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of  steam  at  100'*  in  condensing  to  water  at  o"  {i,e,  536  x  18  + 100  x  18).  In 
the  same  way,  if  the  result  of  the  reaction  is  to  give  ice  at  o",  the  heat 
evolved  is  70274  calories  (/>.  68834  + Sox  18). 

The  above  is  an  example  of  a  simple  reaction;  as  a  more  complicated 
reaction,  we  may  take  the  solution  of  metallic  zinc  in  dilute  sulphuric 
acid.  If  65  grams  of  zinc  are  dissolved  in  dilute  sulphuric  acid :  (i) 
water  is  decomposed  and  two  grams  of  hydrogen  are  evolved,  this 
reaction  absorbing  68834  calories,  as  in  the  previous  example ;  (2)  the 
oxygen  combines  with  the  zinc  and  83500  calories  are  evolved;  (3)  the 
oxide  of  zinc  combines  with  the  acid  forming  ZnS04,  and  water  and 
23400  calories  are  evolved.  Hence  the  resultant  thermal  effect  of  the 
whole  reaction  is  that  38066  calories  are  evolved,  since 

38066=  -68834  +  83500+23400. 

If  one  gram  of  diamond  is  converted  into  carbon  monoxide  (CO), 
2140  calories  are  evolved;  if  the  CO  is  then  converted  into  carbon  dioxide 
(CO2),  5720  calories  are  evolved.  Hence  7860  calories  have  been  evolved 
in  the  conversion  of  carbon  (in  the  form  of  diamond)  into  carbon  dioxide, 
the  reaction  having  taken  place  in  two  steps.  If  i  gram  of  diamond  is 
directly  converted  into  carbon  dioxide,  the  heat  evolved  is  7860  calories, 
so  that  the  same  amount  of  heat  is  evolved  whether  the  reaction  takes 
place  in  one  or  in  two  steps.  This  is  an  example  of  the  law  that  when  a 
system  of  bodies  passes  from  one  state  to  another,  the  quantity  of  heat 
evolved  is  independent  of  the  intermediate  states  through  which  the 
bodies  pass. 

229.  Curves  Showing  the  Relations  between  the  TempeFature* 
yolume«  and  Pressure  of  a  Body.— We  have  seen  in  the  previous 
sections  that  the  volume  of  unit  mass  of  a  substance,  the  pressure  to 
which  it  is  subjected,  and  the  temperature  bear  definite  relations  to  one 
another,  and  that  if  we  know  these  three  particulars  we  can  deduce  the 
physical  state  of  the  substance.  The  consideration  of  many  properties 
of  a  substance  are  made  much  clearer  by  drawing  curves  showing  the 
connection  between  these  three  quantities.  Since,  however,  there  are 
three  of  them,  we  cannot  draw  a  single  curve  on  a  plane  surface  to 
represent  the  changes  which  take  place  in  them  all.  A  series  of  curves 
can,  however,  be  drawn  showing  the  relation  between  any  two,  the  third 
being  supposed  to  remain  constant.  There  are  three  possible  kinds 
of  curves,  namely,  (i)  those  showing  the  relation  between  pressure  and 
volume  at  constant  temperature  ;  (2)  those  showing  the  relation  between 
pressure  and  temperature,  the  volume  being  constant ;  and  (3)  those 
showing  the  connection  between  temperature  and  volume,  the  pres- 
sure being  constant.  The  first  of  these,  in  which  the  temperature  is 
constant,  are  called  isothermals ;  the  second,  in  which  the  volume  is 
constant,  isometric  lines  or  isopleres;  and  the  third,  in  which  the  pressure 
is  constant,  isopiestic  lines  or  isobars. 
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280.  Isobars. — As  an  illustration  of  the  use  that  may  be  made  of  the 
isobars,  we  will  examine  the  form  of  these  curves  in  the  case  of  water. 
In  order  to  draw  the  curve  for  a  pressure  of  one  atmosphere,  we  should 
plot  the  volume  of  i  gram  of  water  (in  the  state  of  ice,  water,  or  steam, 
as  the  case  may  be)  as  ordinate  against  the  corresponding  temperature. 
The  following  table  gives  the  volume  of  i  gram  of  water  at  some 
temperatures : — 

Volume  of  i  Gram  of  Water  at  Atmospheric  Pressure. 


Temperature. 

State. 

Volume. 

-10" 

o"* 

0^ 

4^ 

+  50" 

100 

100^ 

150^ 

Ice 
Water 

Steam 

1.0897  C.C 

1.0907  „ 

I.OOOI      „ 

1.0000  „ 

I.0I20     „ 

I.043I      » 
165a 
1870 

To  illustrate  in  a  figure  the  isobar  for  the  range  of  temperature  given 
in  the  table  accurately  to  scale  would  be  impossible,  since  the  change  in 
volume  in  passing  from  water  at  100*  to  steam  at  loo**  is  so  enormously 
greater  than  any  of  the  other  changes  in  volume.  In  Fig.  181,  however, 
some  isobars  are  shown  in  a  diagrammatic  form,  in  particular,  the  increase 
in  volume  during  the  change  into  steam  has  been  indicated  as  being  very 
much  smaller  than  it  really  is,  and  the  change  in  volume  of  the  solid  and 
liquid  produced  by  pressure  is  much  exaggerated.  The  line  abcdef  shows 
the  isobar  for  a  pressure  of  one  atmosphere.  Starting  at  the  lowest  tem- 
perature, at  the  point  a^  as  the  temperature  rises  the  ice  expands.  When 
o*  is  reached  the  ice  begins  to  melt,  and  the  temperature  remains 
constant  till  the  whole  of  the  ice  has  melted,  the  volume  decreasing 
during  this  time,  so  that  the  part  of  the  curve  be  corresponds  to  the 
mixture  of  ice  and  water.  From  o**  to  100"  the  water  expands,  and  at 
100°  the  water  begins  to  change  into  vapour,  the  temperature  again 
remaining  constant,  while  the  volume  changes.  Hence  de  corresponds 
to  the  coexistence  of  liquid  and  vapour.  When  the  whole  of  the  liquid 
has  vaporised,  the  temperature  rises  above  loo**,  and  the  isobar  corre- 
sponds to  a  gas.  Since  the  volume  of  a  perfect  gas  varies  directly  as  the 
absolute  temperature,  the  isobar  for  a  gas  is  a  straight  line  which,  if 
produced,  would  pass  through  the  point  on  the  diagram  corresponding 
to  the  temperature  -  273**  and  the  volume  equal  to  zero.  At  a  tem- 
perature some  way  above  the  boiling-point,  a  vapour  behaves  as  a  perfect 
gas,  so  that  the  remainder  of  the  isobar  above  this  temperature  will  be 
a  straight  line  passing  through  the  point  /=  -273"  and  z/  =  o. 
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If  we  staned  with  a  pressure  of  fifteen  atmospheres,  at  any  tempera- 
ture the  volume  of  unit  mass  would  be  less  than  its  volume  under  a 
pressure  of  one  atmosphere,  and  hence  the  isobar  for  fifteen  atmospheres, 
a^d'df^  lies  below  the  isobar  for  one  atmosphere.  Under  the  increased 
pressure,  the  melting-point  is  lowered  a  little  and  the  boiling-point  is 
raised  to  200**,  and  the  two  vertical  parts  of  the  curve,  which  correspond 
to  a  mixture  of  ice  and  water  in  the  one  case,  and  of  water  and  steam  in 
the  other,  are  farther  to  the  left  and  right  respectively. 
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The  isobar  corresponding  to  a  pressure  of  .04  cm.  of  mercury  is 
peculiar,  and  is  represented  by  the  dotted  lines  mn  and  oP,  Starting 
with  the  solid,  at  this  pressure  the  melting-point  is  slightly  above  0% 
but  at  this  temperature  and  pressure,  as  we  have  seen  (§  224),  we 
may  have  all  three  states,  solid,  liquid,  and  vapour,  existing  simul- 
taneously. Hence  the  isobar  beyond  this  point  is  a  vertical  line  oP^ 
the  part  on  corresponding  to  a  mixture  of  liquid  and  solid,  and  the 
part  nP  to  a  mixture  of  solid  and  vapour.  For  still  lower  pressures 
there  will  be  no  liquid  phase,  so  that  the  ice  will  sublime,  and  the  vertical 
part  of  the  isobar,  n'F^  will  correspond  to  a  mixture  of  solid  and  vapour, 
the  point  where  the  whole  of  the  solid  has  vaporised  being  off  the  top 
of  the  diagram. 

It  is  thus  evident  that  from  a  series  of  isobars  for  a  given  substance 
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we  may  draw  much  information  as  to  its  behaviour  under  various  con- 
ditions of  temperature  and  pressure,  and  we  shall  have  occasion  later  on 
(§  232)  to  again  refer  to  this  diagram. 

281.  Isothermals.  —  When  considering  the  general  form  of  the 
isothermal  curves,  it  will  be  convenient  to  refer  to  the  portion  which 
deals  with  the  passage  from  solid  to  liquid  separately,  since  here  we  have 
to  consider  two  distinct  cases,  namely,  when  the  solid  is  denser  than  the 
liquid,  as  is  the  case  with  paraffin  wax,  and  when  the  liquid  is  denser 
than  the  solid,  as  is  the  case  with  water.  This  consideration  does  not 
apply  to  the  passage  from  liquid  to  gas,  since  the  density  of  the  gas  is 
always  less  than  that  of  the  liquid. 

Let  us  first  take  the  case  of  a  body,  such  as  paraffin  wax,  in  which 
there  is  expansion  when  the  solid  melts.  Here,  as  we  have  seen  in 
§  210,  increase  of  pressure,  since  it  increases  the  density  of  the  liquid, 
will  raise  the  melting-point,  or,  in  other  words,  at  a  high  pressure  the 
liquid  can  pass  into  the  solid  condition  at  a  higher  temperature  than 
it  can  at  a  low  pressure.  Let  ab  (Fig.  182)  represent  the  change  in 
volume  of  oner  gram  of  solid  paraffin  as 
the  pressure  is  lowered,  the  temperature 
being  kept  constant  and  equal  to  /^  At  a 
pressure  corresponding  to  the  point  ^,  let 
the  temperature  /^  be  the  melting-point,  so 
that  the  wax  will  now  start  melting.  During 
the  time  that  the  solid  is  changing  into 
liquid,  the  pressure  will  remain  constant, 
while  the  volume  increases  (wax  expands  on 
melting),  and  the  portion  be  of  the  isothermal 
will  be  parallel  to  the  axis  of  volumes,  />. 
horizontal.  When  all  the  solid  has  melted, 
then,  if  the  pressure  is  further  reduced,  the 
liquid  will  expand,  and  the  line  cd  will  re- 
present the  continuation  of  the  isothermal. 

Suppose  now  that  we  start  at  the  same 
pressure  as  before,  but  at  a  temperature  /^ 
higher  than  /j.  As  the  temperature  is 
higher,  the  volume  is  greater,  the  pressure 
being  the  same,  and  the  isothermal  will 
start  at  the  point  a!.  As  the  pressure  is 
reduced,  the  volume  will  increase,  and  a'b' 

will  represent  the  portion  of  the  isothermal  corresponding  to  the  solid 
state.  Since  the  temperature  is  now  higher  than  before,  fusion  will  start 
at  a  higher  pressure  than  before,  for  the  higher  the  pressure,  the  higher 
the  temperature  at  which  fusion  takes  place.  Hence  the  horizontal 
portion  b'(f  of  the  isothermal,  which  corresponds  to  the  coexistence  of 
the  solid  and  liquid  states,  will  be  at  a  higher  pressure  than  before. 
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When  all  the  solid  has  melted,  the  pressure  will  again  fall  and  the  liquid 
expand,  so  that  dd'  will  represent  the  remainder  of  the  isothermal. 

Next,  considering  the  case  of  a  substance,  such  as  water,  in  which 
there  is  expansion  on  solidification,  so  that  increase  of  pressure  lowers 
the  melting-point,  and  therefore  ice  can  only  be  melted  by  increasing  the 
pressure,  the  temperature  remaining  constant.  We  have  in  this  case  to 
start  with  the  liquid  at  a  (Fig.  183),  say  at  a  pressure  of  a  thousand 
atmospheres  and  a  temperature  of  -  o°.76.    As  the  pressure  is  reduced  the 

water  will  expand,  till  the  pressure  is  re- 
duced to  100  atmospheres^  when  the  water 
will  commence  to  freeze,  and  the  pressure 
will  remain  constant,  the  volume  increasing 
till  all  the  water  is  converted  into  ice. 
When  this  transformation  is  complete,  on 
further  reducing  the  pressure  the  ice  will 
expand.  The  isothermal  will  therefore  have 
the  fonn  abed,  ^ 

Next,  suppose  we  start  at»the  same  pres- 
et 1  vjj^^^ I  sure  as  before,  namely,  1000  atmospheres, 

-j  ^.  .p         PTI^'         but  at  a  higher  temperature,  say  o".     The 

pressure  will  now  have  to  be  reduced  to  one 
atmosphere  before  ice  commences  to  form, 
so  that  the  horizontal  portion  of  the  iso- 
thermal b'dy  which  corresponds  to  the 
coexistence  of  liquid  and  solid,  will  be  at 
a  lower  pressure  than  before,  and  will 
cut  the  isothermal  for  the  lower  tempera- 
ture at  some  point  P.  In  the  first  case 
(Fig.  182),  where  the  body  expands  on 
fusion,  the  isothermals  were  quite  distinct, 
and  nowhere  intersected.  The  intersection  of  the  isothermals  at  P  means 
that  at  the  pressure  OM  there  are  two  temperatures,  /j  and  /jj  at  which 
unit  mass  of  the  substance  has  the  same  volume  on.  In  one  case,  that 
at  the  temperature  /j,  the  substance  is  wholly  liquid,  while  in  the  other, 
/^  the  substance  is  partly  liquid  and  partly  solid. 

The  general  form  of  the  isothermals  for  water  and  steam  are  shown 
diagrammatically  in  Fig.  1 84.  The  horizontal  portions  AB,  CD,  &c,  repre- 
sent the  passage  of  the  substance  from  the  liquid  to  the  gaseous  con- 
dition, during  which  these  two  states  coexist.  The  curve  for  the  vapour 
at  some  distance  from  the  point  B  is  a  rectangular  hyperbola,  of  which  the 
axes  of  pressure  and  volume  are  the  asymptotes,  since   the  vapour  at 

1  If  the  pressure  is  sufficiently  reduced  the  ice  will  sublime,  and  there  will  be  a 
second  horizontal  portion  of  the  isothermal  corresponding  to  the  coexistence  of  the 
solid  and  vapour.  When  the  whole  of  the  ice  has  sublimed,  on  further  reducing  the 
pressure,  we  should  get  the  isothermal  corresponding  to  a  vapour. 
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pressures  removed  from  its  condensing  point  behaves  like  a  perfect  gas, 
and  for  a  perfect  gas  Boyle's  law  holds,  so  that  /z/  «  a  constant,  which 
is  the  equation  to  such  a  rectangular 
hyperbola. 

Suppose  we  start  with  an  iso- 
thermal corresponding  to  a  tem- 
perature /i,  so  that  vaporisation 
commences  at  a  pressure  represented 
by  the  point  A  and  ends  at  B.  Next 
consider  an  isothermal  correspond- 
ing to  a  higher  temperature  /j.  In 
this  case,  since  the  temperature  is 
higher  than  before,  the  vapour  pres- 
sure will  be  greater,  so  that  vaporisa- 
tion will  be  able  to  start  at  a  higher 
pressure  than  before.  At  this  higher 
temperature  and  pressure,  vaporisa- 
tion will  be  complete  at  a  smaller 
volume  than  before,  so  that  the 
change  in  volume,  represented  by 
the  length  of  the  line  CD,  during  the 
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passage  from  liquid  to  gas  will  be  smaller  than  before.  This  decrease  in 
the  change  in  volume  during  the  change  in  state  will  continue  as  the 
isothermals  correspond  to  higher  and  higher  temperatures,  till  finally  a 
temperature  t^  will  be  reached,  such  that  there  is  no  sudden  change  in 
volume,  during  the  passage  at  .or  about  the  point  E,  from  the  liquid  to  the 
gaseous  state.  We  shall  in 
§  232  return  to  this  subject, 
when  considering  the  critical 
temperature  of  a  gas. 

Each  of  the  isothermals 
shows  four  points  at  which  a 
sudden  change  of  direction 
takes  place,  one  each  at  the 
commencement  and  end  of  the 
two  parts  corresponding  to  the 
changes  of  state.  The  broken 
line  ABCD  (Fig.  185)  represents 
a  portion  of  an  isothermal  of  a 
body  which  expands  on  fusion, 
that  is,  the  density  of  the  liquid 
is  less  than  that  of  the  solid,  the 
straight  part  corresponding  to 

a  mixture  of  solid  and  liquid.     Professor  James  Thomson  has  suggested 
that  the  true  form  of  the  isothermal  curve  during  the  change  of  state  is 
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as  shown  by  the  dotted  line,  in  which  no  abrupt  changes  in  the  direction 
of  the  curve  take  place,  and  the  substance  remains  homogeneous  through- 
out On  this  theory,  the  explanation  of  the  fact  that  the  observed  part  of 
the  isothermal  is  the  straight  line  BC  is  that  what  we  observe  must  neces- 
sarily be  the  mean  condition  of  a  very  large  number  of  molecules,  and 
thus  although,  if  we  were  able  to  follow  the  change  in  the  volume,  &c,  of 
a  single  molecule  or  small  group  of  molecules,  they  would  each  be  found 
to  follow  the  dotted  curve,  the  change  from  solid  to  liquid,  or  liquid  to 
vapour,  being  continuous,  yet  in  the  case  of  a  relatively  large  mass  of 
liquid  there  are  a  number  of  such  groups  simultaneously  going  through 
such  a  change,  and  the  integral  result  is  represented  by  the  straight  line 
BC,  the  area  of  the  loop  bef  being  «qual  to  that  of  the  loop  fgc. 

The  part  of  the  curve  between  E  and  G  we  cannot  expect  to  be  able 
to  actually  observe,  for  it  represents  an  essentially  unstable  condition,  as 
an  increase  of  pressure  is  here  accompanied  by  an  increase  of  volume, 
which  increase  in  volume  itself  causes  a  further  increase  of  pressure,  and 
so  on.  The  parts  be  and  GC  correspond,  however,  to  stable  conditions, 
and  hence  we  may  reasonably  hope  that,  under  special  circumstances, 
we  shall  be  able  to  obtain  a  body  in  the  condition  indicated  by  points  on 
these  portions  of  the  isothermal. 

The  form  of  the  isothermal  for  phosphorus  is  similar  to  that  shown 
in  Fig.  185,  by  the  line  abcd.  If,  however,  we  take  some  phosphorus 
in  the  liquid  condition,  as  indicated  by  the  point  C,  it  is  possible,  if 
suitable  precautions  are  taken,  keeping  the  pressure  the  same,  to  cool 
the  liquid  without  its  solidifying,  so  that  the  new  condition  is  represented 
by  the  point  H.  Now  the  points  c  and  H  appear  to  be  on  the  same 
isothermal,  yet  to  pass  from  c  to  H  we  have  lowered  the  temperature  of 
the  body,  or,  in  other  words,  have  not  passed  along  an  isothermaL 

We  are  therefore  driven  to  the  conclusion  that  the  points  H  and  C  are 
not  on  the  same  isothermal,  and  that  the  true  form  of  the  isothermal  is 
really  as  shown  by  the  dotted  lines,  so  that  the  point  H  is  on  the  upper 
part  of  the  serf>entine  of  an  isothermal  corresponding  to  a  lower  tem- 
perature than  the  one  passing  through  C. 

The  case  of  a  "  superheated "  liquid,  in  the  same  way,  realises  the 
portion  be  of  the  isothermal  corresponding  to  the  passage  from  the 
liquid  into  the  gaseous  condition. 

282.  The  Critieal  Point.— In  Fig.  186  are  given  the  isothermals  for 
carbon  dioxide,  as  obtained  by  Andrews.  At  low  temperatures  (I3^I 
and  21^.5),  the  horizontal  part  of  the  curve,  corresponding  to  the  presence 
of  both  liquid  and  vapour,  is  very  marked.  The  curve  for  a  temperature 
of  3 1*. I  has,  however,  quite  a  different  form,  as  there  are  no  longer  sharp 
bends  in  the  curve.  Starting  with  the  gas  at  3I^I,  and  increasing  the 
pressure,  the  volume  diminishes  at  first  slowly,  but  at  a  pressure  of  about 
75  atmospheres  the  volume  diminishes  rapidly,  very  much  as  happens 
during  the  condensation  of  a  vapour,  but  there  is  no  visible  separation  of 


Digitized  by 


Google 


§232] 


The  Critical  Point 


2S1 


the  carbon  dioxide  into  two  distinct  conditions.  As  the  pressure  is 
further  increased  the  volume  diminishes,  but  only  slowly,  the  rest  of  the 
isothermal  curve  resembling  that  for  the  liquid ;  and  for  pressures  of  about 
90  atmospheres  the  volume  is  what  we  should  expect  it  to  be  at  this 
temperature,  from  the  known  coefficient  of  cubical  expansion  of  liquefied 
carbon  dioxide.    Andrews  found  that  at  temperatures  below  3o''.92  there 
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was  a  clearly  marked  passage  from  the  liquid  to  the  gaseous  condition, 
but  that  for  all  higher  temperatures,  starting  with  the  gas,  it  was  possible 
to  compress  it  till  it  possessed  the  density,  &c.,  of  the  liquid,  but  that  no 
abrupt  change  from  one  state  to  the  other  took  place.  This  temperature, 
below  which  the  abrupt  change  from  gas  to  liquid  can  take  place,  is 
called  the  critical  temperature. 

The  isothermals  for  32^5  and  35^5  show  that  at  these  temperatures 
there  is  a  pressure  at  which  the  rate  of  change  of  volume  is  excessive, 
but  this  flattening  of  the  curve  is  less  marked  for  the  higher  temperature. 
At  a  temperature  of  48^I  this  flattening  has  entirely  vanished,  and  the 
curve  is  similar  to  that  obtained  in  the  case  of  one  of  the  so-called 
permanent  gases. 

A  similar  series  of  phenomena  are  exhibited  by  other  substances 
which  can  be  obtained  in  both  the  gaseous  and  liquid  condition.  At 
pressures  below  the  critical  temperature,  if  the  pressure  is  increased 
sufficiently,  there  is  a  sudden  change  from  the  gaseous  to  the  liquid 
condition,  while  for  temperatures  above  the  critical  temperature  there  is 
no  such  abrupt  change,  the  substance  gradually  passing  from  the  condi- 
tion of  a  gas  into  that  of  a  liquid,  the  two  states  never  coexisting. 
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If  on  the  diagram  of  the  isothermals  for  a  substance  we  trace  a  curve 
through  the  points  at  which  lique&ction  commences  and  ends,  we  obtain 
a  curve  such  as  is  shown  dotted  in  Fig.  184.  The  isothermal  for  the 
critical  temperature  will  touch  the  vertex  of  this  curve,  because  for  all 
lower  temperatures  we  get  a  distinct  commencement  and  end  of  liquefac- 
tion. For  the  body  in  the  states  represented  by  all  points  included 
within  this  curve,  we  may  have  the  liquid  and  gas  existing  side  by  side. 
The  point  E,  at  which  the  isothermal  for  the  critical  temperature  touches 
this  curve,  corresponds  to  what  is  called  the  critical  point  of  the  sub- 
stance, and  the  pressure  and  volume  which  correspond  to  E  are  called 
the  critical  pressure  and  volume  of  the  substance  respectively.  It  is  well 
to  remember  that  what  we  mean  by  the  critical  volume  is  the  voliune  of 
unit  mass  of  the  substance  at  the  critical  temperature  and  pressure. 

In  the  isobars  for  water,  shown  in  Fig.  181,  it  will  be  noticed  that  the 
change  in  volume  in  the  passage  from  the  liquid  to  the  gaseous  state 
decreases  as  the  pressure  for  which  the  isobar  is  drawn  increases.  The 
isobar  corresponding  to  the  critical  pressure  is  a  continuous  curve  AEC, 
touching  the  curve  odd!^(fe^  which  can  be  drawn  enclosing  that  portion 
of  the  diagram  corresponding  to  the  possible  coexistence  of  the  liquid  and 
gaseous  states,  at  the  point  E.  The  co-ordinates  of  E  are,  of  course,  the 
critical  temperature  and  volume  respectively. 

The  following  table  contains  the  critical  data  for  some  substances  : — 


Critical  Data 

Temperature 

Pressure  in 

Volume  in  c.c 

in  Degrees  C. 
30.92 

Atmospheres. 
77 

per  Gram. 

Carbon  dioxide 

2.2 

Sulphur  dioxide 

156 

78.9 

1.9 

Ether  . 

194.4 

35.61 

3.8 

Water  . 

365 

195 

2.3 

Oxygen 

-  118 

50.0 

1.5 

Nitrogen 

-  146 

330 

2.7 

Hydrogen     . 

-234 

20.0 

... 

Ammonia     . 

130 

115 

... 

Benzene 

288.5 

47.9 

3.3 

Acetic  acid  . 

321,6 

57.1 

2.8 

233.  Density  of  the  Saturated  Vapour  and  of  the  Liquid  up 
to  the  Critical  Point — At  temperatures  below  the  critical  temperature, 
a  substance  may  exist  either  as  a  liquid  or  as  a  saturated  vapour,  and 
hence  if  we  plot  a  curve  showing  the  connection  between  the  density  of 
a  substance  and  the  temperature,  the  pressure  being  always  such  that  the 
liquid  and  vapour  can  simultaneously  exist,  we  shall  get  a  curve  such  as 
that  given  for  carbon  dioxide  in  Fig.  187.  Thus  at  a  temperature  of  10* 
carbon  dioxide  may  exist  either  as  a  liquid  having  a  density  of  .85,  or  as 
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a  saturated  vapour  having  a  density  of  .14.  As  the  temperature  rises  the 
density  of  the  liquid  decreases,  while  that  of  the  saturated  vapour 
increases  ;  and  when  the  critical  temperature  is  reached,  the  densities  of 
the  liquid  and  vapour  are  equal,  so  that  the  curves  showing  the  density  of 
the  liquid  and  of  the  vapour  meet  at  the  point  P  at  the  critical  temperature. 
It  will  be  noticed,  from  the  curve,  how  very  rapidly  the  density  of  the 
liquid  and  of  the  vapour  change  near  the  critical  temperature,  and  it  will 
be  understood  why  the  accurate  determination  of  the  critical  volume  is 
so  difificult. 
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Cailletet  and  Mathias  have,  however,  shown  that  if  we  take  the 
mean  of  the  densities  of  the  liquid  and  saturated  vapour  at  each 
temjjerature,  and  plot  these  means  on  the  diagram,  the  points  obtained 
will  all  lie  on  a  straight  line  (qp,  Fig.  187)  which  passes  through  the 
critical  point  P.  Thus  by  drawing  the  density  curve,  and  producing 
the  diametral  straijjht  line  to  cut  it,  we  obtain  the  density  at  the 
/critical  point,  from  which,  of  course,  the  critical  volume  can  at  once 
[  be  calculated. 

n\  234.  Van  der  Waa,ls*s  Equation  connecting  the  Pressure, 
volume,  and  Temperature  of  a  Fluid.  — When  considering  the 
kinetic  theory  of  gases  in  §  142,  we  showed  that  if  V  is  the  mean 
velocity  of  the  molecules,  /  the  pressure  to  which  the  gas  is  subjected, 
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and  V  the  volume  occupied  by  unit  mass  of  the  gas,  then,  since  the 
density  is  equal  to  i/v,  we  have 

and  that,  if  Boyle's  law  is  true,  it  follows  that  Kis  constant  at  any  given 
temperature. 

If  T'  is  the  absolute  temperature  of  the  gas,  then  by  Charles's  law 
(§  i97)/^  =  ^^>  where  ^  is  a  constant  depending  on  the  nature  of  the 
gas.     Combining  this  result  with  the  one  just  obtained,  we  get 

In  other  words,  the  mean  velocity  of  the  molecules  of  a  gas  is  directly 
proportional  to  the  square  root  of  the  absolute  temperature. 

Now,  in  obtaining  the  equation  \V^—pv^  we  supposed  that  the 
molecules  exerted  no  attraction  or  repulsion  on  one  another  between 
their  successive  impacts,  and,  further,  we  neglected  the  size  of  the  mole- 
cules. Taking  into  account  the  size  of  the  molecules  and  a  possible 
attraction  which  the  molecules  might  exert  on  one  another,  and  which 
would  be  very  similar  to  that  we  have  assumed  to  exist  in  the  case  of 
liquids  when  dealing  with  capillary  phenomena  (§  157),  Van  der  Waals 
calculated  the  value  of  the  mean  velocity  of  the  molecules,  and  hence 
deduced  an  equation  showing  the  relation  between/, ?/,  and  7',  which  should 
correspond  to  the  equation /z/=V?  7"  that  applies  in  the  case  of  perfect 
gases.  His  calculations  showed  that  the  effect  of  the  attractions  between 
the  molecules  was  to  add  a  term  to  /,  and  he  took  it  to  be  of  the  form 
•  rt/t/*,  where  rt  is  a  constant.  The  effect  of  the  finite  size  Of  the  molecules 
was  to  virtually  diminish  the  volume,  7/,  in  which  the  molecules  can  move 
by  a  constant  amount  b.     His  modified  equation  then  took  the  form 


{p+^^{v-b)  =  RT. 


At  the  absolute  zero,  where  7"=  O,  it  follows  that  7/=^,  for  p  and  -^  must 

Zr 

both  be  positive,  and  hence/  +   ..  cannot  be  zero.     Thus  If  represents 

zr 

the  minimum  volume  a  gas  can  be  made  to  occupy.  If  v  is  very  great, 
/>.  the  gas  is  far  removed  from  its  condensing  point,  the  quantity  ajv^  is 
excessively  small,  and  hence  we  get  the  relation  that  the  volume  of  a  gas 
diminished  by  the  constant  b  (which,  since  by  hypothesis  v  is  larg«,  pro- 
duces little  effect)  is  proportional  to  the  absolute  temperature.  This 
agrees  with  the  observed  fact  that  a  gas,  when  far  removed  from  its  con-  • 
densing  point,  behaves  as  a  perfect  gas,  and  obeys  Boyle's  and  Charles's 
laws. 

By  multiplying  through  by  ?/*,  Van  der  Waals's  equation  may  be 
written  in  the  form 

fv^-v\pb-{-RT)+av-ab^o. 
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Since  a,  b,  and  R  are  constants,  if  we  take  the  pressure  and  tempera- 
ture as  having  some  definite  values,  we  have  a  cubic  equation  from  which 
to  find  V.  It  is  shown,  in  books  on  the  theory  of  equations,  that  a  cubic 
equation  must  necessarily  have  either  one  or  three  real  roots.  Hence  we 
must  have  either  one  or  three  values  of  v  corresponding  to  given  values 
of/  and  T,  In  an  isothermal  curve  T  is  constant,  so  that  a  line  drawn 
parallel  to  the  axis  of  volumes,  and  therefore  corresponding  to  a  constant 
pressure,  must  cut  the  isothermal  in  either  one  place  or  three  places. 
Thus  the  linc/j/j'  (Fig.  188)  cuts  the  isothermal  for  a  temperature  Tj  at 


VOLUME 

Fig.  iSa 


one  place  only,  q^  The  line  /j//,  however,  if  we  assume  the  truth  of 
James  Thomson's  hypothesis  (§  231),  cuts  the  isothermal  at  three  points 
q^  q^  and  q^  As  we  consider  isothermals  nearer  and  nearer  to  the  critical 
point  E,  the  three  possible  values  for  the  volume  get  nearer  and  nearer, 
and  at  the  critical  point  E  they  coincide.  For  all  temperatures  above  the 
critical  temperature  there  is  only  one  possible  value  of  the  volume.  At 
the  critical  point  E  the  three  roots  of  the  cubic  equation  are  all  real  and 
are  equal.  From  this  condition  it  can  be  shown,  if/e»  ^^i  and  7\  are  the 
critical  pressure,  volume,  and  temperature  respectively,  that 

Hence,  since  the  values  of  the  constants  a  and  b  can  be  obtained  from 
the  deviations  of  a  gas  from  Boyle's  law,  we  can  calculate  the  critical  con- 
stants of  a  gas  from  the  observations  on  the  deviations  from  this  law. 
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If  the  pressure  (tt),  volume  (0),  and  temperature  {fi)  of  a  substance 
are  measured  in  fractions  or  multiples  of  the  critical  pressure,  volume,  and 
temperature,  so  that 


we  get 


>=57*"!  ^=3*'^'    ^=2^/ 


Substituting  these  values  in  Van  der  Waals's  equation,  it  reduces  to 

8(9 


(-+^2)(<^-i)  =  -J, 


an  equation  which  does  not  coptain  any  constants,  such  as  <?,  ^,  and  R^ 
which  depend  on  the  nature  of  the  substance,  and  ought  therefore  to  hold 
good  for  all  substances,  whatever  their  chemical  nature. 

Van  der  Waals's  equation 
was  obtained  by  making  cer- 
tain assumptions  which  are 
probably  only  approximately 
true,  and  hence  his  equation, 
although  of  great  interest 
and  undoubtedly  represent- 
ing with  a  certain  amount  of 
accuracy  the  true  relations, 
must  only  be  regarded  as  an 
approximation,  so  that  the 
fact  that  the  values  deduced 
from  it  do  not  exactly  agree 
with  experiment  is  not  sur- 
prising. 

235.  Liquefaction  of 
Gases. — In  order  to  liquefy 
a  gas,  it  is  necessary  to  cool 
it  below  its  critical  tempera- 
ture, and  the  chief  differences 
between  the  methods  em- 
ployed for  liquefying  those 
gases  with  low  critical  tem- 
peratures (the  so-called  per- 
manent gases)  lies  in  the 
different  methods  used  to 
obtain  a  low  temperature. 
One  method  of  obtaining 


Fig.  189. 


a  low  enough  temperature  to  liquefy  oxygen  and  nitrogen  is  that  employed 
by  Wroblewski.    Starting  with  carbon  dioxide  gas,  which  can  be  liquefied 
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by  pressure  alone  at  ordinary  temperatures,  since  the  critical  temperature 
is  31*,  this  is  allowed  to  evaporate  quickly  by  reducing  the  pressure,  and 
the  latent  heat  absorbed  by  a  portion  of  the  liquid  evaporating  reduces 
the  temperature  of  the  remainder  to  such  an  extent  that  it  solidifies.  On 
mixing  the  solid  carbon  dioxide  with  ether,  a  temperature  of  -  77**  C.  is 
obtained.  This  temperature  is  below  the  critical  temperature  of  ethy- 
lene (13**),  so  that  on  pumping  ethylene  gas  into  a  receiver,  immersed  in 
the  solid  carbon  dioxide  and  ether,  liquid  ethylene  is  produced,  and  can 
be  stored  as  a  liquid,  if  the  receiver  is  kept  packed  in  ice.  The  liquid 
ethylene  is  passed  from  the  receiver  A  (f'ig. 
189),  through  a  fine  spiral  copper  tube  B,  which 
is  immersed  in  a  bath  of  solid  carbon  dioxide 
and  ether.  The  liquid,  cooled  down  to  about 
-70",  then  passes  into  the  thin  glass  test- 
tube  c,  which  is  surrounded  by  another  glass 
vessel  D,  the  two  communicating  through  a 
side-hole  K  The  tube  F-is  connected  to  an 
exhaust-pump,  which  draws  off  the  gaseous 
ethylene  as  it  is  produced.  The  liquid  ethy- 
lene, vaporising  rapidly,  produces  a  tempera- 
ture of  about  - 1 50**  C.  The  gas  to  be 
condensed  is  contained  in  a  steel  bottle  O, 
compressed  to  a  pressure  of  about  200  atmos- 
pheres, and  is  conducted  by  means  of  a  tube 
G  to  the  strong  glass  test-tube  H,  which  is 
surrounded  by  the  boiling  ethylene.  Under 
the  influence  of  the  low  temperature  and  the 
high  pressure  the  gas  condenses,  and  collects 
as  a  liquid  in  the  bottom  of  the  tube  H.  The 
temperature  at  which  condensation  takes  place 
is  obtained  by  means  of  a  hydrogen  thermo- 
meter, a  thermo-electric  junction,  or  platinum 
thermometer  T.  By  allowing  the  liquid  oxygen 
which  forms  in  H  to  evaporate  rapidly,  by 
releasing  the  pressure,  or  even  connecting  G 
Avith  an  exhaust-pump,  a  yet  lower  tempera- 
ture can  be  obtained. 

As  an  example  of  another  class  of  apparatus  for  the  liquefaction  of 
gases,  we  may  take  that  used  by  Dewar,  and  shown  in  Fig.  190.  This 
form  of  apparatus  depends,  for  the  production  of  a  low  temperature,  on 
the  fact  that  when  a  gas  expands  against  pressure  it  does  work,  and 
hence  becomes  cooled  (§  252).  Thus  when  a  gas  is  allowed  to  escape  into 
the  atmosphere  from  a  receiver,  in  which  it  has  been  compressed,  it  has 
to  force  back  the  atmospheric  pressure,  and  in  doing  so  becomes  cooled. 

The  inside  of  the  apparatus  is  first  about  half  filled  with  liquid  carbon 


Fig.  190. 
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dioxide  through  the  inlet  on  the  left,  the  supply  being  regulated  by  the 
valve  w,  which  is  worked  by  the  head  B.  This  liquid  can  evaporate  freely, 
and  in  doing  so  becomes  so  much  cooled  that  the  remainder  solidifies. 
The  oxygen,  which  is  stored  under  pressure  in  a  steel  cylinder,  enters  the 
apparatus  by  the  right-hand  inlet,  and  passes  up  through  the  tube'  O.  It 
then  passes  round  the  spiral  s,  which  is  immersed  in  the  solid  carbon 
dioxide,  and  thus  becomes  cooled  to  about  -70*.  Next  the  oxygen 
passes  down  the  spiral  tube  D  to  the  tube  U,  in  the  side  of  which  there 
is  a  very  small  jet,  which  can  be  closed  by  the  rod  V  and  screw  A.  The 
compressed  gas  esc  aping  by  this  jet  and  expanding  becomes  cooled,  and 
this  cooled  gas  passes  up,  as  shown  by  the  arrows,  between  the  spirals  of 
the  tube  D,  through  which  the  oxygen  is  descending,  and  then  escapes 
~  into    the    air.      In    its 

passage  up  between  the 
spirals,  the  cooled  oxy- 
gen cools  the  spirals  and 
the  contained  oxygen,  so 
that  the  oxygen  escaping 
at  the  jet  becomes  colder 
and  colder.  Each  portion 
of  oxygen  as  it  travels 
down  the  spiral  is  cooled 
down  by  the  escaping  gas 
to  the  temperature  this 
has  acquired  by  its  ex- 
pansion at  the  jet,  and 
this  oxygen,  when  it  in 
turn  reaches  the  jet  and 
expands,  becomes  yet 
further  cooled.  This  re- 
generative process  goes 
on  till  the  escaping  gas 
at  the  jet  is  cooled  down  to  its  liquefying  point,  when  liquid  oxygen 
collects  in  the  vessel  G.  This  vessel  is  of  particular  construction,  so  as 
to  reduce  the  conduction  of  heat  from  surrounding  objects  to  the 
liquefied  gas  to  a  minimum.  It  consists  of  a  double-walled  glass 
test-tube,  the  space  between  the  walls  being  exhausted  to  the 
highest  attainable  vacuum.  In  such  a  "vacuum  vessel,"  particularly 
if  the  outside  is  silvered,  so  as  to  be  a  very  bad  absorber  of  radiant 
heat  (§  246),  it  is  possible  to  preserve  liquid  air  for  many  hours. 
A  third  method  of  liquefying  such  gases  as  oxygen  and  air  will  be 
described  in  §  254. 

If  oxygen  is  caused  to  evaporate  rapidly,  by  connecting  a  closed 
vessel  containing  the  liquid  to  an  exhaust-pump,  such  a  low  temperature 
is  obtained  that  the  air  in  contact  with  the  vessel  containing  the  boiling 


Fig. 
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liquid  oxygen  is  liquefied  at  the  ordinary  pressure,  and  may  be  collected 
in  a  vessel  placed  to  catch  it  as  it  drips  down. 

By  allowing  hydrogen  which  was  cooled  to  -  205*  C,  by  passing  first 
through  a  coil  in  a  vessel  B  (Fig.  191)  containing  solid  carbon  dioxide, 
then  through  a  coil  in  a  vessel  C  containing  liquid  air,  which  was  caused 
to  boil  rapidly  by  reducing  the  pressure,  and  under  a  pressure  of  180 
atmospheres  to  escape  through  the  nozzle  G  of  an  apparatus  somewhat 
similar  to  that  shown  in  Fig.  190,  the  vessel  D  being  itself  placed  in  a 
space  kept  below  -  200**,  liquid  hydrogen  has  been  found  by  Dewar  to 
collect.  The  liquid  hydrogen  was  thus  collected  in  the  form  of  a  liquid 
even  at  atmospheric  pressures.  By  introducing  a  glass  tube  filled  with 
helium  into  the  liquid  hydrogen,  a  distinct  drop  of  liquid,  presumably 
helium,  formed  in  the  tube.  Thus  all  the  known  gases  have  been  con- 
densed into  liquids,  and  the  term  "  permanent  gas  *'  has  no  meaning. 
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CHAPTER   IV 
CONDUCTION  OP  HEAT 

286.  Transference  of  Heat.— When  defining  the  higher  of  two 
temperatures,  we  said  that  if,  when  two  bodies  are  brought  near  each 
other,  heat  passes  from  the  one  to  the  other,  the  one  from  which  the  heat 
passes  is  said  to  have  the  higher  temperature.  We  have  now  to  consider 
the  laws  that  govern  the  passage  of  heat  from  one  body  to  another. 
Heat  may  be  propagated  in  three  ways.  In  the  first  place,  heat  may 
travel  from  one  portion  of  matter  to  another  by  what  is  called  radiation, 
and  in  this  process  the  transference  can  take  place  without  the  interven- 
tion of  matter.^  It  is  by  radiation  that  heat  (and  light)  reach  us  from  the 
sun.  In  the  second  place,  heat  may  be  propagated  by  the  actual  visible 
transference  of  matter,  as  in  the  case  when  a  building  is  heat-ed  by  the 
flow  of  hot  water  through  pipes.  This  method  of  propagation  is  called 
convection.  Thirdly,  heat  may  be  propagated  by  conduction.  In  this 
case  the  heat  is  conveyed  by  matter,  but  no  visible  motion  of  the  matter 
itself  takes  place ;  the  heat  is  usually  considered  as  propagated  by  the 
warmer  molecules  heating  the  neighbouring  colder  molecules,  and  so  on. 
Thus,  when  one  end  of  a  metal  rod  is  placed  in  a  flame  and  the  other  is 
placed  in  melting  ice,  it  is  found  that  heat  is  conducted  along  the  rod, 
causing  the  ice  to  be  melted. 

237.  Conduction.— In  order  to  define  the  conductivity  for  heat  of  a 
body,  let  us  suppose  we  had  a  slab  of  the  material  of  thickness  d^  with 
parallel  faces  each  of  area  A,  and  that  the  opposite  faces  are  kept  at  the 
temperatures  /,  and  /«  respectively.  Then  heat  will  be  conducted  by  the 
material  of  the  slab  from  one  face  to  the  other.  Let  Q  units  of  heat  pass 
from  one  face  to  the  other  through  the  slab  in  a  time  r.  Then  it  is 
found  that 

where  i^  is  a  constant  for  any  one  substance,  independent  of  the  thick- 
ness, area  of  the  faces,  and  the  difference  of  temperature  (so  long  as  this 
is  not  too  great),  but  varies  from  one  substance  to  another.  If  we  make 
each  of  the  quantities  W,  ^,  r,  and  the  difference  of  temperature  (/^-A) 
unity,  we  have  that  k  is  equal  to  the  quantity  of  heat  which  would  pass 

1  When  considering  the  subject  of  light,  we  shall  show  that  the  energy,  in  the  case 
of  radiant  heat,  is  propagated  by  a  wave  motion  in  the  ether. 
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between  the  opposite  faces  of  a  slab  of  the  material  of  unit  area  and  of 
unit  thickness  in  unit  time,  when  the  temperatures  of  the  faces  differ  by 
unity.  The  quantity  k  is  called  the  thermal  conductivity  of  the  substance. 
The  difference  of  temperature  between  the  faces,  {t2-t{),  divided  by 
the  thickness,  gives  the  change  of  temperature  per  unit  length  in  the 
direction  in  which  the  heat  is  flowing,  and  is  called  the  temperature 
gradient.  The  rate  at  which  the  temperature  of  a  body,  say  a  metal  rod, 
rises  when  it  is  heated  at  one  end,  depends  not  only  on  the  conductivity 
of  the  material,  but  also  on  the  specific  heat.  Let  c  be  the  specific  heat 
of  the  material  and  p  its  density,  then  the  heat  required  to  raise  the  tem- 
perature of  unit  volume  through  one  degree  is  cp.  Now  the  thermal 
conductivity  k  is  the  quantity  of  heat  which  would  pass  through  a  slab  of 
the  material  of  unit  thickness  and  unit  cross  section,  in  unit  time,  when 
the  temperatures  of  the  two  faces  differ  by  one  degree.  This  quantity  of 
heat  would  raise  the  temperature  of  unit  volume  of  the  material  through 
/*  where  /  is  given  by  the  equation 

k=cp.t. 
Hence  t=k/cp. 

The  quotient  J^jcp,  or  the  coefficient  of  conductivity  divided  by  the  heat 
required  to  raise  the  temperature  of  unit  volume  through  one  degree,  is 
called  the  diffusivity  or  coefficient  of  thermometric  conductivity  of  the 
material. 

238.  The  Measurement  of  the  ConductiYity  of  Solids.— If  one 
end  of  a  long  bar  is  heated,  and  a  series  of  thermometers  arc  placed  in 
small  holes  drilled  in  the  bar,  the  readings  of  the  thermometers  will 
increase.  The  thermometer  nearest  the  heated  end  will  rise  first,  the 
others  following  in  succession.  After  a  time  the  temperature  of  all  parts 
of  the  bar  will  become  constant,  but  diminishing  gradually  from  the 
heated  end  to  the  other  end.  When  this  occurs,  the  heat  supplied  to  the 
bar  at  the  hot  end  during  each  second  is  exactly  equal  to  that  lost  by 
radiation  and  conduction  from  the  sides  and  the  cold  end.  Let  a  curve 
AB  (Fig.  192)  be  drawn  such  that  the  abscissa?  represent  distances  along 
the  bar,  measured  from  the  heated  end,  and  the  ordinates  represent  the 
corresponding  temperatures.  If  we  consider  two  cross  sections  of  the 
bar  at  M  and  N,  the  temperatures  at  these  points  being  represented  by 
MR  and  NS,  the  difference  in  temperature  between  these  two  sections  is 
equal  to  MR  -  NS  or  to  RP.  Of  the  heat  which  crosses  the  section  of  the 
bar  at  M,  part  is  conducted  on  and  crosses  the  section  at  N,  while  the 
rest  is  radiated  from  the  outside  surface  of  the  bar  between  the  two 
sections.  By  taking  the  distance  MN  between  the  two  sections  sufficiently 
small,  the  quantity  of  heat  lost  by  radiation  from  the  edges  of  this  small 
section  of  the  bar  bears  so  small  a  proportion  to  the  heat  conducted 
through  the  section,  that  we  may  neglect  it.    Also,  since  the  points  R 
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and  s  are  so  near  together,  we  may  take  the  temperature  curve  between 
these  points  as  being  a  straight  line  tangential  to  the  curve.  Hence  if 
A  is  the  area  of  cross  section  of  the  bar,  and  k  the  conductivity  of  the 


M       N 
DISTANCE    ALONG     BAR 

Fig.  192. 


L      X 


material  of  which  the  bar  is  composed,  we  have  that  the  quantity  of  heat 
Q  which  passes  through  the  section  MN  in  unit  time  is  given  by 

MN 

If  the  tangent  to  the  temperature  curve  at  R  or  s  makes  an  angle  a  with 

the  axis  of  A',  then,  since  MN  =  PS,  we  have 

PR     ^ 
=  tan  a. 

MN 
Hence  Q~kA  tan  a. 

If  the  bar  is  sufficiently  long,  there  will  be  some  point  L  which  is  at 
the  same  temperature  as  the  surrounding  air,  then  all  the  heat  which 
passes  through  the  section  MN  must  be  lost  by  radiation  from  the  surface 
of  the  bar  between  N  and  L.  Hence  if  we  can  measure  the  heat  lost  by 
radiation  by  the  portion  NL  of  the  bar,  we  shall  know  Q ;  and  then  from 
the  cross  section.  A,  of  the  bar  and  the  angle,  a,  made  by  the  tangent  to 
the  temperature  curve  at  N,  with  the  axis,  we  can  calculate  the  con- 
ductivity k. 

In  order  to  determine  the  heat  lost  by  radiation,  a  separate  experi- 
ment is  made,  in  which  a  short  bar  of  the  same  material,  and  having  its 
surface  in  the  same  condition  as  that  of  the  long  bar,  is  heated  uniformly 
to  a  temperature  slightly  higher  than  that  at  the  point  N,  and  is  then 
allowed  to  cool  by  radiation,  the  temperature  being  read  at  short  inter- 
vals by  means  of  a  thermometer  placed  in  a  small  recess  in  the  bar. 
Knowing  the  specific  heat  of  the  material  and  the  mass  of  this  short  bar, 
the  quantity  of  heat  lost  in  one  second  by  unit  length  of  the  bar  at  dif- 
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ferent  temperatures  can  be  obtained  in  the  same  way  as  was  done  in  the 
case  of  the  calorimeter  in  §  201.  Hence  the  quantity  of  heat  lost  by  each 
unit  of  length  of  the  first  bar  between  N  and  L  per  unit  time  at  its  tem- 
perature, as  given  by  the  temperature  curve,  can  be  obtained,  and  the  sum 
of  these  quantities  of  heat  gives  g. 

Experimenting  by  this  method,  Forbes  obtained  0.207  for  the  con- 
ductivity of  wrought  iron  at  o^,  and  0.157  at  I0o^ 

In  order  to  compare  the  relative  conductivities  of  bars,  use  is  made 
of  the  relation  that  the  conductivities  are  proportional  to  the  squares  of 
the  distances  of  points  of  equal  temperature  from  the  source  of  heat.  In 
order  to  make  the  loss  of  heat  from  the  surface  of  the  bars  the  same  in 
all  cases,  they  are  either  coated  with  lamp-black  or  electroplated  with 
silver.  In  the  experiments  of  Wiedemann  and  Franz,  one  end  of  the  rods 
were  heated  to  100°  in  a  steam  bath,  and  the  temperature  at  different 
points  was  obtained  by  means  of  a  thermo-electric  junction. 

Another  method  of  measuring  the  conductivity  of  fairly  good  conduc- 
tors of  heat,  such  as  metals  which  can  be  obtained  in  large  pieces,  is 
illustrated  diagrammatically  in  Fig.  193.  The  material  to  be  tested  is  in 
the  form  of  a  thick  block  A.     One  face  of  this  block  closes  the  circular 


Fig.  193. 


end  of  a  cylindrical  steam  chamber  c.  This  chamber  is  surrounded  by 
a  larger  chamber  B,  and  they  are  both  supplied  with  drain  tubes,  by 
means  of  which  the  condensed  steam  may  be  drawn  off.  The  opposite 
face  of  A  closes  two  exactly  similar  cylindrical  boxes,  which  are  filled 
with  pounded  ice.  Two  fine  holes  are  bored  into  A  in  planes  parallel  to 
the  faces  to  which  the  cylinders  are  attached,  and  into  these  are  inserted 
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two  delicate  thennometers,  or  thermo-elements  (§  498),  which  serve  to 
measure  the  difference  in  temperature  between  two  planes  in  the  material 
at  a  distance  d  apart.  The  outside  cylinder  B  preserves  the  inside 
cylinder  from  loss  of  heat  by  radiation  and  conduction,  except  on  the  face 
in  contact  with  A.  Hence,  xiiv  is  the  weight  of  water  collected  at  G  in  a 
second,  this  means  that  wL  thermal  units  have  been  conducted  into  a, 
through  an  area  A^  where  L  is  the  latent  heat  of  steam,  and  A  is  the  area 
enclosed  by  c.  In  the  same  way,  if  iv^  is  the  weight  of  water  collected 
at  F  per  second,  and  I.^  is  the  latent  heat  of  ice,  w^L^  units  of  heat  have 
been  given  up  by  an  area  A  of  the  surface  of  the  substance  A.  Now 
if  the  outside  cylinders  B  and  D  are  sufficiently  large,  so  as  to  include  a 
wide  annulus  of  the  surface  of  A,  the  flow  of  heat  within  the  block  will, 
as  indicated  by  the  dotted  lines,  be  quite  uniform  between  the  portions 
of  the  opposite  surfaces  enclosed  by  c  and  K.  Thus  all  the  heat  that 
enters  from  c  and  leaves  to  E  will  travel  across  an  area  A  in  the  planes 
containing  the  thermometers  1\  and  T,^     Thus 

SO  that  k  can  be  calculated. 

In  the  case  of  bad  conductors  of  heat  a  somewhat  similar  method  is 
employed,  only,  since  these  have  to  be  taken  in 
thin  slabs,  it  is  possible  so  to  arrange  matters 
that  the  loss  of  heat  by  the  edge  is  very  small 
compared  to  the  quantity  of  heat  which  passes 
through,  for  in  a  thin  disc  the  area  of  the 
cylindrical  surface  bears  only  a  small  ratio  to 
the  area  of  the  faces. 

A  diagrammatical  section  of  an  arrangement 
used  by  Lees  is  shown  in  Fig.  194.  Two  thin 
discs  A,  a'  of  the  material  are  each  placed  be- 
tween two  copper  discs  B,  b'  and  C,  c',  while 
the  discs  B,  b'  are  fixed  to  the  opposite  sides  of 
a  flat  coil  D  of  insulated  platinoid  wire.  An 
electric  current  is  passed  through  this  coil, 
through  the  wires  E,  e',  and  the  amount  of 
heat  liberated  per  second  is  calculated  from 
the  value  of  the  current  and  the  resistance 
of  the  coil  (§  493).  A  very  little  glycerine  is 
placed  between  the  discs  A,  a'  and  the  copper 
discs  so  as  to  insure  good  thermal  contact. 
The  copper  discs  are  such  good  conductors 
that  the  temperatures  as  given  by  the  thermo-elements  7\,  T<^  T^  T^,  which 
fit  into  fine  holes  drilled  in  these  discs,  may  be  taken  as  being  the  tem- 
peratures of  the  surfaces  of  the  discs  A,  a'.     Thus,  knowing  the  quantity 
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of  heat  supplied  to  D,  the  temperatures  of  the  faces  of  the  discs  A,  a'  and 
their  thicknesses  and  areas,  we  can  calculate  the  thermal  conductivity  as 
before.  A  correction  can,  if  necessary,  be  applied  for  the  loss  of  heat  by 
the  edges  of  the  discs,  and  conduction  along  the  wires  E,  e/  and  the 
thermo-element  wires. 

The  following  table  gives  the  thermal  conductivity  of  some  solids  at 
ordinary  temperatures  :-  - 


Therma 


I 


Silver 
Copper  . 
Aluminium 
Iron 
Zinc 
Granite  . 


Conductivity  in  Calories/Cm.Sec. 


1.096 
1. 04 1 

0.344 
0.167 
0.303 
0.005 


Marble 
Glass  . 
Cork   . 
Sulphur 
Paraffin 
Horn  . 


0.005 

0.0025 

0.0007 

0.00067 

0.0002 

0.00009 


289.  Temperature  of  the  Earth's  Crust.— An  interesting  problem 
in  connection  with  the  conduction  of  heat  in  solids  is  furnished  by  the 
crust  of  the  earth.  The  surface  of  the  earth  is  alternately  heated  and 
cooled,  and  thus  we  have  a  series  of  waves  of  heat  due  to  the  heating 
during  the  day  and  to  the  cooling  during  the  night,  as  well  as  a  series 
due  to  the  heating  during  the  summer  being  above  the  average,  and  that  in 
the  winter  below  the  average,  which  start  at  the  surface  and  travel  towards 
the  centre  of  the  earth.  The  diurnal  wave  is  only  sensible  at  depths  of  2  or 
3  feet,  while  the  annual  wave  can  be  traced  to  a  depth  of  about  50  teet. 


DIURNAL 

VARIATIONS 

MAV 

1895. 

MONTREAL 

M 

r^ 

f^ 

/n 

4 

ir< 

^ 

IS 

PI 

10. 

aw 

OF 

loy 

\m 

K 

\ 

r 

\ 

i 

\ 

N 

7' 

\ 

y 

f 

> 

s 

/ 

Ss 

^ 

N 

r  ' 

'^^ 

/ 

J 

J 

s 

s^ 

f 

la 

„ 

Z' 

'^ 

^ 

f 

^ 

^ 

\y 

^ 

IS' 

^ 

^ 

~-^ 

^ 

^ 

^ 

1 

^ 

^ 

, 

i 

^ 

n 

** 

^ 

_ 

^ 

1 

^^ 

^ 

rar 

^ 

J-— 

"^ 

1 

MOM.e^ 

rt/£s.  7Zf* 

*KCO,  tfCP 

TWl/^S.STi* 

^^/.  m  zi*  1 

Fig.  195. 

The  kind  of  change  obtained  at  moderate  depths  by  Callendar  is 
shown  in  Fig.  195.  The  three  curves  show  the  temperature  recorded  by 
thermometers  placed  at  depths  of  4  inches,  10  inches,  and  20  inches 
respectively,  below  the  surface  of  the  ground  at  Montreal,  Canada.     The 
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ground  consisted  of  a  light  brown  sandy  soil  with  turf  on  the  surface. 
It  will  be  noticed  that  at  20  inches  below  the  surface  the  diurnal  change 
can  hardly  be  detected. 

1896  1897 
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In  Fig.   196  the  mean  temperature  of  the  air  and  of  the  earth  at 
depths  of  4  inches,  20  inches,  and  9  feet,  are  given  for  a  whole  year. 
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While  the  maximum  air  temperature  occurs  in  August,  at  a  depth  of 
9  feet  the  maximum  does  not  occur  till  early  in  October. 

The  fneofi  temperature  of  the  earth's  crust  is,  however,  found  to 
increase  steadily  as  we  descend.  The  rate  of  increase  with  depth  varies 
very  much  with  the  geological  conditions,  but  amounts  on  the  average 
to  about  r  C.  for  a 'depth  of  28  metres  or  30  yards.  Since  heat  always 
flows  from  places  of  high  to  places  of  low  temperature,  this  increase  of 
temperature  with  the  depth  shows  that  there  must  be  a  continuous  flow 
of  heat  from  the  interior  of  the  earth  to  the  surface,  and  from  the  con- 
ductivity of  the  crust  and  the  temperature  gradient  the  loss  of  heat  in 
a  year  can  be  calculated.  From  the  present  rate  of  loss  we  can  then 
calculate  what  the  temperature  of  the  earth  must  have  l>een  in  times 
past,  and  in  this  way  Lord  Kelvin  has  shown  that  it  cannot  be  more 
than  200,000,000  years  since  the  earth  was  a  molten  mass  on  the  outside 
of  which  a  solid  crust  was  just  forming. 

240.  The  Measurement  of  the  Conductivity  of  Liquids.— When 
measuring  the  conductivity  of  solids,  we  are  not  troubled  with  convection; 
in  the  case  of  fluids,  however,  it  is  extremely  difficult  to  arrange  for  con- 
duction to  take  place  unaccompanied  by  convection.  When  the  lower  strata 
of  a  fluid  are  heated,  the  fluid  expands  and  becomes  less  dense,  and  hence 
the  heated  portions  stream  up  through  the  colder,  which  sink  to  the  bottom. 
These  convection  currents  tend  to  equalise  the  temperature  throughout  the 
fluid  mass.  When  a  Hquid  is  heated  at  the  top,  convection-  currents  are 
to  a  great  extent  eliminated,  and  the  passage  of  heat  to  the  lower  strata 
is  excessively  slow,  except  in  the  case  of  mercury  and  molten  metals. 

The  conductivity  of  water  has  been  measured  by  Bottomley,  using  a 
modification  of  the  form  of  the  experiment  originally  due  to  Despretz.  The 
water  is  contained  in  a  cylindrical  vessel  A(Fig.  197), 
and  the  heat  is  supplied  by  gently  pouring  a  stratum 
of  hot  water  on  a  wooden  float  placed  on  the  surface 
of  the  water.  Four  thermometers,  T^,  T2,  T3,  T4,  are 
placed  with  their  bulbs  in  the  positions  shown. 
The  two  thermometers  T^  and  Tg  give  the  difi*er- 
ence  of  temperature  of  the  faces  of  a  horizontal 
stratum  of  the  liquid  of  known  thickness.  The 
quantity  of  heat  which  flows  through  this  stratum 
per  second  is  obtained  by  observing  the  change 
of  temperature  of  the  mass  of  the  liquid  below  the 
stratum,  the  thermometer  T3,  the  bulb  of  which 
extends  from  the  stratum  to  nearly  the  bottom  of 
the  vessel,  giving  the  mean  temperature.  As  soon 
as  the  wave  of  heat  reaches  the  bottom  of  this 
thermometer,  as  indicated  by  the  themiometer  T4,  the  experiment  is 
stopped.  In  this  way  Bottomley  found  the  number  0.002  for  the  con- 
ductivity of  water. 


Fig. 


197. 
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Lees  has  employed  the  disc  method  described  in  the  preceding 
section  to  measure  the  conductivity  of  liquids.  The  liquid  is  enclosed 
by  an  ebonite  ring  fixed  between  the  discs  A  and  C  (Fig.  194).  A 
correction  is  applied  for  the  conductivity  of  the  ring,  and  the  discs  are 
placed  horizontal,  with  the  hot  side  of  the  liquid  film  uppermost,  to 
reduce  the  effects  of  convection  currents. 

The  following  table  gives  the  thermal  conductivities  of  some  liquids: — 


Thermal  Conductivity  of  Liquids  in  Caloriks/Cm.Sec. 

Water  .         ;        .        .     0.0014     ■     Ether    ....    0.0003 
Glycerine  0.0007  Mercury  .         .     0.0152 

Ethyl  alcohol  .     0.0004 


241.  The  Measurement  of  the  Conductivity  of  Gases.— The 
detennination  of  the  conductivity  of  a  gas  is  a  problem  of  even  more 
difficulty  than  the  measurement  of  the  corresponding  quantity  in  the 
case  of  a  liquid,  for  convection  currents  play  even  a  more  prominent  part 
than  before,  and  it  is  difficult  to  separate  the  effect  due  to  conduction 
and  radiation. 

It  follows  from  the  kinetic  theory  of  gases,  and  has  been  found  by 
experimei}t,  that  the  conductivity  of  a  gas  is  independent  of  the  pressure 
so  long  that  this  is  not  reduced  so  much  as  to  make  the  mean  free  path 
(§  1 4 1 )  of  the  molecules  of  appreciable  magni- 
tude with  reference  to  the  dimensions  of  the 
vessel  enclosing  the  gas. 

In  the  experiments  made  by  Miiller,  using 
a  method  previously  employed  by  Kundt  and 
Warburg,  a  small  spherical  glass  globe  A 
(Fig.  198),  containing  mercury,  is  used  as 
the  hot  body.  This  globe  forms  the  bulb  of 
a  mercurial  thermometer,  on*  the  stem  of 
which  there  is  an  enlargement  B  that  acts  as 
a  stopper  to  the  spherical  glass  vessel  c. 
The  air  from  between  a  and  c  can  be  ex- 
hausted through  a  side-tube  D.  The  whole 
apparatus  having  been  heated  to  a  known 
temperature,  say  100°,  and  the  air  exhausted 
to  the  required  amount,  the  globe  C  is  plunged 
into  a  vessel  containing  water  which  is  kept 
at  a  known  constant  temperature,  or  into  a 
mixture  of  ice  and  water.  The  times  taken 
for  the  thermometer  to  fall  through  a  given  interval,  say  10*,  are  then 
noted.  Knowing  the  "water  equivalent"  (§  201)  of  the  thermometer 
bulb  A,  the  quantity  of  heat  which  must  be  lost  for  the  temperature  to 


Fig.  198. 
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fall  10*  can  be  calculated,  and  hence  the  quantity  of  heat  which  passes 
from  A  to  C,  through  the  air  which  is  enclosed  between  them,  is  known. 
This  loss  of  heat  may  be  due  to  three  causes — (i)  conduction,  (2)  radia- 
tion, and  (3)  convection. 

Of  these  the  third,  namely,  that  due  to  convection,  varies  with  the 
pressure.  Now  it  is  found  experimentally  that,  in  the  case  of  air,  the 
rate  of  loss  of  heat  by  A,  at  any  given  temperature,  decreases  as  the 
pressure  is  decreased  till  a  pressure  of  about  15  cm.  of  mercury  is 
reached,  and  then  remains  constant  down  to  a  pressure  of  about  o.  i  cm. 
Hence  for  pressures  between  1 5  cm.  and  o.  i  cm.  the  loss  of  heat  due  to 
convection  currents  is  inappreciable,  and  therefore  the  observed  rate  of 
loss  is  due  to  conduction  and  radiation  only.  In  order  to  separate  the 
effect  of  these  two  causes,  two  methods  have  been  employed.  In  one  of 
these  the  globe  is  exhausted  to  the  best  vacuum  obtainable,  particular 
attention  being  paid  to  the  removal  of  the  last  traces  of  mercury  vapour 
from  the  globe.  The  rate  of  loss  of  heat  is  then  measured,  and  since 
there  is  now  practically  no  gas  present,  the  loss  is  taken  to  represent  the 
loss  due  to  radiation  only.  Deducting  this  loss  from  that  obtained  when 
the  pressure  was  about  2  cm.,  the  loss  due  to  conduction  alone  is 
obtained.  As  an  example,  the  times  taken  to  cool  from  ^^.%Z  to  58**. 88 
at  different  pressures  were  as  follows  : — 

Pressure    ....     1.5  cm.     i.o  cm.     0.5  cm.     0.0  cm. 
Time  to  cool  1".        .        .     3.6  sec.    3.7  sec,    3.6  sec.     8.0  sec 

Thus  at  pressures  of  1.5,  i.o,  and  0.5  cm.  the  rate  of  cooling  was 
constant,  while  at  the  best  attainable  vacuum  it  was  only  about  half 
as  much. 

Another  method  of  allowing  for  the  radiation  is  to  repeat  the  observa- 
tions with  an  outside  vessel,  such  as  E,  of  a  different  size  to  the  first. 
Since  the  thickness  of  air  between  the  hot  body  and  the  walls  of  the 
vessel  is  different  in  the  two  cases,  the  loss  of  heat  by  conduction  will 
be  different.  The  loss  of  heat  by  radiation  will,  however,  at  any  given 
temperature,  be  the  same  as  before.  Hence,  by  making  experiments  with 
outer  vessels  of  two  sizes,  the  loss  of  heat  by  radiation  can  be  allowed  for. 

_  calories 

The  conductivity  of  air  obtained  by  Miiller  was  0.000056 

cm.  sec. 

Kundt  and  Warburg  found  the  conductivity  of  hydrogen  to  be  7.  i  times 

that  of  air,  and  that  of  carbon  dioxide  0.59  times.     Combining  these 

results  with  the  value  for  air  given  above,  we  have  : — 

Conductivity  of  Heat  in  Gases. 

Hydrogen 0.00040  calories/cm.sec. 

Air 0.000056  „ 

Carbon  dioxide  ....    0.000033  „ 
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242.  The  Spheroidal  State.— If  a  metal  plate  is  heated  to  a 
temperature  very  considerably  above  100°  C,  and  a  few  drops  of  water 
are  thrown  on  it,  these  do  not  immediately  boil  away,  as  occurs  when 
the  temperature  of  the  plate  is  only  a  few  degrees  above  loo^  The 
general  appearance  of  the  drops  of  water  resembles  that  of  mercury  on 
a  glass  dish,  for  if  the  drops  are  small  they  are  almost  spherical,*  while 
as  the  quantity  of  water  is  increased  they  become  more  and  more 
flattened.  That  evaporation  is  going  on  all  the  time  is  shown  by 
the  gradual  diminution  in  the  size  of  the  drops.  The  liquid  in  this 
experiment  is  said  to  be  in  the  spheroidal  state,  and  the  slow  evapora- 
tion is  due  to  the  fact  that  it  is  not  in  contact  with  the  hot  metal,  but  is 
separated  from  it  by  a  thin  layer  of  vapour,  which  is  being  continually 
renewed  by  evaporation  fi^om  the  lower  surface  of  the  drop.  The 
vapour  being,  like  all  gases,  a  very  bad  conductor  of  heat,  the  water 
only  slowly  acquires  heat  from  the  metal,  while  the  heat  lost,  owing  to 
the  evaporation  which  is  taking  place  at  the  under  side,  due  to  the  latent 
heat  of  vaporisation,  is  sufficient  to  keep  the  temperature  of  the  drop 
below  the  boiling-point. 

If  the  drop  is  placed  on  a  flat  and  level  metal  plate,  it  is  possible  to 
see  between  the  drop  and  the  surface  of  the  plate,,  thus  showing  that 
there  is  no  true  contact  between  the  liquid  and  metal.  The  phenomenon 
is  also  exhibited  by  other  liquids,  the  only  condition  being  that  the  metal 
plate  must  have  a  temperature  considerably  higher  than  the  ordinary 
boiling-point  of  the  liquid. 

1  The  spherical  shape  is  due  to  the  action  of  surface  tension  (§  157). 
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RADIANT  HEAT 

24a  Prevost's  Theory  of  Exchanges.— As  we  have  seen  in  the 
last  section  but  one,  when  a  hot  body  is  suspended  in  a  gas,  cooling 
takes  place  due  to  two  distinct  causes.  In  the  first  place  there  is  loss 
of  heat  due  to  convection  currents  set  up  in  the  gas,  and  to  conduction 
through  the  gas,  both  of  which  depend  on  the  presence  of  matter,  while 
in  the  second  place  heat  is  radiated  in  all  directions,  independently  of  the 
presence  or  absence  of  matter.  Hence  the  rate  of  cooling  depends  on  two 
distinct  terms,  one  due  to  convection  and  conduction,  and  the  other  to 
radiation.  In  the  case  of  convection,  the  heat  energy  is  conveyed  by  the 
circulation  of  comparatively  large  groups  of  molecules  at  the  higher 
temperature,  all  moving  together,  while  in  conduction  the  energy  is  handed 
on  from  molecule  to  molecule,  owing  to  their  impacts.  In  radiation 
the  energy  is  conveyed  by  waves  set  up  in  the  luminiferous  ether  by 
the  vibrations  of  the  heated  molecules,  or  rather  atoms  within  the 
molecules.  While  in  the  case  of  convection  and  conduction  the  medium 
through  which  the  heat  is  propagated  becomes  heated,  this  is  not 
necessarily  the  case  with  radiation.  Thus  the  radiant  heat  which 
reaches  the  earth  from  the  sun  does  not  heat  the  intervening  inter- 
planetary space.  If  the  body  is  suspended  in  a  vacuum,  then  we  have 
only  to  deal  with  radiation.  Suppose,  therefore,  that  we  have  a  vessel 
which  is  free  from  air,  and  the  walls  of  which  are  kept  at  a  constant 
temperature  by  the  vessel  being  immersed  in  a  water  bath,  and  that  we 
introduce  into  this  vessel  a  body  at  a  higher  temperature  than  the  walls 
of  the  vessel.  Under  these  circumstances  the  hot  body  will  lose  heat  by 
radiation,  and  this  passage  of  heat  from  the  hot  body  to  the  walls  will 
continue  till  its  temperature  becomes  the  same  as  that  of  the  walls. 
Again,  if  a  body  at  a  lower  temperature  be  introduced,  heat  will  be 
radiated  by  the  walls  to  the  body,  and  its  temperature  will  rise  till 
equality  of  temperature  is  rcciched.  If,  now,  the  body  is  removed  from 
the  enclosure  and  placed  in  an  enclosure  at  a  lower  temperature,  its 
temperature  will  immediately  begin  to  fall,  and  it  will  commence  to  lose 
heat  by  radiation.  Since,  therefore,  there  can  be  no  property  in  the  walls 
of  the  new  enclosure  which  would  enable  them,  when  there  is  no  material 
connection  between  them  and  the  body,  to  cause  the  body  to  start 
radiating,  we  conclude  that  the  body  is  radiating  all  the  time,  but  that 
when  its  temperature  remains  constant  it  is  gaining  just  as  much  energy. 
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due  to  the  radiation  from  the  walls  of  the  enclosure,  as  it  is  itself 
radiating.  Arguing  in  this  way,  Prevost  propounded  what  is  known  as 
Prevost's  theory  of  exchanges.  According  to  this  theory,  all  bodies  are 
always  radiating  heat,  and  the  reason  the  temperature  of  the  body  in  the 
above  examples  becomes  stationary  is  that,  when  the  temperatures  of  the 
body  and  of  the  enclosure  are  equal,  the  amount  of  heat  radiated  by 
the  body  is  just  equal  to  the  amount  it  receives,  due  to  the  radiation  of 
the  walls  of  the  enclosure. 

244.  Instruments  for  Measuring  Radiant  Heat.— When  radiant 
heat  of  any  wave-length  (§  265)  is  absorbed  by  a  body,  the  energy  of  the 
radiation  is  converted  into  heat,  and  the  temperature  of  the  body  rises. 
Hence  since,  as  we  shall  see,  we  can  deduce,  from  the  rise  in  temperature 
of  the  body,  the  energy  which  must  have  been  converted  into  heat  to 
produce  this  rise  in  temperature,  if  it  were  possible  to  prepare  a  body 
which  was  a  perfect  absorber  of  radiation  of  all  wave-lengths,  the 
measurement  of  its  rise  in  temperature  would  give  the  energy  of  the 
incident  radiation.  Although  no  such  perfectly  black  body  is  known, 
yet  a  surface  coated  with  lamp-black  or  platinum-black  absorbs  such 
a  large  proportion  of  the  incident  radiation  of  all  wave-lengths  as  to 
sufficiently  nearly  fulfil  the  conditions  for  practical  purposes.  The 
various  instruments  which  have  been  devised  for  measuring  radiation 
differ  from  one  another  in  the  way  in  which  the  rise  in  temperature  of 
the  blackened  body,  on  which  the  radiation  falls,  is  measured. 

The  oldest  arrangement  is  the  thermopile,  which  consists  of  a  number 
of  bars,  alternately  of  antimony  and  bismuth,  soldered  together  in  series. 
The  bars  are  so  arranged  that  the  alternate  junctions  between  the  two 
metals  are  near  together,  as  shown  diagrammatically  in  Fig.  199,  some 
insulating  material,  such  as  mica,  separating  the  adjacent  bars.      The 

junctions  of  the  bars  are  coated  with  lamp- 
black, so  that  when  radiation  is  allowed  to 
fall  on  the  end  of  the  thermopile  it  is  ab- 
sorbed, and  thus  the  temperature  of  the 
junctions  is  raised.  Now  when  the  altcr- 
FiG.  199.  nate  junctions  of  such  an  arrangement  of 

metals  are  heated,  and  the  ends  of  the  series 
are  connected  to  a  galvanometer  G,  an  electric  current  is  produced,  which 
causes  the  galvanometer  to  l>e  deflected.  The  magnitude  of  the  current, 
and  therefore  also  of  the  galvanometer  deflection,  depends  on  the 
amount  by  which  the  temperature  of  the  face  of  the  thermopile  on  which 
the  radiation  falls  exceeds  that  of  the  other  face.  Hence  the  galvanometer 
deflection  is  a  measure  of  the  rise  of  temperature  of  the  face,  and  also 
of  the  energy  of  the  incident  radiation.  As  the  mass  of  metal  in  an 
ordinary  thermopile  is  ver>'  considerable,  the  rise  in  temperature  produced 
by  the  conversion  of  a  small  quantity  of  radiation  into  heat  is  very  small, 
and   so  the  arrangement   is   not   very   sensitive,  and    is   unsuited  for 
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measuring  small  quantities  of  radiation.  A  modiiied  form  of  thermopile, 
in  which  the  thermopile  and  galvanometer  are  combined  in  a'  single 
instrument,  has  been  designed  by  Boys,  and  is  called  a  radio-micrometer. 
The  thermopile  proper  consists  of  two  excessively  small  bars  of  antimony 
and  bismuth,  which  are  soldered  to  the  edge  of  a  plate  of  blackened 
copper  about  2  mm.  square,  which  receives  the  radiation.  The  other 
ends  of  the  antimony  and  bismuth  bars  are  soldered  to  a  light  copper 
loop,  which  is  suspended  by  a  very  fine  quartz  fibre  between  the  poles  of 
a  powerful  magnet.  When  the  copper  plate  is  heated  by  the  radiation,  a 
thermo-electric  current  of  electricity  is  set  up  in  the  copper  circuit,  which 
therefore  tends  to  turn  and  set  itself  at  right  angles  to  the  lines  of  force 
of  the  magnet  (§  510).  Thus  from  the  deflection  of  the  circuit,  as 
shown  by  a  beam  of  light  reflected  from  an  attached  mirror,  the  rise  in 
temperature  of  the  copper,  and  hence  the  amount  of  the  incident  radiation, 
can  be  determined. 

An  instrument  in  which  the  rise  in  temperature  of  a  blackened  metal 
strip  is  measured  in  another  way  is  the  bolometer  invented  by  Langley. 
The  thin  strip  of  blackened  metal  forms  one  of  the  arms  of  a  Wheat- 
stone's  bridge  (§  488),  and  when  the  temperature  rises  the  resistance  of 
this  strip  increases,  so  that  if  before  the  rise  in  temperature  the  galva- 
nometer was  undeflected,  this  increase  of  resistance  of  one  arm  will  upset 
the  balance  of  the  bridge,  and  the  galvanometer  will  be  deflected.  The 
intensity  of  the  radiation  which  falls  on  the  strip  will  then  be  pro- 
portional to  the  galvanometer  deflection,  at  any  rate  if  the  deflection  is 
not  very  great. 

245*.  Equality  of  the  Emissive  and  Absorptive  Powers  of  a 
Body. — By  the  absorbing  power  of  a  body  is  meant  the  fraction  of  the 
incident  radiation  which  a  body  is  able  to  absorb.  It  has  been  found 
by  experiment,  and  we  shall  deal  with  this  subject  later  (§  246),  that  a 
surface  coated  with  lamp-black  is  capable  of  absorbing  practically  all  the 
heat  energy  which  falls  on  it,  and  hence  its  absorptive  power  is  unity.* 
A  body  of  which  the  absorptive  power  is  unity  is  often  called  a  ^^ perfectly 
black^  body.  The  incident  energy  which  is  not  absorbed  by  a  body 
is,  if  we  confine  our  attention  to  opaque  bodies,  reflected.  Thus  if  a 
quantity  E  of  radiant  heat  energy  is  incident  on  a  surface  of  which  the 
absorptive  power  is  a,  the  quantity  of  energy  absorbed  is  aE^  and  the 
quantity  reflected  is  £"(1  —a). 

By  the  emissive  power  of  a  body  is  meant  the  ratio  of  the  quantity  of 
heat  energy  emitted  by  one  square  centimetre  of  its  surface,  under  given 
conditions,  to  the  quantity  emitted  under  the  same  conditions  by  one 
square  centimetre  of  a  body  of  which  the  absorptive  power  is  unity 
(practically,  lamp-black  is  taken  as  the  standard). 

Suppose  that  we  have  a  body  A^  of  which  the  absorptive  power  is 

^  Since  a  body  cannot  absorb  more  heat  than  is  incident  on  it,  no  body  can  possess 
an  absorptive  power  greater  than  unity. 
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unity,  so  that  its  emissive  power  is  also  unity,  enclosed  in  an  enclosure, 
and  that  the  absorptive  power  of  the  walls  of  this  enclosure  is  «,  the 
emissive  power  being  ^,  and  the  area  of  its  surface  5.  Let  the  tem- 
perature become  the  same  throughout,  so  that,  according  to  Prevost's 
theory,  the  quantity  of  heat  radiated  by  the  body  A  is  equal  to  the  heat 
received  from  the  enclosure.  Let  A  lose  E  units  of  heat  by  radiation 
per  second.  Then  the  walls  of  the  enclosure  will  absorb  Ea  units,  and 
reflect  E{\-a)  units  per  second.  This  heat  reflected  from  the  enclosure 
will  be  completely  absorbed  by  the  body  A^  since  its  absorptive  power  is 
unity.  Hence  in  unit  time  the  body  A  will  lose  a  quantity  of  heat 
E  —  E(\  -a)  or  Ea\  and  since  its  temperature  remains  constant,  this 
means  that  the  enclosure  must  radiate  Ea  units  which  are  absorbed  by 
A.  Now  since  the  area  of  the  enclosure  is  .S',  the  radiation  per  square 
centimetre  is  Ea'iS,  If,  however,  the  enclosure  had  been  perfectly  black, 
it  would  have  absorbed  E  and  radiated  E.  Hence  the  heat  emitted  per 
square  centimetre  would  have  been  E\S,  Now  the  emissive  power  e  is 
the  ratio  of  the  actual  emission  to  the  emission  of  a  similarly  situated 
perfectly  black  surface.    Thus 

EalE 


EalE 


In  other  words,  the  emissive  power  is  equal  to  the  absorptive  power. 
Although  we  have  proved  this  relation  as  a  deduction  from  Prevost's 
theory  of  ejtchanges,  we  shall  in  the  following  section  describe  the 
methods  by  which  it  can  be  proved  experimentally. 

246*.  Measurement  of  the  Coeffleients  of  Absorption  and 
Emission. — In  the  preceding  section  we  have  considered  how  the  co- 
efficients of  absorption  and  emission  of  radiant  heat  are  defined,  and  we 
now  proceed  to  consider  how  these  quantities  are  measured  experiment- 
ally. Since  the  character  of  the  radiation  emitted  by  a  body  is  often 
quite  different  from  the  character  of  the  radiation  absorbed — thus  lamp- 
black absorbs  light  but  only  emits  invisible  heat  rays,  at  any  rate  at 
ordinary  temperatures,  some  method  of  measuring  the  intensity  of  the 
radiation  has  to  be  adopted  which  takes  account  of  the  radiation  whatever 
the  wave-length.  The  only  way  of  doing  this  is  to  measure  the  radiation 
by  the  rise  in  temperature  it  will  produce  in  a  body  which  absorbs  all 
kinds  of  radiation  equally  well,  so  that  we  in  this  way  measure  the  total 
energy  corresponding  to  the  radiation  of  all  wave-lengths.  Of  course  it 
would  be  better  to  employ  a  body  which  would  absorb  the  whole  of  the 
radiation,  but  no  such  body  exists.  Lamp-black,  although  it  does  not 
absorb  quite  the  whole  of  the  incident  radiation,  yet  possesses  the  pro- 
perty of  absorbing  ver>'  nearly,  if  not  quite,  the  same  proportion  of  the 
incident  radiation  whatever  the  wave-length,  and  so  this  substance  is 
taken  as  a  standard. 

In  a  series  of  experiments  on  the  absorbing  power  of  opaque  bodies, 
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Provostaye  and  Desains  used  a  thermometer  bulb,  wbich  was  coated  in 
turn  with  the  various  substances,  to  measure  the  radiation  absorbed. 
The  incident  radiation  was  concentrated  on  the  thermohieter  bulb  by 
means  of  a  lens  fixed  in  the  side  of  the  closed  box  in  which  the  thermo- 
meter bulb  was  fixed.  \l  Q\s  the  quantity  of  radiation  (measured  in 
ergs)  which  falls  on  the  thermometer  bulb  in  unit  time,  and  A  is  the 
absorption  coefficient  for  the  whole  bulb  when  coated  with  a  given 
substance,  the  heat  absorbed  in  unit  time  is  QA,  The  thermometer  will 
rise  in  temperature  till  the  heat  lost  by  radiation  is  exactly  equal  to  the 
heat  absorbed,  and  after  this  the  temperature,  /,  will  remain  constant. 
If  w  is  the  water  value  of  the  thermometer  bulb  and  its  contents,  and 
V  the  fall  of  temperature  in  one  second,  or  the  velocity  of  cooling,  as 
it  is  called,  at  a  temperature  /,  the  heat  lost  by  the  bulb  in  unit  time 

is  wv.     Hence  ^  ^ 

QA  —  imf. 

Next,  if  the  bulb  is  coated  with  lamp-black,  the  intensity  of  the  in- 
cident radiation  being  the  same  as  before,  and  if  it  comes  to  a  stationary 
temperature  /j,  the  velocity  of  cooling  being  now  Vj,  we  have,  as  before — 

QA^^w-j^. 
Hence  ^=?^. 

Now  the  values  of  the  quantities  v  and  v^  can  be  measured  by  noting 
the  time  taken  by  the  thermometer  to  cool  through  a  given  temperature 
interval  at  the  temperatures  /  and  i^  respectively,  and  so  the  absorbing 
power  of  the  medium,  compared  to  that  of  lamp-black  taken  as  unity, 
can  be  calculated. 

In  the  experiments  two  sources  of  radiation  were  used,  namely,  the 
sun  and  an  Argand  burner,  and  the  results  obtained  are  shown  in  the 
following  table,  the  absorption  of  lamp-black  being  taken  as  unity  : — 

Coefficients  of  Absorption. 


Lamp-black  . 
Platinum-black 
White-lead    . 
Cinnabar 
Silver  in  powder 
Gold  in  leaf  . 
Silver  in  leaf. 


Sun. 

Argand  Burner. 

1. 00 

I. CO 

I. GO 

1. 00 

0.09 

0.21 

... 

0.28 

... 

0.21 

0.13 

0.04 

0.07 

... 

In  order  to  measure  the  emissive  power  of  various  substances,  the 
faces  of  a  hollow  metal  cube  are  coated  with  the  different  substances,  one 
face  being  coated  with  lamp-black,  and  the  amount  of  radiation  emitted, 
when  the  cube  is  filled  with  water  at  100"  C,  is  measured  by  means  of 
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a  thermopile  placed  at  a  constant  distance  from  the  cube.  In  performing 
the  experiment,  great  care  has  to  be  taken  to  screen  the  thermopile 
from  all  radiation  except  that  coming  from  the  face  of  the  cube  which 
is  being  measured.  It  has  been  shown  that  many  measurements  made 
were  completely  vitiated  by  the  fact  that  the  screens,  used  to  confine  the 
beam  of  incident  radiation,  reflected  part  of  the  radiation  they  received 
back  to  the  radiating  surface  where  reflection  again  took  place,  and  so 
some  of  this  doubly  reflected  heat  was  thrown  on  to  the  thermopile. 
This  error  was  particularly  marked  when  dealing  with  the  emission  of 
polished  metallic  surfaces  where  the  emission  is  small  and  the  reflecting 
power  is  considerable. 

In  the  following  table  is  given  the  value  of  the  emissive  power  of 
some  bodies  in  terms  of  that  of  lamp-black  taken  as  unity  : — 


1. 00 

Gold-leaf 

.     ao4 

0.05 

Burnished  platinum 

.    a  10 

0.02 

Copper-leaf    . 

.    0.05 

Coefficients  of  Emission. 

Lamp-black  . 
Frosted  silver 
Burnished  silver     . 

In  order  to  prove  directly,  by  experiment,  that  the  coeflficients  of 
absorption  and  emission  for  any  given  substance  are  equal,  the  apparatus 
shown  in  Fig.  200  has  been  devised  by  Ritchie.     The  two  hollow  metal 

drums  B  and  c  are  filled  with  air,  and  are 
connected  by  a  glass  tube  which  is  partly 
filled  with  some  liquid,  such  as  sulphuric 
acid.  The  drum  A  is  also  hollow,  and  can 
be  filled  with  hot  water.  The  faces  of  B 
and  A,  turned  towards  the  right,  are  coated 
with  lamp-black,  and  the  faces  of  A  and  c, 
turned  towards  the  left,  are  coated  with 
silver-foil.  The  position  of  the  liquid  column 
having  been  noted  when  the  whole  instru- 
ment is  at  the  same  temperature,  hot  water 
is  placed  in  A,  and  it  is  found  that  the  liquid 
column  does  not  move,  showing  that  the 
drums  B  and  c  are  receiving  the  same 
amount  of  heat  from  A.  Now  the  drum  B 
receives  the  heat  emitted  by  a  silver  sur- 
face, the  heat  being  absorbed  by  lamp- 
black, while  the  heat  received  by  C  is 
emitted  by  a  lamp-black  surface  and  ab- 
sorbed by  a  silver  surface.  The  heat 
received  being  the  same,  it  shows  that 
although  the  quantity  of  heat  emitted  by  the  silver  surface  is  small,  yet 
the  lamp-black  absorbing  all  this  heat,  the  result  is  the  same  as  when 


Fig.  200. 

(t-nun  iiauoft"  rhysfcs.") 
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the  large  amount  of  heat  radiated  by  the  lamp-black  surface  falls  on  the 
silver  surface,  for  in  this  case  only  a  small  proportion  of  the  incident  heat 
is  absorbed. 

247*.  The  Relation  between  the  Amount  of  the  Radiation  and 
the  Temperature  of  the  Body.— In  order  to  determine  the  connec- 
tion between  the  amount  of  the  radiation  and  the  temperature  of  a  body, 
Dulong  and  Petit  used  as  radiating  body  the  spherical  bulb  of  a  large 
thermometer.  The  bulb  was  heated  to  about  300**,  and  then  introduced 
into  a  hollow  copper  sphere,  which  was  kept  at  a  constant  temperature, 
and  the  sphere  was  exhausted.  The  temperature  of  the  bulb  was  indi- 
cated by  the  position  of  the  mercury  thread  in  the  stem  of  the  thermometer, 
which  projected  from  the  copper  vessel,  and  was  read  at  equal  short 
intervals  of  time. 

The  fall  of  temperature  v  in  one  second  they  called  the  velocity  of 
cooling,  so  that  if  W  is  the  water  value  of  the  thermometer  bulb,  the 
loss  of  heat  in  unit  time,  {2>  *s  given  by  2=  ^^'-  As  a  result  of  their 
experiments,  Dulong  and  Petit  came  to  the  conclusion  that  if  /  is  the 
temperature  of  the  radiating  body,  and  /'  that  of  the  chamber,  then 

where  k  and  a  are  constants  depending  on  the  nature  and  area  of  the 
surface  of  the  radiating  body.  Dulong  and  Petit's  law,  which  is  quite 
empirical,  has,  however,  been  found  only  to  hold  over  a  small  range,  and 
Stefan,  from  an  examination  of  their  results,  has  been  led  to  the  conclu- 
sion that  the  total  radiation  emitted  by  a  body  is  proportional  to  the 
fourth  power  of  the  absolute  temperature.  Thus  if  7\  is  the  absolute 
temperature  of  the  body,  the  total  radiation  will  be  represented  by  «7\*, 
where  ^  is  a  constant  depending  on  the  extent  and  nature  of  the  surface 
of  the  body.  In  the  same  way  the  heat  radiated  by  the  walls,  if  they  are 
at  an  absolute  temperature  T^  will  be  proportional  to  7  q"*.  The  quantity  of 
this  radiation  absorbed  by  the  body  will  he^a  Tq\  since  the  emissive  power 
and  absorbing  power  of  a  body  are  the  same.  Hence  the  total  loss  of 
heat,  Qf  by  the  body  in  unit  time  is 

If  S  is  the  area  of  the  radiating  surface  of  the  body,  then  a=:Sc,  where  c 
is  a  constant  depending  on  the  nature  of  the  surface  only.     Hence 

If  the  temperature  of  the  enclosure  is  the  absolute  zero,  and  that  of  the 
body  r,  so  that  T=o  and  Ti=i,  and  the  surface  of  the  body  is  unity, 
we  get  Q=c,  or  the  quantity  c  represents  the  heat  radiated  per  second 
from  a  square  centimetre  of  the  surface  of  the  body,  when  the  tempera- 
ture of  the  body  is  i"  on  the  absolute  scale,  and  the  enclosure  is  at  the 
absolute  zero. 
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If  the,  difference  between  the  temperature  of  the  body  and  the 
enclosure  is  6^  we  have 

and  if  6  is  small,  so  that  we  may  neglect  terms  in  ^*  and  higher  powers. 
Then 

Hence  for  small  changes  in  the  difference  of  temperature  6  between  the 
body  and  the  enclosure  Q  is  proportional  to  B, 

In  the  case  of  a  body  surrounded  by  a  gas,  as  we  have  already  pointed 
out,  the  cooling  is  partly  due  to  convection  currents  and  conduction.  In 
such  a  case  Newton  supposed  that  the  rate  of  cooling,  i.e,  the  quantity  of 
heat  lost  by  the  body  in  unit  time,  was  proportional  to  the  difference  in 
temperature  between  the  body  and  the  surrounding  medium.  This  law, 
which  is  known  as  Newton's  law  of  cooling,  only  holds  good  for  small 
excesses  of  temperature.  For  such  excesses,  however,  as  ordinarily  occur 
in  calorimetry  Newton's  law  is  sufficiently  accurate. 

248*.  Measurement  of  Specific  Heat  by  the  Method  of  Cooling. 
— According  to  Newton's  law  of  cooling,  the  quantity  of  heat  Q*  lost  by 
a  body  during  the  time  A  when  its  temperature  is  0  degrees  above  the 
surrounding  medium,  is  given  by 

where  S  is  the  area  of  the  cooling  surface,  and  ^  is  a  constant  dependent 
on  the  nature  of  the  surface. 

If  in  a  time  /  the  temperature  falls  by  an  amount  hS,  the  quantity  of 
heat  lost  must  be  A/sdd,  where  M  is  the  mass  of  the  body  and  s  is  its 
specific  heat.     Hence 

If  now  the  experiment  be  repeated,  using  the  same  radiating  surface 
and  starting  at  the  same  temperature  0,  and  the  time  /'  be  noted  in 
which  a  second  body  of  mass  AP  and  specific  heat  j*  cools  through  5^, 
we  shall  have 

and  therefore  -^  =  (. 

Hence,  if  we  know  Af,  APy  /,  and  /^,  we  can  obtain  the  ratio  of  the  specific 
heats  of  the  bodies. 

In  an  actual  experiment  the  bodies  to  be  experimented  on  are  con- 
tained in  a  calorimeter,  the  outer  surface  of  which  is  coated  with  lamp- 
black. This  calorimeter  is  suspended  inside  a  vessel  with  double  walls, 
the  space  between  the  walls  being  filled  with  water  so  as  to  keep  the 
temperature  of  the  enclosure  constant.     Of  course,  due  allowance  must 
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be  made  for  the  water  value  of  the  calorimeter,  thermometer,  and  stirrer. 
This  method  of  measuring  specific  heats  is  found  only  to  work  satisfac- 
torily in  the  case  of  liquids,  since  it  is  only  with  these  that  the  contents 
of  the  calorimeter  can  be  kept  at  a  uniform  temperature  throughout  during 
the  cooling,  this  condition  being  obtained  by  continuous  stirring. 

The  further  consideration  of  radiant  heat  will  be  deferred  till  the 
chapters  dealing  with  the  emission,  absorption,  &c.,  of  light,  since  there 
is  no  sharp  physical  line  of  demarcation  between  what  we  recognise  by 
one  set  of  senses  as  radiant  heat,  and  what  we  recognise  by  our  sense  of 
sight  as  light. 
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CHAPTER   VI 
THE  MECHANICAL   THEORY  OP  HEAT 

249.  Theories  as  to  the  Nature  of  Heat.— Up  to  the  end  of  the 

eighteenth  century  there  existed  two  rival  theories  as  to  the  nature  of 
heat.  According  to  one  of  these  theories,  known  as  the  caloric  theory, 
heat  was  supposed  to  be  a  subtle,  elastic,  imponderable  fluid  called  caloric, 
which  permeated  all  kinds  of  rpatter  existing  in  the  interstices  between  the 
molecules.  According  to  the  other  theory,  which  was  only  held  by  very 
few,  heat  was  supposed  to  be  due  to  the  rapid  motion  of  the  molecules 
of  matter. 

It  was  well  known  that  heat  could  be  produced  by  friction  or  per- 
cussion, and  the  supporters  of  the  caloric  theory  explained  these  facts  by 
supposing^  that  in  the  case  of  percussion  the  caloric  was  squeezed  out  of 
the  body,  and  hence  flowed  into  a  neighbouring  body  such  as  a  ther- 
mometer, and,  in  the  case  of  friction,  that  during  the  friction  some  of  the 
body  was  rubbed  off,  and  that  the  capacity  of  matter  for  caloric  was  less 
in  the  form  of  a  powder  than  in  the  form  of  a  solid  block.  That  this 
explanation  of  the  production  of  heat  by  friction  was  untenable  was  first 
shown  by  Count  Rumford  in  1798. 

Being  struck  by  the  large  amount  of  heat  developed  when  cannon 
were  being  bored  at  the  arsenal  at  Munich,  Rumford  performed  an 
experiment  in  which  a  blunt  steel  borer  was  rotated  while  kept  pressed 
against  the  bottom  of  a  hole  in  a  large  mass  of  gun-metal.  The  borer 
was  rotated  nearly  a  thousand  times,  and  the  heat  developed  was  sufft- 
cient  to  raise  the  temperature  of  the  whole  block,  which  weighed  113  lbs., 
about  70"  F.,  while  the  amount  of  metal  rubbed  off  from  the  bottom  of 
the  hole  was  only  837  grains  troy.  Rumford,  in  the  account  of  his 
experiments,  draws  attention  to  the  fact  that  the  supply  of  heat  obtained 
in  this  way  from  a  given  lump  of  metal  seems  quite  inexhaustible,  and 
hence  cannot  be  a  material  substance,  but  must  be  "  motion." 

The  supporters  of  the  caloric  theory  for  some  time  maintained  that 

the  source  of  heat  was  the  abraded  metal,  although  this  explanation  was 

completely  refuted  by  an  experiment  performed  by  Davy.     He  rubbed 

together  two  blocks  of  ice  at  a  temperature  below  o*  C,  and  found  that 

heat  was  developed  and  the  ice  melted.     Since  it  was  allowed  by  the 

calorists  that  water  contained  more  caloric  than  ice,  if  we  can  produce 

water  by  the  friction  of  ice,  the  heat  developed  must  be  due  to  some 

other  cause  than  the  extrusion  of  caloric. 
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We  have  seen,  when  dealing  with  radiant  heat,  that  a  hot  body  is 
continually  radiating  heat  into  surrounding  space;  and  when  we  come  to 
the  consideration  of  the  subject  of  light,  we  shall  see  that  there  is  con- 
clusive evidence  that  radiant  heat,  after  it  leaves  the  hot  body,  exists  as  a 
wave-motion  in  some  medium  surrounding  the  body.  Now  in  order  to 
set  up  waves  in  a  medium,  we  must  have  a  body  which  is  itself  in  motion 
in  the  medium.  Thus,  since  a  hot  body  can  set  up  such  waves,  we  infer 
that  it  must  be  in  a  state  of  motion.  Also,  since  the  highest-power 
microscope  is  quite  unable  to  detect  any  motion  in  a  hot  body,  we  infer 
that  this  motion  must  be  a  motion  of  the  molecules  as  a  whole,  or  of  the 
parts  of  a  molecule,  or  both  combined. 

We  are  hence  reduced  to  the  theory  that  heat  is  a  "  mode  of  motion." 

250.  Dynamical  Equivalent  of  Heat— First  Law  of  Thermo- 
Dynamles. — In  Rumford's  experiments,  the  heat  produced  in  the  cannon 
was  indirectly  due  to  the  work  done  by  the  horse  which  turned  the 
boring  tool,  and  it  is  obviously  of  interest  to  see  what  connection  there 
is  between  the  work  done  by  the  horse  and  the  amount  of  heat  produced. 
We  shall  see  in  later  sections,  that  whenever  mechanical  work  is  con- 
verted into  heat,  or  mechanical  work  performed  at  the  expense  of  heat, 
there  exists  a  constant  relation  between  the  work  done  and  the  heat 
produced  or  lost.  The  quantity  of  work  which  must  be  done  in  order 
that,  when  all  the  work  is  converted  into  heat,  the  unit  quantity  of  heat 
energy  may  be  produced  is  called  the  mechanical  or  dynamical  equivalent 
of  heat,  Ify  is  the  value  of  the  mechanical  equivalent,  then  the  relation 
between  the  work  W  converted  into  heat  and  the  quantity  of  heat  H 
produced  is  given  by  the  equation 

W^fH. 

This  equation,  which  we  shall  justify  subsequently,  expresses  symboli- 
cally what  is  known  as  the  first  law  of  thermo-dynamics,  which  may  be 
stated  as  follows  : —  Whenever  mechanical  energy  is  converted  into  heaty 
or  heat  into  mechanical  energy ^  the  ratio  of  the  mechanical  energy  to  the 
heat  is  constant, 

251.  The  Determination  of  the  Mechanical  Equivalent  of 
Heat. — The  first  to  experimentally  show  that  the  first  law  of  thermo- 
dynamics is  true,  and  determine  the  value  of  the  mechanical  equivalent 
of  heat,  was  Joule,  who  between  1843  and  1878  carried  on  a  classic 
series  of  experiments  on  this  subject,  in  which  he  showed  that  the 
value  for  the  mechanical  equivalent  was  always  the  same,  although 
the  methods  employed  for  converting  the  mechanical  energy  into  heat 
differed  greatly. 

One  of  the  first  methods  employed  by  Joule  consisted  in  measuring  the 
heat  developed  when  a  known  amount  of  work  was  done  in  stirring  water. 
The  apparatus  used  consisted  of  a  copper  vessel  B  (Fig.  201),  inside 
which  a  brass  paddle-wheel  worked.    A  system  of  partitions  were  fixed 
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within  the  vessel,  so  that  the  vanes  of  the  paddle  could  just  pass,  the 
object  of  these  partitions  being  to  prevent  the  water  as  a  whole  assuming 
a  motion  of  rotation.  The  paddle  was  rotated  by  means  of  two  weights 
E  and  F,  which  were  attached  to  strings  wound  round  the  axle  A  of  the 
paddle,  which  was  so  arranged  that  the  weights  could  be  wound  up 
without  turning  the  paddle.  The  rise  in  temperature  of  the  calorimeter 
and  its  contents  caused  by  allowing  the  weights  to  fall  twenty  times  was 
obtained,  and  knowing  the  water  value  of  the  calorimeter  and  contents, 
the  number  of  heat  units  produced  could  be  calculated.  The  work  done 
is  the  product  of  the  sum  of  the  weights  of  E  and  F  into  the  total  height 
through  which  they  fall.  Corrections  have,  however,  to  be  applied  for 
the  fact  that  when  the  weights  reach  the  floor  they  are  moving  with  a 
finite  velocity  z/,  and  that  their  kinetic  energy  is  destroyed  in  the  impact. 


Fig.  20T. 

(FrotH  Ganots  "  PAysus.") 

The  height  through  which  a  body,  falling  freely,  would  acquire  a  velocity 
7/  has  therefore  to  be  deducted  from  the  actual  fall.  Another  correction 
has  to  be  applied,  to  allow  for  the  effect  of  the  elasticity  of  the  strings  on 
which  the  weights  are  hung,  for  this  causes  the  paddle  to  rotate  a  little 
after  the  weights  have  reached  the  ground.  The  weights  themselves 
have  in  addition  to  be  reduced  by  the  weight,  which,  when  the  two  strings 
are  detached  from  the  axle  A  and  joined  together,  added  to  E  or  F,  will 
just  cause  the  weights  to  move  unifonnly.  This  weight  represents  the 
allowance  to  be  made  on  account  of  the  friction  of  the  pulleys  D  and  c 
and  the  rigidity  of  the  string.  Lastly,  a  correction  was  made  for  the  fact 
that  some  of  the  mechanical  energy  was  spent  in  the  production  of 
sound,  and  the  magnitude  of  this  correction  was  roughly  obtained  by 
noting  the  work  which  had  to  be  done  to  make  the  string  of  a  violoncello 
produce  a  sound  that  could  be  heard  at  the  same  distance  as  was  that 
produced  by  the  instrument  during  the  fall  of  the  weights. 
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In  addition,  Joule  made  a  series  of  experiments  in  which  the  water 
was  replaced  by  mercury,  and  also  one  using  the  friction  of  one  iron  ring 
against  another,  both  being  immersed  in  mercur>'. 

The  numbers  obtained  for  the  value  of  the  mechanical  equivalent 
were  practically  the  same  in  all  cases.  Joule  expressed  his  results  in 
terms  of  the  mercury- in-glass  thermometer,  but  they  have  been  reduced 
to  the  air  thermometer  by  Rowland,  and  give  the  value  of  the  energy 
which  must  be  converted  into  heat  to  raise  the  temperature  of  one  gram  of 
water  from  14°.  5  to  15°.  5  as 

4.182  X  \rP  ergs. 

Rowland  has  made  some  ver>'  careful  measurements  of  the  mechanical 
equivalent  of  heat  by  the  method  of  stirring  water,  and  has  employed  a 
method  of  measuring  the  mechanical  work  done,  which  was  also  used 
by  Joule  in  his  later  experiments.  Since  this  fnethod  has  considerable 
advantages  over  that  described  above,  it  is  worth  while  describing  it. 
A  diagrammatic  plan  of  the  arrangement  is  shown  in  Fig.  202.  The 
calorimeter,  like 
Joule's  original 
one,  had  a  pad- 
dle-wheel BB,  and 
there  were  fixed 
vanes  CC  to  pre- 
vent the  water 
being  set  in  rota- 
tion. The  paddle- 
wheel  was  driven 
by  means  of  a 
pulley  A  and  a 
belt  EF,  but  the 
calorimeter,  in- 
stead of  being 
fixed,  was  suspen- 
ded by  means  of 

a  fine  wire,  so  that  it  was  free  to  rotate  about  a  vertical  axis  coinciding 
with  that  about  which  the  paddle-wheel  turned. 

Owing  to  the  viscosity  of  the  water,  the  calorimeter  tends  to  rotate  in 
the  same  direction  as  the  paddle,  and  to  prevent  this,  two  strings,  dp, 
dV,  were  attached  to  the  circumference  of  a  disc  which  was  itself  fixed 
to  the  calorimeter,  and  these  strings  were  pulled  with  a  force  p  just 
sufficient  to  keep  the  calorimeter  from  rotating  when  the  paddle  was 
turning  at  a  uniform  speed.  If  the  radius  of  the  disc  is  R^  the  couple 
due  to  the  two  parallel  forces  p  acting  along  dp  and  dV  is 

7.Rp. 

Now  as  action  and  reaction  are  equal  and  opposite,  and  as  the  couple 
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acting  on  the  calorimeter  due  to  the  rotation  of  the  paddle  is  iRPy  this 
also  must  be  the  couple  which  resists  the  motion  of  the  paddle.  The 
heat  generated  in  the  calorimeter  is  therefore  that  produced  by  the 
paddle  working  against  a  resisting  couple  iRp, 

Now,  the  work  done  against  this  resisting  couple  during  one  complete 
rotation  of  the  paddle  is  2ir .  2.Rp,  For  the  turning  moment  of  a  couple 
iRp  is  the  same  as  that  of  a  force  7,Rp  at  the  end  of  a  lever  of  unit 
length.  Suppose  now  we  had  a  cylinder  of  which  the  radius  was  unity, 
and  on  this  cylinder  wound  a  string,  the  end  of  the  string  being  pulled 
with  a  force  7.Rp,  During  one  whole  turn  of  the  cylinder  a  length  of 
rope  27r  X  I  would  be  wound  up,  and  the  point  of  application  of  the  force 
7.Rp  would  be  moved  through  the  same  distance,  so  that  the  work  done 
would  be  2ir .  2Rp,  But  the  rope  produces  a  turning  moment  of  iRp  on 
the  cylinder,  so  that  the  work  done  when  overcoming  this  turning  moment 
for  one  whole  turn  is  J^vRp, 

If  the  paddle  makes  n  revolutions,  the  work  H^done  during  this  time  is 

lV=^^nnRp. 

If  the  water  value  of  the  calorimeter  and  its  contents  is  C,  and  the  rise 

in  temperature  during  n  revolutions,  corrected  for  radiation  in  the  manner 

described  in  §  201,  is  /,  then 

- \irnRp 

^        CJ  ' 

The  tension  of  the  strings  DP  and  dV  was  supplied  by  passing  these 
strings  over  pulleys,  and  attaching  weights.  If  the  sum  of  the  two 
weights  is  a/,  the  tension  in  each  string  is  w^/2,  and  this  is  equal  to  p. 
The  number  of  turns  was  determined  by  means  of  a  counter  attached  to 
the  spindle  which  carried  the  paddle-wheel. 

Rowland  obtained,  as  a  result  of  his  experiments,  the  value  4.1899  x  10^ 
ergs  for  the  value  of/,  in  terms  of  the  calorie  at  1 5^  By  measuring  the 
heat  generated  by  an  electric  current  in  a  platinum  wire,  and  a  know- 
ledge of  the  electrical  energy  spent,  Griffiths  has  obtained  the  value 
4. 1940  X  lo'^  ergs  in  terms  of  the  calorie  at  15*  (see  §  494). 

A  change  in  the  unit  of  mass  alters  not  only  the  unit  of  heat,  but 
also,  and  in  the  same  proportion,  the  unit  of  work,  for  we  measure  the 
heat  in  terms  of  the  amount  required  to  raise  the  temperature  of  unit 
mass  of  a  standard  substance  through  a  given  range,  and  the  unit  of 
energy  is  that  possessed  by  unit  mass  when  moving  with  a  velocity  of  ,Jil  * 
times  the  unit  velocity.  Hence  a  change  in  the  unit  of  mass  does  not 
affect  the  value  of  the  mechanical  equivalent. 

A  change  in  the  unit  of  length,  since  it  affects  the  unit  of  energy  but 
not  the  thermal  unit,  will  affect  the  value  of  the  mechanical  equivalent,  as 
will  also  obviously  a  change  in  the  temperature  scale. 

1  Since  kinetic  energy =Jiwi/',  if  »»=i,  we  have,  when  v=y/^,  the  kinetic  energy  is 
unity. 
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A  change  in  the  unit  of  force,  i.e,  changing  from  the  absolute  system 
to  the  gravitational  system,  will  change  the  value  of  the  mechanical 
equivalent. 

In  the  following  table,  the  value  of  the  mean  of  the  numbers  obtained 
by  Joule,  Rowland,  and  Griffiths  is  expressed  in  various  units  : — 


Mechanical  Equivalent  of  Heat. 


Unit 
of  Tem- 
perature. 

Temperature 

at  which  the 

Thermal  Unit 

is  defined. 

Unit 

of 

Time. 

Unit 

of 
Mass. 

Unit 

of 

Length. 

Unit  of  Force. 

J. 

rc. 

irc. 

sec. 

gram 

cm. 

Dyne 
Weight  of  a  gram 

4.189X  10^ 

re. 

irc. 

sec. 

gram 

cm.  < 

at  lat.  of  Green- 
wich 

42690 

iT. 

59- F. 

sec. 

pound 

foot 
( 

Poundal 
Weight    of    a 

2504.7 

r  F. 

59-  F. 

sec. 

pound 

footj 
( 

poimd  at  lat. 

of  Greenwich 

Weight    of    a 

}  7... 

r  c. 

15- C. 

sec. 

pound 

foot  \  \     potind  at  lat. 
( 1    of  Greenwich 

>    1400.6 

i 

For  many  purposes  we  shall  find  it  convenient  to  measure  quantities 
of  heat  not  in  calories,  but  in  ergs,  the  relation  between  the  two  being 
W  (ergs)  —JH  (calories). 

252.  Work  done  by  a  Gas  during  Expansion  at  Constant  Pres- 
sure.— Suppose  we  have  m  grams  of  a  gas  enclosed  within  a  cylinder, 
having  a  cross  section  A,  by  means  of  an  air-tight, 
weightless,  and  frictionless  piston  B  (Fig.  203),  and 
that  the  pressure  acting  on  the  upper  side  is/  dynes 
per  square  centimetre.  When  the  temperature 
on  the  absolute  scale  of  the  gas  is  1\  let  the  piston 
be  at  B.  Next,  let  the  gas  be  heated  at  constant 
pressure  to  a  temperature  T^^  the  piston  being 
driven  back  to  b'.  The  total  force  acting  upon 
the  upper  side  of  the  piston  \%pA^  and  the  piston 
has  been  driven  back  against  this  force  for  a  dis- 
tance Bb'  by  the  expanding  gas.  Hence  the  work 
done  by  the  gas  in  expanding  against  the  external 
pressure  p  is  pA  x  bb'.     If  the  distance  between 

the  piston  and  the  bottom  of  the  cylinder  at  the  temperatures  7^  and  T^ 
is  hi  and  h^  respectively,  then  the  original  volume  of  the  gas  is  h^A^  and 
the  final  volume  is  h^A,    Hence  the  increase  in  volume  is  A{}i^-h^  or 


Fig. 


a>3. 
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A  .  BB.  Calling  this  increase  of  volume  z/,  the  external  work  done  by 
the  expanding  gas  \^pi/  ;  that  is,  is  equal  to  the  product,  of  the  pressure 
into  the  increase  in  volume. 
x^  253.  Calculation  of  the  Value  of  the  Mechanical  Equivalent 
ft*om  the  difference  between  the  Specific  Heats  of  a  Gas.— Using 
the  notation  of  the  last  section,  the  quantity  of  heat  which  has  to  be 
supplied  to  the  gas  to  raise  its  temperature  from  7\  to  T^  at  constant 
pressure  is  m{T^-' T^C^  where  C^  is  the  specific  heat  at  constant 
pressure.  If,  now,  the  gas  is  heated  through  the  same  range,  but  is  not 
allowed  to  expand,  the  piston  being  fixed  in  the  position  B,  the  heat 
which  has  to  be  supplied  is  m{l\i~  I^Cv^  Ct,  being  the  specific  heat  at 
constant  volume. 

The  molecules  of  the  gas  have  been  heated  through  the  same  range 
of  temperature  in  the  two  cases,  but  in  the  first  case  an  amount  of  external 
work  i/p  has  been  performed,  while  in  the  second  case  no  external  work 
has  been  done.  If  the  molecules  of  the  gas  exert  an  attraction  one  on 
another,  some  work  will  have  been  done  in  the  first  case  jn  separating 
them,  since,  as  the  gas  has  expanded,  the  mean  distance  between  the 
molecules  has  increased.  As  we  are  unacquainted  with  the  law  govern- 
ing the  attraction  between  the  molecules,  we  cannot  calculate  this  work 
done  against  molecular  attraction,  but  we  may  for  the  present  indicate 
it  by  the  symbol /(z/',  7  X  this  being  chosen  to  remind  one  that  it  is 
probably  dependent  on  the  increase  of  volume  and  the  temperature. 

We  have,  therefore,  that  in  the  case  of  the  expansion  at  constant 
pressure,  in  addition  to  the  heat  spent  in  warming  the  molecules,  an 
amount  of  external  work  pi/  done  against  the  external  pressure,  and 
an  amount  of  internal  work  /(?/,  7')  done  against  the  attraction  of  the 
molecules.  In  the  case  of  heating  the  gas  at  constant  volume,  no  external 
work  is  done,  and  also,  since  the  mean  distance  between  the  molecules 
remains  unchanged,  no  internal  work  is  done,  so  that  the  heat  employed 
m[T^-T^Cv  is  used  exclusively  in  raising  the  temperature  of  the 
molecules. 

It  follows  from  the  above  that 

TMT.,-  T,)0-m{T^-  T,)C.}  =  {v'p+f{v\T), 

where  /  is  the  value  of  the  mechanical  equivalent.  In  the  case  of  a 
perfect  gas,  where  the  molecules  exert  no  attraction  on  one  another 
/(z/,  7 )  is  zero.  Also,  from  Charles's  law,  if  v  is  the  original  volume  of  the 
gas,  we  have  ^^;^_T, 

-  V    -2\' 
or,  if  p  is  the  density  of  the  gas  at  the  temperature  7",  and  under  a 
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Hence,  for  a  perfect  gas, 

Although  air  is  not  a  perfect  gas,  yet  Joule  has  shown  that  the  term 
/(z/,7")  is  very  small,  hence,  neglecting  it,  we  can  from  the  known  values 
of  Cp^  Cv^  py  my  and  7\,  calculate/. 

For  air,  the  value  of  C^  is  0.238,  while  the  ratio  C//Cr=i.4i,  hence 
6V,  =  ai69.  At  a  pressure  of  76  cm.  of  mercury,  i.e.  10 13300  dynes  per 
square  centimetre,  and  at  a  temperature  of  o**  {i.e,T\  —  272i')  the  density  of 
air  is  0.C01293.     Hence 

r p 1013300 

•^  {Cp  -  Cj)p  7\     .069  X  .001293  X  273 

=  4.16  X  lo^ 

This  method  of  calculating  the  mechanical  equivalent  was  first  used 
by  Mayer,  who  assumed,  as  we  have  done,  that  no  heat  is  employed  in 
doing  internal  work  in  the  case  of  air,  ahhough  at  that  time  no  direct 
experiments  had  been  made  to  test  this  point.  This  question  was  first 
investigated  experimentally  by  Joule,  by  means  of  the  experiments 
described  in  the  following  section, 
^  264.  Internal  Work  done  when  a  Gas  Expands.— If  the  mole- 
cules of  a  gas  exert  an  attraction  one  on  another,  then,  when  the  gas 
expands,  work  must  be  done  in  increasing  the  mean  distance  between 
them.  Hence  if  a  gas  is  allowed  to  expand  in  such  a  way  that  it  does 
no  external  work  and  its  temperature  falls,  this  will  show  that  internal 
work  has  been  done  which  has  necessitated  the  consumption  of  a  certain 
quantity  of  heat,  so  that  the  loss  of  this  heat  has  lowered  the  temperature 
of  the  gas.  On  the  other  hand,  if  no  such  alteration  of  temperature 
takes  place  we  may  infer  that  there  is  no  internal  work  done  on  expan- 
sion, and  hence  that  the  molecules  do  not  exert  any  appreciable  force 
on  each  other. 

In  order  to  allow  a  gas  to  expand  without  doing  external  work,  Joule 
allowed  the  gas  to  expand  from  a  vessel,  A,  in  which  it  was  compressed 
to  about  22  atmospheres,  into  another,  B,  which  was  exhausted.  The 
receivers  were  both  immersed  in  the  same  water  bath,  which  was  kept 
well  stirred,  and  of  which  the  temperature  was  indicated  by  a  very 
sensitive  thermometer.  The  vessel  A  became  cooled,  since  the  gas  when 
rushing  out  acquired  kinetic  energy  ;  this  kinetic  energy  was,  however, 
entirely  destroyed  in  B,  and  hence  on  this  account  just  as  much  heat  was 
liberated  in  B  as  was  absorbed  in  A,  and  the  temperature  of  the  water 
bath  which  contained  both  vessels  would  not  alter.  At  the  end  of  the 
experiment  the  volume  of  the  gas  is  twice  as  great  as  at  the  commence- 
ment, but  no  external  work  has  been  done  against  the  atmospheric 
pressure,  since  this  pressure  has  not  been  driven  back.  It,  then,  any 
change  in  temperature  takes  place,  it  must  be  due  to  internal  work  done 
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in  separating  the  molecules  of  the  gas.  Joule  could  detect  no  such 
change  in  temperature,  and  he  concluded  that  no  internal  work  was 
done.  It  must  be  remarked,  however,  that  since  the  mass  of  the  water 
and  of  the  containing  vessels  was  very  great  compared  with  that  of  the 
gas,  with  this  form  of  apparatus  he  would  hardly  have  been  able  to 
detect  a  change  of  2*  C.  in  the  temperature  of  the  gas. 

Another  series  of  experiments,  by  a  method  which  was  capable  of 
indicating  small  changes  of  temperature,  was  therefore  conducted  by 
Joule  in  conjunction  with  Lord  Kelvin. 

The  principle  on  which  this  method  depends  may  be  explained  as 
follows  : — 

Let  the  original  pressure  and  volume  of  unit  mass  of  a  gas  be  p  and 
7/,  and  the  final  pressure  and  volume/'  and  z/.  Further,  let  the  passage 
of  the  gas  from  one  state  to  the  other  be  made  by  means  of  the  arrange- 
ment shown  in  Fig.  204,  in  which  A  and  B  are  two  pistons  connected  by 

a  rod  which  passes 
air-tight  through  a 
partition  separating 
the  spaces  C  and  D, 
and  which  move 
without  friction  in 
two  cylinders,  the 
cross  sections  s  and 
s'  of  these  cylinders 
being  in  the  ratio 
of  V  to  if.  If  the 
spaces  C  and  n  between  the  two  pistons  are  vacuous,  the  work  done  by 
the  gas  on  A  while  it  moves  through  unit  distance  to  the  right  is  ps^ 
while  the  work  done  by  B  in  pushing  the  gas  forward  is  /V.  Hence  the 
difference  between  these  two  quantities  of  work  is  Ps-p'^^  or,  since 
sj^  —  ifji/^  this  difference  is  proportional  to  pv-p'v\  Now  if  Boyle's 
I.1W  holds  for  the  gas  pv—p't^y  hence  on  the  whole  no  work  is  done 
on  or  by  the  double  piston.  Next  let  the  space  c  be  filled  with  gas  at 
the  pressure  /,  and  the  space  i)  with  gas  at  the  pressure  /',  and  let  these 
two  spaces  be  connected  by  a  tube,  E,  in  which  is  a  diaphragm,  F,  pierced 
with  a  very  small  hole.  The  gas  will  gradually  pass  through  this  hole, 
and,  as  is  evident,  if  the  double  piston  is  moved  so  as  to  keep  the  pressure 
in  C  constant  and  equal  to  /,  the  pressure  in  1)  will  also  be  constant  and 
equal  to  /'.  When  each  piston  has  passed  through  unit  distance,  .a 
certain  mass  of  the  gas  will  have  passed  from  c  to  I),  its  pressure 
changing  in  the  process  from  p  to  /'.  The  gas  escaping  into  D  has 
done  no  work  in  forcing  the  piston  B  back,  since  the  pressure  of  the  gas 
acting  on  A  will,  as  we  have  seen,  exactly  do  the  requisite  work.  This 
energy  is  of  course  supplied  by  the  pump  used  to  keep  the  pressure  to 
the  left  of  A  constant,  which  process  might  be  performed  by  a  second 
piston,  G,  working  in  the  cylinder  and  driven  forward  by  hand.     Hence 
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we  have  allowed  the  gas  to  expand  without  doing  external  work,  and 
any  change  of  temperature  it  experiences  must  be  due  to  the  performance 
of  internal  work. 

The  same  process  would  go  on  if  the  pistons  were  not  present,  for 
throughout  the  change  we  have  supposed  the  pressure  on  the  two  sides 
of  each  piston  to  remain  the  same,  so  that  if  gas  is  allowed  to  escape 
through  a  fine  opening,  any  change  in  temperature  produced  will  be  due 
to  internal  action  between  the  molecules.  The  temperature  must  not  be 
taken  immediately  at  the  opening,  for  there  the  gas,  as  it  rushes  out, 
possesses  considerable  kinetic  energy,  and  it  is  only  after  this  kinetic 
energy  has  been  lost  by  the  friction  of  the  gas  against  itself  and  against 
the  walls,  &c.,  and  the  heat  energy  originally  used  up  in  setting  the  gas 
in  motion  is  returned  to  the  gas  in  the  form  of  heat,  that  no  external 
work  has  been  done  on  the  expanding  gas. 

In  their  experiments,  Joule  and  Kelvin  allowed  a  steady  stream  of 
gas  to  pass  through  a  long  copper  spiral  immersed  in  a  water  bath  kept 
at  a  uniform  temperature.  The  gas  then  escaped  through  a  porous  plug 
made  of  cotton- wool,  which  acted  the  part  of  the  fine  hole  F,  and  also 
prevented  the  gas  from  leaving  with  any  appreciable  kinetic  energy, 
since  the  gas  rapidly  loses  its  velocity  as  it  passes  through  the  interstices 
of  the  wool.  The  temperature  of  the  gas  before  and  after  its  passage 
through  the  plug  was  indicated  by  two  delicate  thermometers. 

In  the  following  table  are  given  some  of  the  results  obtained  for  a 
difference  in  pressure  between  the  two  sides  of  the  plug  of  one  atmos- 
phere : — 


Temperature  before 

Alteration  in 

passing  through 
the  Plug. 

Deg.  (\ 

Temperature. 

Dog.  C. 

Carbon  dioxide    . 

12.8 

1.207 

» 

19.1 

1. 144 

" 

91.5 

0.69 

Nitrogen 

7.2 

-0.305 

n 

91.7 

-0.187 

Oxygen 

8.7 

-0.317 

)» 

93.0 

-0.165 

Hydrogen    . 

6.8 

+O.0S9 

» 

90.2 

-H  0.046 

Air       ...        . 

17.1 

-0.255 

99 

91.6 

-0.203 

It  will  be  observed  that,  except  in  the  case  of  hydrogen,^  there  is  a 
cooling,  indicating  that  work  has  to  be  done  in  separating  the  molecules. 

1  Recent  experiments  have  shown  that  at  low  temperatures  there  is  a  cooling  in 
the  case  of  hydrogen  also. 
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The  heating  obtained  in  the  case  of  hydrogen  may  be  due  to  the 
molecules  at  ordinary  temperatures  repelling  one  another,  so  that 
these  intermolecular  forces  do  work  when  the  gas  ex- 
pands. It  must  be  remarked,  however,  that  we  have 
supposed  that  the  gas  obeys  Boyle's  law,  and  that  the 
known  deviation  from  Boyle's  law  would,  in  the  case  of 
hydrogen,  give  a  heating  effect.  As  the  temperature  in- 
creases the  cooling  in  the  case  of  CO2,  N,  O,  and  air 
decreases,  as  also  does  the  heating  in  the  case  of  H.  These 
results  agree  with  those  given  in  §  130  as  to  the  effects  of 
temperature  on  the  departure  of  these  gases  from  Boyle's 
law. 

The  amount  of  the  codling  is  proportional  to  the  difference 
in  pressure  on  the  two  sides  of  the  plug  and  to  the  inverse 
square  of  the  absolute  temperature.  Although  in  Joule  and 
Kelvin's  experiment  the  cooling  obtained  was  so  very  small, 
yet  by  increasing  the  pressure  difference  and  reducing  the 
temperature,  Linde  has  actually  been  able  to  liquefy  air  by 
a  machine  in  which  this  cooling  due  to  the  intermolecular 
forces  is  used. 

A  powerful  pump  A  (Fig.  205)  draws  air  out  of  the  tube 

F  and  pumps  it  at  a  pressure  of  about  fifty  atmospheres  into 

the  tube   B,  from  which  it  escapes  back  into  F  through  a 

porous  plug  c.    The  heat  developed  by  the  compression  in 

^        the  pump  is  removed  by  surrounding  tie  upper  parts  of  the 

JT^        tube  IJ  by  a  jacket  of  cold  water.     The  air  becomes  cooled  in 

*^^D       its  passage  through  the  pJug,  and  as  it  passes  up  through  E 

' '  it  cools  the  descending  air  in  the  tube  B,  which  becomes  yet 

■  colder  when  passing  through  the  plug  C.     The  gas  is  pumped 

round  and  round  in  this  way,  its  temperature  as  it  passes  down  the  tube  B 

being  always  reduced  to  that  of  the  previous  portion  when  cooled  by 

expansion  and  so  on,  till  finally  the  critical  temperature  is  passed  and  the 

gas  condenses. 

255.  Relation  between  Internal  and  External  Work  during 
Change  of  State. — When  a  body  changes  its  state,  and  in  doing  so 
changes  its  volume,  the  latent  heat  involved  is  partly  used  in  doing 
internal  work  and  partly  in  external  work.  Thus  in  the  case  of  the 
fusion  of  ice,  when  i  gram  of  ice  at  o**  is  converted  into  water  at  o"  under 
atmospheric  pressure,  a  contraction  of  .0907  c.c.  takes  place,  and  hence 
work  is  done  on  the  body  by  the  atmospheric  prebsure,  and  the  heat 
equivalent  of  this  work  helps  the  change  of  state.     The  heat  equivalent, 

//,  of  this  work  done  by  the  atmospheric  pressure  is  —  -     =    - ,  where  fi 

is  the  atmospheric  pressure,  and  ?''  the  change  in  volume  of  unit  mass  in 
changing  to  water. 
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Hence  //=  IgL330ox.ogo7^  ^^^  ^^,^^.^^ 

4.189X10^ 

Thus  the  heat  required  to  perform  the  internal  wjork  necessary  to  con- 
vert I  gram  of  ice  into  water  is  Z+.0022  calories,  where  L  is  the  latent 
heat 

In  the  case  of  steam,  the  change  of  volume  of  i  gram  of  water  at  100" 
to  steam  at  100'',  under  a  pressure  of  i  atmosphere,  is  1649  c.c.  Hence  the 
external  work  which  has  to  be  done  by  the  steam  is  1 01 3300  x  1649  ergs, 

and  the  thermal  equivalent  of  this  is  — -^ ,  -  =39-9  calories.   Thus 

the  heat  spent  in  internal  work  is  536.2  -  39.9=496.3  calories. 

256*.  Theoretical  Value  of  the  Difference  of  the  Specific  Heats 
of  a  Gas. — It  has  been  shown  in  §  197  that  \i  p  and  v  are  the  pressure 
and  volume  of  a  mass,  m^  of  a  perfect  gas  at  a  temperature  7",  measured 
from  absolute  zero,  and  /©,  Vo  are  the  pressure  and  volume  at  o"  C.  or  273" 
on  the  absolute  scale,  we  have 

Now  if  p  is  the  density  of  the  gas  at  a  pressure/©  and  at  a  temperature 
of  o*  C,  we  have  m—Vt^y  while  Po  is  equal  to  one  standard  atmosphere, 
or,  in  c.g,s,  units,  1013260  dynes  per  square  centimetre.  Substituting 
these  values, 

ioi326o»»^ 

^  273         p 

Or,  if  we  deal  only  with  unit  mass  of  the  gas,  so  that  m  is  unity  and  v  is 
the  volume  of  unit  mass, 

pv^mi^T. 
p 

Now  as  long  as  we  are  dealing  with  any  given  gas,  p,  the  density  under 
standard  conditions,  is  a  constant,  so  that  we  may  write  this  equation — 

pv=RT, 

where  -^  is  a  constant  for  any  one  gas,  and  is  equal  to  371  i.6/p. 
We  have  seen,  in  §  253,  that 


where  C^  and  C^  are  the  specific  heats  of  a  gas  at  constant  pressure  and 
volume  respectively,  measured  in  thermal  units  (calories  per  gramX  while 
p  is  the  density  of  the  gas  at  a  pressure  ofp  dynes  per  square  centimetre 
and  a  temperature  Ti  on  the  absolute  scale. 

X 
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Hence  if  we  take  the  gas  under  standard  conditions,  so  that  p  is  equal 
to  1013260  dynes  per  square  centimetre,  and  7\  is  273%  we  have 

=  37ii.6//». 

Thus/p(C/-  O  is  a  constant  for  all  perfect  gases. 

Now  ^  , , 

/?=37ii.6//,. 

Hence  J(Cp-C^^R, 

If  the   specific  heats  are  not  measured  in   thermal  units,  but   in 
mechanical  units,  namely  ergs,  then 

Thus  the  constant  Ry  which  appears  in  the  equation 

pv^RT, 

is  numerically  equal  to  the  difference  in  the  specific  heats.  It  must  be 
remembered  that  the  expression 

was  only  obtained  on  the  supposition  that  there  is  no  force  exerted 
between  the  molecules  of  the  gas,  that  is,  \\\2X  f{ifT)  is  zero.  Hence 
the  relation 

Cp-Cv^R, 

can  only  be  exact  for  a  perfect  gas.  The  following  table  gives  the  value 
of  R  and  of  Cp  -  Cv  for  some  gases,  and  shows  to  what  extent  agree- 
ment can  be  expected  in  the  case  of  an  actual  gas. 


R, 


Hydrogen         .        .        .        .  '  41.3   x  10* 

Air 2.88  X  10* 

Nitrogen 2.97  x  lo' 

Carbon  dioxide        .        .        .  1.94  x  lo** 


41.4  X  10** 

2.87  X  10' 
2.96  X  lo* 

1.88  xioP 


It  will  be  noticed  th.it  there  is  a  marked  difference  in  the  case  of 
carbon  dioxide,  a  gas  for  which  the  deviations  from  Boyle's  and  Charles's 
laws  is  considerable.  Also  the  difference  in  the  case  of  hydrogen  is  in 
the  opposite  sense  to  that  in  the  case  of  the  other  gases,  a  result  which 
also  agrees  with  the  anomalous  behaviour  of  this  gas  as  regards  Boyle's 
and  Charles's  laws. 

267*.  Ghangres  in  the  Kinetic  Energry  of  the  Molecules  of  a 
Gas  when  Heated. — We  have  seen,  in  §  142,  that  \i p  is  the  pressure  to 
which  a  gas  is  subjected,  p  its  density  at  this  pressure  and  at  a  tern- 
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perature  7i,  then  the  mean  square  of  the  velocity  of  translation  of  its 
molecules  at  this  temperature  is  given  by 

If  V  is  the  volume  occupied  by  i  gram  of  the  gas  at  a  pressure  /  and  a 
temperature  7",,  we  have  v—\\p.     Hence 

Now  if  all  the  molecules  (total  mass  i  gram)  were  moving  with  the 
velocity  K,  the  total  kinetic  energy  A',  due  to  the  motion  of  translation, 
would  be  given  by  • 

Thus  pv^\K. 

Now  suppose  that,  keeping  the  pressure  constant,  the  temperature  is 
raised  T,  the  volume  changing  to  v-^-v^^  then 

where  K^  is  the  total  kinetic  energy  of  translation  at  the  tempera- 
ture 7;+ 1. 

Thus  we  have  .     ^,    , 

But  pv^  is  the  external  work  done  by  the  gas  during  the  expansion. 
Therefore  :  the  external  work  done  by  a  gas  during  expansion  is  equal  to 
two-thirds  of  the  increase  in  the  kinetic  energy  due  to  the  motions  of 
translation  of  the  particles. 

If  a  gas  is  heated  from  a  temperature  7\  to  a  temperature  T^  at 
constant  volume,  and  /,  and  p^  are  the  original  and  final  pressures,  we 
have,  since  the  density  of  the  gas  is  the  same  at  both  temperatures,  and 

But  by  Charles's  law  A/A^*  ^i/^V 

Hence  T^\T^^Kl^^ 

where  m  is  the  mass  of  a  molecule.  Thus  the  mean  kinetic  energy  of 
translation  of  the  molecules  of  a  gas  is  proportional  to  the  temperature. 

Thus  when  the  gas  is  heated  at  constant  volume  to  7'+ 1,  the  increase 
in  the  mean  velocity  of  the  molecules  will  be  the  same  as  it  was  when 
the  gas  was  heated  at  constant  pressure,  the  rise  in  temperature  being  the 
same.  The  increase  in  kinetic  energy  of  translation  will  therefore  be  the 
same  as  before. 

Now  when  a  gas  is  heated  at  constant  pressure,  omitting  the  attrac- 
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tions  which  the  molecules  exert  one  on  another,  which  Joule  and  Kelvin's 
experin)ents  (§  254)  have  shown  to  be  yery  small,  the  energy  supplied 
may  be  used  in  three  ways — (i)  It  is  employed  in  doing  external  work 
against  the  external  pressure  during  the  expansion  ;  (2)  it  is  employed  in 
increasing  the  kinetic  energy  of  translation  of  the  molecules ;  (3)  it  is 
employed  in  increasing  the  kinetic  energy  due  to  the  rotation  of  the 
molecules  as  a  whole,  or  to  vibrations  within  the  molecules  themselves. 

Let  us  first  suppose  that  we  have  a  gas  in  which  all  the  energy  is  used 
up  in  the  first  two  of  these  ways. 

Then 

Cp    External  work + Increment  of  K 
Cv  Increment  of  K  ' 

or,  since  we  have  shown  that  the  external  work  is  equal  to  two-thirds  the 
increment  of  the  translational  kinetic  energy  Ky 

=S=i.6. 

Thus,  for  a  gas  in  which  none  of  the  energy  is  expended  in  setting  up 
molecular  rotation  or  molecular  vibrations,  the  ratio  of  the  specific  heats 
ought  to  be  1.667. 

Now,  if  the  molecule  of  a  gas  consisted  of  a  hard  spherical  atom,  we 
should  expect  that  there  would  be  no  molecular  rotation  or  vibration  set 
up  by  collisions.  If,  however,  the  molecule  consists  of  one  or  more 
atoms,  which  are  connected  together  in  some  way,  we  should  expect  that 
the  collisions  would  set  up  vibrations  of  these  atoms  within  the  molecule. 
Hence  when  a  gas,  as  is  the  case  for  mercury  vapour,  gives  a  value  for 
the  ratio  of  the  specific  heats  of  1.667  or  thereabouts,  we  conclude  that 
the  molecule  of  such  a  gas  consists  of  a  single  atom. 

In  a  gas  in  which  some  of  the  energy  is  employed  in  increasing  the 
molecular  rotations  and  vibrations,  the  external  work  is  less  than  two- 
thirds  of  the  increase  of  kinetic  energy  (due  to  translation,  vibration,  and 
rotation). 

Thus  the  fraction 

External  work-\-  Increase  in  kinetic  energy 
Increase  in  kinetic  energy 
is  //jj  than  1.667. 

If,  then,  the  value  obtained  for  the  ratio  of  the  specific  heats  is  less 
than  1.667,  we  may  conclude  that  the  molecule  is  capable  of  rotation 
and  vibration,  and  is  therefore  complex,  and  the  lower  the  value  of  this 
ratio,  the  greater  the  complexity. 

In  the  following  table  the  values  of  the  ratio  of  the  specific  heats  for 
some  gases  and  vapour,  are  given,  and  it  will  be  noticed  that  the  cases 
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where  the  ratio  is  small  are  just  those  in  which,  from  chemical  considera- 
tions, we  should  expect  a  complex  molecule. 

Ratio  of  the  Specific  Heats. 


Chemical 

Ratio  of  the 

Formula. 
Hg 

Specific  Heats. 

Mercury        .... 

1.666 

Argon   . 

, 

Ar 

1.63 

Carbon  monoxide 

CO 

1.403 

Hydrochloric  acid 

HCl 

1.398 

Air        . 

'5 
{ 

mixture  of 
0«  and  No 

\       1.405 

Oxygen 

0, 

1. 41 

Hydrogen 

H, 

I.41 

Nitrogen 

I.41 

Chlonne 

\ 
COo 
HjO 

'•336 

Carbon  dioxide 

1.3" 

Water 

'•33 

Chloroform   . 

CHCl, 

I. II 

Alcohol 

CzHgO 

I-I3 

Ether 

C^HjoO 

1.03 

In  the  case  of  ether,  if -f  is  the  external  work  done  during  an  increase 
of  temperature  of  one  degree,  when  the  pressure  is  kept  constant,  and  k 
is  the  increase  in  the  total  kinetic  energy,  we  have 

-^  =  1.03. 

Therefore  ^=.03^, 

so  that  in  this  case  the  external  work  is  only  three  hundredths  of  the 
energy  used  up  in  increasing  the  molecular  motions. 

We  may,  if  we  like,  go  a  step  further,  and  see  what  proportion  the 
increase  in  kinetic  energy,  due  to  the  motion  of  translation  (>t/),  bears  to 
the  increase  in  the  kinetic  energy  of  vibration  and  rotation  (>&«,).     For 

E\kt±kv    ,    , 
Now  we  have  already  shown  that 

Hence  ^       -      —  =1.03, 

or,  kt  =  .047  kv, 

so  that  the  energy  used  in  increasing  the  motion  of  translation  is  4.7  per 
cent,  of  the  energy  used  in  increasing  the  motions  of  vibration  and 
rotation. 
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A-  268.  Adiabatic  Curves,— We  have  in  §  231  considered  the  curves 
which  show  the  relation  between  the  pressure  and  volume  of  a  substance 
when  the  temperature  is  kept  constant  (isothermals),  and  we  have  now 
to  consider  another  set  of  curves  which  show  the  relation  between  the 
pressure  and  volume  of  a  substance  when  these  quantities  change,  but  no 
heat  is  allowed  to  enter  or  leave  the  substance.  These  curves  are  called 
adicLbatics. 

It  follows  from  what  has  been  said  in  §  252  that  when  a  body 
expands  and  does  external  work,  then,  if  no 
heat  is  supplied  to  the  body,  its  temperature 
must  fall,  while  if  under  the  same  con- 
ditions the  body  is  compressed,  the  tempera- 
ture will  rise.  If  AB  (Fig.  206)  represents  a 
portion  of  the  isothermal  through  a  point  p, 
then  if,  starting  with  the  substance  in  the  con- 
ditions indicated  by  P,  we  compress  the  sub- 
stance adiabatically,  we  do  work  on  it,  and 
therefore  its  temperature  will  rise,  and  for  a 
given  pressure  the  volume  will  be  greater  than 
it  would  be  if  we  had  kept  the  temperature 
constant,  />.  travelled  along  the  isothermal  PA. 
Hence  the  adiabatic  CD  through  p  is  more  steep  than  the  isothermal 
through  the  same  point. 

The  equation  to  an  adiabatic  in  the  case  of  a  gas  may  be  found 
in  the  following  way.  Let  AB  (Fig.  2o6«z;  be  a  very  small  portion  of  an 
adiabatic,  and  draw  AC,  BC  parallel  to  the  axes  respectively.  Calling 
AC  A/,  and  CB  tv^  and  suppose  that  instead  of 
passing  from  the  state  a  to  the  state  B  along 
the  cun'e,  we  go  along  the  path  AC,  CB.  Then 
the  heat  which  has  to  be  communicated  to  the 
body  to  pass  from  a  to  C  is  equal  to  the  pro- 
duct of  the  mass  of  the  body  (which  we  may 
take  for  simplicity  as  unity)  into  the  specific 
heat  at  constant  volume  (C,)  and  into  the  change 
in  temperature,  d/p  say.  In  the  same  way  the 
heat  communicated  to  the  body  as  it  passes 
from  C  to  B  is  C^  htp^  where  htp  is  the  change 
in  temperature  which  takes  place  as  the  body 
passes  from  C  to  B.  Thus  the  total  quantity  of  heat  supplied  as  the  body 
passes  from  A  to  B  along  the  path  ACB  is 

and  if  we  make  the  step  sufficiently  small,  so  that  hp  and  dv  are  very 
small,  this  will  also  be  the  quantity  of  heat  supplied  as  the  body  passes 
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from  A  to  B  along  the  adiabatic.     But  since  it  is  an  adiabatic,  this  heat 
must  be  zero.     Hence 

c  «/t,+c;a//=o  .  .  .   (i) 

Now  in  a  gas  pv—RT.     Hence,  if  when  v  is  constant  we  change  p  to 
p-k-hpy  and  as  a  result  y  changes  to  7"+ 64,  we  have 


or 

T; 

but 

T=^pv\R. 

Hence 

^=-f. 

In  the  same  way  it  can 

be  shown  that 

»..=^. 

Hence  (I ) 

becomes 

^J^c.+^j^c,= 

=0k 

or 

where  k  is 

the  ratio  of  the  specific  heats. 

Thus 

or  adding  unity  to  both  sides, 

,+^5=,-|  ...  (2) 

V  p 

But  if  hv  is  small  compared  with  z/,  we  have  by  the  binomial  theorem 

\         V  I  V 

and  similarly  ( i  +  ^  )     =  ^  ~  ^' 

Hencefrom(2)  (,+»|)*=(,-|)-\ 

But  V + d2/  and^ + Ip  are  the  values  of  v  and/  at  the  point  B,  so  that  calling 
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these  1/  and  p\  and  remembering  that  v  and  p  are  the  values  at  A,  both 
points  being  on  the  adiabatic,  we  have 

'i/^_p 

or  p'l/^^pv^. 

Since  for  any  two  points  A  and  B  on  the  adiabatic  the  above  relation 
holds,  it  follows  that  we  have  for  all  points  on  the  adiabatic 

/zi*=a  constant. 

^     259*.  Direct  Determination  of  the  Ratio  of  the  Specific  Heats 
for  a  Gas. — The  most  direct  way  of  measuring  the  ratio  of  the  specific 
heat  at  constant  pressure  to  that  at  constant 
volume  is  the  one  employed  by  Clement  and 
Desormes. 

The  gas  to  be  experimented  on  is  contained 
in  a  large  gas  balloon  A  (Fig.  207),  which  has 
a  wide  mouth  that  can  be  closed  by  a  plate  of 
ground  glass  B.  A  manometer  c  serves  to 
measure  the  pressure  of  the  gas.  The  opening  B 
being  closed,  a  little  of  the  gas  is  pumped  in,  so 
as  to  make  the  pressure  /^  a  little  greater  than 
Fig  207  ^^  atmospheric  pressure.    After   the  heating 

caused  by  the  compression  has  been  dissipated 
by  conduction,  &c.,  the  plate  is  removed  just  long  enough  to  allow  the 
pressure  inside  to  fall  to  the  atmospheric  pressure  po^  by  some  of  the  gas 
escaping.  The  gas  inside  the  globe  expands,  and  the  expansion  is  so 
rapid  that  no  appreciable  quantity  of  heat  has  time  to  pass  from  the 
walls  to  the  gas,  so  that  the  expansion  is  adiabatic,  and  the  temperature 
of  the  air  is  lowered.  After  the  closing  of  the  opening,  however,  the  air 
becomes  gradually  heated  to  its  old  temperature  by  heat  derived  from 
the  walls  of  the  vessel,  and  hence  the  pressure  p.^  rises  above  the  atmos- 
pheric pressure.  \ivy^  is  the  volume  of  unit  mass  of  the  gas  when  com- 
pressed under  the  pressure  py^  and  v^  is  the  volume  of  unit  mass  after 
expansion,  we  have  during  the  adiabatic  expansion  that 


fc 


Hence  -^'=f-0 

Pi    nV 

Also,  since  the  first  temperature  of  the  gas,  when  the  pressure  and  volume 
were  /,2/„  and  the  last  temperature,  when  the  pressure  and  volume  are 
p^^  are  the  same,  we  have  by  Boyle^s  law — 

^2    Pi 
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Substituting  we  get 

or,  taking  logarithms  of  both  sides, 

^-,  log  A -log  A 
log  A -log  A' 

Hence,  from  the  observed  pressures, /j,  ff^  and/j,  the  value  of  ^  can  be 
calculated. 

The  results  obtained  by  this  method  are  not  very  trustworthy,  since 
it  is  difficult  to  secure  perfectly  adiabatic  expansion,  that  is,  without 
appreciable  passage  of  heat  from  the.  walls  to  the  gas  during  the  time  it 
is  expanding,  and  at  the  same  time  prevent  the  outflow  of  the  gas  being 
oscillatory,  so  that  the  pressure  is  alternately  less  and  greater  than  f^ 
and  only  becomes  steady  after  a  few  oscillations. 

Another  method  of  determining  the  value  of  k  will  be  described  when 
we  are  considering  the  velocity  of  sound  in  gases. 

260.  Watt's  Indicator  Diagram.— In  §  251  we  have  seen  that, 
when  a  gas  expands  at  constant  pressure  against  a  pressure  /,  the 
external  work  done  is  equal  to  p7/^  where  1/  is  the  change  in  volume. 
Suppose  we  start  with  a  given  quantity  of  a  gas  having  a  volume  z/j 
under  a  pressure  /j,  as  indicated  by  the  point  A  (Fig.  208)  on  the 
diagram  of  pressures  and  volumes,  then 
if  the  gas  expands  at  constant  pressure 
to  the  volume  v^  as  indicated  by  the 
point  B,  the  change  that  takes  place  is 
represented  by  the  horizontal  line  ab. 
The  external  work  done  isA(^2-'^iX 
and  since  p^  is  represented  by  the  line 
\Vi  or  hv^  we  see  that  Pi{v^-'v^  is 
numerically  equal  to  the  area  of  the 
rectangular  figure  kbv^v^.  Hence  the 
external  work  done  by  the  gas  is  repre- 
sented by  the  area  of  this  figure.  If 
now  the  pressure  is  decreased  to  p^  the 

volume  being  kept  constant  (of  course,  the  temperature  will  have  to  be 
lowered^  the  change  is  indicated  by  the  line  BC,  and  since  the  volume 
does  not  change,  no  external  work  is  done.  Next,  keeping  the  pressure 
constant,  let  the  gas  be  cooled  till  its  volume  is  again  2/„  the  change  being 
represented  by  the  line  CD.  During  this  process  work  must  be  done  on 
the  gas,  and  the  amount  of  this  work  is  represented  by  the  area  of  the  rec- 
tangle DCz/jT/,.  Finally,  keeping  the  volume  constant,  heat  the  gas  till  the 
pressure  rises  to  /|,  the  line  DA  representing  the  new  change,  which  is 
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unaccompanied  by  any  external  work.  The  gas  is  now  in  exactly  the  same 
state  as  it  was  at  the  start,  and  we  have  taken  it  through  what  is  called  a 
cycle  of  operations.  During  this  cycle  the  gas  has  performed  an  amount 
of  external  work  represented  by  the  figure  ABz/j^n  and  had  an  amount 
of  work  represented  by  DCt/j^i  done  on  it.  Hence  the  total  amount  of 
external  work  done  by  the  gas  during  the  cycle  is  represented  by  the 
rectangle  abcd  enclosed  by  the  path  which  indicates  the  different  con- 
ditions to  which  the  gas  has  been  subjected  during  the  cycle. 

If  the  cycle  had  been  traversed  in  the  opposite  sense,  namely,  ADCBA, 
it  can  easily  be  shown  that  on  the  whole  an  amount  of  work  represented 
by  the  rectangle  abcd  would  have  been  done  on  the  gas.  Hence,  if  such 
^  a  cycle   is    traversed    in  the    clockwise 

direction  work  is  done  by  the  gas,  and 
if  in  the  anticlockwise  direction  work  is 
done  on  the  gas.  In  the  above  example 
we  have  supposed  that  the  pressure  and 
volume  changed  one  at  a  time.  If,  now, 
we  suppose  them  to  change  simultane- 
ously, and  the  gas  to  change  from  the 
conditions  indicated  by  the  point  A 
(Fig.  209)  to  those  indicated  by  the  point 
B  along  the  curve  ab,  we  may  suppose 
that  the  curve  is  replaced  by  a  stepped 
curve  such  as  that  shown,  along  which 
the  pressure  and  volume  only  change  one 
at  a  time.  When  the  gas  is  going  from  A  to  C,  the  volume  being  con- 
stant, no  work  is  done.  When  the  part  CD  is  being  traversed,  the  work 
done  is  represented  by  the  rectangle  cdm^m,  and  so  on.  Now  if  we 
imagine  the  number  of  steps  taken  as  infinitely  increased,  the  stepped 
curve  will  nowhere  appreciably  differ  from  the  curve  AB,^  and  the  work 
done  will  be  represented  by  the  area  abnm  included  between  the  curve, 
the  axis  of  volumes,  and  the  two  ordinates  drawn  through  the  extreme 
points  A  and  B.  Hence  it  follows  that  in  the  case  of  a  closed  cycle,  the 
work  done  by  the  body,  if  the  path  is  traversed  in  the  clockwise  direc- 
tion, or  the  work  done  on  the  body,  if  the  path  is  traversed  in  the  anti- 
clockwise direction,  is  equal  to  the  area  enclosed  by  the  path  which 
represents  the  cycle  of  operations. 
X  261*.  Camot*S  Cycle.— A  particular  cycle,  which  is  found  to  be  of 
great  use  in  the  theory  of  heat,  is  one  due  to  Carnot.  We  will  suppose 
that  the  substance  which  we  are  about  to  cause  to  go  through  a  Carnot's 
cycle  (the  working  substance,  as  it  is  called)  is  contained  within  a 
cylinder  w  (Fig.  210),  the  walls  and  piston  of  which  arc  perfect  non- 
conductors for  heat,  and  that  the  bottom  of  the  cylinder  is  made  of  a 

1  The  reasoning  is  the  same  as  that  adopted  in  §  34. 
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perfect  conductor  of  heat.  Further,  we  will  suppose  that  we  have  three 
stands,  one,  X,  fitted  with  a  perfect  non-conducting  lop,  and  of  the  others 
one,  Y,  kept  at  a  constant  temperature  Tj,  and  the  other,  z,  at  a  constant 
temperature  Tj,  these  being  each  fitted  with  a  perfectly-conducting  top. 

First  place  the  cylinder  on  the  stand  z,  so  that  the  working  substance 
comes  to  a  temperature  Tj,  the  pressure  and  volume  being  as  indicated 


Y  X 

NON-CONDUCTOR  OF  HEAT 
PCRPC^T        „ 

Fig.  sia 


•f      ••       ^!i?^ 


by  the  point  D  (Fig.  21 1).  Now  place  the  cylinder  on  the  non-conducting 
stand  X,  and  increase  the  pressure,  and  so  decrease  the  volume.  The 
change  must  be  adiabatic,  since  the  non-conducting  stand  prevents  the 
escape  of  the  heat  due  to  the  compression.  The  compression  must  be 
stopped  when  the  temperature  has  risen  to  T,.  The  curve  DA,  which 
gives  the  relation  between  the  pressure  and  volume  during  this  operation, 
is  an  adiabatic  (§  258). 
Next  place  the  cylinder 
in  the  stand  Y,  and  ex- 
pand the  substance  by 
allowing  the  piston  to 
rise  till  the  volume  and 
pressure  are  indicated  by 
the  point  B.  During"  this 
operation  heat  will  flow 
into  the  working  sub- 
stance through  the  con- 
ducting bottom  of  the 
cylinder,  so  that  the  tem- 
perature will  be  constant 
throughout  the  process, 
and  hence  the  curve  ab  will  be  a  portion  of  the  isothermal  for  the  tem- 
perature T,.  Next  remove  the  cylinder  from  Y,  and  place  it  on  the  non- 
conducting stand  X,  and  continue  allowing  the  substance  to  expand  till 
the  temperature  falls  to  Ty  This  portion  of  the  cycle,  since  the  escape 
or  supply  of  heat  to  the  working  sul  tance  is  prevented  by  the  non- 
conducting stand,  is  adiabatic.     Next  place  the  cylinder  on  z,  and  force 
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the  piston  down  till  the  pressure  and  volume  become  the  same  as  at  the 
start.  During  this  part  of  the^operation  heat  is  given  out  by  the  working 
substance  to  the  stand,  and  CD  is  a  portion  of  the  isothennal  for  T^  The 
cycle  is  now  complete,  the  working  substance  being  in  exactly  the  same 
condition  as  at  the  start.  During  the  cycle  an  amount  of  work  repre- 
sented by  the  area  ABCD  has  been  performed,  also  during  the  portion  of 
the  cycle  represented  by  ab  heat  has  been  supplied  to  the  working  sub- 
stance at  a  temperature  T",,  and  during  the  portion  CD  heat  has  been 
given  out  by  the  working  substance  at  the  temperature  T^  If  /^j  is  the 
quantity  of  heat  taken  in  at  the  temperature  T'l,  and  H^  the  quantity  of 
heat  given  out  at  the  temperature  T^  then  from  the  first  law  of  thermo- 
dynamics it  follows,  since  the  initial  and  final  states  of  the  working 
substance  are  the  same,  that  the  work  W  done  during  the  cycle  must  be 
equivalent  to  the  heat  which  has  been  used,  so  that 

Now  the  maximum  quantity  of  work  which  can  be  obtained  from  Hy 
units  of  heat  \sJHy  The  ratio  of  the  actual  amount  of  work  done  in  any 
cycle  to  the  maximum  amount  of  work  that  could  be  done,  suppose  all  the 
heat  supplied  had  been  converted  into  mechanical  energy,  is  called  the 
efficiency  of  the  cycle.     Hence  the  efficiency  (//)  is  given  by 

The  peculiarity  of  Carnot's  cycle  is  that  the  cycle  may  be  traversed  in 
the  reverse  direction,  a  quantity  of  heat  //j  being  taken  in  by  the  working 
substance  at  a  temperature  7'^  and  a  quantity  of  heat  H^  given  out  at  a 
temperature  7\,  while  a  quantity  of  work,  represented  by  the  area  abcd, 
has  to  be  done  on  the  working  substance  during  the  cycle.  For  this 
reason  Carnot's  cycle  is  called  a  reversible  cycle. 

Carnot  also  showed  that  by  adopting  a  reversible  cycle  the  efficiency 
obtained  was  the  greatest  possible.  For  if  not,  suppose  we  had  two 
engines  working  between  the  same  temperatures  T^  and  T^  one,  y/, 
working  in  a  reversible  cycle,  and  the  other,  B^  having  a  greater  efficiency 
than  A^  and  that  B  works  direct,  taking  in  heat  from  a  body  at  a  tem- 
perature T^  and  giving  out  heat  to  a  cold  body  at  a  temperature  T^  and 
that  the  mechanical  work  it  docs  is  employed  in  working  the  reversible 
engine  A  backwards,  so  that  it  takes  in  heat  at  a  temperature  T^  and 
gives  it  out  at  a  temperature  TJ.  Let  the  quantity  of  heat  taken  in  by  B 
at  the  higher  temperature  be  //'j,  and  that  given  out  //'j,  while  the  heat 
taken  in  by  A  at  the  lower  temperature  be  H^,  and  that  given  out  at  the 
higher  temperature  be  Hy  Then  H\  —  H\  is  the  heat  converted  into 
work  by  By  and  H^  -  H^  is  the  work  converted  into  heat  by  A,    Now,  if  all 
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the  work  done  by  B  is  used  in  working  A^  it  follows  that  //'j  -  H^  —  Hy  -  H^, 
The  efficiency  of  A  is  — * "^',  and  that  of  B  is  ^1  ■'^«,  hence  by 

supposition  ■    '    ^  is  less  than  ^iJ_ii«.      Therefore  since  H^-H^ 
Hi  //j 

is  equal  to  H'^  —  H'^  it  follows  that  //,  must  be  greater  than  //'j,  so 
that  //j  must  also  be  greater  than  H*^  In  other  words,  the  heat  //, 
taken  from  the  cold  body  by  A  is  greater  than  the  heat  H\  supplied  to 
it  by  B^  while  the  heat  H\  supplied  to  the  hot  body  by  J4  is  greater 
than  the  heat  //,  taken  from  it  by  B,  Thus  as  the  combination  con- 
tinues to  work  the  cold  body  will  be  gradually  robbed  of  all  its  heat, 
while  the  heat  of  the  hot  body  will  increase,  and  this  without  the  expen- 
diture of  any  external  energy,  which  is  entirely  contrary  to  experience  ; 
for,  unless  there  is  an  expenditure  of  external  energy,  experience  shows 
that  heat  always  flows  from  the  body  at  the  higher  temperature  to  that 
at  the  lower.  Hence  we  are  led  to  the  conclusion  that  an  engine  working 
in  a  Camot's  reversible  cycle  is  the  most  efficient  that  it  is  possible  to 
have  working  between  the  two  given  temperatures. 

It  also  follows  that  since  a  substance  when  it  goes  through  a  Camot's 
reversible  cycle,  taking  in  a  quantity  of  heat  //j  at  a  temperature  7'j,and 
giving  out  heat  at  a  temperature  7^  converts  the  maximum  fraction  of 
the  heat  received  into  work,  that  all  working  substances  when  used  in  a 
Camot's  reversible  cycle  must  have  the  same  efficiency.  That  is,  that 
the  fraction  (work  done  during  cycle) -^y/l  must  be  a  constant,  so  that  so 
long  as  //„  the  quantity  of  heat  taken  in,  remains  the  same,  the  quantity 
of  work,  W^  done  during  the  cycle  must  remain  the  same,  and  depends 
only  on  the  temperatures  7\  and  T^j. 

At  first  sight  the  reason  for  this  may  not  appear  quite  clear.  What 
we  show  is  that  for  an  engine  working  in  a  reversible  cycle  the  efficiency 
is  the  highest  possible  whatever  the  working  substance,  for  we  have 
made  no  assumptions  as  to  the  nature  of  the  working  substance.  Now 
if  the  efficiencies  of  a  number  of  reversible  engines  with  different  working 
substances  are  all  the  maximum,  they  must  all  be  equal. 
"/  The  above  result  may  not  appear  to  agree  with  common  sense,  for  if 
the  working  substance  in  an  engine  is  ether,  say,  we  might  at  first  sight 
hope  to  obtain  a  higher  efficiency  than  with  water.  For  the  vapour 
pressure  of  ether  at  any  temperature  being  higher  than  that  of  water  at 
the  same  temperature,  the  pressure  in  a  boiler  filled  with  ether  would  be 
greater  than  in  a  boiler  filled  with  water  at  the  same  temperature.  Thus 
the  vapour  supplied  to  the  ether  engine  will  be  at  a  higher  pressure  than 
that  supplied  by  the  water  engine,  and  so  we  might  expect  that  we 
should  get  more  work  by  allowing  the  ether  vapour  to  force  back  a 
piston  than  in  the  case  of  the  steam.  It  must,  however,  be  remembered 
that  at  the  back  of  the  piston  we  have  acting  the  pressure  of  the  exhaust 
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steam  or  vapour,  and  that  the  condenser  for  the  two  engines  must  be  sup- 
posed to  be  at  the  same  temperature,  or  they  would  not  be  working  through 
the  same  range.  Now  the  vapour  pressure  of  the  ether  at  the  temperature 
of  the  condenser  will  be  greater  than  that  of  the  water,  and  so  not  only 
the  forward  pressure  in  the  ether  engine  but  also  the  back  pressure  is 
greater  than  in  the  water  engine,  and  so  no  advantage  is  gained.  In 
addition,  during  the  expansion  of  the  vapour,  which  must  of  necessity 
take  place  in  the  cylinder,  the  vapour  must  give  up  heat ;  this  heat  being 
the  equivalent  of  the  work  done.  Now  water  vapour  is  able  to  give  up 
more  heat  for  a  given  fall  of  temperature,  and  the  latent  heat  of  steam  is 
greater  than  that  of  ether,  so  that  on  both  these  accounts  more  heat  is 
available  for  conversion  into  mechanical  energy  in  the  case  of  water  than 
in  the  case  of  ether. 

Hence  a  Camot's  cycle  being  a  thermal  process  which  is  independent 
of  the  nature  of  the  substance  in  which  the  thermal  changes  take  place, 
it  at  once  becomes  of  interest  to  see  whether  we  cannot  utilise  this  fact 
in  order  to  define  a  scale  of  temperature  independent  of  all  properties  of 
any  particular  kind  of  matter.  The  scales  which  we  have  used  heretofore 
all  depend  on  the  change  of  some  one  physical  property  of  some  special 
kind  of  matter,  thus  on  the  increase  in  volume  of  mercury  or  hydrogen, 
the  increase  in  resistance  of  a  platinum  wire,  the  thermo-electromotive 
force  of  a  junction  of  two  given  metals,  &c.  A  scale  of  temperature 
depending  on  Carnot's  cycle  and  independent  of  the  properties  of  any 
particular  kind  of  matter  has,  however,  been  devised  by  Lord  Kelvin, 
and  to  this  scale  only  can  the  title  "  absolute  '*  be  given  with  justice. 

If,  as  before,  we  imagine  a  Carnot's  cycle  in  which  a  quantity  of  heat 
//,  is  drawn  from  a  source  at  a  temperature  7'„  and  an  amount  of  work 
IV  is  performed,  //g  units  of  heat  being  given  out  to  the  refrigerator  at 
the  temperature  T^  we  may  according  to  the  first  law  measure  //,  and 
//,  in  terms  of  ergs,  in  which  case  H^-H^^  IV.  If  now,  keeping  //j 
and  7*1  constant,  we  adjust  the  temperature  T'j  so  that  the  work  done 
during  the  cycle  is  unity,  then  the  two  temperatures  7  j  and  7\  will  be 
such  that  if  a  Carnot's  engine  working  between  these  temperatures  takes 
//,  ergs  of  heat  from  the  source  it  will  perform  one  erg  of  work.  Next 
suppose  that  another  cycle  is  taken,  in  which  the  lower  temperature  7\  is 
so  adjusted  that  when  //^  ergs  of  heat  are  drawn  from  the  source  at  a 
temperature  T",,  the  work  done  in  the  cycle  is  two  ergs.  Then,  according 
to  Lord  Kelvin,  the  difference  of  temperature  between  7\  and  7^3  is  to  be 
called  twice  the  difference  of  temperature  between  7\  and  Z'j.  Pro- 
ceeding in  this  way,  we  could  define  a  series  of  equal  temperature 
intervals,  and  thus  form  a  thermometric  scale.  It  will,  however,  be 
convenient  not  to  call  the  interval  T^-  7',,  or  T^-  T^j,  as  above  defined, 
one  degree,  since  the  scale  thus  constructed  would  not  resemble  the 
scale  ordinarily  employed.  We  will  therefore  suppose  that  7",  is  taken 
as  the  temperature  of  boiling  water,  and  we  will  postulate  that  when  H^ 
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units  of  heat  are  taken,  by  an  engine  working  in  a  simple  reversible 
cycle,  from  a  source  at  the  temperature  of  boiling  water,  and  the  re- 
frigerator is  at  the  temperature  of  melting  ice,  a  hundred  times  the  work 
will  be  done  that  would  be  done  supposing  the  temperature  of  the 
refrigerator  were  one  degree,  on  this  new  absolute  scale,  below  the 
temperature  of  boiling  water,  and  so  on. 

Let  the  lines  TqTo  and  TjoTjo  (Fig.  212)  be  the  isothermals  for  the 
temperatures  of  melting  ice 
and   boiling  water   respec- 
tively, and  let  A B  be  an  adia- 
batic  cutting  these  isother- 
mals at  E  and  G.     Suppose 
that  if  we  go  along  the  iso- 
thermal T,o  from  K  to  F  an 
amount  of  heat  //,o  (mea-  W 
sured    in   ergs)   has    to  be  5 
supplied  to  the  working  sub-  (Q 
stance  to  keep  its  tempera-  W 
ture     constant,     and     that  ^ 
through  F  we  draw  a  second  jj^ 
adiabatic  CD  cutting  the  iso- 
thermal Tq  at  H.     Then,  if 
a  simple   reversible  engine 
performs  the  cycle  EFHG,  it 
will    take   in   //i©  units   of 
heat  at  a  temperature    T^s 
and  give  out   //q  units  of 
heat  at  a   temperature    T^ 
while  the   work    \V\^  done  VOLUME 

during    the    cycle    will    be  Ftg.  212. 

represented  by  the  area  of 

the  figure  EFHG.  Now  draw  nine  isothermals  between  Tq  and  Tjo,  so 
spaced  that  the  area  intercepted  between  any  adjacent  two  and  the  two 
adiabatics  is  one-tenth  of  the  area  EFHG.  Thus  the  area  shown  shaded 
is  to  be  one-tenth  of  EFHG.  Then  the  temperatures  corresponding  to 
these  isothermals,  if  we  call  the  temperature  of  melting  ice  273"  and  that 
of  boiling  water  373',  are  283%  293^  303^  3I3^  323^  333",  343",  353^  3^3^ 
on  Lord  Kelvin's  absolute  scale. 

By  the  doctrine  of  the  conser\'ation  of  energy,  the  maximum  amount 
of  work  we  can  possibly  get  from  a  quantity  of  heat  //j  isy//i,  if  the 
quantity  //,  is  expressed  in  calories,  or  simply  y/|,  if  this  quantity  is 
expressed  in  ergs.  Keeping  the  temperature  7\  of  the  source  constant, 
the  amount  of  work  \V  obtained  during  a  cycle  will  increase  as  the 
temperature  of  the  refrigerator  is  lowered,  until  the  temperature  of  the 
refrigerator  becomes  such  that  no  heat  is  given  to  it  during  the  corn- 
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pression  portion  of  the  cycle,  the  whole  of  the  heat  taken  in  being 
converted  into  work,  so  that  Hi^^W^  or  the  efficiency  of  the  cycle 
becomes  unity.  We  cannot  imagine  a  refrigerator  at  a  lower  tem- 
perature than  this,  and  hence  may  take  it  as  the  zero  on  this  new 
absolute  scale.  It  is  found  that  the  zero  thus  defined  coincides  with  the 
absolute  zero  as  given  by  a  perfect  gas,  and  that  the  new  absolute  scale 
agrees  very  nearly  with  that  of  a  gas  thermometer  containing  a  perfect 
gas.  So  that  the .  use  of  the  thermometric  scale  derived  from  the 
expansion  of  a  perfect  gas  is  justified. 

If,  in  Fig.  212,  any  other  adiabatic  KL  is  drawn,  then  this,  together 
with  either  of  the  others,  will  cut  off  equal  areas  between  consecutive 
isothermals.  Thus  the  area  intercepted  by  any  two  adiabatics  and  any 
two  isothermals  7i  and  T^  say,  will  be  proportional  to  the  difference  of 
temperature  71  -  T^  for  each  degree  of  this  difference  will  correspond  to  an 
equal  small  area  k^  such  as  the  one  shown  shaded.    Thus  we  shall  have 

where  ^  is  a  constant  depending  on  the  two  adiabatics  taken.  Since 
W^H^-H^  this  gives 

Now  if  we  make  T^  the  absolute  zero,  there  will  be  7^  small  areas  each 
equal  to  k  included  in  the  cycle,  and  H^  will  be  zero,  so  that  in  this  case 

Now  the  efficiency  of  a  reversible  cycle  is  given  by 

Hence,  substituting  for  Hy  -  //j  and  //j. 

This  result  will  be  found  useful  when  we  are  considering  some  actual 
cases  of  reversible  cycles. 

The  above  equation  may  be  written 


H,  7- 


so  that  ^i=Zj 

or  the  ratio  of  the  heat  taken  from  the  source  by  a  reversible  engine  to 
the  heat  given  up  to  the  refrigerator  is  the  same  as  the  ratio  of  the  tempera- 
ture, on  the  absolute  scale,  of  the  source  to  that  of  the  refrigerator. 
^  262*.  The  Second  Law  of  Thermo  Dynamics.— When  considering 
the  efficiency  of  a  simple  reversible  engine,  we  said  that  the  transfer  of  the 
heat  of  the  condenser  to  the  source  was  contrary  to  experience.  The 
denial   of  the  possibility  of  any   such  action  forms  what  is  called  the 
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second  law  of  thenno-dynamics/ and  has  been  put  into  a  concise  form  by 
ClausiuSy  who  expresses  it  as  follows  :  //  is  impossible  for  a  self  acting 
machine^  unaided  by  any  external  agency^  to  convey  heat  from  one  body  to 
another  at  a  higher  temperature. 

Lord  Kelvin  has  enunciated  the  second  law  in  a  slightly  different 
form,  namely  :  //  is  impossible^  by  means  of  inanimate  material  agency^ 
to  derive  mechanical  effect  from  any  portion  of  matter  by  cooling  it  below 
the  temperature  of  the  coldest  of  surrounding  bodies. 

It  must  be  carefully  borne  in  mind  that  these  laws  refer  only  to  the 
work  performed  during  a  cycle  of  operations,  in  which  the  initial  and  final 
states  of  the  working  substance  are  exactly  the  same.  Thus  when  a  gas 
is  allowed  to  expand  against  external  pressure,  it  does  work  and  becomes 
cooled,  so  that  in  this  way  it  may  do  work  although  in  the  operation  it 
becomes  cooled  below  the  temperature  of  surrounding  objects.  The 
final  state  of  the  gas  is  not,  however,  the  same  as  the  initial  state,  and  if 
we  attempt  to  bring  the  gas  back  into  the  initial  state  we  shall  find  that 
the  law  holds. 

We  may  also  put  the  law  in  slightly  different  words,  viz.  that  heat  of 
itself  never  passes  from  one  body  to  another  at  a  higher  temperature ; 
and  if  by  any  means  we  cause  heat  to  be  transferred  from  a  body  to 
another  at  a  higher  temperature,  we  must  in  the  process  supply  the 
system  with  energy  from  some  outside  source.  Thus,  when  a  reversible 
engine  is  worked  backwards,  heat  is  taken  from  the  refrigerator  and  sup- 
plied to  the  source.  During  this  operation,  however,  external  energy  has 
to  be  supplied  to  the  engine,  so  that  it  is  not  working  "  by  itself." 

263*.  Calculation  of  the  Effect  of  an  Increase  of  Pressure  on 
the  Meltlng-Point  of  Ice- — The  second  law  of  thermo-dynamics  will 
allow  us  to  calculate  the  effect  of  pressure  on  the  melting-point  of  ice. 

Suppose  we  have  a  gram  of  water  at  o*  C.  and  at  a  pressure  of  one 
atmosphere,  the  conditions  being  represented  by  the  point  A,  Fig,  213. 
Now  allow  the  water  to  freeze.  During  this 
process  the  temperature  and  pressure  will 
remain  constant,  so  that  the  horizontal  line  £ 
AB  will  represent  the  change,  which  is  an  C9 
isothermal  one.  During  this  change  80  S 
calories  of  heat,  or,  if  we   use  mechanical    a 

units,  80  x/ ergs  will  be  given  out,  and  an 

amount  of  work  p^^  where  1/  is  the  change  VOLUME 

of  volume,  will  be  done.     One  atmosphere  p,^  ^ 

being  1013300  dynes  per  square  centimetre, 
and  t/  being  in  the  case  before  us  0.0907,  the  work  done  is 

1013300X  0.0907  ergs. 


1  The  deductions  made  in  the  last  section  are  also  generally  referred  to  as  forming 
part  of  the  second  law. 
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Now,  without  allowing  heat  to  enter  or  leave  the  ice,  reduce  the 
pressure  to  zero.  Since  the  change  in  volume  of  ice  (or  water)  with  a 
difference  of  one  atmosphere  is  quite  inappreciable,  the  line  BC  showing 
this  change  is  vertical,  and  no  work  is  done,  supposing  that  during  the 
change  the  ice  does  not  melt,  that  is,  if  the  melting-point  of  ice  does  not 
vary  with  the  pressure.  Next,  supply  heat  to  the  ice  so  that  it  melt3, 
and  we  now  pass  along  CD.  During  this  process  heat  is  absorbed,  but 
since  the  pressure  is  zero,  although  the  volume  decreases,  no  external 
work  is  done  on  the  working  substance.  Finally,  raise  the  pressure  to 
one  atmosphere  along  the  adiabatic  DA.  We  have  now  gone  through  a 
reversible  cycle  of  operations  in  which  an  amount  of  work  represented  by 
the  area  abcd  has  been  done.  On  the  supposition,  however,  that  the 
melting-point  of  ice  is  the  same  at  a  pressure  of  one  atmosphere  as  in  a 
vacuum,  the  temperature  at  which  the  heat  was  taken  in  is  the  same  as 
that  at  which  the  heat  was  given  out  to  the  refrigerator.  This  is,  how- 
ever, contrary  to  the  second  law  of  thermo-dynamics,  and  hence  we 
conclude  that  our  supposition  that  the  melting-point  of  ice  is  unaltered 
by  change  of  pressure  must  be  wrong.  Since  external  work  is  done 
during  the  cycle,  the  temperature  when  the  heat  was  being  taken,  in  by 
the  working  substance,  that  is,  while  the  ice  was  melting  at  the  low 
pressure  along  CD,  must  have  been  'higher  than  the  temperature  when 
the  heat  was  being  given  out,  that  is,  when  the  water  was  freezing  at 
the  higher  pressure.  In  short,  decreasing  the  pressure  has  raised  the 
melting-point. 

We  may  proceed  to  calculate  what  would  be  the  lowering  of  the  melting- 
point  produced  by  an  increase  of  one  atmosphere.  Let  /  be  the  difference 
in  the  temperature  of  melting  ice  produced  by  a  change  in  pressure  of 
one  atmosphere.  The  temperature  of  the  refrigerator  is  o"  C,  or  273*  on 
the  absolute  scale,  and  that  of  the  source  273+/.  The  heat  absorbed  is 
8p  calories  or  3.352x16*  ergs,  and  the  work  done  is  0.0907/  ergs, 
where/  is  one  atmosphere  expressed  in  dynes  per  square  centimetre. 
Now  (§  261) 

H  Ty 

rrv        r  0.0907/  / 

Therefoie  -  u=        ,—j' 

3.352  xio»    273-H/ 

Now  /  is  very  small  compared  to  273,  so  that  we  shall  not  produce 
any  appreciable  error  in  omitting  the  term  /  in  the  denominator  of  the 
right-hand  member.    Thus 

0.0907  X  273  x/  =  3.352  X  10*/ 
^=1.35x10^/. 
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\ip  is  one  atmosphere,  or  1013260  dynes  per  square  centimetre, 

1013260 
~"i.35x  ic* 

=o°.oo75. 

This  number  agrees  with  the  results  of  experiment 
^  264*.  Irreversible  Cycles.— The  cycles  which  we  have  up  to  now 
considered  have  all  been  reversible,  that  is,  if  they  are  worked  backwards, 
so  that  all  the  various  operations  are  performed  in  the  reverse  order  and 
sense,  the  physical  and  mechanical  changes  are  also  reversed.  There 
are,  however,  many  cycles  of  operations  in  which,  for  various  reasons, 
the  operations  cannot  be  reversed,  or,  if  they  are,  the  mechanical  changes 
are  not  reversed.  Thus  if  during  any  cycle  any  of  the  energy  is  em- 
ployed in  producing  motion  against  friction,  such  a  cycle  cannot  be 
reversible,  for,  as  we  have  seen  in  §  no,  although  we  reverse  the  direc- 
tion of  motion,  the  conversion  of  mechanical  energy  into  heat  due  to 
friction  always  takes  place.  Thus,  when  working  direct,  the  engine 
working  in  such  a  cycle  may  do  a  certain  quantity  of  mechanical  work 
owing  to  the  expenditure  of  a  certain  quantity  of  heat-energy  ;  yet  if  we 
reverse  the  engine  and  do  work  on  it  to  the  same  extent  as  it  did  before, 
since  some  of  this  energy  is  employed  in  doing  work  against  friction,  we 
shall  not  completely  reverse  the  thermal  processes.  Again,  if  during  any 
part  of  a  cycle  there  is  conduction  of  heat  from  one  part  of  the  engine  to 
any  other,  since  heat  only  flows  by  conduction  from  bodies  at  higher 
temperatures  to  those  at  lower,  on  reversing  the  engine  the  heat  that 
passed  by  conduction  from  a  higher  to  a  lower  temperature  is  not  made 
to  pass  in  the  reverse  direction.  It  was  to  avoid  the  conduction  of  heat 
that,  in  describing  Carnot's  reversible  cycle,  we  had  to  suppose  that  the 
walls  of  the  cylinder  were  composed  of  a  perfect  non-conductor  of  heat. 
Also  during  a  reversible  process,  when  there  is  passage  of  heat  from  one 
body  to  another,  as,  for  instance,  in  the  Camot  cycle  during  the  iso- 
thermal expansion,  when  the  working  substance  is  taking  heat  from  the 
source,  it  is  necessary  to  suppose  that  the  transference  takes  place  so 
slowly  that  the  temperature  of  the  working  substance  never  differs  by 
more  than  an  infinitesimal  amount  from  that  of  the  source.  If  this  were 
not  so,  when  we  reversed  the  cycle,  in  order  to  reverse  the  conditions 
exactly,  we  should  still  require  to  have  the  temperature  of  the  working 
substance  higher  than  that  of  the  source  by  the  same  amount  as  before, 
and  yet  have  heat  flowing  from  the  source  to  the  working  substance,  i,e. 
from  a  cold  to  a  hot  body. 

264*A.  Entropy.— In  many  problems,  especially  in  dealing  with  the 
thermo  dynamics  of  the  steam  engine,  the  quantities  of  heat  given  out  and 
absorbed  by  the  working  substance  during  various  operations  have  to  be 
studied  in  detail,  particularly  in  reference  to  the  work  done  by  or  on  the 
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working  substance.  Now  we  have  seen  that  although  the  total  quantity 
of  work  which  corresponds  to  a  given  quantity  of  heat  is  independent  of 
the  temperature  of  the  body  which  contains  the  heat  (first  law  of  thermo- 
dynamics), yet  when  we  have  to  consider  the  actual  conversion  of  this 
heat  into  mechanical  work  the  temperature  of  the  body  which  contains 
the  heat  has  to  be  taken  into  account  (second  law  of  thermo-dynamics). 
Now  in  the  Carnot  cycle  we  have  shown  (§261)  that  if  Hy  is  the  heat 
given  to  the  working  substance  at  the  temperature  7^],  and  H^  is  the  heat 
given  out  by  the  working  substance  at  the  temperature  T^  where  //,  and 
H^  are  measured  in  dynamical  units,  and  7^  and  T^  are  measured  in  the 
absolute  thermo-dynamic  scale,  then 

^1  —  ^8, 

Now  if  in  place  of  the  Carnot  cycle,  in  which  all  the  changes  are 
either  isothermal  or  adiabalic,  we  have  any  other  cycle,  such  as  is  repre- 
sented by  the  closed  curve  in  Fig.  213^,  we  may,  if  we  please,  split  up 

this  cycle  into  a  very  large  number  of 
Carnot  cycles,  EFHG,  by  means  of  isother- 
mals,  such  as  7\  and  T^  and  adiabatics, 
such  as  AB  and  CD,  and  the  sum  of  all 
these  cycles  will  be  the  same  as  the 
original  cycle,  for  each  of  the  adiabatic 
portions  of  these  small  cycles  will  be 
traversed  one  way  when  it  belongs  to 
one  elementary  cycle  and  in  the  opposite 
direction  when  it  forms  part  of  the 
adjacent  elementary  cycle,  while  by 
^  VOLUME  — >  ^  taking  the  adiabatics  close  enough  to- 
gether we  may  reduce  the  error  pro- 
FiG.  213^.  duced  by  taking  the  portion  EF  and  HC 

of  the  cycle  as  being  formed  by  the 
isothermals  T*,  and  T.^  instead  of  by  the  portion  of  the  curve  included 
between  ab  and  CD  as  small  as  we  please,  as  has  already  been  shown 
from  a  similar  case  in  §  34. 

Now  for  each  of  the  elementary  cycles  into  -which  the  cycle  of 
operation  has  been  split  up  the  relation 

must  hold.     Now  in  this  expression  //|  is  the  heat  given  to  the  working 
substance  at  a  temperature  T",,  and  //g  is  the  heat  given  up  by  the 
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working  substance  at  a  temperature  Zg.  If  we  please,  however,  we  may 
say  that  ~  H^  is  the  heat  given  to  the  working  substance  at  a  temperature 
7j.  In  this  case  we  may  put  in  words  the  fact  represented  by  equation 
(i)  as  follows  : — In  a  Camot  cycle  the  sum  of  the  quotients  of  the  heat 
given  to  the  working  substance  by  the  temj>erature  at  which  the  trans- 
ference of  heat  takes  place  is  equal  to  zero.  But  we  have  seen  that  any 
closed  cycle  can  be  represented  as  the  sum  of  a  number  of  Camot  cycles, 
so  that  we  may  say  that  in  any  closed  cycle  the  sum  of  the  quotients  of 
all  the  quantities,  of  heat  given  to  the  working  substance  divided  in  each 
case  by  the  temperature  at  which  the  transference  takes  place  is  zero,  or, 
using  the  symbol  2  for  **  the  sum  of," 

Suppose  that  the  conditions  of  the  working  substance  are  represented 
by  the  point  A,  Fig.  213^,  and  that  after  a  certain  transformation  the 
conditions  are  represented  by  the  point  c 
Now,  from  what  has  been  said  in  pre- 
vious sections,  it  is  obvious  that  the 
quantity  of  heat  which  has  been  supplied 
to  (or  abstracted  from)  the  working  sub- 
stance, as  is  passed  from  the  condition  A 
to  that  of  B,  depends  not  only  on  the 
co-ordinates  of  A  and  B,  ue,  the  values  of 
the  pressure,  volume,  and  temperature  at 
the  points  A  and  B,  but  also  on  the  path 
along  which  the  transformation  took  place. 
Thus  the  quantity  of  heat  which  would 
have  to  be  supplied  to  pass  along  the 
path  ABC  would  be  different  from  the 
quantity  which  would  have  to  be  supplied 
to  pass  along  ADC.     Since,  however,  if  we  take  abcda  as  a  closed  cycle, 

M  M 

we  have  that  2  ;^  s^o,  it  follows  that  the  value  of  2  —  for  one  portion  ABC 

of  the  cycle  is  exactly  equal  and  opposite  to  its  value  for  the  portion  CDA. 
In  other  words,  the  value  of  2  ^-7  for  the  path  abc  is  the  same  as  the 

IT 

value  of  2-=  for  the  path  ADC     Thus  although  the  total  quantity  of 

heat  (2//)  which  has  to  be  supplied  to  pass  from  A  to  C  varies  with 

the  path,  the  quantity  2  —  does  not  depend  on  the  path,  and  only  de> 

pends  on  the  initial  and  final  conditions  of  the  working  substance.  If 
the  point  A  corresponds  to  a  state  of  the  working  substance,  which  we 
Uke  as  a  standard,  0**  C ,  and  a  pressure  of  76  cm.  of  mercury,  say*  in  the 
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case  of  a  gaseous  working  substance,  then  however  we  change  from  the 
State  A  to  the  state  c,  the  value  of  the  sum  Z  — ;  during  the  process  will 

ij 
be  the  same.     Hence  we  may  consider  the  quantity  S  ^  as  an  attribute 

of  the  working  substance  considered  when  it  is  in  the  state  represented 
by  the  point  B,  just  as  we  look  upon  the  energy  of  a  body  when  under 
any  given  conditions  as  being  an  attribute  of  the  body,  and  just  as  the 
quantity  of  energy  is  quite  indei>endent  of  the  manner  in  which  the 

energy  was  acquired,  so  the  value  of  2  ^  is  quite  independent  of  the 

manner  in  which  the  body  has  passed  from  the  standard  state  to  the 
state  indicated  by  the  point  B.     Hence  a  name  has  been  given  to  this 

IT 

quantity,  and  the  value  of  the  sum  S  y,  obtained  as  the  body  passes 

from  some  standard  state  A,  which  is  taken  as  the  zero  to  the  state  B,  is 
called  the  entropy  of  the  body  in  the  state  B. 

Thus  if  we  supply  a  body  with  a  quantity  of  heat  H^  the  temperature 
of  the  body  being  7',  we  are  said  to  increase  the  entropy  of  the  body  by 
an  amount  ///'/*.  If  a  body  undergoes  an  adiabatic  change,  since  no 
heat  is  supplied  to  or  abstracted  from  the  body  throughout  the  change, 
the  quotient  H\T  is  zero  throughout,  so  that  no  change  in  the  entropy 
of  the  body  takes  place.  For  this  reason  the  adiabatic  curves  are 
sometimes  called  the  isentropic  curves  for  a  substance.  During  an 
isothermal  change,  since  T  is  constant,  the  change  in  entropy  of  the 
working  substance  is  numerically  equal  to  the  quantity  of  heat  given  to 
the  working  substance  divided  by  the  temj>erature. 

If  we  take  the  temperature  and  entropy  as  co-ordinates  and  draw  a 
curve  showing  the  connection  between  these  two  quantities  for  a  given 

working  substance,  then  from  the 
diagram  thus  obtained  we  can  de- 
duce the  quantity  of  heat  supplied 
to  the  substance.  Thus  in  Fig.  2 1 3^ 
let  the  curve  AB  represent  the 
change.  Then  we  may  suppose  this 
curve  replaced  by  a  stepped  curve 
ACDEF,  &c.,  in  which  the  vertical 
parts  of  the  stepped  curves  are 
isentropics,  for  along  them  the 
entropy  is  constant,  and  the  hori- 
zontal portions  are  isothermals. 
Now  the  change  in  entropy  of  the 
working  substance  between  c  and 
D  is  represented  by  MiSf^^  and  hence  if  7",  is  the  temperature  MCy 
and  H^  is  the  heat  supplied  along  the  path  CD,  we  have,  since  the 
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change  in  entropy  is  equal  to  the  quotient  of  the  heat  supplied  by  the 
temperature, 

change  of  entropy = MM^ = H^\  T^ 
or  Ni^T^xMAfi, 

But  Ti  X  MMi  is  the  area  of  the  rectangle  CM M^D,  Hence  the  heat 
supplied  while  the  working  substance  undergoes  the  change  CD  is  repre- 
sented by  the  area  of  the  figure  CM M^E,  Hence,  as  there  is  no  heat 
supplied  along  the  vertical  portions  of  the  stepped  path,  since  they  are 
isentropics  or  adiabatics,  we  can  show  by  taking  a  sufficiently  large 
number  of  steps  that  the  heat  supplied  to  the  working  substance,  as 
it  passes  from  A  to  B  along  the  curve,  is  represented  by  the  areas  in- 
cluded between  this  curve,  the  ordinates  through  A  and  B,  and  the 
axis  of  entropy. 

In  the  above  discussion  we  have  supposed  that  all  the  processes  are 
reversible,  that  is,  that  no  irreversible  processes,  such  as  conduction, 
convection,  &c.,  take  place.  In  practice,  however,  we  are  unable  to 
secure  the  absence  of  irreversible  effects,  and  owing  to  conduction, 
radiation,  and  convection  the  temperatures  of  the  various  parts  of  a 
system  tend  to  become  equalised.     Now,  if  a  body  at  a  temperature  7\ 

8// 
loses  a  quantity  of  heat  SA^j,  its  entropy  is  reduced  by  an  amount-    ^ 

-*  1 
If  this  heat  is  communicated  to  a  neighbouring  body  at  a  lower  tem- 
perature T'j  by  conduction,  &c.,  the  entropy  of  this  body  is  increased 

by  an  amount  -=-*.     But  7\  is  greater  than   T^  or  conduction  would 
^« 

Oft  ^LT 

not  take  place ;  hence  -^  is  less  than  -—J,  or,  in  other  words,  the  in- 

■M  -*« 

crease  in  the  entropy  of  the  colder  body  is  greater  than  the  loss  of  the 
entropy  of  the  hotter,  so  that  the  entropy  of  the  system  which  comprises 
the  two  bodioG  has  increased.  The  effect  of  conduction,  convection,  and 
radiation  is  thus  to  equalise  the  temperature  of  the  different  portions  of 
the  universe,  and  at  the  same  time  to  increase  its  entropy. 
^  265.  Dimensions  of  Thermal  Quantities.— We  have  used  two 
"^"distinct  units  of  quantity  of  heat.  One  of  these,  the  calorie,  depends  on 
the  thermal  capacity  of  water,  and  on  the  scale  of  temperature  adopted, 
as  well  as  on  the  unit  of  mass.  The  other,  the  erg,  simply  depends  on 
the  fundamental  units  of  mass,  length,  and  time,  and  has  the  dimensions 
[/V/.*r~*].  If  Q  represents  a  certain  quantity  of  heat  measured  in 
calories,  and  //  the  same  quantity  measured  in  ergs,  then  by  the  first 
law  of  thermo-dynamics  we  have 

where  /  is  the  mechanical  equivalent. 
Therefore  [^]«[^^*^-^]=L/2]. 
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Now  in  §  251  we  have  seen  that  the  value  oi  J  depends  on  the 
scale  of  temperature  adopted,  since  the  value  of  Q  depends  on  this  scale. 
Hence  the  dimensions  of /depend  on  the  temperature  scale.  We  do 
not,  however,  know  the  dimensions  of  temperature,  as  measured  on  the 
ordinary  gas-thermometer  scale,  in  terms  of  the  fundamental  units  of 
length,  mass,  and  time,  and  so  we  are  reduced  to  using  a  symbol  \6\  for 
the  unknown  dimensions  of  temperature.  Since  the  thermal  unit 
depends  on  the  mass  of  water  taken,  as  well  as  on  the  unit  of  tem- 
perature, we  have 

Hence  [/]=[2~*.  ML^T-^ 

The  symbol  B  here  plays  the  part  of  a  fourth  fundamental  unit,  and 
Professor  Riicker  has  proposed  to  call  it  a  secondary  fundamental  unit. 
There  is  no  doubt  that  it  is  only  the  limit  of  our  knowledge  as  to  the 
natul-e  of  temperature  which  prevents  our  expressing  [^]  in  terms  of 
[Z],  [J/J,  and  [7^.  For  instance,  we  have  in  §  257  supposed  that  in 
the  case  of  a  gas  the  temperature  is  proportional  to  the  mean  kinetic 
energy  of  translation  of  the  molecules.  Hence  we  might  measure 
temperatures  by  the  mean  kinetic  energy  of  a  molecule  of  a  gas  when  at 
that  temperature,  and,  we  should  on  this  scale  have 

As  yet,  such  a  method  of  measuring  temperature  is  not  warranted  by 
our  knowledge  of  the  molecular  conditions  of  gases,  to  say  nothing  of 
liquids  and  solids.  It  is,  therefore,  better  to  retain,  when  dealing  with 
dimensional  formulae  involving  temperature,  the  symbol  \if\  for  the 
dimension  of  the  unit  of  temperature. 

Since  specific  heat  is  the  quantity  of  heat  required  to  raise  unit  mass 
through  a  temperature  of  one  degree, 

Q^\Mse\ 
or  W  =  [.W]/[J/^]=i. 

So  that  specific  heat  has  no  dimension,  and  is  therefore  a  mere  number. 
This  is  at  once  evident,  if  we  remember  that  specific  heat  may  also  be 
defined  as  the  ratio  of  the  heat  required  to  raise  a  given  mass  of  the 
substance  through  a  given  range  of  temperature,  to  the  heat  required  to 
raise  an  equal  mass  of  water  through  the  same  range. 

Latent  heat  being  the  quantity  of  heat  required  to  convert  unit  mass 
of  the  substance  from  one  state  to  the  other, 

W=[2]/[^/]=W 
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Since  the  coefficients  of  expansion  are 
Increase  oflen^h  (or  volume) 


Original  length  {or  volume)     Increase  in  Temperature^ 
we  have  [a]  =  [/.]/[/- ^] = [^*] 

The  quantity  of  heat,  g,  which  passes  in  a  time,  /,  through  a  slab  of 
area  A^  thickness  d  and  conductivity  >6,  when  the  difference  of  tem- 
perature between  the  opposite  faces  is  6^  is  given  by 

Q^ktOAjd. 
Therefore  [>t]=[e^]/[719ZT 
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WAVE-MOTION    AND    SOUND 
PART   I— WAVE-MOTION 


CHAPTER  I 
WAVE'MOTION  AND  WATER  WAVES 

266,  Wave-Motlon.~We  have  in  Book  I.  chap.  vii.  considered  the 
periodic  motion  of  a  single  particle  or  rigid  body  ;  we  have  now  to  con- 
sider in  some  detail  the  resultant  motion  when  the  various  particles  of  a 
medium  are  executing  periodic  motions,  but  the  phase  (§  50)  of  the 
motions  of  the  various  particles  is  not  the  same  for  all,  but  are  related  to 
one  another  in  certain  definite  ways. 

Suppose  we  have  a  number  of  particles  arranged,  when  at  rest,  at 
equal  distances  along  a  line  ab  (Fig.  214),  and  that  these  particles  all 
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Fig.  214. 

execute  S.H.M.'s  (§  50)  of  equal  amplitude  and  period  along  lines  at 
right  angles  to  AB,  but  in  such  a  way  that  the  phase  of  each  successive 
particle,  counting  from  A,  differs  from  that  of  the  preceding  particle  by  a 
constant  amount. 

Thus  if  the  constant  difference  in  phase  is  30**,  when  the  particle  i  is 
at  its  median  position,  the  position  of  the  others  will  be  as  shown  by  the 
dots  in  the  figure.     The  displacement  of  particle  2  at  any  moment  is 

equal  to  the  displacement  of  particle  1  at  1/12  of  the  periodic  time  {T) 

346 
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later,  since  30°  is  1/12  of  360°.     Similarly,  particle  3  is  displaced  to  the 
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Fig.  215. 
amount  that  particle  i  will  be  at  27713  from  the  start,  and  so  on.    Hence 
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the  curve  dratwn  through  the  positions  of  the  particles  at  any  instant  will 

be  a  harmonic  curve  (§   52).      Particle  13  will  at  every  moment  be  in 

exactly  the  same  state  as  particle  i,  particle  14  as  particle  2,  and  so  on  ; 

for,  as  their  phases  differ  by  a  whole  period,  they  will  be  equally  displaced 

and  moving  in  the  same  direction. 

In  Fig.  215  the  positions  of  the  particles  are  shown  at  successive 

T 
intervals  of  -  -  up  to  half  a  complete  vibration  from  the  positions  depicted 

in  the  first  line,  the  direction  of  motion  at  the  given  instant  being  indi- 
cated by  an  arrow-head.  It  will  be  seen  that  the  curve  drawn  through 
the  particles  can  in  each  case  Ije  obtained  by  displacing  the  curve  for 
the  preceding  configuration  to  the  right,  and  hence,  as  the  motion  goes 
on,  the  curve  connecting  the  particles  appears  to  move  steadily  to  the 
right.  The  distance  through  which  it  moves  during  one  complete  period 
of  one  of  the  moving  particles  is  equal  to  the  distance  between  two 
particles  which  are  moving  at  every  instant  in  the  same  direction  and 
are  equally  displaced  on  the  same  side  of  their  mean  positions.  This 
distance  through  which  the  curve,  called  in  this  case  a  wave,  moves 
during  a  complete  period  of  one  of  the  moving  particles  is  called  the 
wave- length  of  the  motion.  The  wave-length  may  also  be  defined  as  the 
distance  between  one  particle  and  the  next  one  that  is  displaced  from  its 
mean  position  to  the  same  extent  and  is  moving  in  the  same  direction, 
that  is,  between  two  consecutive  particles  which  are  in  the  same  phase. 
Thus  in  Fig.  214  the  wave-length  is  equal  to  AC  or  de. 

Although  the  form  of  the  wave  is  similar  to  the  harmonic  curve,  it 
must  be  remembered  that  the  harmonic  curve  represents  the  successive 
displacements  of  a  single  particle,  the  abscissae  representing  time,  while 
the  wave-form  curve  represents  the  simultaneous  positions  of  a  number 
of  particles,  the  abscissae  being  the  distance  of  the  mean  positions  of  the 
particles  measured  from  some  fixed  point.  However,  as  all  the  particles 
move  in  exactly  the  same  way,  and  in  one  whole  wave-length  we  shall 
have  an  example  of  a  particle  in  every  phase  of  this  motion,  we  may  look 
upon  the  wave-curve  as  also  showing  us  what  the  displacement  of  each 
particle  will  be  at  different  times. 

A  point  on  the  wave  such  as  F  (Fig.  214),  at  which  the  particle 
is  at  its  maximum  positive  displacement,  is  called  a  crest^  while  a 
point  such  as  D  or  E,  where  the  displacement  has  its  maximum  nega- 
tive value,  is  called  a  trough.  The  positions  of  the  crests  and  troughs 
appear  to  travel  towards  the  right  as  the  motion  of  the  particles 
continues. 

This  translatory  motion  of  the  wave  is  not  accompanied  by  the  trans- 
lation of  the  particles  themselves,  that  is,  although  each  particle  moves 
to  and  fro  along  its  own  little  path,  yet  its  mean  position  during  a 
complete  oscillation  remains  unaltered.  We  may,  therefore,  define  a 
wave  as  a  form  or  disturbance  which  travels  through  a  medium,  and  is 
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due  to  the  parts  of  the  medium  performing  in  succession  certain  periodic 
motions  about  their  mean  positions. 

In  the  case  of  wave  -  motion  considered  above,  the  particles  all 
vibrated  at  right  angles  to  the  direction  in  which  the  wave  moves,  and 
this  form  of  wave-motion  is  said  to  be  due  to  transverse  vibrations.  If 
the  motion  of  each  particle  takes  place  in  the  direction  in  which  the 
wave  moves,  then  the  vibration  is  said  to  be  longitudinal. 

At  AB  (Fig.  216)  the  undisplaced  positions  of  the  particles  are  shown. 
If  each  particle  now  executes  a  S.H.M.  in  the  direction  ab,  the  period 
and  amplitude  being  the  same  for  all,  but  the  phase  of  each  particle 
being  30*'  behind  that  of  the  preceding  particle,  then  when  particle  i  is 
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Fig.  216. 

passing  through  its  mean  position  and  moving  towards  the  right,  CD  will 
represent  the  positions  of  the  other  particles.  The  positions  of  the 
particles  are  also  shown  at  successive  intervals  of  1/12  of  the  period  of 
the  S.H.M.  of  each  particle  for  half  a  complete  period. 

In  this  form  of  wave-motion  the  distances  between  adjacent  particles 
alter,  so  that  the  particles  are  alternately  crowded  together  and  spread 
out.  A  point  where  at  any  instant  the  crowding  together  is  a  maximum 
is  called  a  condensation,  while  a  point  where  the  distance  between 
adjacent  particles  is  a  maximum  is  called  a  rarefaction.  These  play  the 
same  parts  in  longitudinal  wave-motion  as  do  the  crests  and  troughs  in 
transverse  wave-motion. 

The  definition  of  wave-length,  given  with  reference  to  transverse 
vibrations,  applies  also  to  longitudinal  vibrations.  The  most  convenient 
manner  of  studying  longitudinal  vibrations  is  to  employ  a  curve  of  which 
the  ordinates  indicate  the  displacements  from  their  mean  positions  of  the 
different  particles  at  any  time.  Such  a  curve  is  obtained  if,  at  the  mean 
or  undisturbed  position  of  each  particle,  we  erect  a  perpendicular  in  the 
positive  or  negative  direction  according  as  the  displacement  of  the 
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panicle  is  in  the  positive  or  negative  direction,  and  having  a  height 
equal  to  the  displacement  of  the  particle  from  its  mean  position.  The 
curve  obtained  by  joining  the  extremities  of  these  ordinates  is  shown  at 
EFG  (Fig.  216),  the  corresponding  positions  of  the  disturbed  and  undis- 
turbed particles  being  shown  at  hk  and  ab.  This  curve  is  a  harmonic 
curve,  and  the  points  where  the  curve  cuts  the  axis  correspond  to  the 
places  where  the  particles  are  most  crowded  together,  or  most  spread 
out.  For  at  F  the  particle  7  is  at  its  mean  position,  while  the  particle  6 
is,  since  the  corresponding  ordinate  ab  of  the  curve  is  positive,  displaced 
to  the  right  by  an  amount  equal  to  this  ordinate,  and  the  particle  8  is  to 
the  left  of  its  median  position  by  an  amount  equal  to  the  ordinate  cd  of 
the  curve  ;  so  that  the  particles  are  here  crowded  together.  In  the  same 
way  the  particles  at  E  and  G  are  separated  to  a  maximum  extent.  Hence 
F  corresponds  to  a  condensation,  while  E  and  G  correspond  to  rarefac- 
tions. The  distance  between  two  adjacent  rarefactions,  such  as  E  and  G, 
or  between  two  condensations,  is  equal  to  the  wave-length  of  the  wave- 
motion,  while  the  distance  between  a  rarefaction  and  the  adjacent 
.  condensation  is  equal  to  half  a  wave-length. 
\l  267.  Velocity  of  Propagation  of  a  Wave— Frequency.— The 
speed  at  which  the  crest  or  trough  in  the  case  of  a  transverse  wave,  or 
the  condensation  or  rarefaction  in  a  longitudinal  wave,  moves  through 
the  medium  is  called  the  velocity  of  propagation  of  the  wave-motion. 

While  particle  4  in  Figs.  214  and  21 5  is  making  a  complete  oscillation, 
the  trough  of  the  wave  will  travel  to  the  right  to  particle  16,  that  is, 
through  a  distance  equal  to  the  wave-length,  X.  In  the  same  way,  while 
particle  i  (Fig.  216)  is  making  a  complete  oscillation,  the  condensation  will 
travel  from  C  to  D,  that  is,  through  a  distance  equal  to  the  wave-length. 

Hence  if  T  is  the  time  each  particle  takes  to  complete  one  oscillation, 
in  this  time  the  wave  will  move  through  a  distance  equal  to  the  wave- 
length.     Thus   if  V  is   the  velocity  of  propagation  of  the  wave,  we 

have— 

v=a/7. 

Each  time  that  particle   10  (Fig.  214)  reaches  its  maximum   positive 

elongation,  a  crest  will  be  passing  at  /'",  so  that  the  interval  between 

the  pa*age  of  two  successive  crests  is   'J\    Thus  if  n  is  the  number 

of  crests  which   pass  /^  in  a  second,  we  have  n—i/T.     The  same 

remark  applies  to  any  other  particle,  whether  the  motion  is  transverse 

or  longitudinal,  and  the  quantity  n  is  called  the  frequency  of  the  waves. 

Thus 

V  =  ;/X. 

The  velocity  with  which  a  group  of  waves  moves  into  an  undisturbed 
portion  of  the  medium  is  not  necessarily  equal  to  the  velocity  of  the 
individual  waves.  Thus  in  the  case  of  gravitational  waves  on  a  liquid, 
the  individual  waves  travel  twice  as  fast  as  does  the  front  of  the 
disturbance.     Thus  if  we  watch  a  short   train  of  waves  moving  into 


Digitized  by 


Google 


§  268]  Waves  on  the  Surface  of  a  Liquid  351 

still  water,  the  waves  will  appear  to  move  through  the  group,  dying 
out  in  front,  and  fresh  waves  appearing  in  the  rear  of  the  group.  It  can 
be  shown  that  whenever  the  velocity  of  the  waves  varies  with  the  wave- 
length, the  group  velocity  is  different  from  the  wave  velocity. 

The  study  of  waves  being  of  very  great  importance  in  physics — for, 
as  we  shall  see,  sound,  light,  radiant  heat,  and  many  electro-magnetic 
phenomena  are  propagated  by  wave-motions — it  will  be  advisable  to 
spend  some  time  considering  this  form  of  motion.  It  will  add  to  the 
interest,  and  also  to  the  clearness,  of  the  study  of  a  wave-motion  if  we 
illustrate  the  various  points  by  reference  to  some  particular  form  of 
wave-motion.  Now  the  waves  which  constitute  sound,  light,  and  heat 
are  invisible,  and  so  for  the  purposes  of  illustration  it  will  be  better  to 
consider  the  waves  which  may  be  produced  at  the  surface  of  a  liquid,  for 
such  waves  may,  with  suitable  arrangements,  be  seen  by  the  eye. 

268.  Waves  on  the  Surface  of  a  Liquid.— In  order  that  a  wave 
may  be  formed,  it  is  necessary  that  the  successive  particles  which 
constitute  the  medium  in  which  the  wave  is  propagated  should  each  in 
succession  go  through  a  periodic  motion.  Now  when  considering  the 
motion  of  a  pendulum  (§  112),  we  showed  that  the  reason  it  executes  its 
periodic  motion  is  that,  when  the  bob  is  displaced,  a  force  acts  on  the 
bob  tending  to  bring  it  back  to  its  position  of  rest.  Hence  when  dealing 
with  the  production  of  a  wave-motion  in  a  medium,  we  must  consider 
how  the  force  of  restitution  on  the  particles  of  the  medium,  which  is 
necessary  for  the  production  of  the  periodic  motion  of  these  particles, 
is  brought  about.  Let 
AB  (Fig.  2 1 7)  represent  E^^ 

the  plane  surface  of  a    ^  X^y"^^     ^^^^^ H_ 

liquid  at  rest.  Now 
suppose  by  some  means 
we  cause  the  liquid  to 
be  heaped  up  in  the 
form  DEF,  or  scooped  out  into  a  hollow  FGH,  so  that  the  liquid  particles  are 
displaced  from  their  positions  of  rest.  Then,  owing  to  the  action  of  gravity, 
the  particles  in  the  portion  def  of  the  liquid  will  move  back  towards  the 
level  surface  AB,  while  the  particles  which  have  been  forced  down  owing  to 
the  production  of  the  hollow  FGH  will  move  up.  Thus  when  the  particles 
of  a  liquid  are  moved,  so  that  a  portion  of  the  surface  is  displaced  either 
above  or  below  the  level  of  the  general  surface,  owing  to  gravity  a  force 
will  act  tending  to  bring  the  surface  back  to  its  undisturbed  position. 
We  have  therefore  the  conditions  suitable  for  the  production  of  waves 
on  the  surface  of  the  liquid,  and  the  existence  of  these  waves  being  due 
to  the  action  of  gravity,  they  are  called  gravitational  waves.  The  large 
waves  seen  on  the  surface  of  the  sea  are  well-known  examples  of  gravi- 
tational waves.  Gravity,  as  was,  however,  first  pointed  out  by  Lord 
Kelvin,  is  not  the  only  cause  tending  to  bring  the  surface  of  the  liquid 


Fig.  217. 
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back  to  its  undisturbed  position.  There  is  a  second  cause  acting, 
namely,  the  surface  tension  (§  157)  of  the  surface  film  of  the  liquid 
This  surface  tension  acts  as  if  there  were  a  thin  elastic  membrane 
stretched  over  the  surface,  and  it  is  evident  that  the  effect  of  such  a 
stretched  membrane  will  be  to  tend  to  flatten  down  the  portion  def  of 
the  disturbed  surface  of  the  liquid,  and  to  level  up  the  portion  fgh,  so 
that  in  the  surface  tension  we  have  also  a  force  of  restitution  acting  on 
the  displaced  liquid  particles  We  have  seen  in  §  1 58  that  the  pressure 
due  to  the  surface  tension  increases  with  increase  of  the  curvature  of  the 
surface,  so  that,  since  the  magnitude  of  the  surface  tension  is  small,  it  is 
only  when  we  are  dealing  with  waves  in  which  the  curvature  is  very  great 
that  we  need  take  account  of  surface  tension. 

It  can  be  shown,^  although  to  do  so  would  lead  us  beyond  the  scope 
of  this  book,  that  if  v  is  the  velocity  of  a  wave  along  the  surface  of  a 
liquid  of  which  the  depth  is  not  less  than  the  wave-length  X,  and  p  and  T 
are  the  density  and  surface  tension  of  the  liquid,  then 

2ir       Kp 

From  this  expression  it  follows  at  once  that  if  the  wave-length  X  is 
great,  the  fraction  2ir7yxp  is  small  compared  to  >?A/2w,  and  hence  may 
be  neglected.  The  fact  that  X  is  great  shows  that  the  curvature  of  the 
surface  must  be  small,  so  that  this  result  is  what  we  should  expect.  On 
the  other  hand,  if  X  is  small,  then  2irTj\p  is  great  compared  to^X/2ir,  so 
that  in  this  case  surface  tension  plays  the  important  part  in  the  propa- 
gation of  the  waves.  Such  waves,  in  which  the  greater  part  of  the  force  of 
restitution  is  due  to  surface  tension,  are  called  capillary  waves  or  ripples. 

For  waves  of  wave-length  greater  than  about  4  inches  or  10  cm.  the 
term  2ir7yXp  may  be  neglected,  while  for  waves  of  wave-length  less 
than  o.  I  inch  or  3  mm.  the  term  ^^J2ir  may  be  neglected.  For  waves 
having  wave-lengths  between  these  two  limits,  we  have  to  take  into 
account  both  the  effect  of  gravity  and  of  surface  tension. 

Since  the  velocity  due  to  gravity  alone  increases  as  X  increases^  and 
that  due  to  surface  tension  alone  increases  as  X  decreases,  it  follows  that 
there  must  be  a  certain  wave-length  for  which  the  velocity  is  a  minimum. 
For  wave-lengths  less  than  this  critical  value  the  surface  tension  has  the 
predominating  influehce,  and  therefore  the  velocity  increases  as  X  de- 
creases, as  shown  by  the  left-hand  branch  of  the  curve  (Fig.  218),- which 

1  The  case  where  gravity  alone  is  supposed  to  act  is  considered  in  §  277. 

3  In  order  to  show  a  considerable  range,  instead  of  taking  equal  lengths  along  the 
axes  to  correspond  with  equal  increments  in  ihe  wave-length  and  the  velocity  respec- 
tively, in  the  figure  equal  lengths  along  the  axes  correspond  to  equal  increments  in  the 
logarithms  of  these  quantities.  The  scales  have,  however,  been  numbered  so  that 
we  read  off  the  wave-length  and  velocity  din-ct.  For  an  account  of  this  method 
of  plotting  curves,  a  paper  by  Prof.  C.  V.  Boys,  in  Nature  for  July  18,  1895,  may  be 
consulted. 
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gives  the  velocity  of  waves  of  difTerent  wave-lengths  in  water.  For 
wave-lengths  greater  than  the  critical  value,  gravity  plays  the  important 
part,  and  the  velocity  increases  as  X  increases,  as  shown  by  the  right- 


_  _  WAVELENGTH  IN  CENTiMETRES 

Fig.  218. 

hand  branch  of  the  curve.  For  water  the  minimum  velocity  is  23  cm. 
per  second,  or  9  inches  per  second. 

/  269.  Gravitational  Waves.— In  the  case  of  waves  for  which  the 
wave-length  X  is  so  great  that  we  may  neglect  the  effect  of  surface 
tension,  we  have 


It  will  be  observed  that  the  density  of  the  liquid  is  not  involved  in 
the  expression  for  the  velocity.  The  reason  for  this  is  the  same  as  that 
which  explains  why  it  is  that  the  period  of  a  pendulum  is  independent  of 
the  mass  of  the  bob,  namely,  that  although  the  mass  of  the  liquid  to  be 
moved  is  proportional  to  the  density,  yet,  since  the  force  of  restitution  is 
also  proportional  to  the  density,  for  it  is  the  weight  of  the  raised  portion 
of  the  liquid,  the  ratio  of  the  force  of  restitution  to  the  mass  to  be  moved 
is  the  same  for  all  liquids,  and  therefore  the  velocity  of  the  waves  is  the 
same 

If  the  depth  of  the  liquid  is  considerably  less  than  the  wave-length, 
the  velocity  is  less  than  that  given  above,  and  is  given  by 

where  ri  is  the  depth  of  the  liquid.  One  effect  of  this  decreased  velocity 
in  shallow  water  is  to  make  the  waves  in  the  neighbourhood  of  a  shelving 
beach  always  move  in  a  direction  perpendicular  to  the  shore,  although 
at  some  distance  out  to  sea  they  may  be  moving  in  quite  a  different 
direction.  The  reason  is  that  when  a  wave  which  is  moving  in  a 
direction  inclined  to  the  shore-line  reaches  shallow  water,  the  end  of  the 
wave  which  first  reaches  the  shallow  moves  more  slowly  than  the  parts 
which  are  still  moving  in  deep  water.  Thus  the  wave  gradually  wheels 
round  till  it  becomes  nearly  parallel  to  the  shore. 
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In  the  case  of  a  wave  in  deep  water,  the  individual  particles  of  the 
water  describe  circles  in  vertical  planes  as  illustrated  in  Fig.  219, 
where  the  form  of  the  wave  is  shown  at  two  instants  corresponding  to 
an  interval  of  one-twelfth  of  the  periodic  time.  Thus  when  a  particle  is 
on  the  crest,  A,  of  the  wave,  it  is  moving  in  the  direction  in  which  the 
wave  is  moving,  while  when  it  is  in  the  trough,  B,  it  is  moving  in  the 
opposite  direction  to  that  in  which  the  wave  is  moving.  As  we  go  down 
from  the  surface  the  particles  still  move  in  circles,  but  the  radii  grow 
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Fig.  219. 


smaller  and  smaller,  till  at  a  depth  equal  to  the  wave-length  the  radius 
of  the  circles  is  only  about  i /500th  of  what  it  is  at  the  surface.  In 
shallow  water  the  paths  of  the  individual  particles  are  ellipses  with 
their  major  axes  horizontal. .  In  this  case  the  horizontal  axes  of  the 
ellipses  are  approximately  the  same  for  particles  at  all  depths.  The 
vertical  axes,  however,  decrease  with  the  depth,  till  at  the  bottom  they 
vanish,  and  the  particles  move  backwards  and  forwards  along  straight 
lines. 

When  the  height  of  the  crest  of  a  wave  above  the  undisturbed  level 
of  the  water  is  equal  to  the  depth  of  the  undisturbed  water  at  the  point, 
the  particles  at  the  crest  will  be  moving  forward  with  the  same  velocity 
as  the  wave,  and  the  wave  will  be  unstable  and  "  break.**  As  a  wave 
comes  into  shallow  water  the  wave-length  decreases,  for  the  velocity 
decreases  as  the  depth  of  water  decreases,  and  the  frequency  («)  must 
remain  the  same,  that  is,  the  number  of  waves  which  pass  a  given  point 
in  one  second,  and  v=nk.  The  effect  of  this  shortening  of  the  wave- 
length is  to  make  the  amplitude  of  the  waves  greater.  This  goes  on, 
till  finally  the  unstable  condition  is  reached,  and  the  wave  breaks. 
.  270.  Capillary  Waves. — In  the  case  of  waves  of  which  the  wave- 
length is  less  than  4  mm.,  we  have 

o    2itT 
v-=^ — 
Xp 

Here  both  T'and  />  depend  on  the  nature  of  the  liquid,  so  that  the 
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velocity  of  capillary  waves  is  different  in  different  liquids.     If  n  is  the 

frequency  of  the  waves, 

v—n\ 

and  n^^-^2irT[\p, 

or  T=^n^\^pl2ir. 

Thus  if  the  frequency  n  is  known,  and  we  measure  the  wave-length, 
we  can  calculate  the  surface  tension  T.  Lord  Rayleigh  has  used  this 
method  for  measuring  the  surface  tension.  The  waves  were  produced 
by  a  fine  style  attached  to  the  prong  of  a  tuning-fork  which  dipped  into 
the  liquid.  Thus  the  frequency  of  the  waves  was  equal  to  the  frequency 
of  the  fork,  and  was  therefore  known. 

271.  Interference  of  Waves.— If  we  have  two  systems  of  waves 
passing  over  the  same  surface  of  water,  each  will  produce  the  same 
effect  as  if  it  were  alone  present,  so  that  the  actual  displacement  of  any 
surface  particle  of  the  water  at  a  given  instant  is  the  algebraical  sum  of 
the  displacements  it  would  have,  at  that  instant,  due  to  each  set  of  waves 
separately.  The  resultant  motion  is  thus  obtained  by  compounding  the 
two  separate  wave-motions,  just  as  in  §  54  we  obtained  the  resultant 
motion  of  a  point  when  moving  with  two  simple  harmonic  motions. 

This  separate  existence  of  two  sets  of  waves  is  one  of  everyday 
observation,  when  two  stones  are  thrown  into  still  water.  Each  stone 
will  produce  a  set  of  waves  which  travel  out  in  ever-widening  circles,  and 
the  circular  waves  due  to  one  stone  will  pass  unchanged  through  the 
waves  due  to  the  other. 

Suppose  we  have  a  style  attached  to  one  of  the  prongs  of  a  tuning- 
fork  dipping  into  a  vessel  containing  liquid,  say  mercury.  When  the  fork 
is  in  motion  the  style  will  produce  a  system  of  waves  which  will  move 
out  in  circles  from  the  point  where  the  style  enters  the  mercury.  The 
radius  of  each  of  the  circular  waves  will  increase  at  the  rate  given  by 

where  n  is  the  frequency  of  the  fork,  and  X  the  wave-length  as  given  by 
the  equation  ^,         ^,  ^ 

^  X'=2ir7'/»V 

Let  the  position  of  the  waves  at  a  given  instant  be  as  represented  by 
the  circles,  with  a  as  centre,  in  Fig.  220,  where  the  heavy  full  lines 
represent  the  crests,  and  the  heavy  dotted  lines  the  hollows.  The  waves 
in  only  half  the  circumference  are  drawn,  in  order  to  save  space.  Now, 
suppose  there  is  a  second  style  attached  to  the  same  prong  touching  the 
mercury  surface  at  B,  so  that  whenever  a  crest  starts  from  A  an  equal 
crest  will  start  from  B,  and  so  on.  The  position  of  the  waves  due  to  B 
alone  are  shown  in  the  figure  by  the  light  lines.  The  wave-length  and 
velocity  of  the  waves  starting  from  B  will  be  the  same  as  those  starting 
from  A.  In  order  to  obtain  the  actual  condition  of  the  surface  due  to  the 
combined  action  of  the  two  sets  of  waves,  we  have  at  every  point  to  add 
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together  the  displacements  due  to  each  set.  Thus  at  the  point  C  we  have 
a  crest  of  each  set  of  waves,  so  that  the  upward  displacement  here  is 
twice  the  maximum  displacement  due  to  either  set  separately.     At  D,  in 


Fig.  220. 


the  same  way,  we  have  a  trough  due  to  each  set,  and  the  downward 
displacement  is  double  that  due  to  either  set  of  waves  alone.  At  E, 
however,  we  have  a  crest  due  to  the  waves  starting  from  A,  and  a  trough 
due  to  the  waves  starting  from  B.     The  result  is  that  the  particle  at  E  is 


+-+-+-+- 


undisplaced,  for  the  upward  displacement  due  to  one  set  of  waves  is  just 
neutralised  by  the  downward  displacement  due  to  the  other.  In  Fig.  221 
lines  are  drawn  through  the  points  which  are  undisturbed,  while  a  +  sign 
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Fig.  222. 


marks  the  points  where  there  is  maximum  upward  displacement,  and  a 
—  sign  the  points  where  there  is  a  maximum  downward  displacement. 

Next,  suppose  we  again  draw  the  figure  for  a  time  equal  to  half  a 
period  later.  Each  of  the  waves  will  have  travelled  out  through  a 
distance  equal  to  half  a  wave- 
length, and  so  a  crest  will 
now  occupy  the  position 
previously  occupied  by  a 
trough,  and  vice  versa.  Thus 
the  conditions  are  still  repre- 
sented by  Fig.  220,  where, 
however,  the  dotted  lines  now 
represent  the  crests  and  the 
full  lines  the  troughs.  The 
point  c  is  now  at  a  trough, 
and  the  point  D  at  the  crest 
of  the  disturbance  due  to  the 
two  sets  of  waves.  The 
point  E  is,  however,  still  at 
rest,  for  now  it  is  at  the 
trough  of  a  wave  from  A,  and 
at  a  crest  of  a  wave  from  B.  It  will  also  be  found  that  all  parts  of  the 
hquid  surface  along  the  lines  drawn  in  Fig.  221  are  still  at  rest.  In  this 
way  it  can  be  shown  that,  owing  to  the  joint  action  of  the  two  sets  of 
waves,  we  have  certain  por- 
tions of  the  mercury  surface 
which  are  permanently  at 
rest,  although,  if  either  set  of 
waves  acted  alone,  these 
parts  would  be  disturbed  by 
the  passage  of  waves.  This 
phenomenon,  of  a  state  of 
rest  being  produced  by  the 
combined  action  of  two  sets 
of  waves,  is  called  tnterfergnce, 
and  we  shall  find  that  it 
plays  a  very  prominent  part 
in  many  natural  phenomena. 

That  we  actually  do  get 
these  lines  of  no  disturbance 
in  the  case  of  capillary  waves 
can  be  seen  by  eye,  for,  although  the  individual  waves  cannot  be  dis- 
tinguished on  account  of  their  rapid  motion,  yet  the  undisturbed  portions 
of  the  surface  appear  brighter  than  the  rest,  and  we  see  a  pattern  similar 
to  Fig.  222.     If,  instead  of  looking  at  the  surface,  we  take  an  instan- 
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taneous  photograph,  then,  as  shown  in  Fig.  223,  we  see  not  only  the 
lines  of  no  disturbance  but  also  the  waves  between  these  lines,  which  are 
due  to  the  combination  of  the  two  sets  of  waves. 

272.  Wave-Front— Ray.— Suppose  a  medium  is  disturbed  by  the  pas- 
sage of  a  system  of  waves  and  we  draw  a  curve,  if  the  waves  extend  only 
in  two  dimensions  as  is  the  case  with  water  waves ,  or  a  surface,  if  the  waves 
extend  in  three  dimensions  as  is  the  case  with  sound  waves  in  free  air, 
such  that  it  everywhere  passes  through  portions  of  the  medium  which 
are  in  the  same  phase  (§  50)  of  their  vibratory  motion,  then  such  a 
line  or  surface  is  called  a  wave-front.  If  in  the  case  of  water  of  uniform 
depth  a  disturbance  is  produced  at  a  point  a,  then  the  waves  will  travel 
out  in  circles  from  a  as  centre,  and  all  the  water  particles  on  the  cir- 
cumference of  a  circle  described  with  a  as  centre  will  be  in  the  same 
phase,  that  is,  they  will  be  at  equal  distances  from,  and  on  the  same 
side  of,  their  undisturbed  positions.  Thus  any  such  circle  will  be 
a  wave-front. 

A  wave  in  which  the  wave-front  is  either  a  straight  line  or  a  plane  is 
called  a  plane  wave,  while  one  in  which  the  wave-front  is  a  sphere  is 
called  a  spherical  wave. 

In  the  case  of  a  disturbance  produced  at  a  point,  it  is  evident  that 
at  any  point  of  one  of  the  circular  wave-fronts,  the  wave  is  moving  along 
a  radius  of  the  circle,  that  is,  at  right  angles  to  the  tangent  to  the  wave- 
front  at  the  point  considered.  This  result  is  quite  general,  so  long  as 
the  medium  in  which  the  wave  is  propagated  is  isotropic,  the  direction 
of  motion  of  the  wave  being  always  at  right  angles  to  the  wave-front. 

In  many  problems  we  have  only  to  do  with  the  direction  of  motion 
of  the  waves  which  are  being  considered,  and  a  line  drawn,  so  as  every- 
where to  indicate  the  direction  of  motion  of  the  waves,  is  called  a  ray. 
Thus  the  rays  are  everywhere  at  right  angles  to  the  wave-fronts.  Since 
the  waves  must  start  from  the  centre  of  disturbance — and  if  this  is  a 
point,  the  wave-fronts  are  circles  with  this  point  as  centre — ^the  rays  must 
all  pass  through  the  centre  of  disturbance.  If  the  medium  is  isotropic,  the 
rays  will  be  straight  lines  ;  if,  however,  the  medium  is  not  isotropic,  then 
the  rays  may  be  curved. 

If  from  every  point  of  a  small  portion  of  the  wave-front  we  draw  a 
ray,  the  resultant  system  of  lines  is  called  2i  pencil  0/ rays. 

273.  Huyghens*s  Construction.— In  the  place  of  two  centres  of 
disturbance,  such  as  those  considered  in  §  272,  suppose  we  have  a 
number  placed  in  a  line  ab  (Fig.  224),  where,  for  simplicity,  the  position 
of  the  crests  only  are  shown  for  three  waves  due  to  each  centre.  It  will 
be  observed  that  along  the  lines  which  touch  the  circular  waves  due  to 
all  the  centres  of  disturbance,  the  waves  all  work  together  to  form  a 
crest,  while  at  other  places  we  have  a  crest  due  to  one  set  coinciding  with 
a  trough  due  to  others.  The  result  is  that,  except  along  the  tangents, 
there  will  be  very  little  disturbance.     Of  course  half-way  between  the 
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crests  we  should,  if  we  drew  the  circles  to  represent  the  positions  of  the 
troughs,  have  a  resultant  trough  which  would  also  be  a  straight  line 
parallel  to  ab.  It  will  be  understood  how,  if  the  number  of  centres  of 
disturbance  between  A  and  B  was  made  very  great,  the  resultant  effect 
would  be  a  series  of  waves  which  would  form  straight  lines  parallel  to 
AB,  and  would  move  out  over  the  surface  of  the  liquid  in  a  direction  at 
right  angles  to  ab.  We  have  thus  arrived  at  an  explanation  of  the 
formation  of  a  plane  wave,  that  is,  one  in  which  the  crests  and  troughs 
are  straight  lines,  and  may  look  upon  it  as  produced  by  the  action  of  an 


Fig.  224. 

infinite  number  of  disturbing  centres  placed  along  the  straight  line  ab. 
Such  a  plane  wave  is  obtained  in  practice  if,  in  place  of  a  style,  we  attach 
a  flat  glass  plate  to  the  prong  of  a  tuning-fork,  so  that  the  edge  dips 
into  the  mercury.  The  construction  for  finding  the  position  of  one  of 
the  crests,  that  is,  of  the  wave-front,  at  a  time  /  by  means  of  the  tangent 
to  a  series  of  circles,  the  radius  of  each  of  which  is  equal  to  the  space 
passed  over  by  the  wave  in  a  time  /,  is  due  to  Huyghens,  and  is  known  as 
Huyghens's  construction  for  the  wave-front.  The  centres  of  disturbance 
need  not  lie  on  a  straight  line.  Thus  suppose  they  lie  on  a  circle  abc 
(Fig.  225),  of  which  the  centre  is  D  and  radius  R,  If  now  from  all  points 
along  the  circum-  F 

ference  of  this 
circle  we  describe 
circles  of  radius  r, 
where  r  is  the  dis- 
tance the  wave 
will  travel  through 
in  a  time  t^  we 
shall  get  the  wave- 
front  at  a  time  / 
by  drawing  a  line 
touching  all  these 
circles.  This  tan- 
gent is  evidently  a  circle  of  radius  R-\-t^  having  its  centre  at  D.  Now 
if  a  disturbance  were  produced  at  D,  we  know  that  in  a  time  Rlv^  where 
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V  is  the  wave  velocity,  the  wave-front  would  be  the  circle  ABC,  while  at 
a  time  /  later  it  would  be  the  circle  EFG,  so  that  if  we  like  we  may  look 
on  each  point  on  the  wave-front  ABC  as  being  a  centre  of  disturbance,  and 
consider  that  it  is  due  to  the  combined  action  of  these  secondary  centres 
of  disturbance  that  the  wave-front  efg  is  produced,  and  not  directly  by 
the  disturbance  at  D.  We  shall  find  Huyghens's  construction  of  consider- 
able use  in  future  for  finding  the  position  of  the  wave-front  at  any  time 
subsequent  to  that  at  which  the  wave-front  has  some  given  position. 

^  274.  Reflection  of  Waves.— When  a  wave  meets  an  obstacle  it  is 
not  in  general  annihilated,  but  its  direction  of  propagation,  and  therefore 
also  its  wave-front,  becomes  altered.  This  phenomenon  is  called  re- 
flection.   Thus  suppose  ab  (Fig.  226)  represents  a  wall  limiting  a  stretch 

of  water,  and  ced 
represents  a  wave 
moving  in  the  direc- 
tion of  the  arrow.  As 
this  wave  moves  for- 
ward, first  the  end  c 
V  ^r^  \rf'         ^^^  i^^ti  each  part  in 

'^^  c' V^  succession    will    meet 

A_^___ ^>$^^  r%    the  wall  and  will   be 

^^\mx\VW^^^^^  B    reflected,   so    that,    in 

Fig.  226.  addition  to  the  portion 

e'd'  of  the  wave  moving 
in  the  original  direction,  there  will  be  a  reflected  portion  c'e'  moving  in 
the  direction  shown  by  the  arrow  ;  while,  finally,  when  the  whole  of  the 
wave  has  been  reflected  we  shall  have  a  wave  c^e'd",  which  will  move  off 
in  the  direction  indicated  by  the  arrow.  In  order  to  find  the  connection 
between  the  inclination  of  the  incident  wave-front  to  the  reflecting 
surface  and  that  of  the  reflected  wave-front,  consider  the  incident  wave 
CL  (Fig.  227),  of  which  the  end  C  has  just  reached  the  reflecting  surface 
AR  If  there  had  been  no  reflecting  surface,  then,  when  the  other  end  of 
the  wave  L  reached  G,  the  wave  would  have  occupied  the  position  HG. 
Let  us  start  reckoning  time  from  the  instant  when  the  wave  reaches  C, 
that  is,  from  the  instant  when  the  wave  is  in  the  position  CL,  and  suppose 
that  the  time  taken  by  the  point  L  on  the  wave  to  reach  G  is  /,  so  that  if 

V  is  the  velocity  with  which  the  wave  moves, 

V 

Now  each  of  the  lines  CH,  dd"',  ee'",  ff*',  are  equal  to  LG,  and  represent 
the  distance  moved  through  by  the  wave  in  the  time  /.  When  the  end  c 
of  the  wave  reaches  the  reflecting  wall,  we  may  consider  that  c  becomes 
a  centre  of  disturbance,  so  that  in  a  time  /  the  wave  produced  by  this 
centre  will  fonn  a  circle-  of  which  the  radius  r  is  given  by  r«z//,  that  is, 


Digitized  by 


Google 


§*74] 


Reflection  of  Waves 


361 


r=LG=CH.  Hence,  if  a  circle  is  described  with  c  as  centre  and  radius 
CH,  it  will  represent  the  position  of  the  reflected  wave  from  the  point  c 
at  the  time  /.  Next,  consider  some  other  point  D  on  the  wave.  It  will 
have  to  move  over  the  distance  dd'  before  it  meets  the  reflector,  and 
when  it  does  so,  we  may  regard  it  as  becoming  a  centre  of  disturbance. 
Since,  if  it  were  not  for  the  reflection,  in  the  time  /,  the  point  D  on  the 


H  fiG-  227. 

wave  would  travel  to  d'",  it  is  clear  that  in  the  time  /  the  wave  will 
travel  up  to  d',  ue,  through  the  distance  dd',  and  then  have  time  to  travel 
through  a  further  distance  equal  to  d'd'".  Therefore,  if  a  circle  is 
described  round  d'  as  centre,  with  d'd'"  as  radius,  this  circle  will  repre- 
sent the  position,  at  the  time  /,  of  the  reflected  disturbance  produced  by 
the  point  D  on  the  wave. 

Proceeding  in  this  way,  we  can  show  that  the  reflected  waves  formed 
by  each  point  of  the  incident  wave  meeting  the  reflecting  surface  touch 
a  straight  line  MG,  for  all  the  centres  of  |he  circular  waves  lie  on  the 
straight  line  ab,  and  the  circles  which  show  the  position  of  the  reflected 
waves  at  the  time  /  all  touch  the  straight  line  ho.  Hence  by  Huyghens's 
principle  the  line  mg  represents  the  position  of  the  reflected  wave-front 
at  the  time  /  after  the  instant  when  it  occupied  the  position  CL. 

The  two  triangles  CLG,  GCM  are  equal,  for  LG  =  CM,  and  CG  is  common, 
and  the  angles  CLG,  GMC  are  each  right  angles.  Hence  the  angle  LCG, 
made  by  the  incident  wave- front  with  the  reflecting  surface  AB,is  equal  to 
the  angle  mgc,  made  by  the  reflected  wave-front  with  the  reflecting  surface. 

The  line  LG  shows  the  direction  irT  which  the  incident  wave  moves, 
and  is  the  incident  ray,  while  the  line  gl'  shows  the  direction  in  which 
the  reflected  wave  moves,  and  is  the  reflected  ray,  for  these  lines  are 
perpendicular  to  their  respective  wave-fronts.  Since  the  wave-fronts 
make  equal  angles  with  ab,  these  perpendiculars  must  also  make  equal 
angles  with  AB,  so  that  the  angle  LGC  is  equal  to  the  angle  l'gb.    Hence, 
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if  GN  is  the  normal  to  ab  at  G,  that  is,  a  line  drawn  through  G  perpen- 
dicular to  the  reflecting  surface,  the  angle  LGN  must  be  equal  to  the 
angle  l'gn.  Now  the  angle  LGN,  between  the  direction  of  motion  of  the 
incident  wave  and  the  normal,  is  called  the  angle  of  incidence,  while  the 
angle  l'gn,  between  the  direction  of  motion  of  the  reflected  wave  and  the 
normal,  is  called  the  angle  of  reflection.  Hence  we  see  that  when  a  wave 
is  reflected,  the  angle  of  incidence  is  equal  to  the  angle  of  reflection. 

276.  Stationary  Waves.— In  the  last  section  we  considered  the 
reflection  of  a  single  wave,  so  that  at  no  time  did  the  incident  and 
reflected  waves  affect  the  same  particles  simultaneously.  If,  however, 
we  are  dealing  not  with  a  single  wave  but  with  a  train  of  waves,  then  a 
given  point  in  the  liquid  may  be  affected  by  one  of  the  incident  waves, 
and  at  the  same  time  by  one  of  the  preceding  waves  which  is  returning 
after  reflection.  The  result  of  this  simultaneous  action  of  two  sets  of 
waves,  the  incident  and  the  reflected,  is  that  interference  may  take  place. 
We  shall  only  consider  the  simplest  case,  namely,  that  when  the  direc- 
tion of  the  incident  waves,  and  therefore  also  that  of  the  reflected  waves, 
is  at  right  angles  to  the  reflecting  surface. 

Let  AB  (Fig.  228)  represent  a  vertical  section  of  the  reflecting  surface, 
and  let  the  waved  line  CD  represent  a  section  through  the  incident  waves. 
Each  of  these  waves,  as  it  reaches  the  obstacle,  will  be  reflected,  so  that 
we  shall  have  a  train  of  reflected  waves  travelling  away  from  AB,  which 
for  clearness  are  shown  separate  at  ef. 

Since  it  is  evident  that  when  a  crest  of  the  incident  waves  reaches  the 
obstacle  a  crest  will  be  produced  on  the  reflected  wave,  and  as  at  the 
instant  for  which  the  flgure  is  drawn  a  crest  on  the  incident  wave  is  at  C, 
we  must  have  a  crest  on  the  reflected  wave  at  E.  Owing  to  the  combined 
action  of  the  incident  and  reflected  waves,  the  form  taken  by  the  water 
surface  is  shown  at  GH,  in  which  the  displacement  at  any  point  is  the 
sum  of  the  displacements  due  to  the  two  systems  of  waves  separately. 

If  T  is  the  period  of  the  waves,  then  in  a  time  r/4  the  incident  waves 
will  have  moved  through  a  distance  equal  to  a  quarter  of  the  wave- 
length, X,  to  the  left,  for  the  wave  travels  over  a  space  equal  to  the  wave- 
length during  the  period  ;  also  the  reflected  waves  will  have  travelled 
through  a  distance  X/4  to  the  right,  as  shown  at  c'd'  and  eV.  Under  the 
combined  action  of  the  two  sets  of  waves  the  whole  surface  will  be 
momentarily  in  its  position  of  rest,  as  shown  at  g'h',  for  it  will  be  noticed 
that  the  effect  of  the  reflected  waves  is  just  to  neutralise  the  displacement 
due  to  the  incident  waves.  Similarly  the  actual  state  of  the  water- 
surface,  at  times  r/2  and  3r/4,  is  slfown  at  g'^h"  and  g'"h'".  If  these  curves 
are  examined,  it  will  be  seen  that  there  are  certain  points,  Nj,  Nj,  N,,  &c., 
on  the  surface  of  the  liquid  which  remain  permanently  at  rest,  owing  to 
the  interference  between  the  incident  and  reflected  waves.  These  points 
are  called  nodes.  Half-way  between  each  node  the  water  surface  swings 
up  and  down  to  a  maximum  extent,  and  these  points  are  called  loops 
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or  antinodes.  The  portions  of  the  surface  between  the  nodes  and 
loops  move  up  and  down,  the  amplitude  of  the  movement  gradually 
decreasing  from  the  loop  to  the  node.  Thus  at  one  instant  we  have  a 
series  of  alternate  crests  and  troughs  at  the  loops,  then  the  surface  flattens 
out,  and  immediately  after  a  series  of  troughs  and  crests  appear  at  the 
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loops,  and  so  on  ;  and  the  character  of  the  disturbance  is  quite  different 
from  ordinary  waves,  for  there  is  no  progressive  movement  of  the  crests 
and  troughs.  These  waves  which  retain  their  position  unaltered  are 
called  stationary  waves,  and,  as  we  shall  find  later,  they  play  an  im- 
portant part  in  many  phenomena  which  involve  wave-motion. 
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It  is  immediately  evident,  from  Fig.  228^  that  the  distance  between 
consecutive  nodes  is  equal  to  half  the  wave-length.  Hence  if  we  measure 
the  distance  between  the  nodes,  and  know  the  frequency  of  the  waves,  we 
can  calculate  the  velocity  with  which  they  travel. 

The  nodes  are  points  at  which  the  disturbance  due  to  the  reflected 
waves  is  always  equal  and  opposite  to  that  due  to  the  incident  waves. 
The  loops,  on  the  other  hand,  are  points  where  the  disturbance  due  to  the 
reflected  is  equal  to,  and  in  the  same  direction  as,  that  due  to  the  direct 
waves.  A  consideration  of  Fig.  228  will  show  that  the  portions  of  the 
medium  on  opposite  sides  of  a  node  are  always  moving  in  opposite 
directions,  or  are  displaced  on  opposite  sides  of  their  positions  of  rest. 

276*.  Velocity  of  Proi^afiration  of  a  Transverse  Wave  along 
a  Stretched  String. — If  a  string  is  stretched  and  then  a  hump  is 
produced,  say  by  striking  the  string  a  sharp  blow  in  a  direction  at  right 
angles  to  its  length,  this  hump  will  travel  along  the  string  to  the  far  end, 
where  it  will  be  reflected  and  will  .then  travel  back.  This  hump  is  a 
transverse  wave,  for  each  of  the  particles  composing  the  string  moves 
forwards  and  backwards  along  a  line  at  right  angles  to  the  string,  and 
the  velocity  with  which  it  travels  depends  on  the  tension  T  with  which 
the  string  is  stretched,  and  on  the  mass  m  of  unit  length  of  the  string. 

Suppose  ABCDE  (Fig.  229)  to  represent  the  string  along  which  the 
transverse  wave  BCD  is  travelling  from  left  to  right  with  a  velocity  v. 
If  now  the  string  were  made  to  move  from  right  to  left,  that  is,  in  the 


opposite  direction  to  that  in  which  the  wave  is  moving,  with  a  velocity  7', 
the  wave  would  remain  in  one  position,*  for  it  is  moving  along  the  cord 
with  a  velocity  7/,  and  the  cord  is  itself  moving  with  a  velocity  ~  v. 

1  We  are  here  supposing  that  the  form  of  the  wave  remains  unaltered,  and  that  it 
moves  with  a  constant  velocity.  A  wave  which  fulfils  these  conditions  is  said  to  be  a 
wave  of  permanent  type.  The  investigations  in  the  following  three  sections  also  only 
apply  to  waves  of  permanent  type. 
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It  is  an  experimental  result  that  the  speed  with  which  the  wave  moves 
along  the  cord  does  not  depend  on  the  shape  of  the  hump.  Let  us  there- 
fore assume  that,  at  any  rate,  the  portion  near  the  crest  forms  -an  arc  of 
a  circle,  of  which  F  is  the  centre.  Consider  a  small  portion  BCD  of  the 
cord  at  the  crest  of  length  hs.  The  mass  of  this  portion  of  the  cord  is 
fn^s^  and  since  it  is  moving  in  a  circle  with  a  speed  7/,  it  will  exert  a 
centrifugal  force  equal  to 

m.hs  ,v^ 
R 

(§  42),  where  R  is  the  radius  of  the  circle  BCD.  This  force  will  act  verti- 
.  cally  upwards  along  the  radius  FC,  and  therefore,  since  this  element  of  the 
cord  remains  in  equilibrium,  that  is,  does  not  move  away  upwards  under 
this  force,  it  must  be  acted  upon  by  an  equal  and  opposite  force.  Now, 
the  only  force  which  acts  upon  the  element  of  the  cord  is  the  tension  of 
the  cord  acting  at  its  two  ends  B  and  D,  which  tension  acts  in  the  direc- 
tion of  the  cord  at  B  and  D,  that  is,  along  the  tangent  to  the  circle  at 
these  points.  Consider  the  tension  acting  at  B  ;  it  consists  of  a  force  T 
acting  in  the  direction  of  the  tangent  BG.     We  may  resolve  this  force 

into  a  vertical  component,  bh,  and  a  horizontal  component,  hg  (§  67). 
If  B  is  the  angle  between  the  radius  fb  and  the  radius  FC,  since  BH  is 
parallel  to  FC  and  the  tangent  BG  is  at  right  angles  to  bf,  the  angle  6GH 

is  equal  to  0.  Hence  the  vertical  component  of  the  tension  BH  is  /"sin  Q, 
In  the  same  way  the  vertical  component  of  the  tension  at  D  is  also  T'sin  ^, 
so  that  the  total  vertical  component  of  the  tensions  acting  on  the  smaU 
element  BCD  of  the  cord  is 

Now,  0  being  the  circular  measure  of  the  angle  bfc,  the  length  of  the 
arc  bc  is  R$  (§  14).  Also,  as  by  supposition  the  length  of  the  arc  BC  is 
very  small,  so  that  the  angle  6  is  also  very  small,  the  sine  of  the  angle  6 
is  equal  to  ^  (§  1 4).     Hence  the  vertical  component  of  the  tension  is 

hs         T  ,bs 


2  7'  sin 


2R  R 


Equating  this  vertical  component  to  the  centrifugal  force  acting  on  the 
element  of  the  string,  we  get 

;// .  bs .  ?/-'_  7'.  bs 
R       ~  IT' 

.     T 
or  7/-=-, 

m 

If 

V  ^^ 

that  is,  the  velocity  of  the  wave  is  equal  to  the  square  root  of  the  tension 
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of  the  string,  expressed,  of  course,  in  absolute  force  units  (§  61),  divided 
by  the  mass  of  unit  length. 
277*.  The  Velocity  of  Oravltatioiial  Waves  in  Deep  Water.— 

In  deep  water  the  paths  of  the  individual  particles  of  the  water  during 

the  passage  of  a  wave  are 
circles,  as  shown  in  Fig.  219, 
so  that  at  the  crest  B  of  a 
wave  ABCDE  (Fig.  230)  which 
is  moving  from  left  to  right, 
the  water  particles  are  also 
moving  to  the  right,  while  at 
the  trough  D  they  are  moving 
to  the  left  with  the  same  velo- 
city. Let  the  velocity  of  the  wave  be  v,  and  suppose,  as  in  the  last 
section,  that  we  bring  the  wave  to  rest  by  imparting  a  velocity  -  2/  to  the 
water,  that  is,  in  the  direction  from  right  to  left.  Let  a  be  the  radius  of 
the  circle  in  which  a  surface  particle  moves,  then  the  speed  of  the  par- 
ticle due  to  its  motion  in  this  circle  is  2irfl/r,  where  r  is  the  period  of  the 
wave.  Thus  when  the  wave  is  brought  to  rest  by  imparting  a  velocity 
— z'  to  the  water,  we  have,  if  we  call  the  velocity  from  left  to  right  positive, 
that  the  velocity  of  a  particle  at  B  is  2irtf /r  -  v,  and  that  of  a  particle  at  D 
is  -  2iraJT-v.  Suppose  we  consider  a  small  volume  element  of  the  fluid 
which,  for  simplicity,  we  may  take  as  of  unit  mass.  The  kinetic  energy 
of  this  element  when  it  is  at  D  is 

while  when  it  reaches  B  its  kinetic  energy  is 

\{2iralT'-vy. 
Thus  the  kinetic  energy  lost  between  D  and  B  is 

T 

Now  between  the  points  D  and  B  the  element  has  been  raised  through 
a  height  fb  or  2a,  and  has  therefore  gained  potential  energy  of  amount 
2^a}  Since  the  gain  of  potential  energy  must  be  equal  to  the  loss  of 
kmetic  energy,  we  have 

Airav 

^4 — 2^» 


2ir 


1  The  surface  of  the  liquid  must  all  be  at  the  same  pressure,  so  that  no  work  is 
done  against  hydrostatic  pressure  while  the  volume  element  passes  from  d  to  R 


Digitized  by 


Google 


§278] 


Gr(witational  Waves 


367 


Now  if  X  is  the  wave-length,  this  is  the  distance  passed  through  by 
the  wave  in  the  time  r,  so  that 


z/=X/rorr«X/z/. 

Hence,  substituting 

this  value  for  r, 

or 

--e- 

••■     -ye 

Fig.  331. 


278*,  The  Velocity  of  Gravitational  Waves  in  Shallow  Water. 

—Let  ABDE  (Fig.  231)  represent  a  section  of  a  wave  in  shallow  water, 
GH  being  the  bottom  of  the 
water,  and  ae  the  undis- 
turbed surface.  Let  the 
velocity  of  the  wave  be  v, 
and,  as  before,  suppose  the 
wave  brought  to  rest  by 
giving  the  water  a  velocity 
-7/.  Let  d  be  the  depth 
ML  of  the  water,  and  a  be 
the  height  of  the  crest  above 
the  general  level  or  the 
depth  of  the  trough  below  this  level.     Then  TtYi^d-a  and  BL =//+«. 

Now,  in  the  case  of  waves  in  shallow  water,  the  horizontal  component 
of  the  motion  of  all  the  water  particles  in  the  same  vertical  line  is  the 
same.  Let  the  velocity  with  which  the  particles  along  the  line  bl  would 
be  moving  forward,  if  the  water  were  at  rest,  be  «,  and  that  with  which 
the  particles  along  the  line  DK  would  be  moving  back,  be  -  u. 

When  the  water  is  moving  as  a  whole  with  a  velocity  -  -z/,  the 
actual  velocity  of  the  water  particles  at  bl  is  « -  z/,  while  that  of  the 
particles  at  DK  is  -u-  v.  Hence,  if  we  consider  a  slice  of  the  wave  of 
unit  breadth  perpendicular  to  the  paper,  the  volume  of  water  which 
passes  through  BL  in  a  second  is 

Also  the  quantity  of  water  which  passes  through  DK  in  a  second  is 

Now  as  the  wave  remains  in  a  fixed  position,  so  that  B  is  always  a  crest 
and  D  a  trough,  the  volume  of  water  between  bl  and  DK  must  remain 
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constant.  Hence  just  as  much  water  must  enter  through  dk  in  each 
second  as  leaves  through  bl.    Thus — 

(//  -  7'){d+  a)  =>  --  (u  +  v){({-  a\ 
or  va  =  ud    .     .     .     (i). 

Next,  if  we  consider  the  motion  of  a  small  element  of  volume  which 
moves  from  D  to  B,  we  shall  have,  as  in  the  last  section,  by  equating  the 
decrease  in  kinetic  energy  to  the  increase  in  potential  energy, 

zuv  =  ^ga    .     .     .     (2). 
From  (i)  and  (2)— 

a  V 
or  z/=  ^dg. 

Since  the  pressure  at  the  surface  of  the  liquid  is  everywhere  the  same, 
the  pressure  at  D  and  B  is  the  same,  and  so  no  work  is  done  against 
an  opposing  hydrostatic  pressure  as  the  element  of  volume  of  the  fluid 
moves  along  the  surface  from  D  to  B.  If,  however,  we  considered  an 
element  of  volume  which  moves  from  K  to  L  along  the  bottom,  no  work 
will  be  done  against  gravity,  for  the  element  will  be  at  the  same  height 
at  L  and  K.  The  hydrostatic  pressure  at  i^  due  to  the  head  </+tf,  is 
greater  than  that  at  K,  due  to  the  head  d-a^  and  so  work  will  have  been 
done  in  moving  the  element  against  this  opposing  hydrostatic  pressure, 
and  this  work  will  be  the  equivalent  of  the  decrease  in  kinetic  energy. 
In  the  case  of  a  particle  between  the  surface  and  the  bottom,  work  will  be 
done  against  both  gravity  and  hydrostatic  pressure. 

The  velocity  of  the  wave  being  equal  to  the  square  root  of  the  product 
of  the  depth  into  the  acceleration  of  gravity,  and  the  velocity  acquired  by 
a  body  falling  freely  through  a  height  d\2,  being  \}gd^  it  follows  that  the 
wave  moves  with  the  velocity  a  body  would  acquire  in  falling  through  a 
height  equal  to  half  the  depth  of  the  water. 

279*.  Velocity  of  a  Wave  of  Compression  or  Dilatation  in  an 
Elastic  Fluid. — We  have  next  to  consider  the  velocity  with  which  a 
longitudinal  wave  (§  266)  moves.  In  such  a  wave  the  particles  of  the 
medium  execute  harmonic  motions  along  straight  lines  which  are  parallel 
to  the  direction  in  which  the  wave  is  moving.  By  the  forward  motion  of 
the  particles  the  medium  in  front  will  be  compressed,  as  shown  in  Fig. 
216,  so  that  owing  to  the  elasticity  of  the  medium  the  pressure  will  be 
increased,  while  by  the  backward  motion  the  medium  in  front  will  be 
rarefied,  and  the  pressure  reduced. 

Suppose  that  the  medium  is  contained  in  a  tube  of  which  the  cross 
section  is  unity,  and  that  the  velocity  with  which  the  wave  moves  is  7/, 
and  that  by  imparting  a  velocity  -  v  to  the  medium,  we  bring  all  the 
waves  to  rest.  Consider  two  imaginary  partitions,  A  and  B  (Fig.  232), 
placed  across  the  tube  ;  then,  since  the  waves  are,  by  the  motion  of  the 
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medium,  rendered  fixed  in  position,  the  phase  of  the  wave  at  each  of  these 
partitions  is  always  the  same,  and  they  always  include  the  same  number 
of  waves  between  them.  Thus  we  may 
suppose,  if  we  like,  that  A  is  a  crest  or 
point  where  the  compression  is  a  maxi- 
mum, and  B  a  trough  or  point  where  the 


rarefaction  is  a  maximum,  and  that  there    -^-^ r^-j? 

is  a  quarter  wave  between,  so  that  we  1  1  t 

should  be  dealing  with  a  similar  case  to  Fig.  932. 

that  shown  for  water  waves  in  Fig.  231. 

This  being  so,  the  pressure,  and  therefore  also  the  volume  of  unit  mass 
of  the  medium,  and  the  velocity  with  which  the  particles  of  the  medium 
are  moving,  due  to  their  to-and-fro  motion,  remain  constant  both  at  A 
and  at  B.  Let  /i,  Vy^  u^  and  /j?  ^s*  ^  ^  ^^^  pressure,  volume  of  unit 
mass,  and  the  velocity  of  the  particles  (supposing  the  medium  were  at 
rest)  at  A  and  B  respectively. 

Now  since  the  space  intercepted  between  A  and  B  always  contains 
the  same  number  of  waves,  and  the  density  of  the  medium  at  each 
point  is  constant,  the  mass  of  the  medium  intercepted  between  A  and  B 
is  always  the  same.  Hence  the  quantity,  g,  of  the  medium  which, 
owing  to  the  motion  supposed  to  be  imparted  to  the  medium  and  to  the 
vibration  of  the  particles,  enters  through  B  in  a  given  time  must  be  equal 
to  that  which  leaves  through  A. 

Now  the  velocity  of  the  particles  at  A  with  reference  to  A  is  u^-Vy  so 
that  the  volume  of  the  medium  which  passes  through  A  in  unit  time  is 
(wj  -  v\  for  the  cross  section  of  the  tube  is  unity.  Since  the  volume  of 
unit  mass  of  the  medium  at  A  is  z/j,  the  mass  of  the  medium  which 
crosses  A  in  unit  time  is 

(2=(«i-T/)/^i     .     .     .     (i). 

In  the  same  way  the  mass  of  the  medium  which  enters  through  B  in  unit 
time  is 

2=(«8-^)/^2    .    .    .     (2). 

Now  the  momentum  lost  through  A  due  to  this  passage  of  the  medium 
in  unit  time  is  the  product  of  the  mass  lost  by  the  velocity,  or 

and  that  gained  through  B  is 

2(«2-z/). 

Thus  the  gain  of  momentum  within  the  space  included  between  A  and  B, 
owing  to  the  passage  of  the  medium,  is 

C(«2-«i), 
or,  substituting  for  f/j  and  u^  the  values  given  by  (1)  and  (2X  the  gain  is 

J?(^«-^i).    .    .    .    (3). 

2  A 
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Now  the  momentum  contained  between  a  and  B  must  remain  constant 
throughout,  for  the  state  of  the  medium  remains  the  same  throughout. 
There  must,  therefore,  be  some  cause  which  causes  a  loss  of  momentum 
exactly  equal  to  the  gain  we  have  found  above  to  be  produced  by  the 
passage  of  the  medium.  This  cause  is  the  external  forces,  namely,  the 
pressures  at  the  two  planes,  which  act  on  the  medium  contained  between 
A  and  B.  Now  the  pressure  acting  forwards  on  the  medium  contained 
within  A  and  B,  that  is,  the  pressure  at  B,  is  p^  while  the  pressure  acting 
backwards  on  the  front  A  is  /j.  Hence  the  loss  of  momentum  during 
unit  time  by  the  portion  of  the  medium  included  between  A  and  B,  due 
to  the  external  forces,  is  equal  to  the  difference  of  the  pressures,^  that  is, 

If/i  is  greater  than  p^  there  will  be  a  loss  of  momentum  owing  to  the 
effect  of  the  pressures,  for  the  resultant  force  opposes  the  motion  of  the 
medium.  But  pi  being  greater  than  p^  v^  must  be  less  than  v^  for  at 
the  greater  pressure  the  volume  of  unit  mass  will  be  smaller.  If  v^  is 
less  than  v^  then  ^{v^-v^  is  positive,  so  that  this  quantity  does  really 
represent  a  gain  of  momentum,  and  we  see  that  our  signs  are  right 
Equating  the  gain  and  loss  of  momentum,  we  get 

or  Q^^ilZh^    .    .     .    (4). 

Now  the  elasticity  of  a  substance  is  the  ratio  of  the  stress  to  the 
strain  it  produces  (§  122).     Hence  if  E  is  the  elasticity  of  the  medium, 

Stress 


E^ 


Strain 


Now  we  are  considering  the  change  in  volume  produced  by  a  change  in 
pressure.  Hence  if  p^  and  p^  are  two  pressures,  and  v^  and  v^  the  cor- 
responding volumes,  we  have  the  stress  is  p^-p^  and  the  strain  is 
(^2~^i)/^i>  ^^^  ^^  strain  is  the  change  in  volume  per  unit  volume. 
Hence  we  get  ^/^  =A-A 

Therefore  from  (4)  Q'=^E\v^     .     .    .     (5). 

Now,  in  the  case  of  all  waves  such  as  we  are  considering,  the  changes 
of  pressure  are  very  small  compared  to  the  whole  pressure,  so  that  Vy^  is 
very  nearly  the  same  as  v^  the  volume  of  unit  mass  of  the  medium  when 

1  The  resultant  force  acting  on  a  body  is  measured  by  the  change  in  momentum  it 
produces  in  unit  time  (Newton's  Second  Law,  §  60).  The  force  acting  on  the  plane  B 
is  the  pressure/)  multiplied  by  the  area,  which  is  unity,  while  the  force  acting  in  the 
opposite  direction  on  the  plane  a  is  in  the  same  way  /j. 
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undisturbed  by  the  passage  of  the  wave.  Also,  if  we  consider  a  partition 
across  the  tube  at  the  part  of  a  wave  where  there  is  neither  compression 
or  rarefaction,  that  is,  half-way  between  a  crest  and  a  trough,  then,  as  is 
at  once  apparent  from  a  consideration  of  the  arrows  in  Fig.  216,  the  par- 
ticles of  the  medium  are  at  rest  as  far  as  their  vibratory  motion  is  con- 
cerned, and  so  the  velocity  of  the  medium  at  such  a  place  is  z/,  the 
velocity  which  has  been  impressed  on  the  whole  medium.    Therefore 

(6). 


Q^v\v^    .    .     . 

Hence  from  (5)  and  (6) 

Q'^EIv.^v^jv,^ 

or 

v^^Evs^ 

or 

v^  >J  Ev^ 

Now  v^  is  the  volume  of  unit  mass  of  the  medium  ;  and  if  p  is  the  density 
of  the  medium,  we  have 

Hence  z/=  *J  E\p, 

That  is,  the  velocity  of  wave  of  compression  and  rarefaction  in  a  medium 
is  equal  to  the  square  root  of  the  elasticity  of  the  medium  divided  by 
its  density.  This  is  Newton's  expression  for  the  velocity  of  a  longi- 
tudinal wave  in  a  homogeneous  medium. 

Since  the  expression  for  the  velocity  does  not  involve  the  wave- 
length of  the  wave,  it  follows  that  waves  of  all  wave-lengths  or  fre- 
quencies travel  with  the  same  velocity. 
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PART    II— SOUND 
CHAPTER   II 

PRODUCTION  AND  PROPAGATION  OF  SOUND 

280.  Soundingr  Body.— All  bodies  which  are  the  source  of  that 
particular  disturbance  which,  when  it  strikes  our  ear  and  affects  the 
auditory  nerves,  we  call  sound,  are  in  a  state  of  vibration.  This  can 
be  easily  proved,  for  if  a  sounding  body,  such  as  a  bell,  is  touched,  the 
vibratory  movement  can  be  felt,  and  as  under  the  influence  of  the 
resistance  offered  by  the  finger  the  vibrations  die  out,  the  sound  emitted 
will  also  die  out.  The  vibrations  of  a  stretched  string,  which,  when 
plucked,  gives  out  a  sound,  are  visible  to  the  eye,  and  as  they  decrease 
in  amplitude,  the  intensity  of  the  sound  also  decreases. 

281.  Conveyance  of  Sound  to  the  Ear.— In  order  that  we  may 
perceive  a  sound  by  our  ears,  it  is  necessary  that  the  sounding  body 
should  be  connected  with  our  ear  by  an  uninterrupted  series  of  portions 
of  elastic  matter.  The  physical  state  of  the  matter,  whether  it  is  gaseous, 
liquid,  or  solid,  is  immaterial. 

In  order  to  show  that  this  is  the  case,  we  may  make  the  well-known 
experiment  of  suspending  a  bell  by  a  thin  string  within  the  receiver  of 
an  air-pump.  As  the  receiver  is  exhausted,  the  intensity  of  the  sound 
heard  when  the  bell  is  struck  diminishes,  till  finally,  when  a  fairly  good 
vacuum  is  produced,  no  sound  at  all  can  be  heard.  If  air,  or  even  a  few 
drops  of  a  liquid  which  will  form  a  vapour  in  the  receiver,  is  introduced 
the  sound  is  again  heard,  as  is  also  the  case  if  the  sounding  bell  is 
allowed  to  dip  into  a  vessel  containing  mercury  or  other  liquid  standing 
on  the  plate  of  the  pump,  or  to  touch  a  solid  rod  which  is  connected  to 
the  receiver  or  the  plate.  This  experiment,  therefore,  shows  that  sound 
cannot  be  transmitted  through  a  vacuum,  but  that  it  is  transmitted 
through  gases,  vapours,  liquids,  and  solids. 

The  ease  with  which  sound  travels  through  some  solids,  such  as 
wood,  is  very  clearly  shown  by  holding  one  end  of  a  long  wooden  rod 
against  the  ear,  when  even  a  very  light  scratch  with  a  pin  at  the  kr  end 
will  be  heard  with  great  distinctness. 

Since  sound  requires  the  presence  of  matter  for  its  transmission,  we 
are  at  once  led  to  inquire  what  is  the  mechanism  by  which  this  trans- 
ference takes  place.    There  are  two  distinct  methods  by  means  of  which 
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we  might  imagine  that  the  sounding  body  affects  the  ear  through  an 
intervening  space  filled,  say,  with  air.  The  sounding  body  might  shoot 
out  particles  of  some  kind,  and  these  particles,  when  they  strike  the  ear, 
might  cause  the  sensation  of  sound ;  or  the  sounding  body  may,  on 
account  of  its  vibratory  motion,  set  up  waves  in  the  surrounding  air,  and 
these  waves,  travelling  through  the  air,  when  they  strike  the  ear  may 
cause  the  sensation  of  sound.  That  the  first  explanation  is  untenable 
is  shown  by  the  experiment  with  the  bell  in  the  air-pump  receiver,  for 
the  fact  that  no  sound  is  heard  when  the  air  is  removed  shows  that  it  is 
the  air  that  conveys  the  sound  ;  hence,  if  anything  is  projected  out  from 
the  sounding  bell,  it  must  be  air  particles.  We  know,  however,  that  glass 
is  impervious  to  air  particles,  and  hence,  since  we  hear  the  bell  through 
the  glass,  the  sound  cannot  be  conveyed  to  our  ear  by  the  projection  of 
air  particles  from  the  sounding  body.  That  the  second  method  of 
transmission  is  the  correct  one  will  be  abundantly  evident  as  we  proceed 
to  describe  the  different  phenomena,  so  that  we  need  not  insist  on  any 
special  experiments  by  which  it  could  be  proved,  but  merely  state  that 
the  sound  is  conveyed  from  the  sounding  body  to  the  ear  by  waves 
which  are  set  up  by  the  sounding  body,  and  which  travel  through  the 
matter  which  connects  the  ear  and  the  sounding  body.  Thus  in  the 
case  of  the  bell  in  the  receiver,  when  the  latter  is  filled  with  air,  the 
vibratory  movements  of  the  bell  set  up  waves  in  the  air,  these  waves 
travel  out  till  they  meet  the  glass  walls  of  the  receiver,  in  which,  by  their 
impact,  they  cause  waves ;  these  waves  again  travel  through  the  glass, 
and  at  the  outside  cause  waves  in  the  surrounding  air,  and  it  is  these 
latter  which  reach  the  ear. 

As  we  have  seen  in  §  266,  there  are  two  distinct  kinds  of  waves  which 
can  be  set  up  in  a  medium.  The  sound-waves  are  longitudinal  waves  in 
which  the  motion  of  each  particle  of  the  medium  in  which  the  wave  is 
travelling  moves  backwards  and  forwards  along  a  line  in  the  direction  in 
which  the  wave  is  travelling. 

282.  The  HeasuFement  of  the  Velocity  of  Sound  in  Air.— It  is 
a  matter  of  common  experience  that  sound  takes  an  appreciable  time  to 
travel  from  one  place  to  another.  Thus,  when  we  observe  a  man 
breaking  stones  at  a  little  distance,  the  sound  of  each  blow  is  heard  a 
very  appreciable  time  after  the  blow  is  seen  to  be  struck.  In  the  same 
way,  the  puff  of  smoke  and  flash  of  a  distant  cannon  is  seen  some  time 
before  the  sound  of  the  report  is  heard. 

Since,  as  we  shall  see  later  on,  the  time  taken  by  light  to  travel  over 
a  distance  of  a  few  miles  is  only  a  very  small  fraction  ^f  a  second 
(,pj^ji^^  second  for  one  mile),  the  most  obvious  way  of  measuring  the 
velocity  of  sound  in  air  is  to  note  the  interval  which  elapses  between 
seeing  the  flash  and  hearing  the  report  of  a  cannon.  Then,  if  the 
distance  of  the  cannon  from  the  observer  is  known,  the  velocity  of  sound 
can  immediately  be  calculated.     The  experiment  is,  however,  not  quite 
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as  simple  as  it  would  at  first  sight  appear.  For  the  velocity  of  sound  is 
affected  by  the  wind,  the  temperature  of  the  air,  and  the  quantity  of 
moisture  in  the  air.  In  order  to  reduce  the  influence  of  these  disturbing 
causes  to  a  minimum,  Arag6,  and  a  number  of  French  observers  who 
worked  with  him,  in  1822  chose  two  stations  at  a  distance  of  18612.52 
metres  apart.  At  each  station  a  cannon  was  placed,  and  the  observers 
were  furnished  with  accurate  chronometers.  The  cannon  at  the  two 
stations  were  fired  alternately,  and  the  observers  at  the  other  station 
noted  the  time  which  elapsed  between  the  flash  and  the  report.  In  this 
way  the  effect  of  the  wind  on  the  velocity  of  sound  was  eliminated,  for 
if  the  wind  assisted  the  sound  when  travelling  in  one  direction  it  would 
retard  it  when  travelling  in  the  opposite.  As  a  result,  they  found  that 
the  sound  took  54.4  seconds  to  travel  in  one  direction  and  54.8  seconds 
in  the  opposite.  Hence  the  mean  velocity  was  340.9  metres  per  second. 
The  temperature  of  the  air  was  observed  at  a  number  of  points  between 
the  two  stations,  the  mean  being  1 5^.9  C. 

Experiments  of  this  kind  are,  however,  subject  to  a  systematic  error, 
due  to  the  fact  that  it  takes  an  appreciable  time  for  an  observer  to 
become  aware  of  a  flash  or  a  report,  and  to  perform  some  action,  such  as 
pressing  a  button,  to  mark  the  time.  If  the  same  delay  occurred  in 
recording  the  flash  and  the  report  it  would  be  of  no  consequence,  since 
one  would  compensate  for  the  other.  This,  however,  is  not  the  case,  for 
not  only  does  the  time  necessary  to  record  a  visual  and  an  aural 
impression  differ,  but,  what  is  more  important,  while  the  flash  occurs 
unexpectedly,  its  occurrence  acts  as  a  warning  to  prepare  for  the 
report. 

In  order  to  eliminate  this  source  of  error,  Regnault  performed  a  series 
of  experiments,  in  which  the  instant  at  which  the  discharge  of  a  pistol 
took  place  was  recorded  on  a  rotating  drum,  by  causing  the  bullet  to  cut 
a  wire,  and  thus  break  an  electric  current.  The  arrival  of  the  sound- 
wave was  also  automatically  recorded  by  means  of  a  stretched  diaphragm, 
to  the  centre  of  which  was  attached  a  small  metal  disc.  When  the  sound- 
wave struck  this  diaphragm  it  was  forced  back,  and  the  metal  disc 
touched  a  metal  point,  which  had  been  adjusted  so  as  very  nearly  to 
make  contact  with  the  disc.  The  disc  and  point  formed  part  of  a  second 
electric  circuit,  and  thus,  when  they  came  into  contact,  the  circuit  was 
completed,  and  a  record  was  made  on  the  rotating  drum  as  before.  The 
time  which  had  elapsed  between  the  two  marks  was  determined  by 
means  of  a  series  of  marks  made  by  the  pendulum  of  a  clock  breaking 
another  electric  circuit,  and  by  the  trace  made  by  a  fine  point  attached 
to  the  prong  of  a  tuning-fork.  Regnault  made  observations  of  the 
velocity  of  sound  in  air  by  this  method  in  long  underground  water-mains 
in  Paris,  in  which  no  wind  effects  were  to  be  feared,  and  where  the 
temperature  of  the  air  could  be  more  accurately  determined  than  in 
the  open.     He  found  that  the  velocity  depended  to  a  slight  extent  on 
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the  diameter  of  the  pipe,  and  on  the  intensity  of  the  sound.  He  also 
used  the  same  apparatus  for  observations  in  the  open  air,  and,  as  a 
result  of  all  his  experiments,  came  to  the  conclusion  that  the  velocity  of 
a  sound  of  small  intensity  in  dry  air  at  a  temperature  of  o**  C.  was 
330.6  metres  per  second. 

In  order  to  measure  the  velocity  of  sound  in  a  limited  distance, 
Bosscha,  and  after  him  Koenig,  used  two  small  hammers,  worked  simul- 
taneously by  an  electric  current  which  was  made  by  the  pendulum  of  a 
clock,  say  every  half-second.  If  the  two  instruments  are  at  equal 
distances  from  the  observer,  the  raps  of  the  hammers  will  be  heard 
simultaneously.  If  now,  while  one  instrument  is  kept  near  the  observer, 
the  other  is  gradually  moved  away,  the  raps  will  no  longer  be  heard 
simultaneously,  for  the  sound  from  the  further  instrument  will  take 
longer  to  reach  the  ear  than  that  from  the  nearer  one.  As  the  distance 
between  the  instruments  is  farther  increased,  a  point  will  be  reached 
such  that  the  observer  again  hears  both  raps  simultaneously  ;  the 
further  instrument  being  at  such  a  distance  that  the  sound  of  a  rap  from 
the  nearer  instrument  reaches  his  ear  at  the  same  instant  as  the  previous 
rap  from  the  further  one.  Hence  the  sound  has  traversed  the  distance 
between  the  two  instruments  in  the  interval  that  elapses  between  two 
consecutive  raps.     If  /  is  this  interval  of  time,  and  d  is  the  distance 

between  the  instruments,  then  the  velocity  of  sound  is  - 

The  velocity  of  sounds  of  all  pitches,  that  is,  frequencies,  was  found 
by  Regnault  to  be  the  same,  for  when  a  tune  was  played  at  one  end  of 
the  long  tube  an  observer  at  the  other  end  heard  the  tune  unaffected, 
except,  of  course,  that  the  loudness  was  decreased.  Now  if,  say,  the 
high  notes  had  travelled  faster  than  the  low,  the  interval  of  time  which 
would  elapse  between  the  distant  observer  hearing  a  low  note  followed 
by  a  high  would  be  greater  than  the  proper  interval,  and  vice  versa. 
Thus  the  time  of  the  tune,  that  is,  the  intervals  of  time  between  the 
successive  notes,  would  be  wrong  at  a  distance  from  the  place  where 
it  was  played. 

This  experimental  result  agrees  with  the  expression  which  we  obtained 
in  §  279  for  the  velocity  of  a  longitudinal  wave,  for  this  expression  does 
not  involve  the  frequency  of  the  wave,  so  that  the  velocity  is  independent 
of  the  frequency. 
\j  288.  The  Measurement  of  the  Velocity  of  Sound  in  Water.— 
The  velocity  of  sound  in  water  was  determined  directly  by  Colladon 
and  Sturm  in  the  Lake  of  Geneva.  Two  boats  were  moored  at  a  dis- 
tance of  13,487  metres  apart,  and  from  one  boat  was  suspended  in  the 
water  a  large  bell.  The  hammer  of  the  bell  was  worked  by  a  lever, 
which  was  so  arranged  that  at  the  instant  it  touched  the  bell  a 
lighted  match  was  caused  to  set  fire  to  some  gunpowder.  The 
observer  in  the  other  boat  was  provided  with  a  chronometer  and  a 
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large  horn-shaped  trumpet,  the  larger  end  of  which  was  closed  by  an 
india-rubber  membrane  and  dipped  into  the  water.  He  noted  the 
time  which  elapsed  between  the  flash  of  the  powder  and  the  sound  of 
the  bell  which  reached  him  through  the  water.  In  this  way  they  found 
that  the  velocity  of  sound  in  water  was  1435  metres  per  second  at  a 
temperature  of  8**.  i  C. 

284.  The  Measurement  of  the  Veloeity  of  Sound  in  Solids.— 
A  direct  determination  of  the  ratio  of  the  velocity  of  sound  in  air  to 
that  in  cast  iron  was  made  by  Biot,  by  measuring  the  interval  between 
the  two  sounds  heard  when  the  end  of  a  long  cast-irpn  pipe  was  struck 
by  a  hammer.  One  of  these  sounds,  the  flrst,  is  that  which  travels 
through  the  iron,  and  the  other  that  which  has  travelled  through  the  air 
in  the  pipe.  In  this  way  he  found  that  the  velocity  in  cast  iron  was 
10.5  times  that  in  air,  but  the  experiments  were  not  of  any  high  degree 
of  accuracy,  since  the  interval  between  the  two  sounds  (2.5  seconds)  was 
very  small,  and  therefore  hard  to  measure  accurately,  and  the  pipe  con- 
sisted of  a  number  of  separate  pieces  joined  together  by  lead,  so  that  it 
was  not  a  continuous  rod  of  iron. 

We  shall  see  in  a  subsequent  section  how  the  velocity  of  sound  in 
solids  can  be  indirectly  determined  with  a  much  higher  degree  of 
accuracy. 

286.  Calculation  of  the  Veloeity  of  Sound  in  a  Homogeneous 
Medium.— In  the  case  of  longitudinal  waves,  such  as  occur  in  the  case 
of  sound,  Newton  first  showed,  as  we  have  done  in  §  279,  that  the 
velocity  v  is  given  by  the  equation 


^=\/7' 


where  E  is  the  elasticity,  and  />  the  density  of  the  medium. 

Further,  we  have  seen  in  §  122  that  the  elasticity  /.  is  equal  to  the 

quotient  ^. 

strain 

In  the  case  of  a  gas  the  stress  is  the  excess,  or  the  defect,  of  the 
pressure  at  a  given  point  and  at  a  given  time  during  the  passage  of  the 
wave,  over  the  average  pressure  at  that  point,  or,  what  comes  to  the  same 
thing,  over  the  pressure  when  the  wave  is  not  passing. 

MP  is  the  undisturbed  pressure,  or  mean  pressure,/  the  increase  of 
pressure,  and  Kand  v  the  original  and  change  in  volume  of  unit  mass 
respectively,  then  the  stress  is  p  and  the  strain  is  v\  V,  since  v  is  the 
total  deformation  and  v/V  is  the  deformation  per  unit  volume  (§  130). 
Hence 

Now  if  Boyle's  law  holds  with  regard  to  the  compressions  and  rare- 
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factions  which  take  place  when  the  sound-waves  travel  through  a  gas, 
we  have 

^PV-Pv^-pV-vp. 

Since  in  the  case  of  sound-waves  the  change  in  pressure/,  and  therefore 
also  the  change  in  volume  z/,  is  excessively  small,  the  product /r/  will  be 
very  small  indeed.     Hence,  neglecting  this  small  quantity,  we  get 

Pv^pV, 

,^  py 

But  h^^—. 

Hence  E^P. 

Thus  if  the  changes  of  pressure  and  volume  in  the  gas  obey  Boyle's 
law,  which  of  course  will  only  hold  if  the  temperature  remains  constant 
during  the  compression  and  rarefaction,  the  elasticity  is  numerically 
equal  to  the  pressure.  Substituting  in  Newton's  equation  for  the  velocity, 
this  becomes  _ 

IP 


In  the  case  of  air  at  a  pressure  of  one  atmosphere  (1013300  dynes 
per  square  cm.)  and  at  a  temperature  of  o**  C,  the  density  p  is  0.001293. 
Hence,  substituting  these  values  in  the  equation  for  t/,  we  have 


*=\/l 


^^—  =  28026  cm.  per  second. 
001293 

Now  we  have  seen  that  the  velocity  of  sound  in  air,  as  found  by 
experiment  under  the  above  condition  of  pressure  and  temperature,  is 
33060  cm.  per  second.  The  difference  between  the  observed  and  calcu- 
lated values  being  much  greater  than  any  possible  error  of  experiment, 
we  are  led  to  the  conclusion  that  some  of  the  assumptions  made  above 
are  erroneous. 

Now  we  have  seen  in  §  258  that  when  a  gas  is  compressed  its 
temperature  rises,  and  when  it  is  allowed  to  expand  the  temperature 
falls.  In  the  above  reasoning  we  have  supposed  that  the  compressions 
and  rarefactions  that  take  place  when  a  sound-wave  traverses  a  gas  are 
so  slow  that,  by  conduction  from  and  to  the  surrounding  air,  the  tempera- 
ture of  the  compressed  or  rarefied  air  remains  constant.  If,  however, 
the  compressions  and  rarefactions  take  place  with  such  rapidity  that  the 
air  has  not  time  to  lose  heat  when  it  is  warmed  by  compression,  or  to 
gain  heat  from  surrounding  particles  when  it  is  cooled  by  the  expansion 
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during  the  passage  of  a  wave,  then  the  compression  and  expansion  will 
be  adiabatic  (§  258). 

Now  in  the  case  of  an  adiabatic  compression  or  expansion  the 
volume  and  pressure  are  connected  by  the  relation 

/'F*= constant, 

where  k  is  the  ratio  of  the  specific  heat  at  constant  pressure  to  the 
specific  heat  at  constant  volume. 

Hence,  making  the  assumption  that  the  changes  of  pressure  and 
volume  caused  by  a  sound-wave  are  adiabatic,  and  not  isothermal,  as 
we  previously  assumed,  we  have,  using  the  same  notation  as  before, 

Expanding  ( V-  -z/)*  by  the  binomial  theorem,  and,  since  v  is  small, 
neglecting  all  terms  which  involve  v^  or  higher  powers  of  Vy  we  get 

^PV^~k.P  F*-V  -¥pV^~k  V^^vp, 

or,  neglecting  the  term  involving  the  product  of  the  small  quantities 
P  and  Vy 

kPV^'^v^V^ 

or,  dividing  both  sides  by  K*^*, 

kPv^pV 


pV 
or  smce,'^=-^,  we  have 


kP^^ 


E=kP, 
and  hence  the  equation  for  the  velocity  of  sound  becomes 

In  the  case  of  air  >&=  1.41,  and  hence  the  calculated  value  of  the  velocity  is 
28026  X  >/i. 41  =33240  cm.  per  second,  which  agrees  fairly  well  with  the 
observed  value. 

The  above  is  Laplace's  formula  for  the  velocity  of  sound  in  a  gas, 
and  the  fact  that  the  calculated  value  of  the  velocity  agrees  with  the 
observed  value  is  a  proof  of  the  accuracy  of  the  assumptions  on  which 
it  is  based.  We  shall,  indeed,  see  further  on  that  the  most  accurate 
method  of  determining  the  ratio  of  the  specific  heats  for  a  gas  is  to 
measure  the  velocity  of  sound  in  the  gas,  and  to  calculate  the  value  of  k 
from  Laplace's  equation  for  the  velocity. 
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In  the  case  of  liquids,  the  compressibility  is  so  small  that  the  thermal 
changes  which  take  place  on  this  account  have  no  appreciable  effect  on 
the  elasticity,  so  that  in  this  case  Newton's  equation  is  applicable.  For 
water  we  have  at  4**  C.  p=  i,  and  an  increase  of  pressure  of  one  atmosphere 
causes  unit  volume  to  decrease  by  .000049  units  of  volume.  Hence  in  the 
c,g,s,  system  the  elasticity  is  given  by 

stress  _  760  X  98 1  X  1 3. 59 
strain"       0.000049       ' 


and  /760x98.x, 3.59 

V       0.000049 

=  142500  cm.  per  second, 

a  result  which  agrees  fairly  well  with  the  observed  value. 

286.  Effect  of  Temperature  on  the  Velocity  of  Sound.— We 

PV 
have  seen  in  §  197  that  in  a  case  of  a  gas is  a  constant.     Hence 

if  Po  is  the  standard  pressure,  and  Vo  is  the  volume  of  unit  mass  of  a  gas 
at  this  pressure  and  at  a  temperature  of  o°,  we  have 

^^  ^PV 

But  if  V  is  the  volume  of  unit  mass,  we  have,  since  the  density  />  is  the 
mass  of  unit  volume,  the  relation  V=  i/p ;  and  hence 


P(i+at)     Po* 


P       Po 


Hence,  if  v/  is  the  velocity  of  sound  at  a  temperature  /,  we  have 


«//= 


V' 


k^%l+at), 
Po 


—Vo  v(l  +a/) 
For  if  Vo  is  the  velocity  of  sound  at  o",  and  under  standard  pressure, 


Vo 
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Now  if  we  expand  V(i+o/)  by  the  binomial  theorem,  and,  since  a  is 
small,  neglect  terms  in  a*  and  in  higher  powers  of  a,  we  get 

or,  since  a  =  .00366, 

7// =7/^(1+ .CO  1 83/). 

In  the  case  of  air  7/,,  =  33060  cm./sec. 
Hence 

7V= 33060  4-60.5/  cm. /sec. 

Changes  of  pressure  unaccompanied  by  changes  of  temperature, 
such  as  a  change  in  the  barometric  pressure,  will  not  affect  the  velocity 
of  sound  in  a  gas,  for  by  Boyle*s  law 

P    Po 
or  -.-=-0. 

P     Po 

Hence  the  change  in  pressure  effects  the  elasticity  and  the  density  in 
the  same  ratio,  so  that  the  velocity  of  sound  is  unaffected. 
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CHAPTER    III 
PITCH^MUSICAL  SCALE 


287.  Quality  of  Sounds.— Sounds  which  affect  our  ear  are  divided 
into  two  classes.  One  of  these  consists  of  short  sounds  which  last  only 
for  a  short  time,  or,  if  they  last  for  any  length  of  time,  are  continually 
changing  their  character,  and  are  called  noises.  The  other  class  con- 
sists of  sounds  the  character  of  which  is  that  the  vibrations  by  which 
they  arc  caused  are  periodic  ;  these  are  called  musical  notes. 

Musical  notes  differ  from  one  another  in  three  important  particulars  : 
(i)  They  may  be  of  different  intensity  or  loudness.  Thus  when  we 
move  away  from  a  sounding  body  the  intensity  of  the  note  given  by 
the  body  decreases,  but  does  not  otherwise  alter.  (2)  The  pitch  of 
two  notes  may  be  different.  We  shall  see  that  the  pitch  or  highness 
of  a  note  depends  on  the  frequency  of  the  vibrations  of  the  sounding 
body.  (3)  The  notes  given  out  by  two  different  instruments,  such  as 
the  comet  and  the  piano,  although  they  may 
be  of  the  same  pitch  and  intensity,  are  clearly 
distinguishable  by  the  ear.  This  quality  of  a 
musical  note  is  called  its  timbre, 

288.  Pitch  of  a  Note.— That  the  pitch 
of  a  sound  depends  on  the  frequency,  or  the 
number  of  vibrations  per  second  made  by 
the  sounding  body,  can  be  shown  by  the 
instrument  called  a  syren.  The  usual  form 
of  this  instrument  is  shown  in  Fig.  233.  It 
consists  of  a  circular  disc  bb',  mounted  on 
a  vertical  spindle  D,  so  that  it  turns  freely. 
This  disc  is  pierced  by  a  nimiber  of  holes 
at  equal  distances  apart  The  disc  is  pivoted 
so  that  it  just  clears  the  upper  surface  aa' 
of  a  small  wind-box,  H,  which  is  connected 
with  a  bellows,  by  means  of  which  a  con- 
tinuous current  of  air  can  be  forced  into  the 
instrument  The  plate  A  is  pierced  by  the 
same  number  of  holes  as  the  movable  disc 
The  holes  in  the  fixed  and  movable  discs 
are  not  drilled  at  right  angles  to  the  surface  of  the  plates,  but  those  in  A 
and  B  are  inclined  in  opposite  directions,  as  shown  at  a  and  b.     Hence 
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the  air,  when  forced  out  through  a^  strikes  against  the  side  of  the  hole  b, 
and  causes  the  disc  to  rotate  in  the  direction  of  the  arrow.  Each  time 
the  holes  in  the  upper  disc  come  opposite  the  holes  in  the  lower  plate,  a 
puff  of  air  escapes,  and  the  disc  receives  an  impulse.  If  the  disc  is 
rotating  sufficiently  rapidly,  these  puffs  will  produce  a  musical  note,  and 
as  the  velocity  of  rotation  of  the  disc,  and  therefore  also  the  frequency 
of  the  puffs  increases,  the  pitch  of  the  note  rises. 

The  syren  also  permits  of  the  determination  of  the  frequency  of  a 
musical  note,  for  if  there  are  x  holes  in  the  upper  and  lower  plates, 
then,  during  a  complete  revolution  of  the  upper  plate,  a  hole  in  the 
upper  plate  will  coincide  with  a  hole  in  the  lower  plate  x  times.  For 
the  angular  distance  between  two  holes  in  the  lower  plate  is  360/4-, 
and  hence,  when  the  upper  plate  has  turned  through  this  angle,  each 
hole  on  the  upper  plate  will  have  just  moved  on  one,  and  will  coincide 
with  the  next  hole  in  the  lower  plate.  The  number  of  coincidences 
during  one  turn,  or  360**,  is  therefore 

36o'-h36o/ror.r. 

If  the  movable  plate  makes  n  revolutions  pec  second,  the  number  of 
puffs  per  second,  or  the  frequency  of  the  sound,  will  be  nx. 

In  performing  the  experiment  the  pressure  of  the  wind  is  increased, 
thus  causing  the  movable  plate  to  rotate  faster  and  faster,  till  the  pitch 
of  the  note  emitted  is  the  same  as  that  of  the  note  whose  frequency 
has  to  be  measured.  The  wind  pressure  is  then  kept  constant,  and 
the  number  of  revolutions  made  by  the  movable  plate  in  a  given  time 
is  obtained  by  means  of  the  toothed  wheels  R  and  S,  which  can  be 
put  into  gear  with  the  endless  screw,  V,  attached  to  the  spindle  by 
pressing  on  the  knob  E,  at  the  commencement  of  the  interval,  and 
put  out  of  gear  at  the  end  of  the  interval  by  pressing  on  the  knob  F. 
The  wheel  R  moves  on  one  tooth  for  each  revolution  of  the  disc,  and 
has  100  teeth.  The  wheel  s  is  moved  on  one  tooth  every  time  R  com- 
pletes a  revolution.  Hence  the  number  of  turns  and  hundreds  of  turns 
can  be  read  off  on  two  dials  by  means  of  pointers  attached  to  R  and  s. 

In  performing  such  an  experiment,  there  is  considerable  difficulty 
in  keeping  the  speed  of  rotation  constant,  and  such  that  the  note  given 
by  the  syren  is  in  unison  with  the  note  whose  frequency  is  being 
measured.  For  this  reason,  the  more  modern  forms  of  syren  are 
driven  by  a  small  electric  motor,  and  not  by  the  pressure  of  the  escaping 
air  in  the  inclined  holes.  The  speed  of  the  motor  is  kept  constant 
by  means  of  an  electric  regulator. 

Other  methods  of  measuring  the  pitch  of  the  musical  note  given 
out  by  a  sounding  body  will  be  considered  in  subsequent  sections. 

289.  The  Musical  Scale.— We  have  in  the  previous  section  referred 
to  a  note  as  being  higher  or  lower  than  another,  and  this  statement 
has  probably  conveyed  the  required  impression   to  all  readers.     We 
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have  now  to  consider  the  physical  connection  between  sounds  of  various 
pitch  in  their  relation  to  the  pleasing,  or  otherwise,  effect  they  produce 
on  our  ear. 

It  is  found  that,  whether  we  are  dealing  with  the  consecutive  sounding 
of  two  notes  (melody),  or  with  the  simultaneous  sounding  of  two  notes 
(harmony),  the  ear  only  takes  cognisance  as  forming  pleasing  com- 
binations of  notes  in  which  the  ratio  of  the  frequencies  is  expressible 
by  two  integers  which  are  neither  of  them  very  large.  Hence,  in  con- 
sidering the  relations  between  the  pitches  of  musical  notes,  we  have 
to  deal  with  the  ratio  of  their  frequencies,  and  not  with  the  difference. 
The  ratio  of  the  frequencies  of  two  notes  is  called  the  interval  between 
the  notes. 

Hence  if  the  frequencies  of  three  notes  are  «,,  «j,  and  Wj,  the  interval 
between  the  first  and  second  is  «i/«2,  and  the  interval  between  the 
second  and  third  is  n^n<j.  The  interval  between  the  first  and  third  is 
«i/«3,  and  since  ti'^n-^—nYln^y^n^n^  we  see  that  the  interval  between 
the  first  and  third  is  obtained  by  multiplying  the  interval  between  the 
first  and  second  by  that  between  the  second  and  third.  Thus  the  "  sum  " 
of  two  intervals  is  obtained  by  multiplying  the  intervals  together,  for 
we  may  look  upon  the  interval  n^jn^  as  being  made  up  of  the  two 
separate  intervals  njn^  and  n^jn^,  which  will  take  us  from  the  note  n^ 
to  the  note  n^  In  the  same  way,  since  niln^-^njn^  =  njn^y  the  differ- 
ence between  the  intervals  n^jn^  and  njn^  is  obtained  by  dividing  one 
of  these  intervals  by  the  other.  Thus  the  interval  nijn^  is  greater  than 
the  interval  n^ln^  by  the  interval  n^jn^ 

We  have  now  to  consider  the  intervals  between  notes  which  convey 
to  the  ear  certain  well-known  and  distinctive  sensations,  independent 
of  the  absolute  frequency  of  the  two  notes.  In  the  first  place,  it  is 
found  thai  all  notes  of  which  the  interval  is  i,  i.e,  all  notes  having 
the  same  frequency,  although  they  may  have  very  different  inten- 
sities and  timbres,  are  yet  clearly  recognised,  whatever  their  absolute 
frequency  may  be,  as  having  some  quality  in  common,  that  is,  they  all 
have  the  same  pitch. 

Next,  if  the  interval  between  two  notes  is  J,  that  is,  if  the  frequency 
of  one  note  is  twice  that  of  the  other,  the  two  notes  when  sounded,  either 
consecutively  or  together,  produce  a  not  unpleasing  sensation  on  the  ear, 
that  is,  they  are  said  to  be  in  accord  or  in  consonance.  This  interval  is 
called  an  octave.  In  this  case  again,  as  in  fact  in  all  cases,  the  ear 
recognises  this  relation  between  two  notes  whatever  be  the  absolute 
frequency  of  the  notes.  Tlius  two  notes  of  which  the  frequencies  are  256 
and  512  form  an  interval  of  an  octave,  as  also  do  notes  having  the 
frequencies  128  and  256,  370  and  740,  &c. 

Between  a  given  note  and  its  octave  the  ear  recognises  a  definite 
succession  of  notes  of  which  the  frequencies  are  well  defined.  These 
notes  form  what  is  called  the  musical  scale.     Starting  from  a  note  of  any 
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frequency,  we  can  construct  a  scale,  and  the  interval  between  successive 
notes  \\\\\  in  all  cases  be  the  same.  Including  the  lowest  note,  which  is 
called  the  tonic,  and  its  octave,  the  scale  consists  of  eight  notes.  The 
notes  of  the  scale  are  generally  indicated  by  the  letters  C,  D,  E,  F,  G, 
A,  B,  c,  or  the  names  do,  re,  mi,  fa,  so,  la,  si,  doj.  The  intervaJ  between 
the  tonic  and  each  note  in  the  scale,  as  well  as  the  interval  between  each 
two  consecutive  notes,  is  shown  in  the  following  table  : — 


c 

D 

E 

F 

G 

A 

B 

c 

do 

re 

mi 

fa 

so 

la 

si 

do. 

I 

« 

J 

* 

t 

# 

"-^ 

2 

For  the  sake  of  remembering  the  relative  frequency  of  the  notes  of  the 
scale,  the  following  series  of  whole  numbers,  which  are  proportional  to 
the  frequencies,  is  useful : — 


c 

D 

E 

F 

G 

A 

B 

c 

24 

27 

30 

32 

36 

40 

45 

48 

It  will  be.  seen  that,  considering  the  intervals  between  consecutive 
notes  of  the  scale,  there  are  three  separate  and  distinct  inter\'als,  and 
these  intervals  have  received  special  names.  The  interval  for  1.125  is 
called  a  major  tone,  the  interval  V^  or  i.iii  is  called  a  minor  tone,  and 
the  interval  \\^x  1.067  is  called  a  limma. 

The  difference  between  a  major  tone  and  a  minor  tone  is  |-j-V^  or  ^J, 
and  is  called  a  comma;  while  the  difference  between  a  minor  tone  and  a 
limma  is  ^-f-f  f  or  f  J,  and  is  called  a  diesis. 

If  any  two  notes  of  the  scale  are  sounded  together,  the  ear  recognises 
that  the  combinations  are  some  of  them  more  consonant  than  the  others. 
The  most  consonant  interval  is  the  octave  or  f  ;  next  to  this  comes  the 
interval  between  the  tonic  and  the  fifth  note  of  the  scale,  namely  G,  for 
which  the  interval  is  J.  This  interval  is  called  a  Ji/th,  since  it  occurs 
between  the  first  and  fifth  notes  of  the  scale.  The  next  most  complete 
consonance  is  between  the  tonic  and  the  fourth  note,  or  F,  for  which  the 
interval  is  ^,  and  this  interval  is  called  2^  fourth.  Then  we  have  in 
succession,  as  far  as  consonance  is  concerned,  the  following  : — 

Major-sixth  interval,  4,  between  C  and  A. 
Major-third  „  |,  „  C  „  E. 
Minor- third        „        f,        „        E   „    G. 

In  addition  to  the  interval  between  the  tonic  and  the  fifth  note  above, 
namely  G,  which  is  sometimes  called  the  dominant,  there  are  other 
intervals  between  a  note  and  the  fifth  one  above  it  These  intervals  do 
not  differ  from  j  by  more  than  fj,  or  a  comma,  except  that  between  B 
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and  f  (in  the  octave  above),  which  exceeds  f  by  the  interval  \%  or  a 
diesis,  and  is  called  a  minor  fifth.  Hence  with  this  exception,  since  the 
interval  of  a  comma  can  barely  be  appreciated  by  the  ear,  all  these 
intervals  are  very  consonant.  In  the  same  way,  with  one  exception,  the 
fourths  are  all  the  same  to  within  a  comma.  The  thirds  and  sixths  are 
either  major,  in  which  the  interval  does  not  differ  by  more  than  a  comma 
from  \  or  ^,  as  the  case  may  be,  or  minor,  in  which  the  interval  is  less 
by  a  diesis  f  f. 

In  addition  to  the  notes  given  above,  use  is  made  in  music  of  addi- 
tional notes  which  are  derived  from  the  above  by  either  raising  or 
lowering  the  pitch  of  each  note  by  a  diesis,  i,e,  |f.  If  the  pitch  is  raised 
by  a  diesis  the  note  is  said  to  be  sharpened.  Thus  if  a  note,  say  G,  of 
which  the  frequency  is  384  is  increased  to  384  x  f|,  or  400,  the  new  note 
is  called  G  sharp,  and  is  indicated  by  the  symbol  GJJ.  In  the  same  way 
the  note  having  the  frequency  384  xfj,  or  368.6,  is  called  G  flat,  and 
is  indicated  by  g!?^. 

In  order  to  distinguish  the  notes  of  the  scale  in  the  various  octaves, 
it  is  usual  to  use  accented  letters.  The  lowest  octave,  namely,  that  in 
which  the  C  makes  33  vibrations  per  second,  is  indicated  by  the  letters 
C,  to  Bp  This  octave  is  often  called  the  16- foot  octave,  since  an  open 
organ-pipe  16  feet  long  gives  a  note  included  in  this  octave.  The  next 
higher  octave  is  indicated  by  the  unaccented  capital  letters  C  to  B,  and 
is  called  the  8-foot  octave.  The  next  octave  is  indicated  by  the  unac- 
cented small  letters  c  to  by  and  is  called  the  4-foot  octave.  The  remain- 
ing octaves  are  indicated  by  the  letters  (f  to  ^,  d'  to  U\  d"  to  b"\ 

The  relation  of  the  above  octaves  to  the  ordinary  musical  notation  is 
shown  below : — 

c    d    e  f  g    a     b  ^'Tifdfg'dy 

We  have  hitherto  said  nothing  as  to  the  absolute  frequency  of  any 
of  the  notes  of  the  scale,  for  the  intervals  between  the  notes  are  quite 
independent  of  the  absolute  frequencies,  and  only  depend  on  the  ratios 
of  these  quantities.  The  standard  pitch  adopted  in  different  countries 
varies  considerably.  Thus  the  French  standard  pitch  is  435  for  the  a', 
the  Geiman  is  400,  and  the  concert-pitch,  as  it  is  called,  is  460. 

For  many  purposes,  particularly  in  physics,  it  is  convenient  to  take 
as  the  standard  426.66  for  a\  since  then  the  frequency  of  ^  will  be  256, 
which  number  is  a  power  of  two.  Taking  the  frequency  of  d  as  256,  the 
frequencies  of  the  other  notes  of  the  scale  will  be  as  follows  : — 

(f  d'  d  f  g"  d  V  d' 

256        288        320        341.3        384        426.7        480        512 
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As  it  is  often  convenient  to  be  able  immediately  to  obtain  the  fre- 
quency of  a  note  in  any  octave,  the  following  table  is  given,  in  which  (f 
is  taken  as  having  a  frequency  of  264,  this  being^the  standard  adopted 
by  the  Stuttgart  Congress  and  the  Society  of  Arts  : — 


Notes. 

Octave. 

jCitoBi. 

CtoB. 
66 

cxob. 

^  to  b'. 

^'  to  b". 
528' 

^"to*"'. 

^'"to^"'. 

C,do     .    . 

33 

132 

264 

1056 

2II2 

D,re 

37.125 

74.25 

148.5 

297 

594 

1 188 

2376 

E,  mi 

41.25 

82.S 

165 

330 

660 

1320 

2640 

F,fa. 

44 

88 

176 

352 

704 

1408 

2816 

G,sol 

49.5 

99 

198 

396 

792 

1584 

3168 

A,  la. 

55 

no 

220 

440 

880 

1760 

3520 

B,  si  . 

61.875 

123.75 

247.5 

495 

990 

1980 

3960 

Since  the  interval  between  two  noties  of  which  the  frequencies  are 
m  and  n  is  given  by  the  ratio  w/«,  if  we  take  the  logarithms  of  the 
frequencies,  the  difference  of  the  logarithms  will  be  the  logarithm  of  the 
interval     For 

log  {mln)=  log  ///  -  log  n. 

Hence  every  interval  has  the  same  logarithm,  no  matter  what  the  abso- 
lute pitches  of  the  two  notes,  so  that  if  we  require  to  determine  the 
frequency  of  a  note  which  will  form  a  given  interval  with  a  given  note, 
all  we  have  to  do  is  to  add  the  logarithm  of  the  interval  to  the  logarithm 
of  the  frequency  of  the  given  note,  and  the  sum  will  be  the  logarithm  of 
the  frequency  of  the  required  note.  Thus  from  the  table  below  we  see 
that  the  logarithms  corresponding  to  the  interval  of  a  fifth  is  0.17609.  If 
then  we  wish  to  find  the  frequency  of  a  note  making  a  fifth  with  one  of 
256  vibrations,  we  have,  \ix  is  the  frequency  required, 


— =5. 
256    2 


Or,  taking  logarithms, 


log  4r=(log  3 -log  2)4- log  256 
ao.  1 7609 +  240824 
=  2.58433 =log  (384). 

This  example  will  make  the  reason  for  the  rule  clear. 

The  logarithms  of  the  various  intervals  are  given  in  the  following 
table,  as  well  as  the  note  which,  together  with  the  tonic  C,  will  give  the 
interval  ;— 
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Notes. 


D 

H 

E 

Fir 

F 

H 

G 

X? 

A 

^ 
W 

B 

^t> 


Intervals. 


Unison   . 
Comma  . 
Semitone  or  diesis 
Limma    . 
Minor  second 
Minor  tone 
Majorsecondormajortone 
Augmented  second 
Minor  third    . 
Major  third    . 
Minor  fourth  . 
Augmented  third 
Perfect  fourth 
Augmented  fourth 
Minor  fifth 
Perfect  fifth    . 
Augmented  fifth 
Minor  sixth    . 
Major  sixth 
Augmented  sixth 
Minor  seventh 
Major  seventh 
Minor  octave  . 
Augmented  seven tli 
Octave    . 


Logarithm. 


Natural  Scale.     I  Equall^«npered 


0.00000 
0.00540 
0.01773 
0.02803 
0.03342 
0.04576 
0.051  15 
0.06888 
0.07918 
0.09691 
0.1 072  I 
0.1  I  464 

o.  1 2494 
0.14267 
0.15836 
0.17609 
0.19382 
0.20412 
0.22185 

0.23958 

0.25527 
0.27300 
0.28330 
0.29073 
0.30103 


! 


I( 


0.02509 

0.05017 

0.07526 

0.10034 

0.12543 

0.15052 
0.17560 
6.20069 
0.22577 
0.25086 

0.27595 

0.30103 


290.  Temperament — In  music  it  is  often  necessary  to  use  scales 
having  different  tonics.  Suppose  then  we  require  to  form  a  scale  of 
which  the  tonic  has  a  frequency  of  330,  i.e,  corresponds  to  the  /  of  the 
scale.  We  are  at  once  met  with  the  difficulty  that  the  notes  of  the  old. 
scale  will  not  fit  into  the  new  scale.  For  instance,  the  interval  between 
/  and  f  in  the  old  scale  is  }|,  while  the  inter\'al  between  the  tonic  and 
the  next  note  above  ought  to  be  |. 

The  same  difficulty  remains  even  if  we  deal  with  the  more  extended 
scale  in  which  each  note  is  sharpened  and  flattened,  for,  as  is  shown  by 
the  table  of  the  logarithms  of  the  intervals  given  above,  the  sharp  of  one 
note  does  not  necessarily  have  the  same  frequency  as  the  flat  of  the  note 
above.  We  thus  see  that  the  notes  belonging  to  any  given  key  will  not 
serve  as  consecutive  notes  in  any  other  key.  Of  course  this  would,  in 
the  case  of  an  instrument  such  as  the  piano,  in  which  the  pitch  of  the 
various  notes  is  fixed,  render  it  practically  impossible  to  arrange  for  more 
than  one  key.  Hence,  in  order  to  be  able  to  use  the  same  series  of  notes 
for  music  written  in  different  keys,  the  relative  frequencies  of  the  various 
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notes  are  in  practice  so  altered  that  the  notes  belonging  to  the  scale  in 
any  one  key  may  be  used  for  the  scale  in  any  other  key,  without  any  of 
them  differing  from  the  true  scale  by  more  than  do  the  notes  of  the 
original  scale.  This  process  of  adjusting  the  notes  of  the  scale  is  called 
temperament. 

There  are  two  methods  of  temperament  in  common  use.  In  the  one 
the  more  consonant  intervals,  such  as  the  fifth,  are  kept  accurate,  and 
the  errors  due  to  temperament  are  spread  over  the  remaining  intervals  ; 
this  method  is  called  unequal  temperament.  In  the  other  method  the 
interval  of  the  octave  is  kept  correct,  and  the  errors  are  spread  equally 
over  the  remaining  intervals ;  this  is  called  equal  temperament,  and  is 
that  usually  adopted  in  the  piano. 

The  interval  of  a  major  tone  is  equal  to  §  or  1.125  ;  that  of  a  minor 
tone  is  equal  to  ^  or  i.iii  ;  and  that  of  a  limma  is  equal  to  ^J  or  1.067. 
Hence  a  major  and  a  minor  tone  are  very  nearly  the  same,  while  each  of 
these  is  very  nearly  equal  to  the  interval  of  two  limmas,  since  two  limmas 
are  equal  to  (j^)*  or  1.138. 

In  order  to  obtain  an  equally  tempered  scale,  the  above  approximate 
relations  arjB  assumed  to  be  exactly  true,  that  is,  we  take  the  major  tone, 
the  minor  tone,  and  the  two  limmas  as  being  the  same. 

If  the  interval  of  a  tempered  limma  is  called  x^  then  there  will  be  twelve 
of  these  limmas  in  the  octave,  and  since  an  interval  of  twelve  limmas 
is  equal  to  x^\  for  the  interval  between  two  notes  is  equal  to  the  product 
of  the  intervals  between  the  intermediate  notes,  while  the  interval  of  an 
octave  is  2,  we  shall  have  in  the  equally  tempered  scale 

4:^=2, 
or  jr=2^'  =  i.o59. 

In  this  tempered  scale  the  limma  is  1.059,  instead  of  being  1.067,  ^  it 
is  in  the  true  scale,  while  the  tempered  major  and  minor  tones  are  each 
equal  to  1.122,  instead  of  being  1.125  and  i.iii  respectively. 

In  the  following  table,  the  relative  frequencies  of  the  notes  on  the 
natural  and  the  equally  tempered  scales  are  shown  : — ' 


C 

D 

E 

F 

G 

A 

B         c 

Natural  Scale  .   . 

1. 000 

1.125 

1.250 

1.333 

1.500 

1.667 

1.875    2.000 

Tempered  Scale  . 

1. 000 

1. 122 

1.260 

1-325 

1.498 

1682 

1.888    2.000 

On  the  equally  tempered  scale  Ctt  and  Db  are  the  same  notes,  and 
this  relation  also  holds  with  regard  to  DJ^  and  £^,  ¥^  and  G!^,  Gs  and 
Al^,  AJJ  and  B!?,  while  EJ  is  the  same  as  F,  and  FI?^  is  the  same  as  E, 
as  is  also  the  case  for  BJJ  and  C!^.  This  is  at  once  evident,  for  the 
interval  from  C  to  D  is  on  the  tempered  scale  1. 122  or  (1.059)*,  while  the 
interval  between  C  and  C^  is  1.059,  and  that  between  D!?  and  D  is  also 
1.059.    These  relations  are  also  clearly  evident  from  the  last  column  of 


Digitized  by 


Google 


§  291]  Harmonics  389 

the  table  on  page  381,  where  brackets  show  the  various  intervals  which 
are  taken  as  equal  on  the  equally  tempered  scale. 

291.  Tones  — Harmonies  — Overtones.— When  a  single  note  is 
sounded  on  many  kinds  of  musical  instruments,  a  practised  ear  can 
detect  that,  in  addition  to  the  note  the  frequency  of  which  corresponds 
to  the  note\  sounded,  there  are  present  notes  corresponding  to  other 
frequencies,  though  these  are  very  much  less  intense  than  the  principal 
note.  A  note  which  the  ear  cannot  break  up  in  this  manner  is  called  a 
tone.  Thus  musical  notes  are  in  general  composed  of  tones,  the  pitch 
of  the  note  being  that  corresponding  to  the  lowest  tone  it  contains. 

If  «  is  the  frequency  of  a  tone,  then  the  tones  of  which  the  frequencies 
are  2/1,  3//,  4/1,  &c.,  are  called  the  harmonics  of  the  tone  /f,  and  this  tone 
is  called  tht/undafnentai. 

The  tones  which  go  to  build  up  a  note  are  not  necessarily  the  har- 
monics of  the  lowest  tone,  so,  for  distinction,  they  are  called  the  overtones 
or  upper partiais  of  the  fundamental. 

In  the  case  of  tones  the  vibrations  of  the  sounding  body,  as  well  as 
the  waves  produced  in  the  air,  are  simple  harmonic  vibrations  ;  and  it  is 
from  this  fact,  first  discovered  by  Ohm,  that  the  name  harmonic  vibration 
is  derived. 

291a,  The  Major  and  Minor  Chords.— Three  notes  which  when 
sounded  together  form  a  consonant  combination,  are  called  a  chord  or 
triad.  Three  notes,  of  which  the  frequencies  are  as  4 :  5  : 6,  constitute 
what  is  called  a  major  chord  or  triad.  Thus  the  notes  C,E,G,  G,B,tf, 
and  F,A,r  each  form  a  major  chord.  Any  one  of  the  notes  in  a  major 
chord  may  be  replaced  by  its  octave,  or  accompanied  by  its  octave,  with- 
out destroying  the  characteristic  consonant  character  of  the  combination. 

If  the  frequencies  of  three  notes  are  as  10  :  12  :  15,  the  consonance  is 
not  quite  so  complete  as  with  the  major  chord,  and  the  combination  is 
called  a  minor  chord.  The  notes  E,G,B  form  a  minor  chord.  As  in 
the  case  of  the  major  chord,  any  note  may  be  replaced  or  accompanied 
by  its  octave. 

The  scale  with  which  we  have  dealt  in  §  289  is  called  the  major 
scale,  and  the  following  scheme  shows  the  major  and  minor  chords 
which  can  be  formed  with  the  tones  which  constitute  the  scale  : — 

major     major     major 

f""a^^      e     g     b     d' 

minor     minor. 

The  sequence  of  notes  shown  in  the  following  scheme  is  called  the 

minor  scale : — 

major     major 

Y   Pi>    c     i>     g    d>    d 

minor     minor     minor. 
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CHAPTER   IV 


REFLECTION,  REFRACTION,  AND  INTERFERENCE 

292.  Reflection  of  Sound,— We  have  a  familiar  case  of  the  reflec- 
tion of  sound  in  the  echo,  which  is  due  to  the  reflection  of  the  sound-waves 

by  some  large  vertical  surface,  such  as  a 
cliff"  or  the  side  of  a  house. 

The  reflection  of  sound  may  also  be 
shown  by  means  of  what  is  called  a  sensitive 
flame,  which  consists  of  a  gas  flame  pro- 
ducied  by  a  pin-hole  burner,  in  which  the 
pressure  of  the  gas  has  been  increased  till 
the  flame  i3  on  the  point  of  flaring.  Such  a 
flame  forms  a  very  sensitive  detector  of 
sound-waves,  particularly  those  of  a  very 
high  pitch.  The  form  of  the  flame  when 
unaffected  is  shown  at  B  (Fig.  234),  while, 
when  a  sound  of  suitable  pitch  is  produced, 
the  flame  flares  and  shortens  into  the  shape 
shown  at  A.  The  sensitive  flame  is  placed 
at  A  (Fig.  235),  in  front  of  a  tube  CD,  and  a 
whistle  B  is  placed  opposite  the  end  of 
another  tube  ef,  while  a  screen  is  placed 
at  OH,  so  as  to  screen  off"  the  djrect  action  of 
the  whistle  on  the  flame.  The  pressure  of 
the  gas  is  adjusted  till  the  flame  just  does 
not  flare  when  no  reflector  is  placed  at  I ;  it 
will  then  be  found  that,  on  placing  a  reflect- 
mg  surface  at  i  in  such  a  way  as  to  be 
equally  inclined  to  the  axes  of  the  two  tubes, 
the  flame  immediately  begins  to  flare,  and 
conti-iues  to  do  so  as  long  as  the  reflecting 
surface  remains  in  position. 

The  direction  in  which  the  sound-wave 
proceeds  after  reflection  can  be  obtained  in 
exactly  the  same  way  as  that  adopted  in 
§  274  ;  and,  as  there,  it  will  l>e  found  that  the  angle  of  incidence  is 
always  equal  to  the  angle  of  reflection.  This  fact  is  also  proved  by 
the  experiment  described  above,  for  it  is  only  when  the  normal  to  the 


Fig.  234. 
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Fig.  235. 


reflector  i  bisects  the  angle  between  the  axes  of  the  tubes  that  the  flame 
flares  ;  and  when  the  normal  bisects  this  angle,  the  angle  of  reflection  is 
equal  to  the  angle  of  incidence. 

Use  is  made  of  the  reflection  of  sound  in  several  well-known  instru- 
ments. Thus  in  the  ear-trumpet,  the  sound-waves  that  are  caught  by 
the  bell-shaped  mouth  are  reflected  from  the  sides  of  the  trumpet,  and 
the  cross  section  of  the 
wave-front  is  decreased  up 
to  the  ear-end.  Thus  the 
amplitude  of  the  sound- 
waves increases  as  the 
cross  section  of  the  air  in 
which  they  take  place  is 
decreased,  and  the  ampli- 
tude of  the  waves  when 
they  strike  the  ear  is  much 
greater  than  if  this  con- 
centration did  not  take 
place. 

The  sounding  -  board 
placed  over  the  head  of  the 
speaker  in  large  halls  is 
another  application  of  the  reflection  of  sound.  It  consists  of  •"reflecting 
surface  placed  so  as  to  reflect  those  sound-waves  that  strike  it  down 
towards  the  audience.  Hence  the  waves,  that  would  otherwise  spread 
up  to  the  roof  and  be  irregularly  reflected  there,  are  directed  downwards, 
and  assist  in  making  the  speaker  audible. 

In  the  case  of  speaking-tubes,  the  sound-waves,  instead  of  spreading 
out  in  spheres,  as  they  would  do  in  the  open  air,  are,  by  reflection  at  the 
sides  of  the  tube,  confined  within  the  tube,  so  that  they  travel  forward 
with  comparatively  small  decrease  in  amplitude,  the  wave-front  remain- 
ing of  the  same  cross  section  throughout.  A  similar  eflect  is  produced 
when  a  watch  is  held  against  one  end  of  a  long  wooden  rod,  and  the 
ear  is  held  against  the  other  end.  The  ticking  of  the  watch  can  be 
heard  almost  as  clearly  as  if  it  were  held  close  to  the  ear.  The  reason  is 
that  the  sound-waves  in  the  wood,  when  they  reach  the  bounding  surface 
between  wood  and  air,  are  almost  entirely  reflected,  and  thus  the  wave 
proceeds  down  the  rod  without  much  of  the  energy  escaping  into  the 
surrounding  air. 

The  difliculty  of  hearing  sounds  at  a  distance  on  certain  days  is 
supposed  to  be  due  to  the  fact  that  on  such  acoustically  opaque  days 
there  exist  columns  and  layers  of  air  at  diflerent  temperatures,  and  that 
the  sound-waves  get  partly  reflected  at  each  passage  from  air  at  one 
temperature  to  air  at  another.  Such  reflection  must  occur,  for  the  velocity 
with  which  the  sound-waves  travel  will  be  different  if  the  temperature  of 
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the  air  is  different,  and  whenever  a  wave  passes  from  one  medium  to 
another,  in  which  it  moves  with  a  different  velocity,  it  is  partly  reflected 
at  the  boundary  between  the  two  media. 

293.  Reftfaetion  of  Sound.  ~ When  a  sound-wave  passes  from  one 
medium  to  another,  the  direction  in  which  the  sound-wave  is  travelling  is 
in  general  altered,  and  is  said  to  be  refracted.  The  laws  which  govern 
the  refraction  of  sound  are  the  same  as  those  in  the  case  of  light  (see 
§  341).  In  the  case  of  sound,  however,  it  is  difficult  to  obtain  quanti- 
tative results.  The  fact  that  sound  can  be  refracted  may,  however,  be 
shown  by  having  a  lens-shaped  india-rubber  bag  filled  with  a  gas  other 
than  air.  If  the  lens  is  convex  (§  348)  and  is  filled  with  carbon  dioxide, 
a  gas  in  which  sound  travels  with  a  smaller  velocity  than  in  air,  the 
sound-waves  will  be  brought  to  a  focus,  so  that  by  placing  a  whistle  at 
one  side  and  a  sensitive  flame  at  the  other,  it  will  be  possible  to  arrange 
matters  so  that  the  fiame  does  not  flare  when  the  lens  is  not  interposed, 
but  does  when  the  lens  focuses  the  waves  on  the  flame.  If  the  lens  is 
filled  with  hydrogen,  a  gas  in  which  sound  travels  more  rapidly  than  in 
air,  then  the  convex  lens  will  act  as  a  diverging  lens  (§  348),  and  a 
somewhat  similar  experinient  can  be  performed  in  which  the  flame  flares 
without  the  lens,  but,  owing  to  the  spreading  of  the  sound-waves  by  the 
lens,  does  not  do  so  when  the  lens  is  interposed. 

Sound-waves  are  often  refracted  on  account  of  the  motion  of  the 
wind.  TImis  suppose  we  have  a  plane  sound-wave,  in  which  the  wave- 
front  is  a  vertic^  plane,  moving  against  the  wind.  Near  the  surface  of 
the  earth  the  velocity  of  the  wind  is  in  general  less  than  at  some  distance 
above  the  surface.  Now  the  sound-wave  will  travel  at  the  same  speed 
through  the  air,  but,  owing  to  the  contrary  motion  of  the  air,  the  distance 
moved  through  by  the  wave-front  relative  to  the  earth  will  be  greater 
near  the  surface  of  the  earth  than  higher  up.  The  wave-front  will 
therefore  become  inclined,  the  top  lagging  behind  the  bottom,  and,  since 
the  motion  of  the  wave  is  at  right  angles  to  the  wave-front,  the  direction 
of  motion  of  the  wave,  instead  of  being  parallel  to  the  surface,  will  be 
inclined  upwards.  Thus  the  sound-waves  may  pass  over  the  head  of  an 
observer  who  is  on  the  windward  side  of  the  place  where  the  sounds 
originate.  When  the  sound  is  travelling  with  the  wind  the  opposite 
effect  is  produced,  the  waves  being  refracted  downwards.  This  effect 
partly  accounts  for  the  greater  distance  sounds  can  be  heard  when  the 
sound  is  moving  with  the  wind,  than  when  the  sound  is  moving  against 
the  wind. 

Another  cause  of  the  refraction  of  sound-waves  is  the  unequal  heating 
of  the  various  strata  of  air.  In  general  during  the  day  the  air  near  the 
ground  is  hottest  As  sound  travels  quicker  in  hot  than  in  cold  air,  the 
result  is  that  the  waves  get  refracted  upwards. 

2d4.  Interferenee  of  Sound-Waves.— The  fact  that  sound-waves 
can  interfere  may  be  easily  shown,  and  the  wave-length  of  the  note  used 
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Fig.  236. 


measured  (only  roughly  it  is  true)  by  means  of  the  instrument  shown  in 
section  in  Fig.  236.  A  whistle  or  reed  is  sounded  at  a,  and  the  sound-waves 
can  reach  the  sensitive  1   1 

flame  placed  at  F  by  the  A|  | 

two  tubes  ABC  and  ADC.  r 
If  these  two  paths  are  j 
of  equal  lengtl^  then  the 
waves  that  reach  c  after  | 
travelling  by  the  two 
tubes  will  be  in  the  same 
phase,  and  hence  they 
will  strengthen  one  an- 
other. One  tube,  D,  can 
be  lengthened,  and  hence 
the  path  which  the  sound  has  to  traverse  can  be  made  longer  in  this 
tube  than  the  other.  If  the  tube  is  gradually  pulled  out,  a  position  such 
as  d'  can  be  obtained,  for  which  the  waves  that  travel  by  the  two  paths 
are  in  opposite  phase  when  they  reach  c,  and  hence  they  interfere,  so 
that  the  flame  is  unaffected  although  the  whistle  is  sounding  as  strongly 
as  before.  When  this  occurs  the  path  ad'c  traversed  by  one  wave  is 
longer  than  the  path  abc  traversed  by  the  other  by  half  a  wave-length, 
so  that  when  a  crest  reaches  c  via  B,  the  preceding  trough  which  has 
travelled  via  D'  has  only  just  reached  c,  and  these  two  neutralise  one 
another,  so  that  the  air  at  c  is  undisturbed. 

If  the  tube  d  is  pulled  further  out,  the  paths  dif!er  by  more  than  half 
a  wave-length,  and  hence  the  two  sets  of  waves    1^  ^ 
commence  to  strengthen  one  another  again,    '^ 
till  when  the  tube  is  pulled  out  to  d",  and  the 
difference  between   the   paths   amounts  to  a 
whole  wave-length,  the    flame   is  almost  as 
strongly  affected  as  it  was  at  first,  when  the 
paths  were  of  equal  length.     The  difference 
between  the  lengths  of  the  two  tubes  when 
interference  occurs  is  equal  to  half  the  wave- 
length of  the  note  used. 

The  interference  of  sound-waves  is  also 
very  clearly  shown  in  the  case  of  the  waves  pro- 
duced in  air  by  a  tuning-fork.  As  we  shall  see 
later,  the  extremities  of  the  twd  prongs  shown 
in  section  at  A  and  B  (Fig.  237)  vibrate  in  such 
a  way  that  they  move  alternately  away  from 
and  towards  each  other.  As  a  result,  while  ^y 
they  produce  a  condensation  in  the  air  between, 
they  produce  a  rarefaction  in  the  air  towards 


Fig.  237. 


E  and  F,  and  vice  versa.     Hence  each  prong  starts  two  sets  of  waves,  and 
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these  waves  are  in  opposite  phase  on  the  two  sides,  so  that  they  interfere 
along  the  surfaces  MAN  and  m'bn'.  This  interference  can  be  very  clearly 
distinguished  by  sounding  a  fork  and  then  turning  it  slowly  when  held 
near  the  ear.  When  the  ear  is  in  either  of  the  positions  E,  F,  G,  or  H,  the 
fork  will  be  heard  distinctly,  while  when  the  ear  is  on  either  of  the 
curves  MAN  or  m'bn'  no  sound  will  be  heard. 

296.  Stationary  Waves  fopmed  by  Reflection  in  Free  Air.— When 
a  shrill  whistle  or  a  bird-call  P  (Fig.  238)  is  sounded  in  front  of  a  re- 
flecting   surface  ab,  the    sound- 
waves which  fall  on  the  surface 
are   reflected,  and   the  reflected 

p   and     incident    waves     interfere. 

N|        No       Nx  *       Then,  as  in  the  case  of  the  water- 

waves  dealt  with  in  §  275,  there 
will  be  interference  at  the  points 
p,Q  2  3  Ni,  Nj,  N3,  &c.,  when  the  distance 

MNj,  MN„  MNj,  &c.,  are  equal  to 
V4>  3^/4>  S^/4i  &c.,  respectively.  If  then  a  sensitive  flame  is  moved 
along  the  normal  PM,  it  will  not  flare  when  it  is  at  either  of  the  nodes 
Ni,  Nj,  N3,  &c.  Hence,  since  the  distance  between  each  of  these  points 
is  equal  to  half  the  wave-length  (X),  by  noting  the  positions  of  the  flame 
when  it  does  not  flare  we  may  determine  the  wave-length  of  the  note 
given  by  the  whistle,  and  from  the  wave-length,  knowing  the  velocity  of 
sound  in  air,  calculate  the  frequency  of  the  note.  As  a  sensitive  flame 
will  detect  the  presence  of  sound-waves  of  frequency  too  great  to  be 
heard  by  the  ear,  this  method  allows  the  frequency  of  such  inaudible 
sounds  being  determined. 

296.  Doppler*S  Principle.— Suppose  that  at  a  point  a  there  is  a  body 
which  is  emitting  a  note,  of  which  the  frequency  is  n.  Owing  to  the 
action  of  the  sounding  body  there  will  be  a  succession  of  waves  produced 
in  the  surrounding  air,  and  the  frequency  of  these  waves  will  also  be  n. 
Hence,  if  an  observer  is  at  a  point  B,  n  waves  will  reach  his  ear  in  each 
second,  and  he  will  hear  a  note  of  pitch  «.  Now  suppose  the  observer 
approaches  the  sounding  body,  then  in  each  second  he  will  now  receive 
more  than  n  waves,  for  in  addition  to  the  n  waves  which  would  reach  his 
ear,  suppose  he  had  been  stationary,  he  will  have  met  a  certain  number 
of  waves  in  each  second,  for  at  the  end  of  the  second  he  is  nearer  the 
sounding  body  than  he  was  at  the  commencement,  and  his  ear  will  have 
received  the  waves  which,  at  the  commencement  of  the  second,  occupied 
this  space.  The  result  is  that  as  he  now  receives  more  than  n  waves 
per  second,  the  pitch  of  the  note  he  hears  will  be  higher  than  n.  If, 
instead  of  approaching  the  sounding  body,  he  moves  away  from  it,  then 
in  the  same  way  the  pitch  of  the  note  heard  will  appear  lower  than  ft. 
If  the  observer  remains  at  rest,  but  the  sounding  body  approaches,  then 
the  effect  will  be  the  same  as  if  the  observer  approached  a  stationary 
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sounding  body,  and  the  note  heard  will  be  of  a  higher  pitch  than  that 
produced  by  the  body  ;  while  if  the  sounding  body  is  receding,  the  note 
heard  will  be  lower. 

This  apparent  change  of  pitch,  owing  to  the  relative  motion  of  the 
sounding  body  and  the  observer,  is  called  the  Doppler  effect,  and  the  ex- 
planation which  we  have  given  is  called  the  Doppler  principle. 

The  Doppler  effect  can  often  be  observed  in  the  case  of  the  note  given 
by  a  steam-whistle  sounding  on  an  engine  which  is  passing  through  a 
station  at  a  rapid  rate.  The  note  heard  when  the  engine  is  approaching 
the  observer  is  very  markedly  of  a  higher  pitch  than  that  heard  when  the 
engine  has  passed  and  is  travelling  away  from  the  observer. 

The  change  in  pitch  produced  by  the  relative  motion  of  the  observer 
and  sounding  body  can  readily  be  calculated.  Suppose  that  the  sounding 
body  has  a  frequency  oln  vibrations  per  second,  and  that  the  observer  is 
approaching  it  with  a  velocity  «/,  the  velocity  of  the  sound  being  V.  If 
the  observer  were  at  rest,  he  would  receive  n  waves  per  second.  If  X  is 
the  wave-length  of  the  sound,  then  in  a  space  v  there  will  be  z^/X  waves. 
Hence,  since  the  observer  traverses  a  space  v  in  one  second,  his  ear  will 
pick  up,  owing  to  his  motion  alone,  7//X  waves,  so  that  the  total  number  of 
waves  received  in  a  second  will  be  n+vjK  But  K=«X  (§  267),  so  that 
the  pitch  of  the  note  heard  is  n+nvjV^  oTn{i+v/V).  If  the  observer 
had  been  travelling  away  from  the  sounding  body,  then  in  each  second 
his  ear  would  have  failed  to  pick  up  ^/X  waves,  and  the  pitch  of  the  note 
heard  would  be  «(i  -vjV). 

We  may  arrive  at  the  same  result  by.  a  rather  different  method  of 
argument,  which  is  instructive  from  its  bearing  on  some  other  pxoblems. 

Suppose  Oi,  Oj,  Os,  &c.  (Fig.  239),  to  be  the  positions  of  the  soimding 
body  at  the  times  o,  /,  2/,  3/,  &c.  Then  if,  as  before,  V  is  the  velocity  of 
sound,  and  we  describe  a  circle  with  o^  as  centre,  and  radius  4/F,  this 
circle  will  represent  the  wave-surface  at  a  time  4/  for  a  disturbance  which 
was  caused  at  the  time  o,  when  the  sounding  body  was  at  0|.  In  the 
same  way  if,  with  Og,  O3,  O4  as  centres,  circles  are  described  of  radii 
3/K,  2/Fand  tV  respectively,  these  will  each  represent  the  positions  of 
the  wave-surfaces  at  the  time  4/,  that  is,  when  the  sounding  body  is  at  O5, 
due  to  the  disturbances  produced  when  the  sounding  body  was  at  the 
points  Oj,  Os,  and  O4  respectively.  The  figure  very  clearly  shows  the 
crowding  together  of  the  waves  on  one  side,  corresponding  to  a  rise  in 
pitch,  and  the  spreading  out  in  another  direction,  corresponding  to  a  fall 
in  pitch.  The  figure  is  drawn  for  the  case  where  the  velocity  of  the 
sounding  body  is  less  than  that  of  the  sound,  the  corresponding  figure 
for  the  case  where  v  is  greater  than  V  is  shown  in  Fig.  240.  The  funda- 
mental difference  between  the  two  cases  is  that  when  the  velocity  of  the 
sounding  body  is  less  than  that  of  sound,  the  wave-surface  correspond- 
ing to  the  disturbance  that  starts  at  any  given  time  lies  entirely  outside 
all   the  wave-surfaces  corresponding  to  disturbances  that  start  at  all 
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subsequent  times,  while  in  the  other  case  the  whole  or  part  of  the  wave- 
surface  corresponding  to  subsequent  disturbances  lies  outside.     Thus 


Fig.  239. 

when  the  velocity  of  the  sounding  body  is  greater  than  the  velocity  of 
sound,  a  tangent  can  be  drawn  to  the  wave-surfaces  at  any  given  instant. 


Fig.  240. 

Since  there  are  an  infinite  number  of  wave-surfaces  intermediate  to  those 
shown  in  the  figure,  and  all  these  wave-surfaces  will  have  the  same  tan- 
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gents,  and  that,  just  as  in  the  case  considered  in  §  273,  these  waves 
will  strengthen  each  other  along  these  tangents  but  will  interfere  at  all 
other  points,  two  plane  waves  inclined  at  a  constant  angle  will  be  pro- 
duced. Since  the  moving  body  will  reach  the  point  O5  at  the  same 
instant  that  the  sound-wave  reaches  the  point  R,  it  follows  that  if  B  is  the 
angle  made  by  the  wave-front  RO5  with  the  direction  of  motion  of  the 
sounding  body,  then 

Hence  the  greater  the  velocity  v  of  the  sounding  body,  the  smaller  the 
angle  included  between  the  wave-fronts.  If  we  can  measure  this  angle 
and  know  either  the  velocity  of  the  moving  body  or  that  of  sound,  then 
the  velocity  of  sound,  or  of  the  moving 
body,  as  the  case  may  be,  dkn  be  cal- 
culated. 

A  familiar  example  of  this  phenome- 
non, in  the  case  of  water-waves,  is  the 
bow-wave,  produced  when  a  boat  moves  :  r^^'}, 
through  still  water.  Since  the  condition 
for  the  production  of  these  waves  is  that 
the  disturbing  or  sounding  body  must 
move  faster  than  the  waves  themselves 
travel,  it  follows  that  in  the  case  of 
sound-waves  the  velocity  must  exceed 
about  333  metres,  or  1090  feet  per  second.  In  Fig.  241  the  form  of 
the  wave  produced  in  air  by  a  rifle  bullet  is  shown,  as  obtained  in  the 
photographs  taken  by  Prof.  C.  V.  Boys. 


Fig.  241. 
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CHAPTER  V 

VIBRATIONS  OP  STRINGS,  RODS,  PLATES,  AND 
COLUMNS  OP  GAS 

297.  Vibrations  of  Strings.— For  our  purpose  we  shall  take  a  string 
to  be  a  perfectly  flexible,  uniform  filament  of  matter,  stretching  between 
two  points.  Any  real  string  will,  of  course,  possess  rigidity  ;  since,  how- 
ever, by  taking  a  string  of  which  the  diameter  is  very  small  compared 
with  the  length,  the  effects  of  rigidity  are  very  small,  the  errors  thus 
introduced  will  not  be  great. 

Strings  can  vibrate  in  two  distinct  manners,  according  as  the  vibra- 
tions of  the  particles  which  compose  the  string  are  longitudinal  or 
transverse.  We  shall  at  present  confine  ourselves  to  transverse  vibra- 
tions, postponing  the  consideration  of  longitudinal  vibrations  till  we  are 
dealing  with  the  vibrations  of  rods. 

Transverse  vibrations  may  be  produced  in  strings  by  plucking,  as  in 
the  case  of  a  guitar,  bowing,  as  in  the  violin,  or  striking,  as  in  the  case  of 
the  piano. 

The  instrument  usually  employed  for  the  study  of  the  transverse 
vibration  of  strings  is  shown  in  Fig.  242,  and  is  called  a  monochord  or 


Fig.  242. 

(Frotn  GaH^t's  "  PJtyTus.") 

sonotiieter.  It  consists  of  a  sounding-box,  across  the  top  of  which  a 
string  is  stretched  by  some  weights  P.  In  addition  to  the  fixed  bridges, 
A  and  D,  there  is  a  movable  bridge,  B,  by  means  of  which  the  length  of 
the  portion  of  the  string  which  is  put  in  vibration  can  be  altered. 
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If  a  stretched  string  is  struck  or  otherwise  distorted  and  then  let  go, 
the  velocity  with  which  the  wave  set  up  travels  along  the  string  is  given 
by  the  expression  (§  276) — 

v^JTlin    .   -.     .     (I), 

in  which  T  is  the  stretching  force  in  dynes  and  m  is  the  mass  of  one 
centimetre  of  the  string  in  grams. 

If  a  wave  travelling  along  a  string  ab  (Fig.  243)  reach  a  point  B, 
where  the  string  is  fixed,  there  will  be  reflection. 

There  is  a  difference  between  the  reflection  in  this  case  and  that 
which  occurs  when  a  water-wave  or  sound-wave  in  air  is  reflected  from  a 
solid  obstacle.  In  the  case  of  the  water-wave,  when  a  crest  reaches  the 
reflector  it  is  reflected  as  a  crest,  while  when  a  trough  reaches  the 
obstacle  a  trough  is  reflected.  In  the 
case  of  a  crest  travelling  along  a 
stretched  string  and  reaching  the  B 
^x^d  end  of  the  string,  it  is  not  re- 
flected as  a  crest  but  as  a  trough. 
Thus  if  A  (Fig.  243)  represents  a  q 
transverse  wave  travelling  up  to  tlie 
fixed  end  B  of  the  string,  then  after  Jj^ 

reflection  the  form  of  the  wave  is  that 
shown  at  C.  The  easiest  way  of  seeing  why  this  should  be,  is  to  suppose 
that  the  incident  wave  which  moves  up  to  the  fixed  end  B  of  the  cord 
(Fig.  244)  is  not  reflected,  but  moves  on  past  B  along  an  imaginary  con- 
tinuation, BC,  of  the  cord,  and  that  the  corresponding  reflected  wave  is 
supposed  to  move  on  to  the  real  part,  BA,  of  the  cord  from  the  imaginary 
part  CB.  Now  it  is  evident  that  the  condition  which  the  reflected  wave 
has  to  fulfil  is,  since  the  point  B  on  the  string  is  held  fixed,  that  the 
algebraical  sum  of  the  displacements  at  the  point  B  on  the  string  due  to 
the  direct  and  reflected  waves  must  always  be  zero.  At  {a)  (Fig.  244) 
the  incident  wave  is  shown  at  the  instant  when  it  has  just  reached 
the  fixed  point  B.  At  {b)  the  incident  wave,  as  shown  by  the  light 
continuous  line,  has  partly  moved  on  to  the  imaginary  portion  of  the  cord, 
while  the  reflected  wave,  as  shown  by  the  dotted  curve,  has  partly  moved 
on  to  the  real  part  of  the  cord.  Under  the  influence  of  the  direct  and 
the  reflected  waves,  the  cord  takes  the  position  indicated  by  the  thick 
line.  The  subsequent  state  of  affairs  is  shown  at  {c\  {d)y  {e\  &c.,  and 
finally  at  (/)  the  incident  wave  has  passed  wholly  on  to  the  imaginary 
part  of  the  cord,  while  the  reflected  wave  consists  of  a  wave  moving  to 
the  right,  but  with  the  depression  leading,  although  the  incident  wave  had 
the  elevation  leading.  This  change  in  the  condition  of  the  wave  due  to 
reflection  is  equivalent  to  a  loss  or  gain  of  phase  equal  to  half  a  wave- 
length at  the  point  of  reflection,  and  so  this  type  of  reflection  is  often 
referred  to  as  reflection  wM  change  of  sign. 
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If  in  place  of  a  single  incident  wave  we  have  a  train  of  waves,  then, 
owing  to  interference  between  the  incident  and  reflected  waves,  stationary 
waves  will  be  formed.  The  point  of  reflection  will  in  this  case,  however, 
be  a  node,  and  not  a  loop,  as  was  the  case  with  the  water-waves  considered 
in  §  275.  Fig.  228  will,  however,  apply  if  we  suppose  the  point  N^  to  be 
the  fixed  end  of  the  string. 


Fig.  244. 

There  will  be  a  series  of  nodes  at  distances  X/2  from  one  another,  and 
half-way  between  each  node  will  be  a  loop. 

Since  the  nodes  are  points  where  the  string  is  permanently  at  rest,  the 
vibrations  will  not  be  affected  if  we  clamp  the  string  at  any  of  these 
points,  in  which  case  we  should  be  dealing  with  the  vibrations  of  a  string 
held  at  each  end. 

If  the  second  fixed  point  is  placed  at  the  first  node  from  the  fixed  end, 
then  the  string  will  be  vibrating  so  as  to  give  the  lowest  tone  of  which 
it  is  capable,  or,  in  other  words,  will  be  giving  its  fundamental.      If  /  is 

the  length  of  the  string,  we  have  l—NyN^—-*     Now  if  n  is  the  frequency 

of  the  string,  we  have,  from  the  general  equation  connecting  n^  \  and  v 
(sec  §  267)- 


v=«X. 
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Hence  from  equation  (i)  above  . 

«x=  /I, 

or,  substituting  for  X  in  terms  of  /, 


'2.t\J  tn 


(2). 


This  expression  may  be  written  in  a  slightly  different  form,  for  if  p  is 
the  density  of  the  material  of  which  the  string  is  composed,  and  r  is  the 
radius  of  the  string,  m=vr^p.     Hence 


or 


Now  wr^pl  is  the  total  mass  of  the  string,  so  that  if  we  call  this  quantity 
M^  the  formula  reduces  to 


n^ljf,    .    .    .    (3). 


TSf 

In  addition  to  the  fundamental  mode  of  vibration  considered  above, 
the  string  can,  as  shown  in  Fig.  245,  vibrate  in  such  a  way  that  there  are 
I,  2,  3,  &c.,  points  which  ^^^  ^^ 

are    permanently    at    rest    i^  ^^.^"^^  ^""^"-^'^^.^  p 

between  the  extreme  points.  "" ^ — '*' 


da) 


The  points  Nj,  Nj,  &c.,  which 
are  permanently  at  rest 
during  the  vibrations,  are 
nodes,  while  the  points 
marked  L,  at  which  the 
amplitude  of  the  vibrations 
is  a  maximum,  are  loops. 

Since  if  the  string  in  ifi) 
(Fig.  245)  were  clamped  at 

N  the  vibrations  would  be   ■  ■  ^- |rp* 

unaffected,  and  under  these  "^l      f^\ 

circumstances  we  should  be 

dealing  with    two    strings  ^'°-  ^5- 

each  of  which  had  a  length  //2,  we  see  that  the  frequency  of  the  tone 

produced  under  these  conditions  will  be  obtained  by  substituting  //2  for 

/  in  the  equation  (2),  since  the  tension,  T^  and  the  mass  per  unit  length, 

w,  remain  the  same.     Hence  the  frequency  ;/'  is  given  by 


"■=;VJ 


that  is,  the  frequency  is  double  what  it  was  in  the  case  when  the  string 

2  c 
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was  vibrating  as  a  whole.  In  this  way  it  will  be  seen  that,  if  n  is  the 
frequency  of  the  fundamental  tone  of  a  string,  then  the  overtones  have 
the  frequencies  2«,  yt,  4//,  &c.  The  string  can  give,  therefore,  the 
harmonics  of  the  fundamental  tone. 

We  have  supposed  above  that  the  string  vibrates  in  only  one  of  the 
possible  ways  at  a  time  ;  we  may,  however,  have  a  number  of  them 
coexisting,  so  that  a  note  will  be  produced,  which  is  built  up  of  the  tone 
and  certain  of  the  overtones. 

Thus,  if  the  string  is  plucked  at  a  third  of  its  length  from  either  end 
the  first  overtone  will  be  particularly  noticeable,  and  can  be  rendered 
even  more  evident  if  the  fundamental  note  is  damped  out  by  lightly 
touching  the  string  at  its  middle  point  with  a  feather  or  piece  of  paper, 
when  the  octave  of  the  fundamental,  which  corresponds  to  the  first 
overtone,  will  be  heard  very  clearly. 

298.  Melde's  Experiment.— A  very  convenient  way  of  showing  the 
laws  which  govern  the  vibrations  of  strings  is  that  due  to  Melde.    A 

string  AB  (Fig.  246)  is  fixed  at 


A 


Fig.  246. 


'^'- "'yTF  W         °^^  ^^^  ^°  ^^^  prong  of  a  large 

ff^^^ '   ;  I ;  i  5  i         tuning-fork,  while  the  other  end 

I  ;  I  {  ;  j  j  passes  over  a  pulley  and  has  a 

I  \  I    "I  I  small    scale-pan   P  attached,  by 

A  li     ';'  putting    weights    in    which    the 

JmLp  tension    on    the    string    can    be 

varied  at  will.  If  the  fork  is 
placed  in  the  position  shown  in 
the  figure,  then  when  the  prong 
B  moves  towards  A  the  string  will 
be  allowed  to  sag.  As  the  prong 
moves  back  the  string  is  tightened, 
being  horizontal  when  the  prong  is  furthest  from  A.  When  the  prong 
moves  back  towards  A  the  string  does  not  again  sag,  but,  owing  to  its 
inertia  and  the  upward  motion  it  has  acquired,  it  travels  up  above  the 
horizontal  position,  so  that  it  is  in  its  extreme  upward  position  when  the 
prong  has  completed  one  whole  vibration,  from  the  time  when  the  string 
was  at  its  lowest.  Thus  the  frequency  of  the  string  is  half  that  of  the  fork. 
If  the  fork  is  turned  through  90**,  so  that  the  movement  of  the  prong 
is  at  right  angles  to  the  string,  then  when  the  prong  moves  to  the  right 
the  cord  will  also  move  to  the  right,  when  the  prong  is  passing  through 
its  position  of  rest  the  string  will  also  be  passing  through  its  position  of 
rest,  and  when  the  prong  is  at  its  extreme  left  elongation  so  also  will  be 
the  string.  The  string  therefore  will  in  this  case  vibrate  in  unison  with 
the  fork.  In  order  to  obtain  a  considerable  movement  of  the  string,  it 
is  necessary  that  the  tension  should  be  adjusted  so  that  the  natural 
period  of  the  string  should  agree  with  the  period  of  the  vibrations 
impressed  on  it  by  the  fork. 
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If  the  fork  is  in  the  position  shown  in  Fig.  246,  and  has  a  frequency 
N^  then  when  the  tension  7\  of  the  string  is  such  that 


*A'= 


2/ 


1, 


the  vibrations  set  up  in  the  string  will  be  most  energetic,  the  string 
vibrating  in  its  fundamental  mode.  As  the  tension  is  decreased  the 
amplitude  of  the  vibrations  will  decrease,  but  when  the  tension  reaches 
the  value  T^  given  by  the  equation 


\N^-)-     111 


the  string  will  again  vibrate  strongly,  but  now  with  a  node  in  the  middle. 
By  further  decreasing  the  tension  3,  4,  5,  &c.,  nodes  can  be  produced, 
but  for  the  vibrations  to  be  energetic  the  tension,  7\  has  in  every  case  to 
be  so  adjusted  that  if  Z'  is  the  distance  between  consecutive  nodes, 


i.V: 


=  '      /T 
2/ V  m 


(a) 


\ 


N 


/ 


N, 


209.  Transverse  Vibrations  of  Rods.— In  considering  the  vibra- 
tions of  strings,  we  have  neglected  the  rigidity  of  the  string,  and  supposed 
that  the  only  force  tending  to  bring  the  string  back  into  its  position  of 
rest  when  it  is  displaced  is  that  due  to  the  tension.  We  now  pass  on  to 
the  opposite  extreme,  in  which  the  restitution  is  due  solely  to  the  rigidity 
of  the  solid,  namely,  the  case  of  a  rod  clamped  at  one  or  more  points  but 
not  subjected  to  any  tension. 

If  the  rod  is  held  in  a  clamp  at  one  end,  the  fundamental  form  in 
which  it  can  vibrate  is  shown  at  {a\  Fig. 

247,  where  there  is  a  single  node,  and  that       ^  /K  /K 

at  the  fixed  end. 

The  manner  in  which  a  rod  clamped 
at  one  end  vibrates,  when  sounding  its  first 
and  second  overtones,  is  shown  at  (d)  and 
{c).  If  the  frequency  of  the  rod  when 
sounding  its  fundamental  is  taken  as  unity, 
then  the  frequencies  of  the  overtones  are 
5.29,  8.27,  10.21,  11.66,  &c.  In  this  case 
it  will  be  observed  that  the  overtones  are 
not  the  harmonics  of  the  fundamental 
tone. 

If  the  rod,  when  vibrating  as  in  (^),  Fig. 
247,  instead  of  being  clamped  at  B,  were 
prolonged,  and  were  simply  supported  at 

N  and  B,  we  should  have  the  case  of  a  rod  free  at  both  ends,  and 
vibrating  in  its  fundamental  form  as  shown  at  (tf).  Fig.  248.    The  mode 
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of  vibration  for  the   first  overtone   is  shown  at  {b\  and  is  such  that 
there  are  three  nodes.     The  relative  frequencies  of  the  fundamental 

and  of  the  overtones  for  a  rod  free 
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Fig.  248. 
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at  both  ends  are  i,  2.92,  4.87,  6.32, 
7.48,  &c. 

The  consideration  of  the  con- 
nection between  the  dimensions 
of  a  rod  and  the  frequency  of  its 
fundamental  tone  is  beyond  the 
scope  of  this  work.  It  is,  however, 
interesting  to  note  that,  other  things 
being  the  same,  the  frequency  varies 
inversely  as  the  square  of  the  length, 
and  in  the  case  of  rectangular  rods,  directly  as  the  thickness,  or  as  the 
radius  in  cylindrical  rods. 

800.  Tuningr-Fopks.— If  we  consider  the  vibrations  of  a  rod,  free 
at  both  ends,  when  sounding  its  fundamental,  so  that  there  are  two 
nodes  in  the  positions  shown  in  {a\  Fig.  249,  and  suppose  that  the  rod 

is  gradually  bent  at  the  middle,  it  is 
then  found  that  the  nodes  come 
nearer  together  as  the  rod  is  bent, 
as  shown  at  {b\  {c\  and  (//)  in  the 
figure.  When  the  two  limbs  are 
parallel  the  arrangement  forms  a 
tuning-fork,  and  the  nodes  prac- 
tically coincide.  For  convenience 
in  holding  the  fork  a  stem  is 
attached  at  the  middle  point,  and 
since  this  point  is  a  node,  the  vibra- 
tions are  not  interfered  with  on 
this  account. 

The  above  method  of  consider- 
ing the  tuning-fork,  as  derived  from 
a  straight  rod,  shows  how  it  is  that  the  prongs  vibrate  in  such  a  way 
that  the  ends  alternately  approach  and  recede  from  one  another,  for  in 
the  straight  rod,  where  there  is  a  loop  in  the  middle,  the  ends  move 
up  and  down  together,  and  this  continues  in  the  bent  rod,  although 
the  central  loop  has  now  vanished. 

The  reason  that  tuning-forks  are  of  such  importance  in  sound  is 
that  the  note  given  by  a  properly  formed  fork,  when  set  in  vibration 
by  gentle  bowing,  is  practically  a  simple  tone,  for  the  overtones  are 
comparatively  difficult  to  obtain,  and,  when  present,  die  out  very  much 
more  quickly  than  the  fundamental  tone.  The  absolute  frequency  of 
the  tone  given  by  a  fork  depends  on  the  temperature  of  the  fork,  owing 
to  the  change  of  the  elasticity  of  the  metal  of  which  the  fork  is  com- 
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posed.  In  the  case  of  a  steel  fork,  the  frequency  decreases  by  about 
1  in  8943  for  each  degree  Centigrade  rise  of  temperature. 

Since  tuning-forks  are  almost  exclusively  used  for  standards  of  pitch, 
it  is  of  importance  to  be  able  to  determine  the  pitch  of  a  fork  with 
accuracy. 

One  method  by  which  the  frequency  of  a  fork  can  be  measured  is 
to  tune  a  string,  which  is  stretched  by  a  known  force,  to  unison  with 
the  fork,  and  to  calculate  the  pitch  of  the  note  given  by  the  string  by 
the  formula  given  in  §  297.  This  method  does  not,  however,  admit  of 
any  great  accuracy.  A  better  method  consists  in  attaching  a  fine 
bristle  to  one  prong  of  the  fork,  and  causing  this  bristle  to  trace  a 
wavy  line  on  a  smoked  drum,  which  is  rotated  at  a  fairly  rapid  rate. 
A  small  electro-magnet  works  another  style,  which  traces  a  second 
line  on  the  drum  alongside  that  due  to  the  fork.  The  current  of  the 
electro-magnet  is  made  at  equal  intervals  by  the  pendulum  of  a  stan- 
dard clock,  so  that  the  line  traced  on  the  drum  is  broken,  and  the 
time  interval  between  these  breaks  is  known.  Hence,  by  counting 
the  number  of  vibrations  of  the  fork  which  occur  between  two  given 
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time-marks,  the  frequency  of  the  fork  can  be  obtained.  Another  method 
of  considerable  importance  is  that  known  as  the  stroboscopic  disc 
method.  Two  thin  and  light  pieces  of  card  or  metal  foil  c,  D  (Fig.  250), 
are  attached  to  the  prongs  A,  B  of  the  fork.  Each  of  these  cards  is 
perforated  by  a  slit,  and  these  slits  are  so  placed  that,  when  the  prongs 
of  the  fork  are  at  rest,  the  two  slits  are  opposite  each  other,  so  that 
an  eye  placed  at  E  can  see  through.  When  the  fork  is  sounding,  it 
will  only  be  possible  to  see  through  when  the  prongs  are  passing 
through  their  position  of  rest,  and  hence  an  object  placed  at  F  will 
be  seen  intermittently,  the  interval  between  two  views  being  equal  to 
the  interval  between  two  consecutive  passages  of  the  prongs  through 
their  positions  of  rest,  that  is,  at  intervals  equal  to  half  the  period 
of  the  fork.  If  the  object  at  F  is  a  disc  on  the  face  of  which  are 
painted  a  number  of  rings  of  equidistant  dots,  as  shown  in  Fig.  251, 
then,  if  this  disc  is  in  rotation,  and,  during  the  time  which  elapses  be- 
tween two  views  through  the  slits,  a  dot  in  any  one  of  the  rings  has 
just  had  time  to  take  the  position   occupied  by  the  preceding    dot, 
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Fig.  251. 


when  the  disc  was  seen  before,  this  ring  of  dots  will  appear  at  rest, 
for  the  eye  cannot  distinguish  between  the  different  dots,  and  when- 
ever it  sees  the  disc,  the  dots  on 
the  ring  considered  are  as  a  whole 
in  the  same  position.  Let  the  velo- 
city of  rotation  of  the  disc  be  gradu- 
ally increased  till  the  dots  in  one 
of  the  rings,  when  viewed  through 
the  slits,  appear  at  rest,  and  sup- 
pose that  the  angle  subtended  by  two 
adjacent  dots  of  this  ring  at  the 
centre  of  the  disc  is  6y  so  that  if  there 
are  m  dots  in  the  ring,  B^^Cjojm^ 
and  that  the  disc  makes  n  turns  in 
a  second,  so  that  the  time  taken 
to  make  one  turn  is  \jn.  Then 
the  time  taken  to  turn  through  the 
angle  B  is  B/^Oon  or  i/mn.  Hence 
the  time  taken  by  the  fork  to  m^ke 
half  a  vibration  is  ijm/t^  or  the  frequency  is  mn'2}  The  quantity  H  is 
obtained  by  counting  the  number  of  turns  made  in  a  given  time  by 
means  of  an  arrangement  similar  to  that  shown  attached  to  the  syren 
in  Fig.  233,  the  speed  of  rotation  being  kept  constant  during  this  time 
by  observing  that  the  ring  of  dots  appears  at  rest  throughout. 

301.  Lissajous'  Figures.— Since  the  movement  of  the  prong  of 
a  tuning-fork   is  a  simple  harmonic  motion,  it  is  possible  by  means 

of  two  forks  to  illustrate  the  com- 
bination   of    two    simple    harmonic 
■n      rB^^"^ —  motions  treated  of  in  sections  53,  54. 

1  P^'^s^-^  If  a  mirror  M  (Fig.  252)  is  attached 

to  the  prong  of  a  fork  A,  and  a  ray 
of  light  is  reflected  from  the  mirror 
and  received  on  a  screen  s,  then, 
when  the  fork  is  set  in  vibration, 
I  ^^j^  I  instead  of  getting  a  spot  of   light 

\     /  on  the  screen,  we  shall  get  a  line, 

]  f owing  to  the  motion  of  the  mirror 

HHOHB  and    to    the    persistence    of   vision. 

^^^^^^    P  The  line  will  be  parallel  to  the  limb 

of  the  fork,  that  is,  in  the  case  shown 
in  the  figure  it  will  be  vertical.     If  now  the  fork  is  rotated  round  a 

>  This  result  may  be  obtained  otherwise,  thus:  Each  time  the  disc  is  seen,  each 
»lol  has  moved  on  one.  Now  the  number  of  dots  which  pass  any  given  point  in  a 
second  is  nm.  Hence  the  disc  must  be  seen  nm  times  per  second.  But  it  is  seen 
2.V  limes  par  second,  where  A'  is  the  frequency  of  the  fork.     Therefore  2N=/tm. 
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vertical  axis,  a  wavy  curve  will  be  produced  on  the  screen,  resembling  a 
sine  curve,  for,  owing  to  the  rotation  alone,  we  should  obtain  a  horizontal 
straight  line,  so  that  when  the  fork  is  moving  we  have  to  compound  a 
steady  horizontal  motion  with  a  S.H.M.  in  a  vertical  direction. 

Next  let  the  ray  of  light,  after  being  reflected  by  the  mirror  attached 
to  the  fork  A,  be  again  reflected  at  a  mirror  attached  to  a  second  fork 
B  (Fig.  253),  this  fork 
being  placed  so  that 
the  motion  of  its 
prongs  takes  place 
in  a  direction  at  right 
angles  to  that  of  the 
prongs  of  A.  If  A 
alone  vibrated,  the 
line  aa*  would  be 
produced  on  a  screen 
S ;  while  if  B  alone 
vibrated,  the  line  bb' 
would  be  produced. 
When  they  both 
vibrate  together,  the 
spot  of  light  will 
trace    out    a    curve 

due  to  the  combination  of  the  two  motions.  If  the  frequencies  of  the 
forks  are  in  the  ratio  of  2  to  3,  the  curve  will  be  one  of  those  shown  in 
Fig.  40.  If  one  fork  is  the  octave  of  the  other,  the  curve  obtained  will 
be  one  of  those  shown  in  Fig.  41.  Which  of  the  forms  is  obtained  with 
any  given  ratio  depends  on  the  relation  between  the  phases  of  the  two 
forks.  If  the  frequencies  are  exactly  commensurable,  the  form  of  the 
curve  obtained  will  remain  constant.  If,  however,  the  ratio  of  the  fre- 
quencies is  not  quite  in  the  ratio  of  two  simple  numbers,  say  they  are 
very  nearly  the  octave,  then,  as  shown  in  §  53,  the  curve  will  gradually 
change,  taking  in  turn  all  the  forms  shown  in  Fig.  41. 

The  passage  of  the  curve  through  the  different*  forms  belonging  to 
any  given  ratio  of  the  frequencies,  when  the  forks  are  not  quite  adjusted 
to  this  ratio,  is  a  very  accurate  method  of  telling  by  how  much  the  ratio 
of  the  frequencies  differs  from  the  correct  ratio,  or  of  adjusting  them  so 
as  to  give  the  correct  ratio,  for,  as  was  shown  in  §  53,  all  the  forms  will 
be  gone  through  once  while  one  fork  gains  a  vibration  on  the  other. 
Thus  if  m  and  n-\-h  are  the  frequencies  of  the  two  forks,  where  8  is  a 
small  quantity,  so  that  the  figures  obtained  correspond  to  the  ratio 
ni :  n^  the  whole  series  of  curves  corresponding  to  this  ratio  will  be  gone 
through  in  a  time  /,  such  that  th  is  equal  to  unity.  Hence  if  we  note  / 
we  can  calculate  d,  and  therefore  deduce  the  true  ratio,  m\n^h^oi the 
frequencies  of  the  two  forks. 
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Fig.  254 


The  changes  which  take  place  in  the  form  of  Lissajous'  figures  being 
such  an  accurate  method  of  adjusting  the  frequencies  of  two  forks  to 
certain  fixed  ratios,  it  is  of  much  use  in  adjusting 
the  pitch  of  forks.  Since,  however,  ordinary 
forks  are  not  fitted  with  a  mirror,  and  the  addition 
of  a  mirror  would  alter  the  pitch,  the  arrange- 
ment described  above  is  not  applicable.  Hence 
the  arrangement  shown  in  Fig.  254,  and  called 
a  vibration  microscope,  is  employed.  A  large 
fork  A,  which  is  the  standard  with  which  the 
others  are  to  be  compared,  carries  attached  to 
one  of  its  prongs  a  small  lens  B.  This  lens 
forms  the  objective  of  a  small  microscope,  c, 
the  tube  and  eye-piece  of  which  are  supported 
on  a  separate  stand.  The  fork  D,  which  is 
being  adjusted,  is  placed  so  that  its  prongs 
vibrate  in  a  direction  at  right  angles  to  those  of 
the  standard  A.  If  now  the  microscope  is 
focussed  on  a  small  dot  on  the  top  of  one  of  the  prongs  of  the  fork  D,  and 
the  standard  fork  is  alone  sounding,  the  dot  will  appear  drawn  out  into  a 
line  parallel  to  the  line  F,  owing  to  the  to-and-fro  motion  of  the  lens  B. 
If,  on  the  other  hand,  the  fork  A  is  at  rest,  and  the  fork  D  is  sounding,  the 
dot  will  appear  as  a  line  parallel  to  the  line  E.  When  both  forks  are 
sounding,  the  pattern  traced  out  by  the  dot  will  be  the  Lissajous'  figure 
appropriate  to  the  relative  frequencies  of  the  forks.  Since  in  this  method 
\ii  obtaining  Lissajous'  figures  no  addition  has  to  be  made  to  the  fork 
which  is  being  tested,  it  can  be  used  for  adjusting  any  form  of  fork. 

The  pitch  of  a  tuning-fork  is  adjusted  by  filing  the  prongs.  If  some 
of  the  metal  is  filed  away  near  the  extremity  of  the  prongs,  the  pitch  will 
be  raised,  for  the  mass  of  metal  which  swings  backwards  and  forwards 
is  thus  decreased.  If  the  filing  is  performed  near  the  stem  the  pitch  is 
lowered,  for  this  decreases  the  stiffness  of  the  prongs,  and  so  reduces  the 
restoring  force  which  acts  when  the  prongs  are  deflected  from  their 
position  of  rest. 

802.  Transverse  Vibrations  of  Plates.— If  a  square  plate  of  brass 

or  glass  is  supported  at  its  centre  in 
a  horizontal  plane  by  being  screwed 
to  a  vertical  pillar,  and  the  edge  is 
bowed  with  a  rosined  fiddle-bow,  it 
will  give  out  a  note.  The  number  of 
notes  which  can  be  obtained  from 
any  one  plate  is,  however,  practically 
infinite.  By  strewing  sand  on  the 
*  ^^^*  upper  surface  the  character  of  the 

vibration  can  be  studied,  since  the  sand  gathers  along  the  nodal  lines. 
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i.e,  the  lines  where  the  plate  remains  permanently  at  rest.  Some  of  the 
forms  which  can  thus  be  obtained  are  shown  in  Fig.  255,  which  are 
selected  from  some  of  those  published  by  Chladni,  and  the  figures  obtained 
in  this  way  are  called  Chladni's  figures. 

The  form  shown  at  (^i),  Fig.  255,  is  obtained  by  damping  the  plate, 
by  touching  it  with  the  finger,  at  the  middle  of  one  of  the  edges,  and 
bowing  at  one  of  the  corners.  To  obtain  ijb)  the  corner  is  damped  and 
the  plate  bowed  in  the  middle  of  an  edge,  and  so  on,  the  bowing  being 
always  performed  at  the  point  half-way  between  two  nodal  lines,  and  the 
damping  taking  place  at  the  nodal  lines. 

Wheatstone  has  given  an  elementary  explanation  of  the  forms  in 
which  a  square  plate  A  BCD  (Fig.  256)  can  vibrate.  He  first  considers 
.  the  plate  as  made  up  of  a  number  of  rods 
parallel  to  one  side,  AB.  These  rods  could 
vibrate  so  as  to  all  have  their  nodes  along 
the  lines  n,n'i,  Np^V  ^^  ^^  same  way 
the  plate  may  be  considered  as  made  up  W 
of  rods  parallel  to  AD,  and  these  rods 
would  all  vibrate  with  their  nodes  along 
the  lines  MjM'i  and  m^m'j.  Now  suppose  ^ 
the  two  movements  to  go  on  simul-  W 
taneously,  so  that  the  actual  motion  of 

any  portion  of  the  plate  is  the  algebraical         fj      M'  N'    C 

sum  of  the  movements  due  to  the  two  sets  '  * 

of  rods.     Let  us  first  take  the  case  when  fig.  256. 

the  central  segments  of  the  two  sets  of 

rods  are  in  opposite  phase.  Then,  if  we  indicate  that  any  given  part  of 
the  plate  is  above  the  plane  of  the  plate  by  the  symbol  +,  and  that  it  is 
below  by  — ,  we  have  the  two  separate  motions  indicated  at  (a)  and  {p\ 
I^ig*  257.  When  these  two  are  combined  we  get  the  state  shown  in  (r). 
In  the  rectangles  which  are  shaded  the  two  displacements  assist  one 
another,  while  in  the  unshaded  portions  the  upward  displacement  due  to 
one  set  of  rods  is  neutralised  by  the  downward  displacement  due  to  the 
other  set.  Hence  the  minimum  displacement  will  take  place  along  the 
two  diagonals  AC,  BD,  a  result  which  agrees  with  the  form  shown  at  {b) 
in  Fig.  255.  If  the  central  portions  of  the  two  sets  of  rods  are  in  the 
same  phase,  then  when  they  exist  simultaneously  the  figure  shown  at 
(/)>  ^J&-  257,  will  be  produced.  The  nodal  lines  will  therefore  be  the 
square  EFGH.  This  case  corresponds  to  (/)  in  Fig.  255  ;  and  since  the 
centre  of  the  plate  is  in  vibration,  the  plate  is  not  clamped  at  its  centre, 
but  at  a  point  on  the  nodal  line.  It  will  be  seen  that  the  general  form 
of  the  nodal  lines  obtained  by  experiment  agrees  fairly  well  with  the 
form  obtained  by  Wheatstone's  method.  The  slight  differences  between 
the  calculated  and  observed  forms  is  to  be  expected,  since  we  have 
assumed  that  the  amplitude  of  the  motion  of  the  central  portion  of  the 
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rods  and  of  the  extremities  are  equal.  This,  however,  is  not  true,  the 
amplitude  of  the  ends  being  really  considerably  greater  than  that  of 
the  central  segment.  Hence  some  of  the  parts  which  we  have  taken  as 
being  at  rest,  owing  to  the  displacement  of  the  end  segment  of  one  set 
of  rods  neutralising  the  displacement  of  the  central  segment  of  the  other 
set,  will  not  really  be  completely  at  rest. 

In  the  case  of  a  circular  plate,  the  nodal  lines  are  either  radial  lines, 
or  circles,  or  combinations  of  the  two.  The  radial  nodal  lines  are  ob- 
tained by  fixing  the  centre  of  the  circular  plate  and  bowing  the  edge, 
while  two  points  on  the  edge  are  damped.  Since  a  nodal  line  always 
represents  the  line  of  separation  between  two  parts  of  the  plate  which 
are  vibrating  in  opposite  phases,  there  must  always  be  an  even  number 
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Fig.  257. 


of  radial  nodal  lines.  If  there  were  an  odd  number,  then  at  one  line  at 
least  the  plate  on  both  sides  of  the  line  would  be  vibrating  in  the  same 
phase. 

The  circular  nodal  lines  can  be  obtained  by  resting  the  plate  on  three 
points  on  one  of  the  circles,  and  setting  it  into  vibration  by  drawing  a 
rosined  string  through  a  hole  at  the  centre.  They  may  also  be  obtained 
by  fixing  the  plate  by  its  centre  to  the  end  of  a  rod,  and  making  this  rod 
vibrate  longitudinally  (see  §  304). 

If,  instead  of  using  sand  to  show  the  no<lal  lines,  a  light  powder,  such 
as  lycopodimn,  is  employed,  it  will  collect,  not  along  the  nodal  lines,  but 
at  the  parts  of  maximum  motion.  This  is  due,  as  was  sho\ni  by  Faraday, 
to  the  formation  of  small  vortices  in  the  air  near  the  plate,  just  above  the 
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vertical  segments  or  loops,  these  vortices  sweeping  the  powder  on  to 
the  loops. 

308.  Bells.— In  the  case  of  bells,  as  in  the  case  of  circular  discs,  there 
must  always  be  an  even  number  of  nodal  meridians,  the  portion  of  the 

bell  on  opposite  sides  of  each  meridian  vibrat-  ., ^ 

ing  in  opposite  phase.     The  simplest  form 

of  vibration  is  that  in  which  there  are  four 

nodal  meridians,  Nj,  N^,  N3,  and  N4  (Fig.  258). 

Although  the  nodal  meridians  are  points  of 

no  radial  motion,  they  are  points  of  maximum 

tangential  motion.    The  reason  is  that  when 

the  rim  on  one  side  of  a  node  is  outside 

the  mean  position,  the  rim  at  the  other  side 

is  within  the  mean  position,  and,  as  is  obvious 

from  the  figure,  the  length  of  rim  intercepted 

between  adjacent  nodes  is  greater  when  this 

portion  of  the  rim  is  outside  the  mean  position  than  when  inside  the  mean 

position.    The  result  is  that,  to  allow  for  this  change  in  the  length  of  rim 

intercepted  between  adjacent  nodes,  a  motion  of  the  rim  in  its  own  plane 

takes  place  at  the  nodes. 

The  overtones  of  a  bell  are  not  the  harmonics  of  the  fundamental,  as 
is  well  shown  by  the  following  table,  which  gives  the  various  tones  of  a 
peal  of  bells  which  were  examined  by  Lord  Rayleigh  : — 


Fig.  358. 


Bell. 


Nominal 
Pilch.  I 


Actual  Pitch  of  Tones  given  by  Bell. 

«  +  3,  ^'«-4,  ^'  +  6,  ^"8  +  20,  ^'Jf-6. 
«8+3,  «'  +  6,  ^'#+4,  ^'  +  6,  «"#. 
^-6,  «'i-5,  i^"  +  8,  ^'8+ 10,  ^"  +  2. 
^'  +  2,  ^'  +  2,  ^',^'5  +  4,  ^"5  +  3. 


An  examination  of  this  table  will  show  how  markedly  inharmonic  are  the 
various  overtones.  The  very  curious  fact  also  appears  that  in  the  case  of 
all  these  bells,  which  are  by  English  founders,  it  is  the  fifth  of  the  above 
tones  that  fixes  the  nominal  pitch  of  the  bell. 

304.  Longitudinal  Vibration  of  Rods  and  Strings.— In  the  case 
of  a  string  or  rod,  in  addition  to  the  transverse  vibrations  already  con- 
sidered, we  may  have  longitudinal  vibrations,  in  which  the  particles  of  the 
string  move  backwards  and  forwards  parallel  to  the  length  of  the  string. 

1  No  attention  is  here  paid  to  the  question  as  to  the  ocfav^  of  the  nominal  pitch  of 
the  bells. 

'  ^-  3  means  the  frequency  was  three  vibrations  per  second  less  than  /; 
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The  frequency  of  the  longitudinal  vibrations  of  a  string  is  independent 
of  the  tension  with  which  the  string  is  stretched.  For  when  a  particle  of 
the  string  is  displaced  from  its  mean  position,  the  force  with  which  it 
tends  to  return  to  its  undisplaced  position  depends  on  the  stress  caused 
by  the  displacement  from  this  position,  and  this  stress  is  by  Hooke's  law 
(§  172)  independent  of  any  previously  existent  stress  which  affects  the 
particle  under  consideration  and  the  other  particles  equally.  Thus  the 
velocity  with  which  a  longitudinal  disturbance  travels  in  a  string  is  in- 
dependent of  the  tension,  and  depends  only  on  the  elasticity  and  density 
of  the  material  of  the  string.  When  the  string  is  giving  its  fundamental, 
there  will  be  a  node  at  each  end  and  a  single  loop  in  between,  so  that 
the  wave-length  will  be  equal  to  twice  the  length  of  the  string.  Hence, 
since  v—n\  where  7^  is  the  velocity  of  sound  in  the  material  of  the  string, 
n  is  the  frequency  of  the  note  produced,  and  X  is  the  wave-length,  we  get 
v=2ni,  where  /  is  the  length  of  the  string. 

1 9  the  case  of  a  rod  clamped  at  the  middle  and  vibrating  longitudi* 
nally,  there  must  be  a  node  at  the  centre  where  the  rod  is  held,  and  the 
ends  of  the  rod  must  always  be  loops.  Hence  when  the  rod  is  sounding 
its  fundamental  there  will  be  a  loop  at  either  end,  and  a  single  node, 
namely  that  at  the  centre.  The  wave-length  of  the  sound  in  the  rod  will 
therefore  be  equal  to  twice  the  length  of  the  rod. 

Since,  as  in  the  case  of  the  longitudinal  vibrations  of  a  string,  v=^2«/, 
if  we  measure  the  frequency  n  of  the  note  given  by  a  rod  or  string  of 
length  /  when  vibrating  longitudinally,  we  can  immediately  calculate  the 
velocity  of  sound  in  the  material  of  which  the  rod  or  string  is  composed, 
and  it  is  in  this  way  that  the  values  for  the  velocity  of  sound  in  the  solids 
given  in  the  following  table  have  been  obtained. 


Velocity 

OF 

Sound  in 

Solids. 

Metres/ Sec. 

Feet/Sec 

Aluminium  . 

.        . 

5104 

16740 

Brass  .... 

3500 

II480 

Steel    .... 

V 

4990 
5000 

16360 
16416 

Glass  .        .        ;        . 

•  { 

6000 

to 
19690 

Pine  (along  the  fibre) . 

3320 

1(^900 

We  may  also  calculate  the  velocity  of  sound  in  a  string  or  rod,  and 
thus  also  calculate  the  pitch  of  the  note  given  by  such  rod  or  string  when 
vibrating  longitudinally,  for  the  waves  concerned  are  of  the  type  con- 
sidered in  §  279,  and  it  was  there  shown  that  the  velocity  of  such  a  wave 
is  given  by 
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where  E  is  the  elasticity  (Young's  modulus  (§  172)  in  this  case)  and  p  is 
the  density.     Hence,  since 

n—vlily 

we  have  i     . — — 

In  the  case  of  brass,  Young's  modulus  has  the  value  i.i  x  10^',  and  the 
density  is  8.7.     Hence  the  velocity  of  sound  in  brass  is 


/i.ixio"        ^^.  . 

"^'^sj 87 —  ^  355600  cm./sec., 


-^ 


- 


N 


L     y     L      |s|     L 


a  number  which  agrees  with  that  obtained  by  experiment. 

In  the  case  of  a  rod  clamped  in  the  middle,  the  first  overtone  is  pro- 
jduced  by  a  niode  of  vibration  in  which  there  are  three  nodes,  one  of  them 
being,  of  course,  at  the  middle.  The  pitch  of  the  note  given  is  nearly 
three  times  that  of  the  fundamental  note.  The  next  overtone  contains 
five  nodes,  and  the  pitch  corresponds  to  nearly  five  times  that  of  the 
fundamental,  and  so  on.  If  a  rod  is  held  with  one  end  fixed  and  the 
other  end  free,  there  must  be  a  node  at  the  fixed  end  and  a  loop  at  the 
firee  end  Hence  the  wave-length  of 
the  fundamental,  when  such  a  rod  is 
vibrating  longitudinally,  will  be  equal 
to  four  times  the  length  of  the  rod,  a 
result  which  follows  immediately  from 
the  case  of  a  rod  clamped  at  the 
middle,  for  this  latter  may  be  regarded 
as  made  up  of  two  rods  clamped  at 
one  end.  The  positions  of  the  nodes 
for  the  fundamental  and  the  first  two 
overtones  are  shown  in  Fig.  259,  from  which  it  will  be  immediately  seen 
that  the  frequencies  are  as  i  '.3:5. 

805.  Torsional  Vibrations. -When  a  rod  is  clamped  at  one  end, 
and  the  side  is  bowed  transversely  with  a  rosined  bow,  a  very  high  note 
can  be  obtained.  The  vibrations  in  this  case  consist  of  an  alternate 
twisting  and. untwisting  of  the  rod,  and  are  called  torsional  vibrations. 
If  the  solid  is  in  the  form  of  a  rectangular  bar,  and  one  face  is  held 
horizontal,  by  strewing  sand  on  this 
face  and  bowing  the  edge  of  the  rod 
it  can  be  set  in  torsional  as  well  as 
transverse  vibrations,  and  the  posi- 
tions of  the  nodal  lines  will  be  shown 
by  the  sand. 

The  character  of  the  nodal  lines 
thus  obtained  is  shown  in  Fig.  260.     If  the  vibrations  were  simply  trans- 
verse, the  nodal  lines  would  be  at  right  angles  to  the  edge.     Owing, 


Fig.  259. 


:z 


B 


V 


--^ 


Fig.  26a 
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however,  to  the  production  of  torsional  vibrations,  in  addition  to  the 
transverse  vibrations,  when  the  bar  is  bowed  at  A  and  damped  at  B  and 
b',  the  nodal  lines  are  inclined,  as  shown  in  the  figure. 

806.  Vibi^ating  Columns  of  Gas. —The  column  of  gas,  say  air, 
enclosed  in  a  tube  can  be  caused  to  vibrate  longitudinally  in  a  manner 
strictly  analogous  to  that  of  the  longitudinal  vibrations  of  rods.  Two 
cases  have  to  be  considered,  namely,  that  in  which  the  tube  is  open  at 
both  ends,  and  that  in  which  the  tube  is  closed  at  one  end. 

In  the  case  of  vibrating  columns  of  air,  at  the  nodes,  which  are  points 
where  the  air  particles  are  at  rest,  there  will  be  maximum  change  of 
pressure,  for  the  particles  will  alternately  be  crowded  together  and 
separated  at  these  points.  The  loops,  on  the  other  hand,  will  be  places 
of  maximum  motion,  but  of  minimum  change  of  density  and  pressure. 

In  the  case  of  a  closed  pipe,  there  can  be  no  motion  of  the  air 
particles  which  are  in  immediate  contact  with  the  closed  end,  so  that  the 
closed  end  must  always  be  a  node.  At  the  open  end,  where  the  air 
column  -communicates  with  the  external  air,  the  changes  of  density  can 
only  be  very  small,  so  that  the  open  end  may  for  the  present,  at  any  rate, 
be  regarded  as  a  loop.     Hence  the  fundamental  is  produced  when  the 

air  column  vibrates,  as  at  (a), 
N  L     I^^&-   261.      The   wave-length 

will  be  equal  to  four  times  the 
length  of  the  pipe,  for  it  is 


(^)  always  equal  to  four  times  the 

N L N L     distance  between  a  node  and 

[  •*  I  -^ — »  the  adjacent  loop.    The  first 

^  *  ./ V        ' — —     overtone    is    produced    when 

^1  there  is  one  node  besides  that 

^  *■         N L  N         L    at  the  closed  end,  as  shown  at 

I  *      ^       j  *     j     "^      {b\  while  the  second  overtone 

y^\  is   produced  when   there   are 

^  ^  two  additional  nodes,  as  at  (^). 

Fig.  261.  The  air  particles  on  the  two 

sides   of  a   node   are   always 

moving  in  opposite  directions,  and  when  a  condensation  is  taking  place 

at  one  node,  a  rarefaction  is  taking  place  at  the  adjacent  nodes.    The 

wave-length  at  {b)  is  equal  to  twice  the  distance  between  consecutive 

nodes,  that  is,  is  equal  to  ^/,  where  /  is  the  length  of  the  pipe.     Thus  the 

wave-lengths   of  the  fundamental  and  of  the  overtones  of  a  closed 

pipe  are — 

4/,  3,   -,     -,  &c 

Since  the  velocity  of  sound  in  the  air  is  the  same  in  all  cases,  and  v=n\ 
the  frequencies  of  the  fundamental  and  of  the  overtones  are  inversely 
proportional  to  the  wave-lengths,  so  that,  if  the  frequency  of  the  funda- 
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mental  is  taken  as  unity,  the  frequencies  of  the  fundamental  and  of 
the  overtones  are  i,  3,  5,  7,  &c.  In  this  case,  therefore,  only  the  odd 
harmonics  of  the  fundamental  are  present  in  the  overtones. 

In  the  case  of  a  pipe  open  at  both  ends,  there  must  be  a  loop 
at  each  end,  and  the  funda- 
mental is  given  when  there  L  N  L 
is  a  single  node  produced  at 
the  middle,  as  shown  at  {a\ 
Fig.  262.  In  this  case  the 
wave-length  is  equal  to  twice 
the  length  of  the  pipe.  The 
modes  of  vibration  correspond- 
ing to  the  first  two  overtones 
are  shown  at  (jb)  and  {c).  It 
will  be  seen  that  the  wave* 
lengths  of  the  fundamental  and 

overtones  are  equal  to  2/,  ■-> 


j 

L 

N 

(a) 

L 

N 

L 

^ 

I 
i 

1 

L 

N 

L 

(h) 
N 

L 

N      L 

:r  1 

J 

(c) 

Fig.  96a. 


2/    2/ 

— ,     -,  &c.,  or  in  the  ratio  of  i  :  J  :  ^ :  J  :    .    .     .     Hence  the  frequencies 
3      4 
are  in  the  ratio  of 

1:2:3:4:    .    .     . 


So  that  in  the  case  of  an  open  pipe  all  the  harmonics  of  the  fundamental 
are  produced  by  the  overtones. 

The  positions  of  the  nodes  and  loops  in  vibrating  columns  of  air  can 
be  investigated  by  means  of  an  arrangement  devised  by  Koenig,  and 
called  a  manometric  capsule  or  flame. 

A  hole  is  made  in  the  side  of  the  tube  AB  (Fig.  263),  and  over  this 
hole  is  stretched  a  thin  india-rubber  membrane  c  A  small  metal,  or 
wooden,  capsule  D  covers  the  membrane,  leav- 
ing a  small  enclosed  space  G.  Ordinary  coal 
gas  is  supplied  through  the  tube  E,  and  escapes 
through  F,  where  it  is  lighted.  If  the  pressure 
within  the  pipe  alters,  the  membrane  C  will  be 
forced  in  and  out,  causing  the  pressure  in  G  to 
vary  also.  The  results  of  the  variation  of  the 
pressure  of  the  gas  in  G  will  be  to  cause  the  size 
of  the  flame  to  vary,  when  the  pressure  in  G  is 
increased  the  size  of  the  flame  increases,  while 
when  the  pressure  in  G  decreases,  so  also  does 
the  size  of  the  flame.     Since  the  variations  in 

the  pressure  inside  the  sounding-pipe  occur  with  great  rapidity,  the 
changes  in  size  of  the  flame  cannot  be  observed  when  the  flame  is  looked 
at  directly,  on  account  of  the  persistence  of  vision,  for  the  images  of  the 
small  and  large  flames  made  on  the  retinae  overlap.    In  order  to  overcome 
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this  difficulty,  the  flame,  instead  of  being  observed  directly,  is  looked  at 
by  reflection  in  a  mirror,  shown  in  Fig.  264,  which  can  be  rotated  about  a 

vertical  axis,  so  that  the  images  of  the 
flame  are  no  longer  superposed.  If  the 
hole  in  the  side  of  the  pipe  coincides  with 
a  loop,  then  there  will  be  no  variations 
in  pressure,  and  hence  the  manometric 
flame  will  not  vary  in  size,  and  when 
viewed  in  the  rotatory  mirror  will  show 
as  a  continuous  band  of  light.  If,  how- 
ever, the  hole  is  at  a  node,  the  flame, 
when  viewed  in  the  rotatory  mirror,  will 
be  broken  up  into  a  serrated  appearance, 
as  shown  in  Fig.  265. 

We  have  in  the  above  discussion  sup- 
posed that  a  loop  was  formed  exactly  at 
the  open  end  of  a  pipe.  This,  however, 
is  not  accurate,  for  it  is  only  at  a  little 
distance  beyond  the  end  of  the  pipe  that 
If  there  is  a  flange  at  the  open  end  of  the  pipe. 


Fig.  264, 
no  changes  in  density  occur. 


—FT- 

R 


Fig.  265. 

(From  Caiiof's  "Physics.") 

as  shown  in  Fig.  266,  the  loop  occurs  at  a  distance  of  0.82  R  outside  the 
end  of  the  pipe,  where  A*  is  the  radius  of  the  pipe. 
If  there  is  no  flange,  the  loop  is  at  a  distance  of 
0.57  A'  from  the  end.  Hence  the  distance  between 
the  open  end  of  a  pipe  and  the  nearest  node  is 
always  less  than  half  the  distance  between  any  two 
consecutive  nodes,  or  less  than  X/4,  where  X  is  the 
wave-length  of  the  note  given  by  the  pipe.  The 
effect  of  this  correction  for  the  open  end  is  virtually 
to  lengthen  the  pipe,  but  this  will  not  alter  the 
relative  pitches  of  the  overtones.  Since,  however, 
Fig.  966.  the  correction  for  an  open   pipe  will  have  to  be 

applied  at  both  ends,  its  virtual  length  will  be  /+  2a, 

where  a  is  the  correction  for  the  end,  and  the  wave-length  of  the  note 


Digitized  by 


Google 


§307] 


Organ-Pipes 


417 


emitted  will  be  2(/+2tt),  while  the  virtual  length  of  a  dosed  pipe  of 
length  /  will  be  /+a,  and  the  wave-length  of  the  note  emitted  will  be 
4(/-l-a).  Hence  the  interval  between  the  notes  given  by  an  open  and  a 
closed  pipe  of  the  same  length  (/)  will  be 

4(/+a) 
2(/+2ay 

and  this  is  less  than  2.  Hence  the  open  pipe,  instead  of  giving  the 
octave  of  the  note  given  by  the  closed  pipe,  as  the  elementary  discussion 
previously  given  would  lead  us  to  expect,  gives  a  note  somewhat  lower 
than  the  octave. 

807.  Organ-Pipes.— The  most  familiar  case  of  the  vibration  of 
columns  of  air  occurs  in  the  case  of  organ-pipes.  An  organ-pipe  consists 
of  two  parts  :  (i)  a  tube  enclosing  a  column  of  air  which  is  set  in  vibra- 
tion, and  which  governs  the  pitch  of  the  note  emitted  ;  and  (2)  an 
arrangement  for  setting  this  column  of  air  into  vibration  and  maintaining 
the  vibrations  when  started.  There  are  two  distinct  ways  in  which  the 
vibrations  of  the  air  column  can  be  started  and  maintained.  In  one  of 
these  air  is  forced  through  the  channel  A,  Fig.  267  {a\  and  the  stream  of 
air  strikes  against  the  bevelled  lip  B  of  the  pipe. 
The  stream  of  air  striking  this  edge  sets  up  vibra- 
tions in  the  air  contained  within  the  body  of  the 
pipe,  in  the  same  way  that  vibrations  can  be  set 
up  in  the  air  contained  in  the  barrel  of  a  key  by 
blowing  across  the  top. 

In  the  other  method  the  air  is  set  in  vibration 
by  means  of  the  transverse  vibration  of  a  thin 
plate  of  metal,  C,  Fig.  267  {b\  called  a  reed,  which 
is  fixed  at  one  end,  and  nearly  fills  the  aperture 
leading  from  a  box,  D,  to  the  pipe  E.  If  air  is 
forced  into  D  it  will,  in  escaping,  set  the  plate  c  in 
vibration,  and  the  reed  in  its  motion  alternately 
closes  and  opens  the  passage  from  the  box  D.  It 
is  the  impulses  derived  from  this  intermittent 
supply  of  air  which  sets  the  column  of  air  in  the 
pipe  into  vibration. 

Open  organ-pipes  are  tuned  by  reducing  the  size  of  the  open  end  by 
bending  a  sheet  of  metal  so  that  it  covers  the  opening  more  or  less.  The 
smaller  the  opening,  the  lower  is  the  note  given.  Closed  pipes  are  tuned 
by  forcing  in  more  or  less  the  plug  which  constitutes  the  closed  end,  and 
thus  altering  the  length  of  the  pipe. 

If  the  pipe  is  not  very  narrow,  the  note  given  when  it  is  blown  gently 
is  very  nearly  a  pure  tone.  If,  however,  the  pipe  is  narrow  or  the  wind 
pressure  is  great,  the  pipe  will  give  a  note  in  which  the  first  overtone  is 
very  marked.     When  very  strongly  blown,  the  first  and  second  overtones 
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are  so  strong  as  to  completely  drown  the  fundamental,  which  is  very 
weak. 

The  clarionet  consists  essentially  of  an  open  reed-pipe,  the  length  of 
which  can  be  altered  by  opening  and  shutting  various  valves.  The  note 
given  is  very  rich  in  overtones,  and  it  is  owing  to  the  presence  of  these 
overtones  that  this  instrument  owes  its  characteristic  sound. 

In  the  comet  and  horn  there  is  no  reed  attached  to  the  instrument, 
but  the  lips  of  the  perfonner  vibrate  and  perform  the  functions  of  a  reed. 
In  the  comet,  the  length  of  the  tube  can  be  altered  at  will,  and  thus  the 
different  notes  can  be  obtained.  In  the  horn  and  bugle  the  length  of  the 
tube  remains  constant,  but  the  perfomier  alters  the  manner  in  which  his 
lips  vibrate  so  as  to  make  the  pipe  give  its  different  overtones,  so  that  in 
these  instruments  all  the  possible  notes  that  can  be  obtained  are  the 
overtones  of  the  fundamental  note  which  the  pipe  will  give. 
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CHAPTER  VI 

SUPPLY  OP  ENERGY  TO  A   SOUNDING  BODY- 
RESONANCE 

808.  Vibrations  Maintained  by  Heat.— In  the  case  of  organ- 
pipes,  which  are  the  only  sources  of  sound  which  we  have  considered 
which  are  capable  of  giving  a  maintained  note,  the  energy  necessary  to 
maintain  the  vibrations,  and  make  up  for  the  energy  which  is  radiated 
as  sound-waves,  is  supplied  by  the  blast  of  air  used  to  make  the  pipe 
"  speak."  We  have  now  to  consider  other  methods  by  which  the  energy 
which  is  communicated  to  the  air  as  sound-waves  by  a  sounding  body 
can  be  supplied.  In  the  case  of  a  tuning-fork,  say,  the  energy  necessary 
to  supply  the  sound-waves  is  derived  from  the  loss  of  energy  of  motion  of 
the  prongs,  so  that  the  sound  gradually  dies  out.  In  some  cases,  how- 
ever, the  necessary  energy  is  supplied  in  the  form  of  heat.  The  most 
familiar  case  of  sound  being  produced  by  heat  is  Trevelyan's  rocker. 
This  instrument  consists  of  a  piece  of  copper  or  iron,  the  cross  section  of 
which  is  shown  at  CD  (Fig.  268),  which  is 
heated  and  then  rested  on  a  block  of  lead, 
AB.  Under  these  circumstances  the  rocker 
gives  out  a  musical  note.  The  cause  of  the 
vibrations  is  the  expansion  of  the  lead 
owing  to    the    heat    conducted  from  the  fig.  268. 

rocker.     Suppose  the  rocker  to  be  resting 

on  the  edge  c  more  heavily  than  on  D,  the  result  will  be  that  heat  will 
flow  more  rapidly  into  the  lead  at  c  than  at  D.  This  heat  will  cause  the 
lead  to  expand  immediately  under  the  edge  C,  and  this  expansion  will  tilt 
the  rocker  over  on  to  the  other  edge.  The  conduction  of  heat  will  now  be 
greater  at  the  edge  D,  so  that  the  lead  will  now  expand  under  it  and 
cause  the  rocker  to  tilt  back  on  to  the  first  edge,  when  the  whole  process 
will  be  repeated.  Thus  the  rocker  is  set  in  vibration  and  gives  out  a 
note,  the  energy  being  supplied  by  the  heat  of  the  rocker ;  in  fact  the 
arrangement  forms  a  heat  engine  in  which  the  rocker  is  the  source  and 
the  lead  block  the  sink,  and  some  of  the  heat  of  the  source  is  converted 
into  energy  of  motion,  while  at  the  same  time  a  portion  of  the  heat  passes 
from  a  higher  to  a  lower  temperature,  that  is,  passes  to  the  sink. 

If  a  jet  of  hydrogen  gas  be  placed  within  a  vertical  tube  open  at  both 
ends,  then  in  general  a  loud  note  will  be  produced,  which  will  continue  as 
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long  as  the  gas  jet  remains  alight.  The  same  phenomenon  is  exhibited  by 
burning  jets  of  other  combustible  gases,  but  to  a  less  marked  degree.  If 
the  flame  is  observed  by  means  of  a  rotating  mirror,  similar  to  that  used 
in  connection  with  manometric  flames,  it  will  be  seen  that  the  flame  is 
in  vibration.  By  using  the  stroboscopic  method  of  observing  the  flame, 
Topler  was  able  to  show  that  in  many  cases  at  one  time  during  each 
vibration  the  flame  retires  inside  the  jet  through  which  the  gas  is 
supplied.  It  is  also  found  that  the  length  of  the  gas  supply-tube  bears  an 
important  part  in  the  phenomenon.  If  the  supply-tube  is  lightly  plugged 
with  cotton-wool  near  the  jet  the  gas  flame,  although  it  appears  just  as 
usual,  is  incapable  of  producing  vibrations,  while  the  notes  which  can  be 
obtained  with  any  given  flame  depend  on  the  length  of  the  supply-tube 
and  on  the  nature  of  the  gas.  These  observations  indicate  that  stationary 
waves  are  set  up  in  the  supply-tube.  The  effect  of  these  vibrations  in 
the  supply-tube  is  that  the  emission  of  the  gas,  instead  of  being  uniform, 
is  intermittent,  so  that  the  size  of  the  flame,  and  hence  also  the  supply  of 
heat  to  the  air  contained  in  the  tube  which  surrounds  the  flame,  is  inter- 
mittent Now  when  a  column  of  air  is  in  vibration  and  heat  is  supplied 
to  the  air  at  the  moment  of  greatest  condensation,  this  supply  of  heat  will 
increase  the  force  with  which  the  gas  tends  to  expand,  i.e.  to  regain  its 
normal  condition  of  pressure.  The  effect  of  this  will  be  similar  to  that 
produced  when  a  pendulum  is  struck  a  blow  at  the  end  of  its  swing 
tending  to  drive  it  back  towards  its  position  of  rest,  namely,  it  will  tend 
to  increase  the  amplitude  of  the  vibrations.  If,  on  the  other  hand,  the 
supply  of  heat  takes  place  when  the  air  is  at  its  greatest  rarefaction,  this 
will  tend  to  resist  the  return  of  the  air  to  its  condition  of  rest,  and 
will  therefore  tend  to  check  the  vibrations.  Just  as  in  the  case  of  the 
pendulum,  if  it  is  struck  a  blow  tending  to  check  its  motion  as  it  is 
passing  through  its  position  of  rest,  the  amplitude  will  decrease.  Hence, 
if  the  periodic  increase  in  the  size  of  the  flame  always  occurs  at  the 
instant  when  the  air,  in  that  portion  of  the  tube  near  the  flame,  is,  owing 
to  the  natural  vibrations  of  the  column  of  air  in  the  tube,  at  its  maximum 
condensation,  the  amplitude  of  the  vibrations  will  be  increased  or  at  any 
rate  maintained.  If,  however,  the  increase  in  size  of  the  flame  occurs 
sometimes  at  the  instant  of  maximum  condensation  and  sometimes  at 
that  of  maximum  rarefaction,  that  is,  if  the  natural  periods  of  the  column 
of  gas  in  the  supply-tube  and  of  the  column  of  air  in  the  tube  are  not 
commensurate,  the  heat  will  sometimes  assist  the  vibrations  and  some- 
times oppose.  Hence,  under  these  circumstances,  the  vibrations  of  the  air 
in  the  tube  will  not  on  the  whole  be  maintained  by  the  heat,  and  so  will 
die  out.  It  will  thus  be  evident  why  it  is  necessary  that  the  length  of  the 
supply-tube  and  the  position  of  the  flame  should  bear  definite  relations  to 
the  length  of  the  tube  in  order  that  a  sound  may  be  produced.  When  a 
plug  of  cotton-wool  is  placed  in  the  supply-tube  vibrations  can  no  longer 
take  place  in  the  gas  contained  in  the  tube,  and  so  the  variations  in  the 
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size  of  the  flame,  which  are  necessary  if  the  vibrations  in  the  air  column 
are  to  be  kept  up,  are  not  produced. 

>i  809*.  The  Energy  of  a  Vibrating  String.— When  a  string  is 
vibrating  transversely,  it  possesses  energy  due  to  its  condition.  When 
it  is  at  its  maximum  elongation  on  either  side  of  its  position  of  rest,  it  is 
momentarily  at  rest,  and  so  its  energy  is  entirely  potential,  that  is,  is 
stored  up  owing  to  the  deformation  of  the  string.  When  the  string 
is  passing  through  its  position  of  rest,  its  energy  is  entirely  kinetic. 

Let  the  mass  of  unit  length  of  the  string  be  /«,  then  as  the  string 
vibrates  each  unit  of  length  will  vibrate  backwards  and  forwards  in  a 
simple  harmonic  motion.  Let  the  amplitude  of  the  vibrations  executed 
by  an  element  of  the  string  of  unit  length,  and  therefore  of  mass  ;«,  be 
a,  and  let  its  displacement  from  its  position  of  rest  at  a  given  instant 
be  X,  Then,  as  shown  in  §  51,  the  velocity  with  which  the  element  is 
moving  is —  

where  n  is  the  frequency  of  the  vibrations  executed  by  the  string. 
Hence  the  kinetic  energy  of  the  element  is 

Now  the  acceleration  with  which  the  element  is  moving  when  its 
displacement  is  jr  is 

hence  the  force  acting  to  produce  this  acceleration  is  equal  to  the  product 
of  the  mass  into  the  acceleration,  or 

^■n^n^mx. 

This  is  the  force  of  restitution  when  the  displacement  is  x,  and  we  see 
that  it  is  proportional  to  the  displacement  x.  Hence  if  we  draw  a  line, 
OP  (Fig.  260),  to  represent  the  connec- 
tion between  the  displacement  and  the 
force  of  restitution,  it  will  be  a  straight 
line  passing  through  the  origin,  for 
when  the  displacement  is  zero,  so  is 
the  force  of  restitution. 

If  NP  represents  the  force  of  resti- 
tution when  the  displacement  is  x,  the 
work  which  has  been  done  against  the 
force  of  restitution  to  displace  the 
element  to  x  is  equal  to  the  area  of 
the  triangle  OPN  (§  77).  Hence,  as  the 
potential  energy  when  the  displacement 
is  X  is  equal  to  the  work  done  in  displacing  the  element  to  x  from  its 
position  of  rest,  the  potential  energy  is 
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But  NP  is  the  force  of  restitution  when  the  displacement  is  .r,  so  that  the 
potential  energy  is  090 

Hence  the  total  energy,  both  potential  and  kinetic,  of  the  element  when 
the  displacement  is  x  is  given  by 

Ti^t^n^c^  -  x^  +  2'tt^n^mx^ 

Since  this  expression  for  the  total  energy  does  not  invoWe  the  displace- 
ment Xy  we  see  that  the  total  energy  remains  constant  throughout  the 
vibration,  as  of  course  it  must,  and  we  simply  have  changes  from  the 
potential  to  the  kinetic  form,  and  vice  versa^  during  the  motion. 

To  find  the  total  energy  of  the  whole  string  we  have  to  add  together 
the  energy  due  to  all  the  elements,  so  that  the  total  energy  is 

where  the  amplitude  a  varies  from  element  to  element. 

To  proceed  any  further  we  must  make  some  assumption  as  to  the 
relation  between  the  amplitudes  of  the  different  parts  of  the  string.  If  / 
is  the  length  of  the  string  and  A  is  the  amplitude  at  the  centre,  then,  if 
the  string  is  vibrating  in  its  fundamental  form,  we  may  represent  the 
amplitude  of  a  point  at  a  distance  ^from  one  end  by  the  expression 

a  — A  sin  i^djl. 

When  d=^o  or  d—l^  that  is,  at  the  ends,  a  is  zero,  for  sin  o  and  sin  tt  are 
both  zero.  When  //=//2,  that  is,  at  the  middle  of  the  string,  a  — A,  for 
sin  7r/2=  I.  Hence  the  expression  does  give  us  the  correct  values  of  the 
amplitude  at  the  ends  and  the  centre.  Substituting  this  expression  for 
a,  we  get  the  total  energy  equal  to 

7.2-n^nhnA^  sin  hrdjly 
or  2'n^n^mA*S,  sin  hrdjl. 

Now  the  expression  sin  hrdjl  does  not  involve  the  amplitude  with  which 
the  string  is  vibrating,  neither  does  the  expression  ^-n^n^m.  Hence  the 
total  energy  of  a  vibrating  string  is  proportional  to  the  square  of  the 
amplitude  A  with  which  the  centre  is  vibrating. 

Now  the  only  scientific  method  of  measuring  the  intensity  of  the 
vibrations  of  a  body  is  to  consider  the  energy  which  the  body  possesses 
on  account  of  these  vibrations.  Hence  we  see  that  the  intensity  of  the 
vibrations  of  a  string  are  proportional  to  the  square  of  the  amplitude  of 
the  vibrations. 

By  a  similar  line  of  argument  it  can  be  shown  that  in  the  case  of  all 
vibrations  the  energy  is  proportional  to  the  square  of  the  amplitude. 
Hence  the  intensity  of  all  vibrations  is  proportional  to  the  square  of  the 
amplitude. 
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810.  D^rease  of  the  Amplitude  of  Waves  with  Increase  of 
Distance  from  the  Source. — Suppose  we  have  a  centre  of  disturbance 
A  within  an  isotropic  medium,  so  that  the  wave-fronts  are  spheres  with 
A  as  centre.  Let  R^  be  the  radius  of  one  of  the  spherical  wave-fronts, 
and  let  the  amplitude  of  the  waves  as  they  cross  the  surface  of  this 
sphere  be  W^.  Similarly  let  A^  be  the  amplitude  of  the  waves  when  they 
reach  a  sphere  of  radius  R^  Now  if  we  consider  a  thin  shell  of  radius 
R^  and  thickness  x^  the  energy  due  to  the  waves  contained  in  this  shell 
is  proportional  to  the  volume  of  the  shell  and  to  the  square  of  the  ampli- 
tude.    Thus  the  energy  is  equal  to 

j^irR^x.AiKK, 

where  A'  is  a  constant. 

Now  the  waves  travel  out  carrying  their  energy  with  them,  and  when 

they  reach  the  sphere  of  radius  R^  the  energy  contained  in  a  shell  of 

thickness  x  will  be  _«..,, 

\t:R^x.A^.K, 

Now  the  waves  which  occupy  this  new  shell  are  the  same  that  some  time 
previously  occupied  the  shell  of  radius  -^,,  and  so  the  energy  contained 
within  the  new  shell  must  be  equal  to  that  which  was  contained  within 
the  old.  We  are  here,  of  course,  supposing  that  the  waves  can  travel 
through  the  medium  without  any  of  the  energy  being  dissipated  as  heat, 
&c.,  communicated  to  the  medium.  Hence,  equating  the  energy  con- 
tained within  the  two  shells,  we  get 

or  AJA^=^RJR^. 

That  is,  the  amplitude  decreases  as  the  distance  from  the  centre  of 
disturbance.  The  intensity  of  the  wave-motion  being  proportional  to  the 
square  of  the  amplitude,  it  follows  that  the  intensity  decreases  as  the 
square  of  the  distance  from  the  centre  of  disturbance. 

This  result  is,  of  course,  applicable  to  the  case  of  sound-waves,  so  that 
the  intensity  of  a  sound  varies  inversely  as  the  square  of  the  distance 
from  the  sounding  body.  This  only  applies  if  the  sound-waves  are  pro- 
pagated in  free  air,  so  that  the  wave-fronts  are  spheres.  If  the  sound  is 
propagated  along  the  air  contained  within  a  tube,  the  cross  section  of  the 
wave-fronts  at  all  distances  from  the  source  remains  the  same,  and  hence 
the  decrease  in  amplitude  is  only  due  to  heat  produced  by  friction  of  the 
moving  air  against  the  sides  of  the  tube,  and  such  like  causes. 

811,  Damping.— When  a  vibrating  body  produces  a  sound,  the 
energy  of  the  sound-waves  which  travel  out  from  the  body  is  derived 
from  the  energy  of  vibration  of  the  body  ;  also  a  certain  amount  of  the 
energy  is  converted  into  heat  on  account  of  viscosity  of  the  particles  of 
the  body  and  friction.  This  loss  of  energy  causes  a  gradual  decrease  in 
the  amplitude  of  the  vibrating  body,  unless  energy  is  supplied  to  the 
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body  from  some  external  source.  If  the  loss  of  energy  is  rapid,  so  that 
the  amplitude  of  the  vibrations  decreases  rapidly,  the  vibrations  are  said 
to  be  damped.  The  extent  of  the  damping  is  measured  by  the  ratio  of 
the  amplitude  of  one  vibration  to  that  of  the  succeeding  one.  Thus,  if 
A'^  and  A^  are  the  amplitudes  of  successive  vibrations,  the  ratio  AJA^ 
measures  the  damping.  In  general  this  ratio  is  constant,  so  that  the 
difference  between  the  logarithms  of  the  amplitudes  of  successive  vibra- 
tions is  also  constant.    For  if 

-4 1/-<4  2 = con  stant, 
log  ^i-log  ^2= log  (constant). 

Thus  the  difference  between  the  logarithms  of  successive  amplitudes 
measures  the  damping  of  the  vibrations,  and  is  called  the  logarithmic 
decrement. 

812.  Forced  and  Free  Vibrations.— Suppose  we  have  a  pendulum 
of  which  the  period  is  one  second,  and  that  starting  with  the  pendulum 
at  rest  we  act  upon  it  with  a  force  which  has  a  period  of  1.05  seconds. 
Let  us  for  simplicity  suppose  that  what  happens  is  that  the  pendulum  is 
struck  a  number  of  small  blows,  the  period  of  the  blows  being  1.05. 
The  result  of  the  first  blow  is  to  start  the  pendulum  swinging.  At  the 
next  blow  the  pendulum  will  have  made  a  little  more  than  one  complete 
vibration,  but  the  blow  will  act  in  the  direction  in  which  it  is  moving, 
and  so  will  increase  the  amplitude.  At  the  fifth  blow  the  pendulum  will 
have  ccmpleted  5J  vibrations,  and  so  will  be  at  its  extreme  position.  At 
the  sixth  blow  the  pendulum  will  be  moving  in  the  opposite  direction  to 
the  force,  and  hence  the  blow  tends  to  check  the  motion.  At  the  tenth 
blow  the  pendulum  will  simply  be  brought  to  rest  again.  With  the 
succeeding  blows  the  whole  operation  will  be  repeated.  Suppose  now 
that  the  period  of  the  blows  is  gradually  reduced.  As  a  result,  the 
number  of  blows  which  are  struck  before  they  begin  to  decrease  the 
amplitude  gets  greater,  and  hence  the  maximum  amplitude  attained 
increases.  When  the  period  of  the  blows  is  one  second,  then  the 
pendulum  will  always  be  moving  through  its  position  of  rest  in  the 
direction  in  which  the  force  acts  at  the  instant  when  the  blow  is  struck, 
and  so  the  blows  will  always  tend  to  increase  the  amplitude  of  the 
vibrations. 

From  the  above  illustration  it  will  be  evident  why  it  is  that  when  the 
period  of  a  periodic  force  is  the  same  as  the  natural  period  of  the  body 
on  which  it  acts,  then  the  vibrations  set  up  in  this  body  by  the  force  arc 
very  much  more  energetic  than  if  the  period  of  the  force  has  any  other 
value. 

In  the  above  discussion  we  have  supposed  that  the  blows  had  no 
effect  on  the  period  of  the  pendulum.  This  is  not,  however,  quite  correct, 
as  unless  the  blows  are  struck  while  the  pendulum  is  passing  through  its 
position  of  rest,  the  period  will  be  affected.     For  suppose  a  blow  is 
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struck  the  pendulum  when  it  is  at  its  extreme  elongation  so  as  to  tend 
to  increase  the  elongation,  the  effect  will  be  to  delay  the  return  swing  of 
the  pendulum,  and  thus  increase  its  period. 

From  the  above  discussion,  when  the  force  is  supposed  to  be  inter- 
mittent it  will  be  clear  how,  when  the  force  is  periodic,  that  is,  alternates 
in  direction  as  well  as  changes  in  magnitude,  a  body  may  be  set  in 
periodic  motion  by  the  force.  There  are  two  cases  to  be  considered. 
In  the  first  place,  if  the  natural  period  in  which  the  body  would  vibrate, 
if  it  were  displaced  and  then  left  to  itself,  is  the  same  as  the  period  of 
the  force,  the  vibrations  set  up  by  the  force  will  be  ver>'  energetic,  and 
the  body  is  said  to  resound  to  the  periodic  force.  In  the  second  place, 
if  the  natural  period  of  the  body  does  not  agree  with  the  period  of  the 
force,  then  the  vibrations  set  up  in  the  body  are  in  general  of  very  small 
amplitude,  and  they  agree  in  period,  not  with  the  natural  period  of  the 
body,  but  with  the  period  of  the  force.  Such  vibrations,  which  do  not 
agree  in  period  with  the  natural  period  of  the  vibrating  body,  but  are 
produced  by  the  action  of  a  periodic  force,  are  called  y2?r^f^/ vibrations. 

If  when  a  body  is  executing  forced  vibrations  the  periodic  force  is 
stopped,  then  the  body  will  continue  to  vibrate,  but  the  vibrations  will 
be  of  the  same  period  as  the  natural  period  of  the  body,  and  are  said 
to  be  free. 

If  the  point  of  support,  A  (Fig.  270),  of  a  pendulum  is  given  a  periodic 
to-and-fro  motion,  we  shall  have  a  case  of  a  periodic  force  being  applied  to 
the  pendulum.  If  the  period  of  the 
to-and-fro  motion  is  the  same  as 
the  natural  period  of  the  pendulum, 
this  latter  will  be  set  into  violent 
oscillation.  If,  however,  the  period 
of  the  to-and-fro  motion  is  not 
the  same  as  the  natural  period  of 
the  pendulum,  the  oscillations  pro- 
duced will  be  of  very  much  smaller 
amplitude.  After  a  time  the  pen- 
dulum will  take  up  a  periodic 
motion  of  the  same  frequency  as 
the  to-and-fro  motion,  the  ampli- 
tude remaining  constant.  In  this 
case  the  motion  of  the  pendulum 
is  forced.  If  the  to-and-fro 
motion  from  a'  to  a"  is  slower 
than  the  natural  period  of  the  pendulum,  the  motion  of  the  pendulum 
will  be  as  shown  at  (a\  Fig.  270.  The  pendulum  behaves  as  if  the  point 
of  support  were  at  the  point  P,  which  is  so  situated  that  a  pendulum  of 
length  PB  would  have  the  same  period  as  the  to-and-fro  motion.  If  the 
natural  period  of  the  pendulum  is   less  than  that  of  the  to-and-fro 
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motion,  the  motion  of  the  pendulum  is  as  shown  at  (<^),  where  a  pendulum 
of  length  PB  would  vibrate  in  the  same  period  as  the  to-and-fro  motion. 
If  the  to-and-fro  motion  of  the  point  of  support  is  stopped,  the  pendulum 
will  continue  to  vibrate,  but  now  with  its  natural  period.  This  example 
illustrates  very  clearly  how  a  body  will  adjust  its  period  to  agree  with 
the  period  of  an  impressed  periodic  force. 

A  case  of  forced  vibrations  occurs  if  two  clocks,  which  are  nearly 
keeping  the  same  time  when  they  are  placed  on  separate  stands,  are 
placed  on  the  same  stand.  The  vibrations  of  the  pendulums  then  cause 
the  stand  to  oscillate  slightly,  so  that  one  pendulum  produces  a  periodic 
force  acting  on  the  other,  and,  as  a  result,  the  clocks,  which  when  at  a 
distance  do  not  keep  time,  when  together  keep  time  exactly.  The 
pendulum  of  the  clock  which  loses  exerts  a  periodic  force,  which  pro- 
duced forced  vibrations  in  the  faster  pendulum,  causing  it  to  vibrate 
slower,  while  the  faster  pendulum  in  the  same  way  causes  the  slower 
pendulum  to  vibrate  faster.  Thus  finally  the  two  pendulums  vibrate  in 
periods  which  are  exactly  the  same,  and  the  vibrations  in  each  case  are 
forced,  though  they  differ  in  period  only  very  slightly  from  the  natural 
period.  The  increase  in  the  amplitude  of  the  vibrations  produced  by  a 
periodic  force,  when  its  period  agrees  with  the  natural  period  of  the  body, 
is  also  very  clearly  shown  by  the  oscillations  of  a  suspension  bridge. 
Standing  in  the  centre  of  such  a  bridge,  it  will  be  found  that  when  the 
steps  of  a  horse  have  a  certain  period  the  bridge  is  set  into  violent 
oscillation,  while  for  all  other  periods,  even  when  the  horse  is  much 
heavier,  the  oscillations  are  almost  imperceptible. 

If  the  free  vibrations  which  a  body  is  able  to  execute  are  heavily 
damped,  the  amplitude  of  the  vibrations  produced  by  a  periodic  force 
will  not  increase  in  such  a  marked  manner  when  the  period  of  the  force 
agrees  with  the  natural  period  of  the  body.  The  reason  for  this  is,  that, 
owing  to  the  damping,  the  vibrating  body  loses  during  each  vibration 
nearly  all  the  energy  communicated  to  it  by  the  corresponding  impulse 
of  the  force,  so  that  when  the  force  acts  next  time  the  body  does  not 
possess  any  great  quantity  of  the  energy  communicated  at  the  preceding 
impulse.  Thus  the  energy  supplied  by  the  force  is  not  stored  up  in  the 
vibrating  body  by  the  amplitude  of  the  vibrations  increasing,  but  is 
continually  dissipated.  An  idea  of  the  conditions  can  be  obtained  by 
imagining  two  pendulums,  the  bob  of  one  being  a  ball  of  paper,  and  of 
the  other  a  ball  of  lead.  The  paper  pendulum  is  strongly  damped  on 
account  of  the  friction  of  the  air,  and  if  we  strike  it  periodic  blows  it  will 
vibrate,  the  amplitude  of  the  vibrations  being  very  pearly  the  same  after 
the  first  blow  as  after  a  number  of  blows.  In  the  case  of  the  pendulum 
with  the  heavy  bob  it  is  otherwise,  for  by  suitably  timing  the  blows  the 
amplitude  can  be  gradually  increased  to  a  considerable  amount. 

SIS.  Resonators.— Resonance,  that  is,  the  production  of  vibrations 
in  a  body  by  the  action  of  a  periodic  force  which  has  the  same  period  as 
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the  natural  period  of  the  body,  occurs  frequently  in  sound,  and  plays  an 
important  part  in  music 

The  periodic  force  is  produced  by  the  vibrations  of  one  body,  and  is 
communicated  to  the  second  body,  which  is  called  the  resonator,  by  the 
sound-waves  set  up  in  the  air,  or  other  medium  (solid  or  fluid)  which 
separates  the  two  bodies.  Thus  suppose  we  have  two  tuning-forks  of 
the  same  pitch,  and  that  one  of  these  is  sounded  when  held  near  the 
other.  •  The  sound-waves  from  the  sounding  fork  will  strike  the  other 
fork,  and,  since  the  frequency  of  these  waves  is  equal  to  the  frequency  of 
the  fork  by  which  they  are  produced,  by  their  impact  they  wifl  set  the 
fork  in  vibration.  In  this  case,  since  the  damping  of  the  vibrations  of  a 
tuning-fork  is  very  small,  it  is  necessary  for  resonance  that  the  pitches 
of  the  two  forks  should  be  very  accurately  adjusted  to  equality.  In  fact 
if,  when  the  adjustment  has  been  made  so  that  strong  resonance  takes 
place,  one  fork  be  warmed,  thus  causing  its  pitch  to  fall  slightly,  the 
resonance  is  almost  completely  destroyed. 

The  chief  function  of  resonators  in  acoustics  is  to  strengthen  the 
amount  of  the  sound,  of  the  particular  pitch  to  which  they  respond,  which 
is  radiated  through  the  surrounding  air,  that  is,  to  increase  the  amplitude 
of  the  waves  produced  in  the  external  air  by  means  of  which  the  sound 
is  heard.  As  an  example  of  this  action  of  a  resonator,  we  may  take  the 
case  of  the  increase  in  the  loudness  of  the  note  given  by  a  tuning-fork  by 
means  of  a  resonator.  From  the  fact  that  the  prongs  of  a  fork  have  not 
a  very  great  area,  they  are  not  capable  of  setting  any  great  quantity  of 
the  surrounding  air  in  violent  vibration,  for  the  air  on  the  side  towards 
which  the  prong  is  moving  can  slip  round  the  edge  of  the  prong,  and 
thus  partly  fills  up  the  rarefaction  which  is  being  produced  on  the 
other  side  of  the  prong.  In  addition,  the  interference  which  takes 
place  between  the  waves  emitted  from  the  two  prongs  (§  294)  reduces 
the  intensity  of  the  motion  produced  in  the  surrounding  air.  If,  however, 
the  sounding  fork  is  held  near  the  open  end  of  a  closed  pipe,  of  which 
the  natural  period  is  equal  to  that  of  the  fork,  that  is,  its  length  is  equal 
to  \  of  the  wave-length  of  the  note  given  by  the  fork,  then  this  pipe  will 
be  in  resonance  with  the  fork,  and  the  column  of  air  within  the  pipe  will 
be  set  into  vibration.  Now  if  the  open  end  of  the  pipe  is  not  very  small, 
the  vibrations  of  the  air  inside  will,  at  the  open  end,  set  the  external  air 
into  vibration  much  more  powerfully  than  the  fork  alone  did.  The  result 
is  that  on  bringing  such  a  resonator  near  a  sounding  fork,  the  intensity 
of  the  sound  heard  is  very  much  increased.  The  same  kind  of  effect  can 
be  easily  noticed  in  the  case  of  the  vibrations  of  a  string.  Here,  again, 
the  surface  of  the  vibrating  body  is  small,  so  that  it  is  incapable  of  setting 
any  great  mass  of  air  into  vibration,  and  in  addition  the  waves  produced 
on  the  two  sides  of  the  string  are  in  opposite  phase,  for  when  a  con- 
densation is  being  produced  on  one  side  of  the  string  a  rarefaction  is 
being  produced  on  the  other  side,  and  these  two  sets  of  waves  interfere. 
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By  holding  a  pipe  near,  of  which  the  natural  period  agrees  with  that  of 
the  string,  or,  what  is  better,  connecting  one  end  of  the  string  to  the  walls 
of  the  pipe,  so  that  the  vibrations  of  the  string  are  communicated  to  the 
walls,  and  by  them  to  the  air  contained  within  the  pipe,  the  column 
of  air  is  set  into  vibration,  and  communicates  its  vibrations  to  the 
external  air  much  more  powerfully  than  the  string  alone  is  capable 
of  doing. 

The  above  examples  of  the  strengthening  of  the  sound  produced  by 
a  vibrating  body,  which  are  cases  of  true  resonance,  must  not  be  con- 
founded with  others  where  the  vibrating  body  is  able  to  set  up  forced 
vibrations  in  a  body,  and  the  increase  in  the  loudness  is  due  to  these 
forced  vibrations.  Thus  when  the  stem  of  a  vibrating  ^tuning-fork  is 
pressed  against  the  wooden  top  of  a  table,  the  loudness  of  the  sound 
produced  is  greatly  increased.  In  this  case  the  fork  sets  the  table  into 
forced  vibrations  which  have  the  same  frequency  as  the  fork,  and  the 
table,  on  account  of  its  large  surface,  is  able  to  produce  violent  sound- 
waves in  the  air.  That  this  is  not  a  case  of  resonance  is  shown  by 
the  fact  that  the  table  acts  equally  well  in  the  case  of  forks  of  all 
frequencies. 

Since  the  resonator  owes  the  energy  necessary  to  set  it  into  vibration 
to  the  sounding  body,  and  since  the  increased  loudness  of  the  sound 
emitted  when  the  resonator  is  present  means  that  more  energy  is  being 
given  out  to  the  external  air,  it  follows  that  the  sounding  body  must  lose 
its  energy  of  motion  more  rapidly  when  a  resonator  is  present  than  it 
does  when  no  resonator  is  present.  That  this  is  so  can  be  easily  shown 
by  sounding  a  tuning-fork  first  without  the  resonance-box  belonging  to 
it,  and  then  with  the  box,  when  it  will  be  found  that  the  vibrations  of  the 
fork  continue  for  a  much  longer  time  without  the  resonator  than  they  do 
with  it. 

Another  important  use  of  resonators  is  in  assisting  the  ear  to  resolve 
a  compound  note  into  its  simple  tones,  for  if  the  note  contains  a  tone 
which  is  the  natural  tone  of  a  resonator,  the  resonator  will  be  set  into 
vibration  by  this  tone  ;  while  if  this  tone  is  absent  from  the  note,  the 
resonator  will  not  respond.  We  shall  see  in  a  subsequent  section  how 
this  analysing  property  of  resonators  may  be  utilised. 

A  resonator,  just  as  any  other  body,  can  be  set  in  vibration,  not  only 
in  its  fundamental  mode,  but  also  so  as  to  produce  overtones.  Hence  a 
resonator  will  resound  to  a  tone  having  the  frequency  of  any  of  its  over- 
tones. Now  one  of  the  uses  of  resonators  is  in  the  production  of  pure 
tones,  that  is,  a  resonator  is  used  to  strengthen  the  fundamental  tone  of 
a  note  without  strengthening  the  upper  partials  which  may  be  present 
at  the  same  time.  If,  however,  the  upper  partials  of  the  natural 
vibrations  of  a  resonator  were  of  the  same  pitch  as  the  upper  partials  of 
the  note,  these  would  be  strengthened  by  the  resonator  as  well  as  the 
fundamental.     Thus,  in  choosing  a  resonator,  it  is  important  that  while 
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it  resounds  to  the  fundamental  it  should  not  resound  to  the  upper 
partials.  We  have  seen  that  in  the  case  of  a  closed  cylindrical  pipe . 
the  frequencies  of  the  upper  partials  are  3,  5,  7,  &c.,  times  the  frequency 
of  the  fundamental,  so  that  if  the  sounding  body,  say  a  fork,  has  partials 
of  any  of  these  frequencies,  these  partials  will  be  strengthened.  In  the 
case  of  resonators  of  the  shape  shown  in  Fig.  274,  the  frequency  of  the 
overtones  is  very  high  compared  to  the  frequency  of  the  fundamental, 
and  so,  if,  as  is  the  case  with  a  fork,  the  upper  partials  which  are  present 
in  any  strength  are  comparatively  low,  the  resonator  will  not  be  able  to 
strengthen  them.  Thus  for  protlucing  a  ^ure  tone  the  resonators  of  the 
form  shown  in  Fig.  274,  rather  than  simple  closed  pipes,  are  to  be  preferred. 
The  periods  of  the  fundamental  tones  of  such  resonators  cannot  usually 
be  calculated,  but  the  following  general  considerations  apply  :  For  a  given 
opening  or  mouthpiece  the  pitch  is  mainly  dependent  on  the  volume  of  the 
enclosed  air,  while  in  the  case  of  resonators  without  necks  the  influence 
of  the  mouth  depends  on  its  area. 

814.  Kundt*s  Experiment— If  a  rod  ab  (Fig.  271)  is  clamped  at  its 
middle  so  that  one  end  projects  into  a  tube  CD,  the  end  of  the  rod  being 
fitted  with  a  light  piston  which  fits  loosely  into  the  tube,  then,  on  causing 
the  rod  to  vibrate  longitudinally,  this  piston  will  vibrate  backwards  and 
forwards  and  will  set  up  vibrations  in  the  air  contained  in  the  tube  CD. 
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The  waves  in  the  air  in  the  tube  will  be  reflected  from  the  end  D  of  the 
tube,  and  the  direct  and  reflected  waves  will  set  up  stationary  vibrations 
in  the  air.  If  we  suppose  that  the  tube  is  closed  at  D,  this  point  will  be 
a  node,  and  there  will  be  a  series  of  nodes  along  the  tube  at  distances 
equal  to  X/2  from  one  another,  where  X  is  the  wave-length,  in  the  gas 
which  fills  the  tube,  of  the  tone  having  a  frequency  equal  to  that  of  the 
rod.  If  the  position  of  the  end  of  the  rod  is  adjusted  so  that  the  piston 
B  is  at  a  loop  of  these  stationary  vibrations,  the  motion  of  the  piston  will 
have  its  maximum  effect  in  increasing  their  amplitude,  and  they  will  be 
so  intense  that  if  a  light  powder,  such  as  lycopodium  or  cork  filings,  be 
strewn  inside  the  tube,  it  will,  by  the  vibration  of  the  air  or  other  gas,  be 
collected  in  very  characteristic  transverse  ridges  at  the  loops.  The 
explanation  of  the  formation  of  these  ridges  is  beyond  the  scope  of  this 
work,  so  we  must  content  ourselves  with  referring  the  reader  who  wishes 
to  pursue  the  subject  to  Rayleigh's  "  Sound,"  vol.  ii.  p.  46.  By  measuring 
the  distance  between  consecutive  loops,  we  obtain  the  value  of  X/2  for  the 
tone  produced  by  the  rod  in  the  gas,  and  this  represents  the  space 
traversed  by  a  sound-wave  in  the  gas  during  the  time  the  rod  makes 
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half  a  vibration.  If  «  is  the  frequency  of  the  rod,  this  will  also  be 
the  frequency  of  the  vibrations  in  the  gas,  so  that  if  v  is  the  velocity  of 
sound  in  the  gas,  we  have  v=^n\  or  v=2nl  where  /  is  the  distance 
between  two  of  the  loops  in  the  tube.  If  the  rod  is  giving  its  fundamental, 
then  the  wave-length  of  the  sound  in  the  rod  is  (§  304)  equal  to  2il,  where 
L  is  the  length  of  the  rod.  Hence  for  the  material  of  which  the  rod 
is  composed  we  have  F=2//Z,  while  for  the  gas  in  the  tube  v=2nL 
Therefore 

Vjv^LjL 

Thus,  by  measuring  the  ratio  of  the  length  of  the  rod  to  the  distance 
between  two  loops,  we  can  calculate  the  ratio  of  the  velocities  of  sound 
in  the  material  of  the  rod  and  in  the  gas.  If  we  know  the  frequency 
n  of  the  rod,  the  velocity  of  sound  in  the  gas  can  be  calculated,  so 
that  by  filling  the  tube  with  various  gases  we  can  obtain  the  velocity  of 
sound  in  these  gases.  Without  knowing  n  we  can,  by  simply  comparing 
the  values  of  the  wave-length,  obtain  the  ratio  of  the  velocities  in  the 
different  gases.  For  if  v  and  v'  are  the  velocities  of  sound  in  two  gases, 
and  X  and  X'  the  wave-lengths  corresponding  to  the  tone  of  frequency  n 
given  by  the  rod,  we  have  v—n\  and  i/^n\\  so  that 

7/_X_/ 

where  /  and  r  are  the  distances  between  consecutive  loops  as  given  by 
the  Kundes  tube. 

In  the  following  table  the  value  of  the  velocity  of  sound  for  some 
gases  at  a  temperature  of  o"  C.  is  given.  (As  has  been  pointed  out  in 
§  286,  the  velocity  is  independent  of  the  pressure.) 

Velocity  of  Sound  in  Gases  at  0°  C. 

Air 330,6  metres  per  sec 

Hydrogen 1286        „  „ 

Oxygen 3^7        »         >, 

Carbon  dioxide ....        262        „  „ 

Coal  gas    .  (about)       490        „         „ 
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CHAPTER  VII 

AUDITION,  COMBINATION  TONES,  CONSONANCE, 
AND    VOCAL  SOUNDS 

815.  Audition. — In  considering  the  subject  of  the  effects  of  sounds 
on  the  ear,  we  shall  deal  exclusively  with  the  physical  side  of  the 
subject,  referring  the  reader  to  books  on  physiology  for  an  account  of 
that  aspect  of  the  subject. 

The  ear  is  not  capable  of  detecting  as  sound  the  presence  of  air- 
waves of  all  frequencies,  but  it  is  only  when  the  frequency  of  such 
waves  falls  between  certain  limits  that  the  ear  is  able  to  distinguish 
their  presence,  and  we  experience  the  sensation  we  call  sound.  These 
limits  are,  however,  neither  of  them  well  defined.  Helmholtz  concluded 
from  his  experiments  that  the  lowest  frequency  which  causes  the  sensa- 
tion of  a  musical  tone  is  about  thirty  vibrations  per  second.  In  forming 
any  such  estimate,  it  is  very  difficult  to  obtain  a  tone  in  which  we  may 
be  quite  certain  no  overtones  are  present ;  for,  if  they  are  present,  what 
is  actually  heard  may  be  the  overtones  and  not  the  fundamental. 

The  upper  limit  of  audibility  is  even  more  uncertain,  for  not  only 
does  it  vary  very  much  with  the  observer,  but  there  is  the  added  diffi- 
culty that  it  is  very  hard  to  determine  the  frequency  of  notes  of  very 
high  pitch.  The  upper  limit  of  audibility  for  normal  ears  appears  to  be 
somewhere  between  10,000  and  20,000  vibrations  per  second.  Estimates 
oi pitch  cannot,  however,  be  made  above  a  frequency  of  about  4000. 

A  closely  related  subject  is  the  amplitude  of  the  sound-waves  in 
air  necessary  for  audition.  As  a  result  of  some  experiments  on  the 
distance  to  which  a  whistle  could  be  heard  when  a  measured  power 
(§  7^)  was  employed  in  maintaining  the  sound,  Rayleigh  came  to  the 
conclusion  that  under  favourable  circumstances  the  ear  is  able  to  detect 
a  sound,  if  the  amplitude  of  the  sound-wave  exceeds  10  ®  cm.^ 

The  direction  from  which  a  sound  comes  can  be  judged  with  con- 
siderable accuracy,  and  although  the  exact  method  by  which  we  are 
able  to  make  this  estimate  of  direction  is  not  knowTi,  there  is  no  doubt 
that  we  are  very  largely  guided  by  the  effect  of  the  sound  on  the  two 
ears  ;  probably  the  slight  difference  of  the  intensity  with  which  the  sound 
reaches  the  two  ears  is  at  the  base  of  all  such  judgments. 

1  Intermittent  sounds  can  be  detected  by  the  ear  when  a  continuous  sound  of  the 
same  amplitude  is  inaudible. 
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816.  Beats. — We  have  seen  in  §  54  that  when  we  combine  two 
S.H.M.'s  of  very  nearly  the  same  frequency,  of  which  the  displacements 
take  place  in  the  same  direction,  the  resultant  motion  is  periodic,  and 
the  amplitude  of  the  motion  undergoes  periodic  variations,  caused  by 
the  displacement  due  to  the  two  motions  sometimes  being  in  the  same 
direction,  and  thus  aiding  each  other,  and  at  other  times  being  in 
opposite  directions,  and  so  opposing  each  other.  In  the  case  of  sound, 
we  may  obtain  a  similar  result,  for  when  two  tones,  whose  frequencies  do 
not  differ  by  more  than  about  sixteen  vibrations  per  second,  are  sounded 
together,  a  periodic  waxing  and  waning  of  the  sound  due  to  the  two 
tones  occurs.  Under  such  circumstances  the  tones  are  said  to  beat 
The  production  of  beats  may  be  illustrated  objectively  by  an  arrange- 
ment similar  to  that  used  to  produce  Lissajous'  figures  (§  301).  The 
two  forks  are  arranged  to  vibrate  in  the  same  plane,  so  that  the  ampli- 
tude of  the  movement  of  the  spot  of  light  on  the  screen  is  equal  to 
the  sum  of  the  amplitudes  due  to  each  fork  separately.  It  will  then  be 
seen  that  at  each  beat  the  spot  of  light  is  drawn  out  into  a  line,  while 

V>AAAA/\AAAAA/WWVAAaaaa/vs^*.-.»^^%aaa/naaAAA/' 
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Fig.  272. 

half-way  between  the  beats  the  spot  appears  round.  By  projecting  the 
spot  of  light  on  a  photographic  plate,  which  is  moved  in  a  direction  at 
right  angles  to  the  plane  of  vibration  of  the  forks,  a  curve  such  as  that 
given  in  Fig.  272  is  obtained,  in  which  the  effect  of  the  beats  is  very 
clearly  shown. 

Let  one  tone  {A)  make  4:  vibrations,  while  the  other  (E)  makes  ;r+ 1. 
If  then  we  start  when  the  two  are  in  the  same  phase,  the  phase  of 
the  tone  B  will  gain  on  that  of  A^  till,  at  the  end  of  x  vibrations  of  ^/, 
B  will  have  made  x^-i  vibrations,  and  so  they  will  again  be  in  the 
same  phase,  and  the  sound  will  be  a  maximum.  Let  the  frequency 
of  the  tone  A  be  nx^  and  hence  that  of  B  n{x-\-\).  Now  from  one 
maximum  of  sound  to  the  next  A  makes  x  vibrations,  so  that  the 
number  of  maxima  in  a  second  will  be  «,  or  there  will  be  n  beats  per 
second.  But  the  difference  between  the  frequencies  of  A  and  B  is 
«(.r  +  i)  -«jr  or  «,  so  that  the  number  of  beats  per  second  is  equal  to  the 
difference  in  the  frequencies  of  the  two  tones. 

Starting  with  two  tones  in  unison,  and  increasing  the  frequency  of 
one  of  them,  beats  will  be  produced  which  are  at  first  slow,  but  increase 
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in  frequency  as  the  difference  in  the  frequencies  of  the  tones  increases. 
After  a  time  the  frequency  of  the  beats  will  be  so  great  that  the  ear 
ceases  to  hear  them  as  such,  and  the  only  sensation  is  one  of  discord. 
While  the  beats  are  still  audible,  the  ear  is  unable  to  distinguish  the 
separate  tones  which  are  producing  the  beats,  but  when  the  beats  cease 
to  be  distinguishable,  then  the  ear  can  detect  the  existence  of  the 
two  separate  tones. 

Koenig  has  advanced  the  theory  that  in  the  case  of  the  beats  pro- 
duced by  pure  tones,  such  as  those  given  by  massive  tuning-forks  when 
lightly  bowed,  there  are  really  two  sets  of  beats.  Thus  suppose  we 
have  a  fork  giving  64  vibrations^  per  second,  this,  according  to  what  we 
have  said  above,  will  give  8  beats  per  second  with  a  fork  of  which  the 
frequency  is  72.  According  to  Koenig  it  is,  however,  possible  to  obtain 
8  beats  per  second,  if  the  second  fork  has  a  frequency  of  120.  In  the 
first  case  we  have  72-64=8,  and  in  the  second  case  64x2-120=8,  so 
that  beats  occur  not  only  where  the  frequencies  of  two  notes  are  nearly 
the  same,  but  also  when  the  frequency  of  the  higher  note  is  nearly 
equal  to  the  frequency  of  the  octave  of  the  fundamental.  Of  course 
the  presence  of  this  superior  series  of  beats  is  explained,  if  we  suppose 
that  the  octave  of  the  lower  tone  is  given  by  the  tuning-fork  as  an 
overtone,  so  that  the  beats  heard  are  really  due  to  the  combination  of 
this  overtone  with  the  higher  fork.  Koenig,  however,  maintains  that 
the  tones  he  uses  are  pure,  that  is,  that  no  overtones  are  present 

Koenig's  two  series  of  beats  are  related  to  the  primary  tones  in  the 
following  manner.  The  frequency  m  of  the  higher  tone  must  lie  . 
between  two  multiples,  a  and  ^,  say,  of  the  frequency  n  of  the  lower 
tone,  where  an  is  less  than  ;//,  and  bn  is  greater  than  m.  Then  the 
two  series  of  beats  which  may  be  produced  are  an  inferior  series,  in 
which  there  are  m  —  an  beats  per  second,  and  a  superior  series,  in  which 
there  are  bn  —  m  beats  per  second.  Thus  if  the  two  tones  had  fre- 
quencies of  40  and  74,  then  a=\  and  b=2,  since  74  lies  between  40 x  i 
and  40x2.  Hence  the  possible  beats  will  be  an  inferior  beat,  of  which 
the  frequency  is  74  -  40  or  34,  and  a  superior  beat,  of  which  the  fre- 
quency is  80  —  74  or  6.  Both  sets  of  beats  are  not,  however,  usually 
audible  at  the  same  time. 

\  317.  Combination  Tones.  — There  are  other  phenomena  besides 
the  beats  or  throbbing  sensation,  which  are  due  to  the  simultaneous 
production  of  two  tones.  For  under  certain  circumstances,  when  two 
tones  are  sounded  simultaneously,  the  ear  is  able  to  detect,  in  addition 
to  the  two  primary  tones,  other  musical  tones,  which  are  due  to  the 
combined  effect  of  the  two  primary  tones.  These  additional  tones  are 
called  combination  tones.  There  are  three  kinds  of  combination  tones, 
namely,  difference  tones,  summation  tones,  and  beat  tones. 

The  difference  tone  is  a  combination  tone  the  frequency  of  which  is 
equal  to  the  difference  in  the  frequencies  of  the  two  primary  tones. 
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Thus  if  the  frequencies  of  the  primary  tones  are  m  and  n,  the  frequency 
of  the  difference  tone  is  ii  -  w.  In  addition  to  this  difference  tone,  which 
is  called  the  difference  tone  of  the  first  order,  this  combination  tone  can 
itself  form  difference  tones  with  either  of  (he  primary  tones,  thus  giving 
rise  to  difference  tones  of  the  second  order,  and  so  on. 

The  summation  tones  are  less  easily  obtained  than  the  above,  and 
have  a  frequency  equal  to  n+m.  Summation  tones  of  a  higher  order 
than  the  first  can  also  be  obtained  by  the  combination  of  the  first  order 
summation  tone  with  one  of  the  primary  tones,  &c. 

When  considering  the  result  of  the  superposition  of  the  effects  of 
two  systems  of  waves  in  air  or  any  other  medium,  we  have  assumed  that 
the  displacement  of  any  particle  due  to  the  two  systems  is  so  small  that 
the  force  tending  to  restore  the  particle  to  its  position  of  rest  is  accu- 
rately proportional  to  the  displacement.  If,  however,  the  wave-systems 
are  so  energetic,  and  the  displacement  of  the  particles  of  the  medium  so 
large  that  this  proportionality  no  longer  holds,  then  von  Helmholtz  has 
shown  that,  in  addition  to  the  two  primary  wave-systems  of  frequency 
m  and  «,  there  will  be  produced  two  secondary  wave-systems  of  which 
the  frequency  will  be  «-/«  and  n+tn.  These  secondary  systems  will 
correspond  to  the  difference  tone  and  summation  tone  respectively. 

The  condition  which  von  Helmholtz  presupposes  is  that  the  two 
primary  tones  cause  the  same  body  or  the  same  portion  of  air  to  vibrate 
very  violently.  In  the  case  when  the  two  tones  are  produced  by  a  syren 
or  by  two  harmonium-reeds,  the  vibrations  produced  in  the  air  are 
apparently  sufficiently  violent  to  cause  the  formation  of  the  combination 
tones,  for  von  Helmholtz  and  also  Prof.  Riicker  have  shown  that  when 
the  two  primary  tones  are  produced  by  these  sources,  the  summation 
and  difference  tones  are  capable  of  causing  a  suitably  tuned  resonator  to 
"  speak."  In  other  cases  the  body  in  which  these  tones  are  produced 
may  be  the  ear  itself,  for  the  series  of  small  bones  and  membranes  which 
convey  the  sound  from  the  outside  drum  to  the  nerve  terminations  form 
an  arrangement  such  that,  when  violently  disturbed,  the  restoring  force 
would  no  longer  be  accurately  proportional  to  the  displacement. 

Koenig  has  shown  that  when  the  beats  produced  by  two  tones  are 
sufficiently  rapid  they  combine  to  form  a  combination  tone,  which  he 
calls  a  beat  tone.  There  will  be  two  series  of  these  beat  tones,  one 
corresponding  to  the  inferior  series  of  beats  of  frequency  n-my  and  the 
other  belonging  to  the  superior  series  having  a  frequency  bm-n.  It 
will  be  seen  that  the  inferior  beat  tone  corresponds  in  frequency  to  the 
difference  tone,  and  Koenig  considers  that  the  difference  tone  is  really  a 
beat  tone,  ue,  is  produced  by  the  beats  having  become  so  rapid  as  to 
form  a  tone.  He  also  maintains  that  if  the  primary  tones  are  really  pure 
the  summation  tone  is  never  heard,  and  that  when  it  is  heard  it  is 
due  to  beat  tones  produced  between  some  of  the  upper  partial s  of  the 
primary  notes. 
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The  whole  subject  of  combination  tones  is  one  of  considerable  diffi- 
culty, and  we  must  content  ourselves  with  the  above  very  meagre 
Tatement  of  some  of  the  more  prominent  facts. 
318.  Oonsonanee  and  Dissonance. —When  dealing  in  §  289  with  the 
musical  scale,  we  referred  to  the  fact  that  some  intervals  are  consonant, 
/>.  produce  an  agreeable  effect  when  the  two  tones  are  sounded  together, 
while  others  are  dissonant,  or  produce  an  unpleasant  effect  on  the  ear. 
We  are  now  in  a  position  to  consider  this  question  rather  more  in  detail. 

The  end  organs  of  the  auditory  nerve  are  situated  on  a  fine  mem- 
brane, called  the  basilar  membrane,  which  is  situated  in  the  internal 
bony  chamber  of  the  inner  ear  (the  cochlea).  According  to  von  Helm- 
holtz's  theory  of  audition,  the  different  threads  of  the  basilar  membrane 
act  as  resonators,  each  thread  responding  to  vibrations  of  a  definite 
frequency,  and  that  as  a  consequence  of  the  vibration  of  these  threads 
the  corresponding  nerve  terminations  are  stimulated,  and  produce  in  the 
brain  the  sensation  which  we  call  sound.  Thus  when  the  disturbance 
produced  by  the  sounding  of  a  musical  note  is  conveyed  to  the  liquid 
which  fills  the  cochlea,  the  threads  which  have  a  natural  period  agreeing 
with  the  period  of  any  simple  tones  which  are  present  in  the  note  will  be 
set  into  vibration.  If  the  sound  consists  of  a  simple  tone,  then  only  one, 
or  at  any  rate  a  very  small  proportion,  of  the  threads  are  set  into 
vibration,  and  the  brain  is  not  able  to  resolve  the  sound  into  any  simpler 
sensation. 

When  two  tones  of  nearly  the  same  pitch  are  sounded  simultaneously, 
then  some  of  the  fibres  will  respond  to  both  tones,  but  the  vibrations 
set  up  will,  on  account  of  the  production  of  beats,  be  intermittent  in 
character.  If  this  intermittence  is  sufficiently  slow,  the  beats  will  be 
heard  as  separate  maxima  of  sound.  If,  however,  the  beats  are  rapid, 
so  that  the  fibres  have  not  time  to  completely  come  to  rest,  or  at  any 
rate  if  there  is  not  time  for  the  nerve  to  recover  completely  between  the 
stimuli,  the  effect  will  be  noticed  as  a  roughness  or  discord.  When,  how- 
ever, the  interval  between  the  tones  is  so  great  that  none  of  the  fibres  are 
set  in  vibration  by  both  tones,  then  the  sense  of  roughness  will  vanish. 

If  we  further  suppose  that  each  thread  may  be  capable  of  vibrating 
in  more  than  one  way,  say  the  overtones  are  the  harmonics  of  the 
fundamental,  so  that  any  given  fibre  would  respond  to  a  tone,  and  its 
octave,  twelfth,  &c.,  we  can  understand  how  it  is  that  the  interval  of  the 
octave  is  so  consonant,  and  it  would  further  explain  why  a  tone  and 
another,  the  frequency  of  which  is  nearly  the  same  as  the  octave  of  the 
first,  produce  discord. 

Starting  with  two  tones  of  the  same  frequency,  and  then  gradually 
increasing  the  frequency  of  one  of  them,  the  number  of  beats  produced 
gradually  increases.  Very  slow  beats  are  not  very  unpleasant,  but  as  the 
frequency  of  the  beats  increases  so  does  the  unpleasantness,  till  for  a 
certain  number  of  beats  per  second  the  discord  is  a  maximum.     If  the 
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number  of  beats  is  still  further  increased,  the  unpleasant  sensation  gradu- 
ally decreases.  The  phenomenon  is  similar  to  that  which  occurs  in  the 
case  of  vision.  If  the  intensity  of  a  light  alters,  that  is,  the  light  flickers, 
the  unpleasant  sensation  produced  first  increases  as  the  frequency  of  the 
flickers  increases,  reaches  a  maximum  and  then  decreases,  and  if  the 
frequency  is  more  than  twenty  per  second  all  sense  of  flicker  is  lost,  and 
the  illumination  appears  continuous.  The  frequencies  of  the  beats  for 
which  the  discord  is  a  maximum,  and  for  which  the  sensation  becomes 
continuous,  vary  with  the  absolute  frequencies  of  the  tones  which  give  the 
beats.  This  can  be  clearly  perceived  by  sounding  the  following  intervals 
on  the  piano,  in  which  the  number  of  beats  per  second  produced  is  the 
same,  but  while  the  first  interval  is  very  discordant,  the  last  is  quite 
concordant. 


Interval. 

Notes. 

Frequencies. 

495,  528 
297,  330 
165,  198 
132,  165 

99,132 
66,99 

Number  of  Beats 
per  Second 

Semitone     .     .     . 

Tone 

Minor  third     .     . 
Major  third      .     . 
Fourth    .... 
Fifth 

C,G 

33 
33 
33 
33 
33 
33 

Mayer,  who  has  examined  this  subject,  gives  the  following  series  of 
values  for  the  frequencies  of  the  beats  when  discord  is  a  maximum  and 
when  the  roughness  vanishes  respectively  : — 


r 

Number  of  Beats  per  Second. 

Frequency  of  Lower 

--  _   -_ 

Tone. 

When  Discord  is  a 

When  Roughness 

Maximum. 

Vanishes. 

64 

6.4 

16 

128 

10.4 

26 

256 

18.8 

47 

384 

24.0 

60 

512 

31.2 

78 

640 

36.0 

90 

768 

43.6 

109 

1024 

54.0 

135 

When  considering  the  accord  or  discord  produced  by  compound 
tones,  such  as  ordinarily  occur  in  music,  the  presence  of  the  upper 
partials  must  be  taken  into  account,  for  although  the  fundamentals  may 
be  in  accord,  the  upper  partials  of  the  notes  may  produce  discord. 

Of  course  the  effects  of  the  upper  partials,  in  giving  dissonance  for 
any  given  musical  interval,  will  depend  on  the  strength  of  the  partials 
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and  on  the  relation  which  their  pitch  bears  to  that  of  the  fundamental, 
so  that  the  source  of  two  musical  notes  has  to  be  taken  into  account  when 
considering  consonance.  For  simplicity  we  shall,  however,  suppose 
that  the  notes  are  such  that  the  partials  consist  of  the  first  seven  har- 
monics of  the  fundamental.  Under  these  circumstances  the  frequencies 
of  the  fundamental  and  the  overtones  are  represented  by  the  numbers 
I,  2,  3,  4,  5,  6,  7,  8. 

In  each  case  we  will  assume  the  tonic  to  have  a  frequency  of  256,  and 
will  then  examine  the  frequencies  of  the  partials  of  this  tonic  and  of  notes 
which  together  with  it  produce  some  of  the  commoner  musical  intervals. 
In  the  first  place,  if  the  interval  is  the  octave,  so  that  the  frequencies  of 
the  two  fundamentals  are  256  and  512,  the  frequencies  of  the  partials  are 
shown  in  the  following  table  : — 


Tonic. 

Octave. 

Fundamental 

256 

512 

1  overtone 

512 

1024 

2        „ 

768 

1536 

3        »» 

1024 

2048 

4 

1280 

2560 

5        „ 

1536 

... 

6        „ 

1792 

7 

2048 

8        „ 

2304 

A  consideration  of  this  table  will  show  that  the  smallest  difference  in 
frequency  (except  unison)  between  two  partials  of  these  two  notes  is  256. 
Hence,  since  for  discord  this  difference  must  be  about  19,  we  see  that  not 
only  the  fundamentals,  but  also  the  upper  partials,  are  consonant.  The 
effect  of  the  second  note  is  to  strengthen  the  even  partials  cf  the  lower 
note. 

The  following  table  contains  the  frequencies  of  the  partials  of  the 
higher  note  for  some  other  intervals,  the  tonic  having,  as  before,  a  fre- 
quency of  256 : — 


Tonic. 

Fifth. 

Fourth. 

Major 
Sixth. 

Major 
Third. 

Minor 
Third. 

Fundamental 

384 

341 

427 

320 

307 

I  overtone 

512 

768 

682 

854 

640 

614 

2           n 

768 

II52 

1023 

I281 

960 

921 

3        »» 

1024 

1536 

1364 

1708 

1280 

1228 

4 

1280 

1920 

1705 

2135 

1600 

1535 

5        ^^ 

1536 

2304 

2046 

2562 

1920 

1842 

6        „ 

1792 

2688 

2387 

2240 

2149 

7        „ 

2048 

... 

... 

... 

2560 

2456 

8        „ 

2304 

• 

... 

... 
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In  the  case  of  the  fifth,  it  will  be  observed  that  the  difference  in  frequency 
between  the  fundamentals  is  128,  while  this  number  also  expresses  the 
smallest  difference  which  occurs  between  any  of  the  particles. 

In  the  fourth,  the  smallest  difference  in  frequency  is  83.  There  is, 
apparently,  a  difference  of  2  between  the  seventh  overtone  of  the  funda- 
mental and  the  fifth  overtone  of  the  higher  note,  but  this  is  because  for 
simplicity  we  have  taken  the  frequency  of  this  note  as  341,  when  it  ought 
to  be  341.3. 

In  the  major  sixth,  the  smallest  difference  is  84. 

In  the  major  third,  the  smallest  difference  is  64. 

In  the  minor  third,  the  smallest  difference  is  50. 

Now  of  the  intervals  considered  above  the  most  consonant  is  the 
fifth,  and  the  consonance  decreases  as  we  pass  to  the  minor  third.  This 
decrease  in  the  consonance  is  accompanied  by  a  decrease  in  the  smallest 
difference  in  frequency  of  the  partials  of  the  two  notes,  so  that  in  the 
case  of  the  minor  third  we  are  approaching  the  limit  (47  beats  per  second) 
at  which  discord  begins. 

Next  let  us  take  a  case  where,  although  the  difference  between  the 
frequencies  of  the  fundamentals  is  greater  than  in  several  of  the  cases 
above,  yet  the  consonance  is  not  so  good,  and  see  whether  we  can 
account  for  this  dissonance  by  the  production  of  beats  between  the  par- 
tials. For  this  purpose  we  may  take  the  notes  g^  and  g^  and  a  slightly 
mistuned  fifth. 


c 

^b 

gt 

,  Mistuned 
i  Fifth. 

Fundamental 

256 

"369" 

400 

i   380 

I  overtone 

512 

738 

800 

760 

2 

768 

1 107 

1200 

1 140 

3 

1024 

1476 

1600 

1520 

4 

1280 

1845 

2000 

1900 

5    » 

1536 

2214 

2400 

2280 

6    „ 

1792 

••• 

... 

... 

7 

2048 

... 

... 

... 

8   „ 

2304 

... 

In  the  case  of  c  and  g^^  the  difference  between  the  fundamentals  is 
113,  and  so  these  tones  will  not  produce  discord.  The  second  overtone 
oi  c  and  the  first  overtone  of^b,  however,  differ  by  30^  and  are  therefore 
dissonant,  and  it  is  to  the  beats  produced  by  these  that  the  dissonance 
of  the  inter\'al  is  due.  In  the  case  of  c  and  g^  the  second  overtone  of  ^ 
and  the  first  overtone  of  ^|f  differ  in  frequency  by  32,  while  the  sixth 
overtone  of  c  and  the  fourth  overtone  of  g^  differ  by  48,  and  the  dis- 
sonance of  the  interval  is  thus  accounted  for.  In  the  untrue  fifth  there 
will  be  eight  beats  per  second  between  the  second  overtone  of  the  lower 
note  and  the  first  overtone  of  the  higher,  sixteen  per  second  between  the 
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fifth  overtone  of  the  lower  and  the  third  overtone  of  the  higher,  and 
twenty-four  between  the  eighth  overtone  of  the  lower  and  the  fifth  of  the 
higher.  Hence  it  will  be  seen  why  it  is  that  an  untrue  fifth  is  dissonant, 
and  how  the  ear  is  able  to  detect  want  of  correctness  in  such  an  interval. 

We  may  in  the  same  manner  examine  the  other  intervals,  but  this 
task  is  left  to  the  reader. 

Since,  when  an  interval  is  untrue,  those  partials  of  the  two  notes 
which,  if  the  interval  were  true,  ought  to  be  in  unison,  will  be  in  a  con- 
dition for  producing  beats,  it  follows  that  the  greater  the  number  of 
common  partials,  and  the  stronger  these  partials  are,  the  greater  will  be 
the  discord  produced  by  mistuning  the  interval,  and  so  the  greater  the 
accuracy  with  which  the  ear  can  adjust  such  an  interval.  In  the  case  of 
the  perfectly  consonant  interval,  the  octave,  all  the  partials  of  the  higher 
note  are  in  unison  with  partials  of  the  lower.  In  the  fifth,  the  alternate 
overtones  (i,  3,  5,  &c.)  of  the  higher  note  are  in  unison  with  partials  of 
the  lower.  In  the  fourth,  every  second  overtone  (2,  5,  &c.)  of  the  higher 
are  in  unison  with  partials  of  the  lower.  In  the  major  sixth,  major  third, 
and  minor  third,  one  overtone  of  the  higher  is  in  each  case  in  unison  with 
one  partial  of  the  lower,  but  as  the  consonance  decreases,'  it  is  a  higher 
and  higher,  and  therefore  less  important  partial  that  is  in  unison.  Thus 
an  interval  is  more  consonant  the  greater  the  number,  and  more  import- 
ant, that  is,  the  lower,  the  partials  which  are  common  to  the  two  notes. 

When,  instead  of  compound  tones,  simple  tones  are  employed,  the 
above  explanation  does  not  account  for  the  fact  that  while  a  true  octave 
or  fifth  is  consonant,  an  untrue,  that  is,  slightly  mistuned,  octave  or  fifth 
is  dissonant.  It  is  to  be  noted  that  with  pure  tones  the  accuracy  with 
which  the  ear  is  able  to  detect  an  untrue  interval  is  very  considerably  less 
than  with  compound  tones,  so  that  the  explanation  given  above  is  to  this 
extent  supported.  Helmholtz  has  explained  the  dissonance  of  simple 
tones  as  being  due  to  the  beats  produced  by  combination  tones.  Thus, 
suppose  we  have  an  untrue  octave,  the  frequency  of  the  tones  being  256 
and  515.  The  number  of  beats  is  259,  and  therefore  cannot  produce  the 
discord  which  is  heard.  These  two  tones  will  produce  a  difference  lone, 
of  which  the  frequency  is  515-256  or  259,  and  this  tone  will  give  three 
beats  per  second  with  the  tone  256.  It  is  to  these  beats  that  Helmholtz 
attributes  our  power  of  distinguishing  the  untrue  interval.  In  the  same 
way,  suppose  we  have  an  untrue  fifth,  the  frequencies  being  256  and  380. 
The  first  difference  tone  has  a  frequency  of  380-256  or  124,  and  will  not 
produce  a  discord  with  either  primary.  A  secondary  difference  tone  will 
be  produced  between  the  first  difference  tone  and  the  lower  primary  of 
frequency  256  -  124  or  132,  and  this  secondary  difference  tone  will  produce 
eight  beats  per  second  with  the  first  difference  tone,  hence  the  discord. 

819.  Timbre* — The  quality  or  timbre  of  the  notes  given  by  different 
instruments  is  produced  by  the  overtones  which  accompany  the  funda- 
mental.    In  general  those  notes  in  which  the  fundamental  is  relatively 
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strong,  the  overtones  being  few  and  feeble,  are  of  a  mellow  character. 
On  the  other  hand,  notes  in  which  the  overtones  are  numerous  and 
strong  are  harsher,  and  have  a  so-called  metallic  sound. 

In  dealing  with  the  effects  of  the  overtones  on  the  timbre  of  a  note, 
there  are  three  points  to  be  considered:  (i)  the  relative  frequencies  of 
the  partials,  (2)  their  relative  intensities,  and  (3)  the  relations  that  exist 
between  the  phases  of  the  partials. 

That  the  first  two  of  these  conditions  will  have  an  important  bearing 
on  timbre  is  evident  from  a  consideration  of  the  curves  given  in  Fig.  273, 


ia) 


(c) 


m  blFFERENdE  OF  PHASE. 


(b) 


(d) 


DIFFERENCE   OF  PHASE  90* 

Fig.  273. 

{a)  and  (r),  which  represent  the  resultant  curves  obtained  by  the  combi- 
nation of  sine  curves  which  are  all  harmonics  of  the  same  curve,  but  in 
which  the  harmonics  present  are  different.  In  the  case  of  a  note  in 
which  the  corresponding  partials  are  present,  we  can  easily  see  that  the 
timbre  may  be  very  different  in  the  two  cases. 

£^^^  In  order  to  determine  what  partials  were  present  in 

^^^^^^      any  given  note,  Helmholtz  used  a  series  of  resonators, 

^^^^^^^^   each  of  the  form  shown  in  Fig.  274.     The  open  end  a  of 

^H|^B  ^^  the  resonator  is  turned  towards  the  source  of  sound, 

^^^^^^^H  while  the  other  and  smaller  opening,  ^,  is  connected  to 

^^^fe^^^^v  the  ear  by  means  of  an  india-nibber  tube.     If  the  given 

^^^^^Hj^    note  contains  a  partial  which  corresponds  in  pitch  to 

^^^9r  ^^^  natural  pitch  of  the  resonator,  then  this  partial  will 

W  cause  the  resonator  to  "  speak." 

Koenig  has  devised  the  form  of  resonator  shown  in 
Fig.  275,  in  which  the  volume  of  the  enclosed  air  can 
be  altered,  and  thus  the  pitch  of  the  note  to  which  the 
resonator  responds  also  altered - 


Fig.  274. 

{From  Canoe's 
"PAysics.") 
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Fig.  275. 

{From  Gnnofs  "Physics.") 


Instead  of  using  the  ear  to  detect  whether  a  resonator  responds 
to  a  given  note,  use  may  be  made  of  a  manometric  flame,  the  capsule 
of  which  is  connected  with  the  inside  of  the  resonator.  On  this 
principle  Koenig  has  constructed  the  instrument 
shown  in  Fig.  276.  A  series  of  resonators  are 
tuned  so  as  to  respond  to  a  given  tone  and  to 
its  harmonics,  each  resonator  being  connected 
by  means  of  a  tube  with  a  manometric  capsule. 
When  a  note,  of  which  the  fundamental  agrees 
in  pitch  with  the  pitch  of  the  lowest  resonator,  is 
sounded  near  this  instrument  all  the  resonators 
which  agree  in  pitch  with  the  partials  that  are 
present  will  respond,  and  the  corresponding 
flames  will  be  affected,  which  effect  can  be  ob- 
served by  looking  at  the  flames  in  a  rotating 
mirror.  When  an  open  organ  -  pipe,  of  which 
the  fundamental  corresponds  to  the  lowest  reso- 
nator, is  sounded  gently  the  fundamental  is  the 
only  resonator  that  responds.  If,  however,  the 
pipe  is  sounded  more  strongly,  the  resonators 
corresponding  to  the  flrst  five  harmonics  re- 
spond, the  response  of  the  third  harmonic  being 
stronger  than  that  of  the  second.  If  a  closed  pipe  of  the  same  pitch  is 
sounded  strongly,  then  the  even  harmonics  are  all  absent,  as  we  should 
expect  from  the  discussion  given  in  §  306.  The  third  harmonic  is  fairly 
strong,  while  the  fifth  is  only  feeble. 

In  the  case  of  the  note  given  by  a  bowed  violin-string,  the  first  seven 
harmonics  are  present,  and  it  is  owing  to  the  presence  of  this  large 
number  of  partials  that  the  violin  owes  the  piercing  character  of  its 
notes.  In  the  case  of  the  piano,  the  partials  i,  2,  3  are  fairly  strong, 
while  the  partials  4,  5,  6  are  more  feeble,  while  the  position  at  which  the 
strings  are  struck  is  so  chosen  that  the  seventh  partial  is  absent.  The 
reason  for  this  is  that  the  seventh  partial,  when  present,  forms  a  dis- 
sonance with  the  sixth  and  eighth. 

The  frequency  of  the  sixth,  seventh,  and  eighth  partials  being  6//,  7/z, 
and  8//,  where  n  is  the  frequency  of  the  fundamental,  the  interval  between 
the  6th  and  7th  is  6/7,  and  that  between  the  7th  and  8th  is  7/8.  Now 
neither  of  these  intervals  is  consonant.  If,  however,  the  7th  partial  is 
absent,  the  interval  between  the  6th  and  8th  is  3/4  (a  fourth),  and  this  is 
consonant  Hence  when  the  7th  partial  is  wanting,  all  the  partials  up  to 
and  including  the  8th  are  consonant.  Although  the  8th  and  9th  are 
dissonant,  yet  since  the  loudness  of  a  partial  decreases  rapidly  with  the 
order  of  the  partial,  the  dissonance  produced  by  the  6th  and  the  higher 
partials  is  practically  negligable. 

The  partials  of  an  organ-pipe  have  been  investigated  by  Raps  in 
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another  way.  Two  rays  of  light  are  caused  to  form  interference  bands 
(§  378)»  ^"^^  while  one  ray  passes  altogether  through  the  external  air,  the 
other  passes  through  the  air  situated  at  the  node  of  an  organ-pipe.  The 
alternate  condensations  and  rarefactions  cause  the  density  of  the  air  to 
alter,  and  hence  the  velocity  of  light  passing  through  the  air  varies  in  the 
same  way.     The  result  is  that  when  the  pipe  is  sounded  the  interference 


Fig.  276. 


bands  vibrate  backwards  and  forwards  in  the  same  period  as  the  changes 
of  density  of  the  air  in  the  pipe.  If  then  the  bands  are  received  on  a 
rotating  drum  covered  with  photographic  paper,  a  wavy  line  will  be  pro- 
duced, and  from  the  character  of  this  line  the  nature  of  the  vibrations 
of  the  air  in  the  pipe  can  be  seen.  A  series  of  traces  obtained  in  this 
way  from  an  open  pipe  blown  with  gradually  increasing  wind  pressure  is 
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given  in  Fig.  277.  It  will  be  noticed  how 
first  absent,  gradually  increases  in  inten- 
sity as  the  wind  pressure  is  increased. 

Not  only  did  Helmholtz  perform  the 
analysis  of  compound  notes  into  their 
simple  partial  tones,  but  he  also  performed 
the  inverse  operation,  namely,  building  up 
a  note  of  a  given  timbre  by  the  combina- 
tion of  a  number  of  simple  tones,  that  is, 
he  performed  the  synthesis  of  a  given 
note.  The  apparatus  he  used  is  shown  in 
Fig.  278,  and  consisted  of  ten  tuning-forks 
which  were  tuned  so  as  to  give  a  funda- 
mental of  256  vibrations  per  second  and 
its  first  nine  harmonics.  Each  of  these 
forks  is  arranged  in  front  of  a  resonator 
tuned  to  unison  with  it.  An  eleventh  fork, 
K,  is  maintained  in  vibration  electrically, 
and  is  so  arranged  that  it  makes  and 
breaks  an  electric  circuit  once  in  each 
vibration.  Each  of  the  other  forks  is  pro- 
vided with  an  electro  -  magnet  through 
which  the  intermittent  current  produced 


443 
the«first  overtone,  which  is  at 

I 


4^^^ 


>vv<vv^^^m^^^ 


^M^f^J^JM^f^p 


Fig.  277. 
by  the  fork  K  is  sent.     The 


Fig.  278. 

{From  Ganofs  "Physics") 


result  is  that,  in  the  case  of  fork  number  i,  the  fork  is  acted  upon  by 
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a  periodic  force  which  recurs  regularly  after  i,  2,  3,  &c.,  complete  vibra- 
tions, and  thus  keeps  the  fork  in  vibration.  Fork  number  2,  in  the  same 
way,  receives  an  impulse  every  other  vibration,  and  so  on.  Each  of  the 
resonators  is  fitted  with  a  clapper  worked  by  a  string  attached  to  a  key- 
board, by  means  of  which  the  mouth  of  the  resonator  can  be  closed. 
When  the  mouth  of  the  resonator  is  closed,  so  that  it  cannot  reinforce 
the  sound  of  the  fork,  the  sound  emitted  by  the  latter  is  of  so  feeble 
intensity,  compared  to  the  sound  emitted  when  the  resonator  is  in  action, 
that  it  may  practically  be  neglected.  Thus  the  compound  note  heard 
corresponds  to  the  note  produced  by  the  coexistence  of  the  tones  given 
out  by  the  forks,  the  resonators  of  which  have  been  uncovered  by  depres- 
sing the  corresponding  keys.    Since  the  intensity  with  which  a  resonator 


Fig.  279. 


sounds  depends  on  the  extent  to  which  the  opening  has  been  uncovered, 
the  intensity  of  the  different  partials  can  be  altered  at  will. 

Koenig  has  also  performed  the  synthesis  of  musical  notes,  by  cutting 
out  the  curve  obtained  as  in  Fig.  273,  by  compounding  the  sine  curves 
corresponding  to  the  different  harmonics,  taken  with  their  proper  relative 
amplitudes,  round  the  edge  of  a  metal  cylinder,  such  as  that  shown  in 
Fig.  279.  If  a  jet  of  air  from  a  narrow  slit  B  be  directed  on  such  a 
toothed  wheel,  then  the  passage  of  the  air  will  vary  according  to  the 
amount  the  metal  is  cut  away,  and  by  rotating  the  wheel  a  note  will  be 
produced.  With  this  instrument,  called  a  wave-syren,  Koenig  was  able 
to  reproduce  the  characteristic  timbre  of  some  musical  notes. 

The  timbre  obtained  also  varies  when,  the  number  and  amplitude  of 
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the  partials  being  kept  the  same,  the  phase  relations  between  these 
partials  are  changed  in  the  manner  exhibited  in  Fig.  273.  In  the  curves 
\a)  and  {c)  the  phases  of  all  the  partials  are  the  same,  that  is,  when  the 
fundamental  curve  is  passing  through  the  axis  of  X  from  the  negative  to 
the  positive  side,  that  is,  when  its  phase  ig  0°,  all  the  curves  correspond- 
ing to  the  other  partials  are  also  passing  through  the  axis  of  X  from  the 
negative  to  the  positive  side,  so  that  their  phases  are  also  o*.  In  the 
curves  {b)  and  (//),  when  the  phase  of  the  fundamental  is  o",  that  of  the 
partial  next  above  it  is  90"  behind,  so  that  this  curve  is  at  its  maximum 
below  the  axis  of  X,  while  the  phase  of  the  next  partial  is  90**  behind  this, 
and  so  on. 

Hence  Koenig  concludes  that,  contrary  to  the  results  obtained  by  von 
Helmholtz,  the  relative  phase  of  the  partials  has  some  influence  on  the 
timbre  of  the  note. 

820.  Produetion  of  Vocal  Sounds.— The  actual  organ  concerned 
in  the  production  of  the  vibrations  that  constitute  a  vocal  sound  are  two 
membranes,  called  the  vocal  cords.  These  membranes  are  stretched 
between  a  series  of  cartilaginous  structures,  to  which  are  attached  a 
series  of  muscles,  by  means  of  which  the  tension  of  the  membranes  can 
be  altered.  The  vocal  cords  are  stretched  across  the  opening  of  the 
trachea,  which  is  a  tube  leading  to  the  lungs,  and  it  is  to  the  vibrations 
caused  in  the  cords  when  air  is  forced  between  them  that  vocal  sounds 
are  due.  The  vocal  cords  in  men  are  thicker  than  in  women  and  children, 
•so  that  they  vibrate  more  slowly,  and  hence  produce  lower  notes. 

The  sounds  produced  by  the  vocal  cords  are  much  modified  by  the 
effect  of  the  mouth,  which  acts  as  a  resonator  of  variable  shape  and 
volume.  The  mouth  cavity  may,  however,  not  only  act  the  part  of  a 
resonator  in  the  sense  we  have  already  used  the  term,  but  it  may  also 
modify  the  note  produced  by  the  vocal  cords,  even  when  it  is  not  truly 
in  resonance  with  any  of  the  lower  partials  of  the  note.  That  such  an 
effect  can  be  produced  is  shown  by  an  experiment  of  Koenig's,  in  which 
a  syren  was  surmounted  by  a  pipe,  and  the  note  produced  was  examined 
by  a  manometric  flame,  while  the  ratio  between  the  natural  periods  of 
the  syren  and  pipe  was  altered.  It  was  thus  found  that  the  characteristic 
of  the  partials  present  in  the  resultant  note  underwent  marked  changes 
due  to  the  effect  of  the  resonator,  these  being  very  much  more  marked 
when  the  natural  period  of  the  resonator  coincided  with  that  of  one  of 
the  partials  of  the  note  given  by  the  syren. 

Articulate  speech  is  composed  of  a  number  of  characteristic  sounds 
called  vowels,  of  which  there  exist  almost  an  infinite  number  of  different 
kinds,  the  characteristic  being  that  a  vowel  sound  can  be  indefinitely 
sustained  without  losing  its  characteristic.  In  addition  to  the  vowel 
sounds,  there  are  other  sounds  called  consonants,  which  are  not  per- 
sistent sounds,  being  practically  only  different  ways  of  commencing  and 
ending  a  vowel  syund. 
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The  question  as  to  what  it  is  that  gives  its  character  to  a  vowel 
sound  is  a  subject  about  which  there  has  been,  and  is  still,  much 
difference  of  opinion. 

Helmholtz,  who  investigated  this  question,  found  that  when  the  mouth 
is  adjusted  for  sounding  any  given  vowel,  the  cavity  of  the  mouth 
always  resounds  to  the  same  tone,  and  that  the  frequency  of  the  tone 
depends  only  on  the  vowel,  and  not  on  the  age  or  sex  of  the  speaker. 
He  was  hence  led  to  the  conclusion  that  every  vowel  sound  is  charac- 
terised by  the  pitch  of  the  tone  (or  tones)  to  which  the  mouth  is  adjusted. 
In  this  way  he  found  the  following  characteristic  tones  for  some  of  the 
vowels  : — 

Vowel  Characteristics. 


Vowel. 

Characteristic  Tone. 

//  as  in  r//de  .... 

/ 

frequency  176 

ou 

/' 

352 

0  as  m  m<7re . 

b\ 

»          476 

ah 

b"\> 

932 

a  as  in  father 

d'"* 

1188 

e  as  in  th^?re  . 

^"'and/'     1            „          1980,352     1 

i  as  in  machme 

1     ^""and/    1  .      „          2376,  176 

The  difficulty  then  arises  as  to  how  it  is  that  we  can  recognise  the 
character  of  a  vowel  sound  when  it  is  sung  on  very  different  pitches. 
This  difficulty  may  in  measure  be  met  by  supposing  that  in  general  one 
of  the  upper  partials  of  the  note  produced  by  the  vocal  cords  is  suffi- 
ciently near  to  the  characteristic  tone  of  the  vowel  to  cause  the  mouth 
cavity  to  resound,  and  it  is  the  strengthening  of  this  partial  by  resonance 
which  gives  the  characteristic  vowel  sound,  although  the  great  bulk  of 
the  sound  produced  may  be  of  a  different  pitch. 

By  means  of  a  system  of  resonators,  Helmholtz  was  able  to  detect  the 
presence  of  other  partials  which  characterised  the  vowel  sounds,  and 
then,  using  his  apparatus  for  the  synthesis  of  notes,  he  was  able  to 
reproduce  some  of  the  vowel  sounds  with  some  degree  of  success. 

More  recent  observations  of  the  form  of  the  trace  in  the  phonograph, 
however,  seem  to  indicate  that  the  subject  is  more  complicated  than 
Helmholtz's  work  would  lead  us  to  suppose,  and  that  when  a  vowel 
sound  is  sung  on  different  notes,  one  of  the  partials  of  the  note  is 
reinforced,  and  that  the  frequency  of  the  partial  thus  reinforced  oscillates 
between  certain  limits.  Hence  the  characteristic  tone  of  a  vowel  is  not 
of  perfectly  fixed  pitch,  but  changes,  within  certain  limits,  in  such  a  way 
as  always  to  be  one  of  the  partials  of  the  note  on  which  the  vowel  is 
sung. 

S21.  The  PhonogFaph.~There  have  been  numerous  attempts  to 
artificially  reproduce  human  speech,  and  of  these  the  only  one  which  has 
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been  completely  successful  is  that  made  by  Edison.  The  latest  fonn  of 
Edison's  Phonograph  consists  of  a  wax  cylinder,  on  which  a  small  stylus 
with  a  sharp  cuttii^  edge  records  the  vibrations  caused  in  a  thin  glass 
diaphragm  by  the  sound-waves  which  are  incident  on. the  diaphragm. 
The  vibrations  of  the  diaphragm  cause  the  stylus  to  cut  a  groove  in  the 
wax  of  variable  depth,  and  this  groove  forms  a  permanent  record  of  the 
vibrations  of  the  diaphragm.  In  order  to  reproduce  the  sounds,  the 
cutting  stylus  is  replaced  by  a  round  pointed  one,  and  this  stylus  is 
caused  to  pass  along  the  groove  made  by  the  cutting  stylus.  In  this 
way  the  rounded  stylus  is  caused  to  vibrate  in  exactly  the  same  way  as 
did  the  recording  one,  and  since  it  communicates  its  motion  to  the  glass 
diaphragm,  this  latter  also  is  caused  to  vibrate  in  the  same  manner  as  it 
did  under  the  influence  of  the  incident  sound-waves.  The  diaphragm 
communicates  its  motion  to  the  air,  and  thus  the  sounds  are  repro- 
duced. 

The  character  of  the  trace  made  on  the  wax  cylinder  has  been 
examined  by  Hermann,  by  attaching  a  mirror  to  the  recording  stylus 
and  reflecting  a  ray  of  light  from  this  mirror  on  to  a  screen.  Under 
these  circumstances  the  movements  of  the  spot  of  light  will  show  the 
form  of  the  trace  made  by  the  recording  stylus  on  the  wax  cylinder. 
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LIGHT 

CHAPTER  I 
RECTILINEA  R  PROP  A  GA  TION^REFLECTION 

822.  Scope  of  the  Subject.— The  word  light  is  used  both  in  a 
subjective  and  an  objective  sense.  Thus  when  our  eye  is  subjected  to 
certain  conditions,  we  experience  a  sensation  which  we  call  light,  while 
the  physical  cause  of  this  sensation  is  also  called  light.  In  our  examina- 
tion of  the  phenomena  we  shall,  however,  find  that  bodies  which  emit 
that  form  of  radiation  which  produces  the  sensation  of  light,  in  general, 
also  emit  other  forms  of  radiation  which,  while  physically  of  the  same 
nature  as  light,  yet  do  not  produce  the  sensation  of  light.  Thus  the 
flame  of  a  Bunsen  burner  is  almost  invisible,  still,  if  we  hold  our  hand  or 
a  thermometer  near  the  flame,  we  find  that  heat  energy  is  being  radiated 
out  all  the  time.  By  introducing  a  piece  of  fine  platinum  wire  into  the 
flame,  the  wire  will  be  raised  to  a  white  heat,  and  will  produce  light 
radiation.  The  flame  still  continues  to  produce  radiant  heat,  but  now, 
in  addition,  some  radiation  is  also  produced,  which  can  be  recognised  by 
our  eye.  Thus  while  visible  radiant  energy  will  be  called  light,  we  shall 
in  this  portion  of  the  book  also  examine  the  phenomena  due  to  invisible 
radiant  energy,  which  is  physically  of  the  same  nature  as  the  light  radia- 
tion, but  for  the  recognition  of  which  we  have  no  special  sense  organ. 

828.  Rays— Geometrical  Optics— Physical  Optics.— We  shall  see 
that  in  an  isotropic  medium  light  is  propagated  in  straight  lines,  and  is 
due  to  a  wave-motion.  A  line  drawn  so  as  to  represent  the  direction  of 
propagation  of  the  light  proceeding  from  a  luminous  body  is  called  a  ray.* 

Starting  from  the  observed  fact  that  light  travels  in  straight  lines,  and 
the  laws  of  reflection  and  refraction,  it  is  possible  to  deduce  a  number  of 
interesting  results  which  have  a  direct  bearing  on  optical  phenomena  by 
mere  mathematical  or  geometrical  methods.    The  subject  of  light  con- 

1  The  word  ray  is  also  used  to  signify  "  kind  of  radiation."  Thus  we  speak  of  heat 
rays,  red  rays,  blue  rays,  &c.,  meaning  radiant  heat  and  radiation  which  produces 
the  sensation  of  red,  blue,  &c. 

448 


Digitized  by 


Google 


§324] 


Shadows 


449 


sidered  in  this  way  is  generally  called  Geometrical  Optics.  In  geometrical 
optics  no  inquiry  is  made  as  to  the  nature  or  cause  of  light,  neither  is 
any  explanation  forthcoming  of  the  rectilinear  propagation  of  light. 
These  matters  come  within  the  scope  of  another  branch  of  the  subject, 
called  Physical  Optics.  In  the  following  pages  we  shall  commence  by 
using  the  methods  of  geometrical  optics.  Having  in  this  way  obtained 
a  certain  familiarity  with  some  of  the  simpler  phenomena,  we  shall  then 
be  in  a  position  to  consider  the  physical  nature  of  these  phenomena, 

S24u  Reetilinear  Propagation  of  Light— Shadows.— The  fact 
that  under  ordinary  circumstances  light  is  propagated  in  straight  lines  is 
taken  for  granted  by  every  one  in  common  life,  for  we  always  assume 
that  a  body  exists  in  the  direction  of  the  rays  of  light  which  enter  our 
eye.  The  simplest  proof  of  the  rectilinear  propagation  is  afforded  by  the 
formation  of  shadows,  for  it  is  found  that  the  edge  of  the  shadow  of  a 
body  formed  by  a  point  source  of  light,  such  as  a  pin-hole  in  a  dark 


Fig.  s8o. 


shutter,  the  edge  of  the  object  and  the  source  of  light  are  all  in  a 
straight  line. 

In  order  to  find  the  form  of  the  shadow  cast  by  a  point  source,  we 
have  only  to  draw  a  number  of  straight  lines  from  the  source,  so  that  they 
all  touch  the  edge  of  the  object.  Where  these  lines  meet  the  screen 
will  be  points  on  the  edge  of  the  shadow.  If  the  source  of  light  has 
an  appreciable  magnitude,  however,  we  do  not  get  a  simple  shadow  of 
uniform  blackness  with  a  sharp  outline.  Let  AB  (Fig.  280)  be  a  luminous 
object,  say  the  sun,  and  CD  the  body  that  casts  the  shadow,  say  the 
moon.  Then  if  we  consider  a  point,  A,  of  the  luminous  body,  the  shadow 
cast  by  this  point  on  a  screen  at  ef  would  be  at  hk.  In  the  same  way 
the  shadow  cast  by  the  point  B  would  be  Gi.  All  intermediate  points 
would  cast  shadows  situated  between  G  and  K.  It  will  thus  be  seen  that 
HI  will  be  the  only  part  of  the  screen  which  is  completely  in  shadow, 
i.e.  screened  from  the  whole  of  the  luminous  object.  This  part  of  the 
shadow  is  therefore  called  the  umbra.  The  rest  of  the  shadow  is  not 
completely  dark,  but  gets  darker  and  darker  from  the  outside  to  the 
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edge  of  the  umbra.  This  part  of  the  shadow  is  called  the  penumbra. 
In  the  case  of  the  moon  and  earth,  it  is  only  when  the  earth  enters 
within  the  cone  CMD  that  a  total  eclipse  takes  place ;  when  it  enters 
within  the  penumbra  the  eclipse  is  only  partial,  since  from  any  point 
within  the  penumbra  straight  lines  can  be  drawn  touching  the  object, 
which  will  intersect  the  source  of  light,  and  so  part  of  the  source  will  be 
visible  from  any  such  point. 

826.  The  Pin-hole  Camera.— The  working  of  the  pin-hole  camera 
depends  on  the  rectilinear  propagation  of  light.  If  a  small  hole  is  made 
in  an  opaque  screen,  and  a  luminous  object  is  placed  on  one  side,  and  a 
white  screen  on  the  other,  an  inverted  image  of  the  luminous  object 
will  be  formed  on  the  screen.  Each  luminous  point  of  the  object  A  and  B 
(Fig.  281)  will  form  a  small  round  patch  of  light  on  the  screen  ;  and  if 
the  hole  is  so  small  that  these  patches  of  light  do  not  very  much  bverlap, 
they  will  build  up  an  image  of  the  object,  which,  as  is  shown  in  the 
figure,  is  inverted.     It  is  important  to  note  that  the  image  will  be  formed, 


Fig.  s8i. 


whatever  may  be  the  relative  distance  of  the  object  and  screen  from 
the  pin-hole,  so  that  in  this  particular  we  have  an  important  difference 
between  the  image  formed  in  this  way  and  that  produced  by  a  lens  or 
mirror  (§§  337, 338).  If  a  second  pin-hole  were  made  near  the  first,  say  at 
P,  a  second  image  would  be  produced,  which  would  partly  overlap  the  first 
image.  In  the  same  way,  if  a  number  of  holes  were  made  surrounding  o, 
instead  of  a  definite  image  we  should  simply  have  a  blur  produced  by 
the  partial  superposition  of  all  the  images.  This  explains  why  it  is  that 
It  is  only  when  the  pin-hole  is  small  that  any  sharp  image  is  obtained,  for 
a  large  hole  is  the  equivalent  of  a  number  of  pin-holes  close  together. 

826.  Assumptions  as  to  the  Nature  of  Light.— We  shall  in  a 
subsequent  section  describe  experiments  to  prove  that  light  travels  with 
a  finite  velocity,  and  others  which  show  that  it  is  of  the  nature  of  a  wave- 
motion.  Since,  however,  for  the  full  grasping  of  these  experiments  a 
knowledge  of  the  laws  of  reflection  and  refraction  and  of  the  elementary 
properties  of  mirrors  and  lenses  is  required,  the  description  of  them  is  for 
the  present  postponed.    We  shall,  nevertheless,  in  the  following  sections 
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assume  that  light  consists  of  a  wave-motion,  and  that  the  velocity  with 
which  the  light  waves  move  is  different  in  difTerent  media,  and  on  these 
assumptions  we  shall  construct  explanations  of  the  simple  phenomena 
of  reflection  and  refraction.  Thus  when  considering  the  properties  of 
mirrors  and  lenses  we  shall  not  only  use  the  method  of  the  older 
geometrical  optics,  namely,  the  method  of  rays,  but  in  addition  we  shall 
sometimes  take  as  our  starting-point  the  wave-front  (§  272)  at  any  given 
instant,  and  then  by  Huyghens's  construction  (§  273)  we  shall  trace  out  the 
form  of  the  wave-front  at  subsequent  times.  These  two  methods  of 
viewing  the  phenomena  are  essentially  the  same,  for  the  rays  are  every- 
where at  right  angles  to  the  corresponding  wave-fronts ;  but  it  is  never- 
theless of  use  when  employing  the  method  of  rays  to  have  in  our  mind's 
eye  the  corresponding  wave-fronts. 

\  827.  CuFVature  of  a  Surface.— If  we  have  a  disturbance  produced 
at  a  point  within  an  isotropic  medium,  the  wave-fronts  will  be  spheres 
with  the  point  as  centre.  If,  however,  the  medium  is  not  isotropic,  the 
form  of  the  wave-fronts  will  in  general  be  different.  In  the  following 
pages  we  shall  almost  exclusively  deal  with  spherical  or  plane  wave- 
fronts.  If  we  have  a  surface  which  is  not  a  sphere,  and  at  any  point 
on  this  sur&ce  draw  a  sphere  touching  this  surfece,  then  for  parts  of  the 
surface  in  the  immediate  neighbourhood  of  this  point  we  may  suppose  the 
surface  replaced  by  that  of  the  sphere.  In  the  same  way  we  can  draw  a 
circle  to  touch  any  plane  curve,  and  for  points  near  the  point  of  contact 
the  circle  will  coincide  with  the  curve. 

Let  AB  (Fig.  282)  be  a  portion  of  a  curve,  and  at  the  points  A  and  B 
draw  two  tangents  to  the  curve.  Now 
at  the  point  A  the  direction  of  the  curve 
is  that  of  the  tangent  aT|,  while  at  B 
the  direction  of  the  curve  is  BTg.  Hence, 
when  we  pass  from  A  to  B  the  direction 
of  the  curve  changes  by  an  angle 
ADTj  or  Q.  Let  the  length  of  the  curve 
between  A  and  B  be  s,  then  the  rate 
of  change  in  direction  with  distance 
measured  along  the  curve  is  ^/s,  and 
this  is  called  the  curvature  of  the 
curve  between  A  and  B.     If  the  curve  pj^  ^g^ 

is  a  circle  with  its  centre  at  c,  the 

angle  acb  is  equal  to  the  angle  TjDTg,  for  the  radii  are  at  right  angles  to 
the  tangents.  Let  r  be  the  radius  of  the  circle,  then  the  length  of  the  arc 
ab  is  rB  (§  14).     Hence  the  curvature  of  the  circle  is — 

e\re  or  i/r. 

Thus  the  curvature  of  a  circle  is  numerically  equal  to  the  reciprocal  of 
the  radius. 
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In  the  case  of  any  other  curve,  if  the  tangent  circle  is  drawn  at  any 
point  the  curvature  of  this  circle  is  the  reciprocal  of  the  radius,  and  as  the 
circle  coincides  with  the  curve  at  the  given  point,  this  also  measures  the 
curvature  of  the  curve  in  the  immediate  neighbourhood  of  this  point. 

When  in  the  place  of  plane  curves  we  are  dealing  with  surfaces,  the 
same  method  is  employed  to  measure  the  curvature,  namely,  the  curvature 
at  any  point  is  equal  to  the  reciprocal  of  the  radius  of  the  sphere  which 
touches  the  surface  at  that  point 

The  radius  of  the  tangent  circle  or  sphere  is  called  the  radius  of 
curvature  of  the  curve  or  surface  respectively,  while  the  centre  of  the 
circle  or  sphere  is  called  the  centre  of  curvature. 

In  the  case  of  a  wave-front  we  have  to  distinguish  two  cases, 
namely,  according  as  the  direction  in  which  the  wave  is  moving  is 
towards  the  concave  or  convex  surface  of  the  wave.  We  shall  take  the 
curvature  of  a  wave  to  be  positive  when  it  is  moving  towards  the  centre 
of  the  tangent  sphere.  Thus  the  curvature  of  the  spherical  wave-surface 
produced  by  a  disturbance  at  a  point  in  an  isotropic  medium  is  negative. 

828*  Images. — If  a  wave  has  a  positive  curvature  it  is  moving  towards 
the  centre  of  a  circle,  and  if  the  medium  between  the  wave-front  and  the 
centre  of  the  circle  is  isotropic  the  wave  will  converge  on  this  centre,  so 
that  at  a  certain  instant  the  wave-front  will  be  reduced  to  a  point.  Under 
these  circumstances  the  wave  is  said  to  come  to  a  real  focus,  or  to  produce 
a  real  image  at  the  point. 

If  by  reflection  or  refraction  a  wave-front  of  negative  curvature  is 
produced  such  that  the  centre  of  curvature  does  not  coincide  with  the 
point  where  the  wave  was  originated,  the  wave  will  travel  as  if  it  came 
from  this  centre,  which  is  called  a  virtual  focus,  or  virtual  image. 

Since  the  rays  are  always  at  right  angles  to  the  wave-fronts,  a 
spherical  wave^ront  of  positive  curvature  corresponds  to  a  pencil  of  rays 
which  converge  towards  a  point,  this  point  being  the  centre  of  curvature  of 
the  wave-front.  Thus  a  real  image  is  produced  when  the  rays  of  light 
which  have  started  from  a  luminous  point  are,  by  reflection  or  refraction, 
caused  to  pass  through  a  second  point,  this  point  being  the  real  image. 

In  the  same  way,  when  the  rays  proceed  as  if  they  came  from  a  point 
other  than  the  actual  source  from  which  they  do  proceed,  this  point  is 
called  a  virtual  image. 

In  the  case  of  a  real  image  the  waves  and  the  rays  actually  pass 
through  the  image,  while  in  the  case  of  a  virtual  image  the  waves  never 
actually  pass  through  the  image  ;  they,  however,  proceed  as  if  they  had 
been  produced  at  the  image,  and  had  then  moved  out  in  ever- widening 
spheres  in  an  isotropic  medium.  In  a  virtual  image  also  the  rays  never 
actually  pass  through  the  image  ;  their  direction,  however,  is  such  that  if 
they  were  prolonged  backwards  they  would  pass  through  the  virtual  image. 

829.  Laws  of  Reflection.— The  fact  that  bodies  which  are  not 
themselves  luminous  are,  when  illuminated,  visible  in  all  directions. 
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shows  that  they  must  be  capable  of  reflecting  light  in  all  directions,  for 
it  is  by  these  reflected  rays  that  we  are  able  to  see  the  body.  Such  rays, 
which  are  reflected  from  a  body  in  all  directions,  and  which  often  differ 
in  many  ways,  such  as  colour,  from  the  incident  light,  are  said  to  have 
undergone  diffused  reflection. 

When  a  beam  of  light  is  incident  on  a  well-polished  mirror,  it  under- 
goes diffused  reflection  to  only  a  very  small  degree,  the  greater  part  of 
the  light  being  reflected  in  a  single  direction.  This  light  is  said  to  have 
undergone  regular  reflection,  and  we  now  proceed  to  consider  the  laws 
that  govern  regular  reflection. 

The  point  where  a  ray  of  light  strikes  a  mirror  is  called  the  point  of 
incidence.  If  through  the  point  of  incidence  a  line,  called  the  normal,  is 
drawn  at  right  angles  to  the  reflecting  surface,  the  angle  the  incident 
ray  makes  with  this  line  is  called  the  angle  of  incidence,  while  the  angle 
the  reflected  ray  makes  with  the  normal  is  called  the  angle  of  reflection. 


Fig.  283. 

The  phenomena  of  regular  reflection  may  then  be  summed  up  in  the 
following  two  laws  : — 

1.  The  incident  ray,  the  normal  to  the  reflecting  surface  at  the  point 
of  incidence,  and  the  reflected  ray,  are  all  in  the  same  plane. 

2.  The  angle  of  reflection  is  equal  to  the  angle  of  incidence. 

The  laws  of  reflection  are  proved  whenever  an  "artificial  horizon"  is 
used  for  determining  the  altitude  of  a  star,  />.  the  angle  included  by 
straight  lines  drawn  in  a  vertical  plane  from  the  observer  to  the  star 
and  to  the  horizon.  A  telescope  T  (Fig.  283),  movable  in  a  vertical  plane 
about  a  horizontal  axle,  is  turned  to  observe  a  fixed  star  s,  when  seen 
directly,  and  the  reading  on  a  vertical  divided  circle  is  taken.  The  tele- 
scope is  now  turned  down  till  the  star  is  again  seen  in  the  telescope,  but 
this  time  after  reflection  at  the  surface  of  some  mercury  in  an  open  dish 
M.     Since  the  surface  of  the  mercury  is  horizontal,  the  normal  at  O  is  in 
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the  vertical  plane.  As  the  telescope  moves  about  a  horizontal  axle,*  the 
plane  in  which  it  moves  is  vertical,  and  hence  the  two  rays  ST  and  OT  are 
both  in  this  vertical  plane.  The  incident  ray  s'o  is  also  in  this  plane,  for, 
since  the  star  is  at  such  an  enormous  distance,  the  rays  ST  and  s'o  are 
parallel.     Hence  the  first  law  is  verified. 

To  prove  the  accuracy  of  the  second  law,  a  dish  of  mercury  is  placed 
immediately  below  the  telescope,  which  is  then  turned  till  it  is  at  right 
angles  to  the  surface  of  the  mercury.  This  adjustment  is  made  by  seeing 
when  the  image  of  the  cross  wires  of  the  telescope  seen  reflected  in  the 
mercury  surface  coincides  with  the  cross  wires  themselves.  The  circle 
attached  to  the  telescope  is  then  read,  thus  giving  the  reading  when  the 
telescope  is  pointing  vertically  downwards,  />.  normal  to  the  surface  of  the 
mercury  at  P.  Next,  the  circle  is  read  when  the  image  of  the  star,  as  seen 
directly  and  as  seen  after  reflection  in  the  mercury  in  M,  coincides  with 
the  intersection  of  the  cross  wires. 

From  these  readings  the  value  of  the  angles  p'ts  and  PTO  can  at  once 
be  deduced,  and  they  are  found  to  be  equal.  But  since  pp'  is  a  vertical, 
it  is  parallel  to  the  normal  on,  and  therefore  the  angle  PTO  is  equal  to 
the  angle  ton,  and  the  angle  p'ts  is  equal  to  the  angle  s'ON,  since  ST  is 
parallel  to  s'o.  Hence  the  angle  TON  is  equal  to  the  angle  s'ON,  and  the 
second  law  of  reflection  is  verified. 

880.  Refleetion  at  a  Plane  Surface. —We  have  in  §  274  con- 
sidered the  reflection  of  a  plane  wave  at  a  plane  surface,  and  we  have 
now  to  pass  on  to  the  cases  when  the  incident  wave  is  spherical,  that  is, 

is  proceeding  from 
a  point  disturbance, 
or,  as  it  is  generally 
called  in  optics,  a 
point  source  or  ob- 
ject. 

Let  P  (Fig.  284) 
be  the  luminous 
point,  and  £MF  a 
section  of  the  mir- 
ror. Let  CMD  be  a 
wave-front  which  is 
just  touching  the 
mirror  at  M,  and 
c'm'd'  be  the  posi- 
tion which  the  same 
wave  -  front  would 
occupy  at  a  time  /  later  if  no  mirror  were  present.  We  may  con- 
sider that  as  each  portion  of  the  incident  wave-front  reaches  the  mirror 

1  This  condition  is  secured  by  means  of  a  striding  level  which  rests  on  the  trunnions 
which  carry  the  telescope. 
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it  becomes  the  centre  of  a  new  disturbance  which  is  propagated  back 
into  the  medium,  and  then  find  the  new  wave-front  by  Huyghens's  con- 
struction (§  273).  Thus,  to  find  the  position  of  the  reflected  wave  at  the 
time  /,  we  describe  from  each  point  of  ef  a  circle  touching  the  arc  em'f, 
and  the  common  tangent  to  all  these  circles  will  be  the  reflected  wave- 
front.  In  the  time  /  the  reflected  wave  will  travel  from  M  through 
a  distance  equal  to  mm',  and  it  will  reach  the  point  m",  where  mm" 
is  equal  to  mm'.  In  the  same  way  the  point  H  on  the  incident 
wave  would,  if  there  were  no  reflection,  travel  to  h'".  It  is,  however, 
reflected  at  h',  and  in  the  remainder  of  the  time  /  is  able  to  travel  over  a 
distance  h'h",  which  is  equal  to  h'h'".  In  the  same  way,  it  can  be  shown 
that  the  reflected  disturbances  are  all  circles  touching  the  arc  em'f. 
Hence  the  reflected  wave-surface  £M"f  is  also  an  arc  of  a  circle  of  the 
same  radius  as  the  circle  c'm'd'.  If  p'  is  the  centre  of  the  circle  of  which 
em"f  is  an  arc,  p'm  is  equal  to  pm,  for  the  radius  p'm"  is  equal  to  the 
radius  pm',  and  mm"  is  equal  to  mm'.  Thus  p'  is  the  image  of  the  point 
P  produced  by  reflection  in  the  mirror  AB,  and  since  the  waves  do  not 
actually  pass  through  p',  but  only  proceed  after  reflection  as  if  they  had 
originated  at  P',  the  image  is  virtual. 

Since  ef  touches  the  circle  cmd,  the  line  pm  is  perpendicular  to  ab. 
Thus  the  image  P'  is  situated  on  the  line  drawn  from  the  luminous  point 
at  right  angles  to  the  mirror,  and  is  as  far  behind  the  mirror  as  the  object 
is  in  front. 

The  position  of  the  image  formed  by  reflection  in  a  plane  mirror  can 
be  deduced  from  the  laws  of  reflection  simply,  without  any  assumption  as 
to  the  nature  of  light. 

Thus,  as  before,  let  ab  (Fig.  285)  represent  the  trace  of  a  plane  mirror 
which  is  perpendicular  to  the 
plane  of  the  paper,  and  P  be  the 
luminous  point  from  which  rays 
of  light  are  proceeding  in  all  direc- 
tions. Let  PM^  be  a  ray  proceeding 
from  P,  which  is  reflected  at  Mi. 
The  reflected  ray  will  be  along 
MiQi,  where  the  angles  pMjN, 
QjMiN  are  equal.  In  the  same 
way,  the  rays  PMj  and  PM3  will 
be  reflected  along  M2Q2  andMgQj 
respectively.  Now,  if  the  direc- 
tion of  these  rays  be  produced 
backwards  behind  the  mirror,  it 

will  be  found  that  they  all  in-  ^1' 

tersect  at  one  point,  p'.     Thus, 
after  reflection  at  the  plane  mir-  ^'°*  ^®5* 

ror  AB,  the  rays  of  light  proceed  in  the  same  directions  that  they  would 
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supposing  the  mirror  were  removed,  and  a  luminous  point  were  placed 
at  P'.  Thus  the  point  P'  is  the  image  of  P  formed  by  reflection  in  the 
mirror  ab,  and  as  the  reflected  rays  do  not  actually  pass  through  the 
image,  but  it  is  only  their  directions  when  produced  backwards  that  pass 
through  the  image,  the  image  is  virttud. 

In  order  to  find  the  position  of  the  image  P',  we  may  proceed  as 
follows  :  By  the  law  of  reflection  the  normal  ray  PM  must  be  reflected 
back  along  the  normal,  and  hence  the  line  PMP'  must  be  normal  to  the 
mirror.  By  the  same  law  the  angle  PM,N  is  equal  to  the  angle  QjMjN, 
which  is  itself  equal  to  the  angle  n'MjP'.  Hence  the  angle  pMjM  is  equal 
to  the  angle  p'MjM.  The  angles  pmm^  and  p'mMi  are  also  equal,  each 
being  a  right  angle.  The  two  triangles  PMiM  and  P'MiM  have  therefore 
one  side  common,  and  two  angles  of  each  equal ;  they  are  therefore  equal 
in  all  respects,  and  the  side  PM  is  equal  to  the  side  p'm.  The  image 
P'  is  therefore  on  the  prolongation  of  the  normal  to  the  mirror  drawn 
through  the  object  P,  and  is  as  far  behind  the  mirror  as  the  object  is 
in  front. 

In  the  case  of  a  luminous  object,  as  distinct  from  a  point,  which  may 
either  itself  be  a  source  of  light,  such  as  a  candle  flame,  or  simply  appear 
luminous  from  the  light  which  it  reflects  in  a  difluse  manner,  each  point 
produces  its  own  image  according  to  the  above  law.     Thus  the  image  of 

the  arrow  PQ  (Fig.  286)  in  the 
plane  mirror  AB  is  at  p'q'«  To 
an  eye  placed  at  E,  the  object  as 
seen  by  reflection  would  appear 
to  be  at  p'q',  for,  as  shown,  the 
pencils  of  rays  which  enter  the 
eye  diverge  after  reflection  as  if 
they  came  from  the  correspond- 
ing points  of  the  image,  and  it 
is  by  the  direction  of  the  ra>'s 
as  they  enter  the  eye  that  we 
judge  of  the  position  of  a  lumi- 
nous body. 

If  from  E  the  object  PQ  is 
viewed  directly,  the  point  of  the 
arrow  appears  turned  towards 
the  left,  while  in  the  image  the 
point  (p')  appears  turned  to- 
wards the  right ;  the  image  has 
therefore  undergone  perversion  from  right  to  left  This  perversion  by  re- 
flection is  very  clearly  shown  if  some  writing  is  blotted  when  wet  on  a 
clean  piece  of  blotting-paper.  In  this  way  a  perverted  copy  of  the  writing 
is  obtained,  and  on  holding  this  up  before  a  plane  mirror  the  image  is 
perverted  and  the  writing  becomes  at  once  legible. 
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>/  881.  Rotation  of  a  Plane  MIfpop.— Suppose  that  a  ray  of  light  from 
the  point  P  (Fig.  287)  meets  the  plane  mirror  AB  in  the  point  M,  and  is 
reflected  along  mq,  and  that  the 
mirror  is  then  rotated  around 
an  axis  at  right  angles  to  the 
plane  of  incidence  through  an 
angle  a  into  the  position  a'b'. 
The  ray  PM  will  now  be  reflected 
along  mq',  and  we  require  to 
find  the  relation  between  the 
angle  QMQ'  or  )3,  through  which 
the  reflected  ray  has  been  ro- 
tated, and  the  angle  a,  through 
which  the  mirror  has  been  ro- 
tated. Let  MN  and  mn'  be  the 
normals  at  the  point  M  to  the 


Fig.  287. 


mirror  in  its  two  positions,  then  the  angle  NMn'  is  equal  to  a.  Also  by  the 
laws  of  reflection  the  angle  pmn  is  equal  to  the  angle  NMQ,  and  the  angle 
PMN'  is  equal  to  the  angle  n'mq'.  Therefore  the  angle  PMQ  is  equal  to 
twice  the  angle  PMN,  and  the  angle  PMQ'  is  equal  to  twice  the  angle  PMN'. 
Hence  the  angle  )8  is  equal  to  2(pmn  -pmn').  But  the  angle  nmn'  or  a  is 
equal  to  PMN  -  pmn'.  Hence  )8= 2a,  or  the  reflected  ray  has  been  turned 
through  twice  the  angle  through  which  the  mirror  has  been  turned* 

We  may  regard  this  problem  in  a  slightly  different  manner.  Let 
O  (Fig.  288)  be  the  point  about  which  the  mirror  turns,  then  if  a  circle 
be  described  with  o  as  centre 
and  op  as  radius,  we  shall 
show  that  whatever  the  posi- 
tion of  the  mirror,  the  image 
of  P  will  lie  on  this  circle.  Let 
AB  be  a  position  of  the  mirror, 
then  if  P'  is  the  image  of  P, 
we  have  that  pp*  is  perpen- 
dicular to  AB,  and  that  pm 
=  p'm.  Hence  in  the  two  tri- 
angles OPM  and  Op'm,  the  two 
sides  OM,  MP  of  the  one  are 
equal  to  the  two  sides  OM,  MP' 
of  the  other,  and  the  included 
angles  are  equal,  each  being 
a  right  angle.  Hence  the  tri- 
angles are  equal  in  all  respects, 
and  OP  is  equal  to  OP',  hence 
p'  is  on  the  circle  described  with  o  as  centre  and  OP  as 


a'b'  be  another  position  of  the  mirror,  and  P" 


radius, 
the  image  of  P, 


Let 
then 
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we  can  show  just  as  before  that  p"o=OP,  and  hence  P"  must  be  on 
the  circle. 

Since  pm  and  pm'  are  the  normals  to  the  mirror  in  the  two  posi- 
tions, the  angle  m'pm  or  p"pp'  is  equal  to  a,  and  by  a  well-known 
property  of  the  circle,  the  angle  p"op'  subtended  by  the  arc  P"p'  at 
the  centre'  is  twice  the  angle  p"pp'  subtended  by  the  same  arc  at  a 
point  on  the  circumference.  Hence  the  angle  p"op'  is  2a,  so  that  when 
the  mirror  turns  through  an  angle  a,  the  line  joining  the  axis  of  rota- 
tion to  the  image  turns  through  an  angle  2a.  Now  if  PO  is  an  incident 
ray,  then  OQ  and  OQ'  will  be  the  reflected  rays  in  the  two  positions  of 
the  mirror.  Hence  the  angle  qoq'  included  between  the  two  reflected 
rays  is  2a. 

382.  Use  of  a  HiFFOF  and  Scale  to  Measure  an  Ansrle.-^Use  is 
very  frequently  made  of  a  mirror  to  measure  the  angle  through  which 
a  body  rotates,  since  we  virtually  get  by  this  method  a  weightless  un- 
bendable  pointer  of  whatever  length  we  please. 

Suppose  abb'  (Fig.  289)  to  be  a  scale  divided,  say,  into  millimetres, 
and.  that  at  a  distance  D  from  the  scale  is  placed  a  mirror  M,  which  can 

rotate  about  an  axis  perpendi- 
gl  cular  to  the  plane  mab^,  i.e,  the 

plane  of  the  paper.  Let  mn  be 
a  line  drawn  from  the  centre  of 
the  mirror  normal  to  the  scale. 
If  a  ray  of  light  is  incident  along 
PNf,  it  will  be  reflected  along 
MB  when  the  mirror  is  in  one 
position,  and  along  MB'  when 
the  mirror  is  rotated  through 
an  angle  a,  and  we  have  seen 
that  the  angle  bmb'  is  equal 
to  2a. 

Calling  the  distance  on  the 
scale  between  the  points  B  and 
b',  where  the  reflected  rays  cut  the  scale  and  the  point  N,  d  and  d\ 
and  the  angle  bmn  6,  we  have  : — 

-^  =  tan  8  and  -7^= tan  (2a -f  6'). 

Hence,  knowing  //,  ^,  and  />>,  we  can  from  a  table  of  tangents  cal- 
culate the  values  of  the  angles  d  and  2a  +  6j  and  hence  get  a.  Thus 
if  the  mirror  M  is  attached  to  a  body  which  can  rotate,  we  can  obtain 
the  angle  through  which  it  rotates  from  the  readings  on  the  scale. 

If,  instead  of  being  straight,  the  scale  is  curved  so  as  to  form  part 
of  a  circle,  having  the  mirror  at  its  centre,  then  the  difference  of  the 
readings  for  B  and  b',  divided  by  the  radius  D,  will  give  the  value  of 


Fig.  289. 
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the  angle  2a  in  circular  measure  (§  14) ;  and  hence,  knowing  the  number 
of  degrees  in  the  unit  angle  in  circular  measure  (radian),  the  angle  a  can 
be  obtained  in  degrees. 

If,  when  using  the  straight  scale,  the  distance  D  between  the  mirror 
and  the  scale  is  very  great  compared  to  the  lengths  nb,  nb',  both  the 
angles  B  and  ^+2a  are  very  small.  Hence,  since  in  the  case  of  very 
small  angles  the  angle  (in  circular  measure)  is  equal  to  the  tangent 
(§  14),  we  have 

^=^and^=2a  +  ^. 

Therefore  a=i^^, 

or,  if  we  express  a  in  degrees, 

,    90    (f-d 

«=^-    z>  • 

888.  The  Sextant— The  principle  that  the  reflected  ray  is  turned 
through  twice  the  angle  that  the  mirror  is  turned,  is  made  use  of  in 
the  sextant  to  measure  the  angle  subtended  at  the  observer  by  two 
distant  objects,  say  the  sun  and  the  horizon.  The  sextant  consists 
essentially  of  two  mirrors,  one  of  which,  A  (Fig.  290),  is  fixed,  while  the 


other,  B,  is  movable  about  an  axis  at  right  angles  to  the  paper,  the  angle 
through  which  it  is  turned  being  read  by  means  of  a  vernier,  v,  and  a 
graduated  circular  arc  DC.  The  upper  part  of  the  mirror  A  has  the 
silver  removed,  so  that  it  is  transparent,  and  a  telescope  T  is  so  placed 
that  half  the  light  that  enters  the  object-glass  comes  through  the  upper 
part  of  the  mirror  a,  and  the  rest  is  light  which  has  been  reflected  in 
the  lower  part.  Suppose  S,A  is  a  ray  of  light  coming  from  a  distant 
object,  which  traverses  A  and  enters  the  telescope,  and  thus  helps  to 
produce  an  image  of  the  object.    Now  the  movable  mirror  B  can  be 
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SO  turned  that  a  ray  S2B,  coming  from  the  same  object,  after  reflection 
in  the  mirrors  B  and  A,  also  enters  the  telescope.  This  ray  will  help 
to  produce  a  second  image  of  the  object,  which,  by  rotating  the  mirror  B, 
can  be  brought  alongside  the  image  formed  by  the  direct  rays.  Next, 
keeping  the  telescope  turned  so  that  the  direct  rays  Sj  still  form  an 
image,  turn  the  mirror  B  till  the  rays  RB,  proceeding  from  some  other 
object,  enter  the  telescope  and  form  an  image  alongside  the  first.  Since 
merely  reversing  the  direction  of  the  rays  of  light  will  not  alter  their 
paths,  we  now  see  that  while  in  the  first  position  of  the  mirror  a  ray 
incident  along  AB  is  reflected  along  BSj,  in  the  second  position  a  ray 
incident  along  AB  is  reflected  along  BR.  Hence,  if  a  is  the  angle 
through  which  the  mirror  has  been  turned,  the  angle  RBS2  is  equal  to 
2a.  Now  the  angle  RBS2  is  the  angle  subtended  at  B  by  the  two  objects, 
and  so,  since  a  is  obtained  by  reading  the  two  positions  of  the  vernier 
on  the  arc,  this  angle  can  at  once  be  obtained.  In  order  to  save  the 
necessity  of  doubling  the  reading  of  the  scale,  it  is  usual  to  number 
each  half-degree  as  a  whole  degree,  so  that  the  reading  gives  directly 
the  value  of  2a. 

334.  Reflection  at  Two  Plane  Mirrors.— If  a  luminous  object  p 
is  placed  in  the  angle  included  between  two  plane  mirrors,  AO  and  OB 

(Fig.  291),  a  series  of  images  of  P 
will  be  formed.  In  the  first  place 
we  shall  obtain  two  images,  P| 
and  P',  formed  by  a  single  reflec- 
tion in  each  of  the  mirrors.  These 
images  will,  as  proved  in  §  351, 
both  lie  on  the  circle  drawn  with 
o  as  centre  and  OP  as  radius. 
Suppose  now  that  the  mirror  AO 
were  removed  and  the  object  p 
replaced  by  its  image,  this  will 
not  affect  the  direction  of  the  rays 
which,  starting  from  P,  afler  re- 
flection at  AO,  strike  the  mirror 
OB.  The  point  P^  would  then 
produce  an  image  p"  in  the  mirror 
OB,  which,  since  the  line  Pjp"  is 
perpendicular  to  OB,  must  be  on 
the  circle.  This  image  is  there- 
fore formed  by  double  reflection,  first  in  AO  and  then  in  OB.  In  the 
same  way,  an  image  Pj  will  be  formed  by  reflection  first  in  OB  and  then 
in  AO. 

Again,  the  images  Pj  and  p"  will  act  as  objects  forming  two  new 
images,  V"  and  P3,  which  are  produced  by  reflection  twice  in  one  mirror 
and  once  in  the  other,  and  Pg  forms  an  image  p""  in  01^  produced  by 
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reflection  twice  in  OA  and  twice  in  OB.  Neither  p""  nor  p'"  can  produce 
any  more  images,  since  these  points  are  behind  both  mirrors,  and  you 
cannot  get  an  image  from  a  luminous  point  placed  behind  a  mirror. 

If  we  join  op,  and  call  the  angle  aop  a,  and  the  angle  POB  )8,  it  can 
be  shown  from  similar  triangles  that  the  angle  bop'  is  equal  to  )S,  and 
the  angle  aoPj  is  equal  to  a.  Similarly,  the  angle  bop"  is  equal  to  the 
angle  BOPj,  that  is,  to  2a  +  )8,  so  that  the  angle  p'op"  is  equal  to  2a.  In 
the  same  way,  the  angle  PiOPg  is  equal  to  2j9.  Also  the  angle  p"op'"  is 
2)8,  the  angle  PjOPj  is  2a,  and  the  angle  P^'OP""  is  2a.  It  will  thus  be 
seen  that  the  angles  subtended  by  two  consecutive  images  at  the  inter- 
section of  the  mirrors  are  alternately  equal  to  2a  and  2^. 

An  interesting  case  occurs  when  the  angle  between  the  mirrors  is 
equal  to  iSo''/^,  where  n  is  some  whole  number.  Since  the  angle 
between  the  mirrors  is  a  +  )8,  we  must  have  in  this  case  2«(a+)8)  =  36o**, 
that  is,  2(a+j3)  will  divide  exactly  n  times  into  the  whole  circumference. 
If,  therefore,  starting  from  P  we  mark  off  points  on  the  circumference  in 
both  directions  subtending  alternately  angles  of  2a  and  2)8  at  the  centre, 
we  shall  finally  reach  the  same  spot,  so  that  the  last  image  will  be  the 
image  of  the  last  but  one  of  each  of  the  two  series,  or,  in  other  words, 
the  two  sets  of  images  now  have  an  image  in  common. 

As  an  illnstiation,  we  may  take  the  case  when  the  mirrors  are  inclined 
at  60*,  i,e,  when  «=3.  If  the  object  P  (Fig.  292)  is  so  placed  that  a  ==20* 
and  j8=4o%  then  we  can  obtain 
the  images  p'p"p'"  by  making 
the  angle  pop'=2)8«8o'*,  the 
angle  p'op'=2a=s4o*,  and  the 
angle  p'op^'^So';  here  we  must 
stop,  since  P"'  is  behind  both  the 
mirrors.  The  whole  angle  pop"' 
is  therefore  80+40+80=200*. 
Proceeding  in  the  same  way, 
POPi  =  40",  PjOPj  =  So'',  and 
PjOPj  =  40*,  so  that  the  angle 
POP3=4o+8o+4o=i6o°.  Hence 
the  angles  pop,  and  pop"'  to- 
gether amount  to  360",  and 
therefore  the  points  Pj  and  p"' 
must  coincide. 

If  we  wish  to  trace  out  the 
actual  path  of  a  ray  of  light 
which,  after  leaving  the  object  P,  enters  an  eye  at  E,  producing,  say,  the 
image  Pj,  we  draw  the  line  joining  E  and  Pj,  and  join  the  point  where 
this  line  cuts  the  mirror  AO  to  the  image  p',  since  Pj  is  the  image  in  AO 
of  P'.  Finally,  the  point  where  this  last  line  meets  the  mirror  OB  is 
joined  to  P.     It  will  be  easily  seen  that  the  line  thus  obtained  is  really 
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Fig.  293.      'P 


the  path  of  the  ray,  for,  starting  from  P,  the  ray  after  reflection  in  BO  will 
travel  as  if  it  came  from  the  image  P',  and  this  ray,  when  it  has  been 
reflected  in  AO,  will  travel  as  if  it  came  from  Pj,  />.  along  the  line  PjE. 

It  is  interesting  to  examine  this  same  point  from  the  view  of  the 
wave-fronts.     Taking  for  simplicity  the  case  where  the  mirrors  AO,  OB 

(Fig.  293)  are  at  right 
angles,  the  circles 
drawn  with  the  fiill 
line  represent  a  series 
of  wave-fronts  which, 
starting  from  P,  have 
not  been  reflected. 
When  one  of  these 
wave-fronts  meets  the 
mirror  AO  itis  reflected, 
and  tlie  circles  with 
centre  Pi,   which  are 

shown  thus , 

represent  the  reflected 
wave-fronts.  In  the 
same  way,  the  circles 

shown  thus 

represent  the  wave-fronts  as  reflected  in  BO.  When  either  of  these 
reflected  wave- fronts  impinges  on  the  other  mirror  it  will  be  reflected, 
and  in  this  way  a  series  of  wave-fronts  with  centre  at  p/  are  obtained, 

and  these  are  indicated  thus  It  will  be  noticed  how  the 

circles  with  centre  at  P,"  represent  the  reflected  wave-fronts  belonging 
to  both  sets  of  doubly  reflected  waves.  This  is  of  course  because 
90=  180/2,  and  so  the  second  image  of  the  two  series  coincide.  An  eye 
placed  anywhere  in  the  space  included  between  the  two  mirrors  will 
receive  four  sets  of  waves,  of  which  the  centres  of  curvature  are  P,  Pj,  P', 
and  Pj"  respectively,  and  will  therefore  see  a  luminous  point  apparently 
at  each  of  these  places. 

The  number  of  images  formed  if  the  angle  between  the  mirrors  is 
equal  to  i8o7«  is  2«-  i,  if  the  angle  is  less  than  i8o7«  but  greater  than 

-V",  the  number  of  images  is  2«,  since  in  the  first  case  two  of  the  images 

coincided. 

As  the  angle  between  the  mirrors  is  decreased  the  number  of  images 
is  increased,  and  when  the  mirrors  are  parallel  the  angle  between  them 
is  zero,  and  hence  the  expression  i8o**/«  must  be  zero,  which  can  only 
happen  if  n  is  infinite,  that  is,  there  must  be  an  infinite  number  of  images. 
Since  the  images  all  lie  on  a  circle  having  its  centre  at  the  intersection 
of  the  mirrors  and  passing  through  the  object,  it  is  evident  that,  if  the 
distance  between  the  mirrors  near  the  object  is  kept  fixed,  the  radius  of 
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the  circle  will  increase  as  the  angle  between  the  mirrors  is  decreased. 
Finally,  when  the  mirrors  become  parallel,  their  intersection  is  at  an 
infinite  distance,  since  parallel  lines  only  meet  at  infinity,  and  therefore 
in  this  case  the  circle  on  which  the  images  lie  becomes  one  of  infinite 
radius.  Now  if  we  consider  a  small  part  of  a  circle  of  very  great  radius, 
it  is  practically  a  straight  line,  which  will  be  perpendicular  to  the  radius 
of  the  circle  at  the  part  considered.  Hence  when  the  circle  passing 
through  P  becomes  of  infinite  radius,  any  finite  portion  of  it  near  P  will 
be  a  straight  line,  and  this  line  will  be  perpendicular  to  the  two  mirrors, 
for  the  mirrors  are  radii  of  the  circle.  Hence  we  see  that  in  the  case  of 
two  parallel  mirrors  the  images  are  infinite  in  number,  and  lie  on  a 
straight  line  drawn  through  P  perpendicular  to  the  mirrors.  This  could 
of  course  have  been  seen  to  be  the  case  at  once  from  first  principles,  but 
it  is  instructive  to  deduce  it  from  the  case  of  two  mirrors  inclined  at  a 
finite  angle,  since  it  is  an  easy  illustration  of  the  application  of  what  is 
called  the  method  of  limits,  a  method  of  frequent  use  in  physics. 

We  may  also  deduce  the  law  according  to  which  the  images  are 
spaced  from  the  case  of  the  inclined  mirrors  in  the  same  way.  We 
have,  when  the  angle  between  the  mirrors  is  finite,  that  the  arc  PM 
(Fig.  292)  is  equal  to  the  arc  PiM,  since  they  each  subtend  an  angle  a 
at  O.  Also  the  arc  P2P3  and  the  arc  p'p",  which  each  subtend  an  angle 
2a,  are  equal  to  twice  the  arc  PM.  In  the  same  way,  the  arcs  p"p'" 
and  PjPj  are  each  equal  to  twice  the  arc  pn.  Hence  we  might  have  said 
that  the  images  are  arranged  round  the 
circle  so  as  to  intercept  arcs  of  the  cir- 
cumference which  are  alternately  equal  to 
2PM  and  2PN.  When  the  circle  becomes 
of  infinite  radius  the  arcs  become  por- 
tions of  the  same  straight  line,  and  hence 
the  images  are  arranged  along  the  line 
drawn  through  P  normal  to  the  mirrors, 
and  at  distances  alternately  equal  to  twice 
the  distance  between  the  object  and  the 
one  mirror,  and  to  twice  the  distance  be- 
tween the  object  and  the  other  mirror.  1 1 
will  be  a  useful  exercise  for  the  student  to 
deduce  the  positions  of  the  images  in  the 
case  of  two  parallel  mirrors  directly  from 
first  principles. 

\1  335.  Multiple  Images  formed  by 
a  Thick  Mirror.— If  a  ray  of  light  pro- 
ceeding from  a  luminous  point  P  strikes 
a  thick  plate  of  glass  abcd  (Fig.  294) 

which  is  silvered  on  the  back  CD  at  the  point  «,  some  of  the  light  will  be 
reflected  from  the  surface  of  the  glass  along  aci^  forming  an  image  of  P 


\  \i 


\ 


Fig.  294. 
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at  ?!•  The  rest  of  the  light  will,  however,  penetrate  into  the  glass 
travelling  along  ad\  and  will  be  reflected  at  the  silvered  surface  along 
a!'b.  At  b  part  of  this  light  will  be  reflected  along  bb'\  and  the  rest  will 
escape  into  the  air  and  travel  in  the  direction  bb\  fomiing  an  image  at  Pg. 
In  the  same  way  images  will  be  formed  at  P3,  P4,  &c.  Ordinarily  the 
image  Pg,  formed  by  the  light  which  has  been  once  reflected  at  the 
silvered  back  of  the  mirror,  will  be  much  the  brightest.  If,  however,  the 
rays  fall  very  obliquely,  the  amount  of  light  reflected  at  a  will  be  con- 
siderable, so  that  the  image  P^  will  be  bright. 

336.  Measurement  of  the  Angle  of  a  Prism  by  Refleetion.— 
Let  AO  and  BO  (Fig.  295)  be  two  mirrors  inclined  at  an  ang^le,  with  their 
reflecting  sides  turned  away  from  each  other,  and  suppose  we  require  to 

measure  the  angle  aob  included  between 
these  reflecting  surfaces.  Let  10  repre- 
sent the  direction  of  a  parallel  pencil  of 
light,  part  of  which  is  reflected  in  the 
mirror  AO  parallel  to  OR,  and  part  is 
reflected  in  OB  parallel  to  OR'.  If  ON  is 
the  normal  at  O  to  the  mirror  OB,  then 
the  angle  of  incidence  ion  is  equal  to 
the  angle  of  reflection  nor'.  If  BO  is 
produced  to  b'  and  lO  to  c,  then  the 
angle  iob'  is  equal  to  the  angle  cob. 
Also,  since  the  angle  ion  is  equal  to  the 
angle  nor',  the  angle  iob'  must  be  equal 
to  the  angle  bor',  for  the  whole  angles 
b'on,  BON  are  each  right  angles.  Hence 
the  angle  cob  is  equal  to  the  angle  bor'. 
In  the  same  way,  the  angle  COA  is  equal 
to  the  angle  AOR,  so  that  the  angles  AOC 
and  COB  are  together  equal  to  the  angles  AOR  and  r'ob,  and  therefore 
the  angle  ROR',  between  the  two  reflected  rays,  is  equsd  to  twice  the 
angle  of  the  prism  aob.  We  shall  see  later  on  (§  357)  how  the  angle 
ror'  may  be  measured. 

^  887.  Reflection  in  Spherical  Mirrors.— The  smaller  segment  of  a 
spherical  reflecting  surface  cut  off"  by  a  plane  is  called  a  spherical  mirror. 
Spherical  mirrors  are  of  two  kinds  :  (i)  if  the  reflection  occurs  from  the 
outside  of  the  spherical  surface  the  mirror  is  said  to  be  cotwex;  (2)  if  the 
reflection  takes  place  from  the  inside  of  the  spherical  surface  the  mirror 
is  said  to  be  concave. 

In  order  to  investigate  the  reflection  of  light  in  spherical  mirrors,  we 
make  use  of  the  laws  of  reflection  as  given  for  a  plane  surface,  for  if  we 
consider  a  very  small  element  of  surface  on  a  spherical  mirror,  this  small 
element  will  possess  no  appreciable  curvature,  so  that  we  may  treat  it  as 
a  small  plane  mirror.    The  normal  to  the  surface  will  at  every  point  be 


Digitized  by 


Google 


§  337]  Spherical  Mirrors  465 

the  radius  of  the  sphere  passing  through  the  point,  and  hence  the  differ- 
ence between  the  case  of  a  spherical  mirror  and  a  plane  mirror  is,  that 
while  in  a  plane  mirror  the  normals  at  all  points  are  parallel,  in  a 
spherical  mirror  the  normals  are  not  parallel ;  they  all,  however,  pass 
through  a  certain  point,  namely,  the  centre  of  the  sphere  of  which  the 
surface  of  the  mirror  forms  a  part. 

A  line  drawn  through  the  centre  of  the  sphere  of  which  a  mirror  is 
the  part,  perpendicular  to  the  plane  by  which  the  mirror  is  cut  off  from 
the  sphere,  is  called  the  axis  of  the  mirror. 

Let  LOL'  (Fig.  296)  represent  a  section  of  a  spherical  mirror,  OC  being 
the  axis  of  the  mirror  and  c  the  centre  of  the  sphere  from  which  the 
mirror  is  cut.     The  point  C  is  called  the  centre  of  curvature  of  the  mirror. 


Fig.  296. 


and  the  distance  OC,  which  is  the  radius  of  the  sphere,  is  called  the  radius 
of  curvature  of  the  mirror. 

Suppose  that  a  luminous  point  P  is  placed  on  the  axis  of  the  mirror, 
then  the  ray  of  light  from  P  incident  along  the  axis  will  be  reflected 
straight  back,  for  the  line  PCO  is  normal  to  the  mirror  at  o.  If  we  join 
the  point  of  incidence  M,  where  another  ray  PM  strikes  the  mirror,  to  the 
centre  C,  then  the  line  CM  in  Fig.  296  (a),  or  CM  produced  in  Fig.  296  {p\ 
will  be  the  normal  to  the  mirror  at  M  ;  and  hence  if  we  make  the  angle 
RMC  equal  to  the  angle  PMC,  or,  in  the  case  of  the  convex  mirror,  the 
angle  rmn  equal  to  the  angle  PMN,  the  line  MR  will  be  the  path  of  the 
reflected  ray.  Let  MR,  or  in  the  case  of  a  convex  mirror  MR  produced 
backwards,  cut  the  axis  at  P',  then  P'  will  be  the  point  of  intersection  of 
the  two  rays  incident  at  O  and  M  respectively  after  reflection. 

Taking  the  case  of  the  concave  mirror  first,  we  have,  since  in  the 
triangle  p'mp  the  line  CM  bisects  the  angle  p'mp,  the  following  relation 

(Euclid,  vi.  3) —  

CP      PM 

If  the  angle  LCL'  subtended  at  the  centre  by  the  mirror,  called  the 

3  o 
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aperture  of  the  mirror,  is  small,  then  PM  is  very  nearly  equal  to  PO,  and 
Fm  very  nearly  equal  to  Fo,  and  under  these  circumstances 

^M    .    .    .    (I). 
CF    FO 

Thus,  if  the  mirror  is  of  small  aperture,  the  position  of  P'  does  not  depend 
on  the  position  of  the  point  of  incidence  M,  but  only  on  the  distance  PO 
and  the  radius  of  curvature  oc  of  the  mirror.  Hence  all  the  reflected 
rays  will  pass  through  p',  and  P'  will  be  the  image  of  P  produced  by 
reflection  in  the  mirror.  We  shall  for  the  present  conflne  our  attention 
to  mirrors  of  such  small  aperture  that  the  assumptions  made  above  hold 
good,  so  that  P'  will  be  the  image  of  the  point  P  formed  by  reflection 
in  the  mirror,  and  since  the  reflected  rays  actually  pass  through  P,  the 
image  is  real. 

We  have  now  to  make  some  convention  as  to  the  direction  we  shall 
call  positive,  and  shall  take  all  distances  measured^^xw  the  mirror  in  an 
opposite  sense  to  that  in  which  the  incident  light  ^Ils  upon  the  mirror  as 
positive^  while  all  distances  measured  in  the  same  sense  as  the  incident 
light  we  shall  take  as  negative. 

Thus  the  distance  oc.  Fig.  296  (tf),  being  measured  in  the  opposite 
sense  to  the  incident  light,  which  proceeds  from  P  to  the  mirror  in  the 

sense  po,  is  positive,  while  the  distance  oc,  Fig.  296  {b\  is  negative.  It 
will  also  be  convenient  to  use  single  letters  to  represent  some  of  the 
distances  which  continually  occur.  We  shall,  therefore,  in  foture  indi- 
cate the  radius  of  curvature  oc  of  the  mirror  by  r,  the  distance  OP  of  the 
object  from  the  mirror  by  »,  and  the  distance  OP'  of  the  image  from  the 
mirror  by  v, 

l^ov/  CP—OP-OC=^u-r;  and  CP'=OC-OP'=r-z/;  hence  the  equa- 
tion (i)  reduces  to 

u-ru 

r—v^v* 
or  uv-vr—ur-  uv* 

2uv=vr+urj 
and  dividing  all  through  by  uvr,  we  get 

5=1+1   .    .    .    (.). 

r    u    V 

This  equation  gives  us  the  general  relation  between  the  distances  of 
object  and  image  from  a  concave  mirror  of  small  aperture  in  terms  of  the 
radius  of  curvature  of  the  mirror. 

Returning  to  the  case  of  a  convex  mirror,  Fig.  296  (3),  it  will  be 
noticed  that  the  reflected  rays  do  not  actually  pass  through  the  image  P*, 
but  only  their  directions,  so  that  the  image  is  virtual 
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As  in  the  case  of  the  concave  mirror,  we  have 
CF  JPM 

and  when  the  mirror  is  of  small  aperture,  this  reduces  to 

UF^FO 

NowCP=oc+OP«-r+«,  since  oc  is  equal  to-r,  for  the  distance  is 
measured  in  the  negative  direction,  and  OP  is  1^ ;  also  cp'=oc--op' 
=  -  r+z/,  both  r  and  v  being  measured  in  the  negative  direction.    Hence 

u-r_  u 
v-r"  "if 
or  -uv-\-vr^%{V-ur, 

f      U     V 

Thus  we  have  the  same  equation  as  in  the  case  of  the  concave  mirror. 
In  making  any  numerical  application  of  this  formula  it  must,  however,  be 
carefully  borne  in  mind  that  while  for  both  classes  of  mirrors  u  is  always 
positive,  in  the  case  of  concave  mirrors  r  is  positive,  while  in  the  case  of 
convex  mirrors  r  is  negative. 

If  we  make  the  distance,  u^  of  the  object  from  the  mirror  larger  and 
larger  till  the  object  is  at  an  infinite  distance,  i/i^  will  become  zero. 
Hence,  under  these  circumstances, 

and  hence  the  image  is  formed  at  a  point  half-way  between  the  mirror 
and  the  centre  of  curvature. 

Since,  when  the  object  is  at  an  infinite  distance,  all  rays  proceeding 
from  it  which  strike  the  mirror  may  be  considered  as  parallel^  a  pencil  of 
parallel  rays  incident  parallel  to  the  axis  are  brought  to  a  focus  at  a  point 
on  the  axis  at  a  distance  equal  to  half  the  radius  of  curvature  from  the 
mirror.  This  point  is  called  the  principal  focusy  and  the  distance  between 
it  and  the  mirror  is  called  ih^  focal  length  of  the  mirror.  In  the  case  of 
a  mirror  the  focal  length  (/)  is  equal  to  half  the  radius  of  curvature. 
Hence,  in  terms  of  the  focal  length,  the  formula  for  giving  the  position  of 
the  image  becomes — 

H*l  •  •  ■  <* 

Since  the  principal  focus  is  half-way  between  the  mirror  and  the 
centre  of  curvature,  the  sign  of/  is  the  same  as  that  of  r,  that  is, /is 
positive  for  concave  mirrors  and  negative  for  convex  mirrors. 
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It  is  sometimes  convenient  to  measure  the  distances  of  the  object 
and  image  from  the  principal  focus,  instead  of  from  the  mirror.  From 
Fig.  296  it  will  be  at  once  seen  that  if  the  distance  between  the  object  and 
the  principal  focus  F  is  called  Xy  and  the  distance  between  the  image  and 
F  is  called  j^,  these  quantities  being  taken  as  positive  if  they  are  measured 
from  F  towards  the  object,  we  have  for  both  kinds  of  mirrors,  remembering 
that /is  positive  for  concave  mirrors  and  negative  for  convex  mirrors — 

•«=:t:+/and  v=^y+/. 

Hence,  substituting  these  values  of  u  and  v  in  equation  (3),  we  get — 

/    x+ry+f 
(.r+/)(j/+/)=y(^+/)+/(^+/) 
xy=/^    .    .    .     (4). 
This  expression  shows  that  the  product  of  the  distances  of  the  object 
and  image  from  the  principal  focus  is  equal  to  the  square  of  the  focal 
length.   Since  the  square  of  any  quantity  must  be  positive,/*  will  always  be 
positive,  and  hence  the  equation  shows  that  the  product  xy  must  always  be 
positive.     Hence  x  and  y  must  always  be  of  the  same  sign,  that  is,  the 
image  and  object  must  always  lie  on  the  same  side  of  the  principal  focus. 
Writing  the  expression  (4)  in  the  form 

we  can  by  giving  x,  the  distance  of  the  object,  different  values  get  the 
corresponding  position  of  the  image,  as  shown  in  the  following  tables  : — 

Relative  Positions  of  Object  and  Image  for  a 
Concave  Mirror. 


Position  of 
Object 


Value  of 


I 


Corre- 
sponding 
Value  of  ^. 


At  infinity    . 

Between  00  "j 
and  centre  j- 
of  curvature  J 

At  centre  of  \ 
curvature   .  \ 

Between  cen-1 
treof  curva-  j- 
tureand/j/Cj 

At/./     .    .    , 

Between  p./.  } 
and  mirror  \ 

At  surface  of  ) 
mirror    .     .  f 


+  &>/ 

+/ 

+  &</ 
0 


-/ 


0 


Hence  Position 
of  Image. 


Character  of  Image. 


(  At  principal  , 
5    focus  iP/.) . 
I  (  Between  p./,  i 
+  &  </  I    and    centre  ! 
I  I   of  curvature 
>.     '  i  At  centre  of 
■^       )    curvature   . 
I  r  Bet  ween  cen- 
+  &  >/i"j    treofcurva- 
I  I   ture  and  « 
00  At  infinity    . 

jp,  ^  /■       jp       /■  f  Between  mir- 
&</^&>/j    rorand-oo 

_  ^     ,  i  At  surface  of 


rReal 


Real 


-Real 


Inverted 
Inverted 
Inverted 

I  Erect 
Erect 


Diminished 

(  Same  size 
(    as  object 

Magnified 


Magnified 

J  Same  size 
(    as  object 
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Relative  Positions  of  Object  and  Image  for  a 
Convex  Mirror. 


Position  of 
Object 


At  infinity    . 
Between   00  1 

and  mirror  J 
At  surface  of  \ 

mirror    .     .  ( 


Value  of 


+  &>/ 


+/ 


Corre- 
sponding 
Value  of  ^. 


0 

+  &</ 

'+/ 


Hence  Position 
of  Image. 


At//     . 
Between  pj, 
and  mirror 
At  surface  of 


mirror 


Character  of  Image. 


\  Erect 
Erect 


Diminished 

(  Same  size 
(    as  object 


In  the  case  of  a  convex  mirror,  x  cannot  be  less  than/ 
^   888.  Image  of  a  Small  Object  on  the  Axis  of  a  Hiiror.— We 

have  hitherto  considered  the  image  of  a  single  luminous  point,  and  now  * 
have  to  proceed  to  find  the  image  of  a  small  object  placed  on  the  axis  of 
a  mirror.    Let  PQ  (Fig.  297)  be  such  an  object,  then  we  may  consider 


Fig.  297. 


each  point  of  the  object  as  a  luminous  point  and  find  its  image,  and  all 
the  images  thus  found  will  build  up  the  image  of  the  small  object.  The 
problem  is  most  easily  solved  by  a  geometrical  construction  based  on  the 
results  we  have  obtained  in  the  last  section. 

Consider  the  point  P  of  the  object.    A  ray  incident  along  the  line 
PCN,  passing  through  the  centre  of  curvature  of  the  mirror,  will  meet  the 
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mirror  normally  at  N  and  be  reflected  straight  back  along  its  path.  A  ray 
PM  incident  parallel  to  the  axis  of  the  mirror  will,  after  reflection,  either 
actually  pass  through  the  principal  focus  F  (concave  lens),  or  its  direction 
when  produced  back  will  pass  through  the  focus  F  (convex  lens).  These 
two  rays,  both  proceeding  from  the  point  P,  will  therefore  meet  at  P',  and 
this  point  will  be  the  image  of  P.  In  the  same  way,  the  image  of  Q  can 
be  found  by  the  intersection  of  one  ray  passing  through  the  centre  of 
curvature,  which  will  be  reflected  back  on  itself,  with  another  taken 
parallel  to  the  axis,  which,  after  reflection,  will  pass  through  the  principal 
focus.  We  thus  obtain  the  images  of  the  extreme  points  of  the  object, 
and  may  fill  in  the  intervening  part  free-hand,  since  the  image  and  object 
will  be  similar.  It  will  be  seen  that  for  the  positions  shown  the  images 
are  in  both  cases  smaller  than  the  object,  and  that  the  image  in  the  con- 
cave lens  is  inverted  and  real,  while  that  in  the  convex  lens  is  erect  and 
virtual. 

The  relative  sizes  of  the  image  and  object  can  also  be  obtained  from 
these  figures,  for  a  ray  from  P  incident  along  po  will  be  reflected  along 
op'  to  the  image  P',  and  the  angle  of  incidence  POA  must  be  equal  to  the 
angle  of  reflection  aop'.     Hence  the  two  triangles  POA  and  p'oa'  are 

similar,  and  therefore  

PA      OA     u 

FA'    OA'    ^' 

Also,  since  the  triangles  pca  and  p'oa'  are  similar, 

PA  y\A' 

AC  Irc 

Hence  the  ratio  of  the  size  of  the  object  to  that  of  the  image  is  as  the 
ratio  of  their  distances  from  the  mirror,  or  as  the  ratio  of  their  distances 
from  the  centre  of  curvature. 

The  changes  that  take  place  in  the  relative  size  of  object  and  image 
are  given  in  the  last  two  columns  of  the  tables  on  pp.  462,  463. 

889.  Caustics  formed  by  Reflection.— We  have  hitherto  only  con- 
sidered reflection  at  spherical  mirrors  of  such  small  aperture  that  all  rays 
from  a  luminous  point  are  reflected  so  that  they  pass  through  a  single 
point.  We  now  have  to  consider  the  directions  of  the  reflected  rays 
when  the  aperture  of  the  mirror  is  large.  A  ray  such  as  PM  (Fig.  298), 
incident  at  a  point  Mj,  near  O,  will  be  reflected  so  as  to  cut  the  axis  at  the 
point  p',  which  is  the  image  of  P  given  by  the  central  part  of  the  mirror. 
A  ray  such  as  PMj,  incident  at  a  point  Mg,  at  some  distance  from  o,  will 
not,  however,  be  reflected  through  p',  but  will  intersect  the  axis  nearer  the 
mirror,  at  p".  In  the  same  way  the  ray  incident  at  M3  will,  after  reflec- 
tion, cut  the  axis  at  P"'.  Hence  the  reflected  rays  will  no  longer  all  pass 
through  a  single  point,  this  phenomenon  being  referred  to  as  spherical 
aberration. 
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It  is  found  that  all  the  reflected  rays  are  tangential  to  a  certain 
curve  ep'e',  which  is  called  a  caustic  curve.  Since  near  this  curve  the 
reflected  rays  will  be  more 
closely  packed  than  at  any 
other  point,  if  a  screen  is 
placed  so  as  to  receive  the 
reflected  rays,  the  caustic 
curve  will  appear  on  the 
screen  as  a  bright  line.  The 
caustic  is  also  very  clearly 
seen  when  a  bright  light 
shines  on  the  inside  of  a  cup 
nearly  filled  with  milk,  the 
surface  of  the  milk  acting  as 
a  screen. 

The  caustic  cuts  the  axis 
at  the  point  P',  which  is  the 
image  of  P  formed  by  the 
central  parts  of  the  mirror, 
and  the  curve  forms  a  cusp 
at  this  point. 

If  we  call  the  angle  made  by  the  normal,  CM^  at  the  point  of  incidence 
with  the  axis,  a,  then  the  distance  of  the  point  p"',  where  a  ray  incident 
parallel  to  the  axis  when  reflected  cuts  the  axis  from  the  point  O,  may 
be  expressed  by  the  equation 

OF"^ry.n^ 

where  «  is  a  fraction  the  value  of  which  depends  on  the  angle  cu 

•  The  following  table  gives 
some  values  oin  for  different 
values  of  a  : — 


Fig.  398. 


a. 

n. 

o' 

.5 

I' 

.49994 

5: 

.49809 

lo' 

.49229 

20" 

.45552 

The  manner  in  which  the 
caustic  is  formed  is  very 
clearly  shown  in  Fig.  299, 
where  OM  represents  a  sec- 
tion of  a  spherical  mirror,  of 
which  oc  is  the  axis  and  c 
after  reflection  in  the  mirror  for  a  series  of  plane  waves,  incident  parallel 
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Fig.  299. 
the  centre  of  curvature.    The  wave-fronts, 
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to  the  axis,  have  been  found  by  Huyghens*  construction.  It  will  be 
noticed  how  the  circles  representing  the  elementary  waves  are  crowded 
together  along  the  caustic,  indicating  that  a  violent  disturbance  is  pro- 
duced at  all  points  on  this  curve. 

840.  Parabolie  Mirrors. — Since  in  the  case  of  spherical  mirrors  of 
any  great  aperture  parallel  rays  are  not  all  reflected  through  the  princii>al 
focus,  a  luminous  point  placed  at  the  principal  focus  will  not  produce, 
after  reflection,  a  beam  of  parallel  rays.  As  the  brightness,  and  hence 
the  distance  to  which  a  beam  of  light  can  be  projected  by  a  reflector 
depends  on  making  the  rays  parallel,  otherwise  they  become  scattered 
over  a  larger  and  larger  area  as  the  distance  from  the  mirror  increases, 
it  is  of  some  importance  to  see  if  a  mirror  cannot  be  produced  of  such  a 
form  that  parallel  rays  are  all  reflected  through  a  single  point,  however 
great  the  aperture. 

The  surface  foimed  by  rotating  a  parabola  about  its  axis  fulfils  this 
condition,  for  in  the  parabola  the  distance  of  any  point  on  the  curve  OM 


Fig.  300. 

from  the  focus  F  (Fig.  300)  is  equal  to  its  distance  from  the  directrix  CD. 
Hence  if  ab  represents  the  position  which  a  plane  wave  incident  parallel 
to  the  axis  would  have  occupied  at  a  given  instant,  suppose  the  mirror 
MO  were  not  present,  we  can  obtain  the  position  of  the  reflected  wave- 
front  ,by  Huyghens's  construction  by  drawing  circles  with  their  centres 
on  OM,  touching  ab.  These  circles  will  all  touch  a  circle  HG  described 
with  the  focus  F  as  centre,  for  since  by  the  property  of  the  parabola 
ME  =  MF,  and  MA=MG,  being  both  radii  of  the  same  circle,  FG  must  be 
equal  to  ae  or  bd.  In  the  same  way,  it  can  be  shown  that  the  distance 
between  F  and  any  of  the  other  circles  is  equal  to  BD,  so  that  a 
circle  described  with  F  as  centre  and  bd  as  radius  will  touch  all  these 
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circles,  and  will  represent  the  reflected  wave-front.  Since  the  section 
of  the  reflected  wave-front  is  a  circle,  the  wave  will  be  brought  to  a  focus 
at  the  centre  of  the  circle,  pamely  at  F. 

The  difference  between  a  spherical  and  a  parabolic  reflector,  as  far  as 
the  production  of  a  plane  wave,  that  is,  a  pencil  of  parallel  rays,  when  a 
luminous  point  is  placed  at  the  focus,  is  shown  in  Fig.  301.     The  portion 


PARABOUC 


SPHERICAL 


!      i      i      ;  0 
\      \     \     \ 

\  \  \ 


MO  of  the  mirror  is  parabolic,  while  the  portion  on  is  spherical.  A 
luminous  point  is  supposed  to  be  placed  at  F,  and  the  positions  of  a  series 
of  reflected  wave-fronts  have  been  drawn  by  Huyghens^s  construction. 
While  the  wave-fronts  after  reflection  at  the  parabolic  mirror  are  plane, 
this  IS  only  the  case  for  those  portions  quite  close  to  the  axis,  when 
reflection  takes  place  from  the  spherical  surface. 
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CHAPTER   II 
REFRACTION 

841.  Refraction— Snell's  Law.— As  long  as  a  ray  of  light  travels 
through  a  homogeneous  (isotropic)  medium,  its  path  is  a  straight  line  ;  in 
general,  however,  when  it  passes  from  one  medium  to  another,  the  direc- 
tion of  the  path  of  the  ray  changes  abruptly  at  the  surface  of  separation 
of  the  two  media.  In  addition  to  the  portion  of  the  light  which  pene- 
trates into  the  second  medium,  a  portion  of  the  light  will  be  reflected  at 
the  surface  of  separation,  according  to  the  laws  we  have  just  considered, 
and  we  shall,  in  the  present  section,  generally  neglect  the  consideration 
of  this  reflected  ray,  and  concern  ourselves  exclusively  with  the  portion 
which  penetrates  into  the  second  medium,  and  which  is  called  the 
refracted  ray. 

As  before,  we  shall  call  the  point  where  the  incident  ray  meets  the 
surface  of  separation  between  the  two  media  the  point  of  incidence,  also 
the  angle  of  incidence,  the  plane  of  incidence,  and  the  normal  will  have 
the  same  signification  as  in  the  case  of  reflection.  The  angle  between  the 
refracted  ray  and  the  normal  in  the  second  medium  will  be  called  the 
angle  of  refraction. 

We  then  have  the  following  laws  : — 

(i)  The  refracted  ray  lies  in  the  plane  of  incidence,  and  on  the 
opposite  side  of  the  normal  to  the  incident  ray. 

(2)  The  sine  of  the  angle  of  refraction  bears  a  constant  ratio  to  the 
sine  of  the  angle  of  incidence  for  all  angles  of  incidence,  the  value  of  the 
ratio  depending  on  the  nature  of  the  two  media  at  the  surface  of  separa- 
tion between  which  the  refraction  takes  place,  and  also  on  the  nature  of 
the  incident  light  (Snell's  law). 

It  will  thus  be  seen  that  in  the  case  of  refraction  the  conditions  are 
much  more  complicated  than  in  that  of  reflection,  for  while  in  the  latter 
the  direction  of  the  reflected  ray  was  independent  of  the  nature  of  the 
reflecting  surface,  of  the  medium  in  which  the  light  was  travelling,  and 
of  the  nature  (colour)  of  the  light,  in  the  case  of  refraction  the  direction 
of  the  refracted  ray  depends  on  all  these  conditions.  We  shall  for  the 
present  postpone  the  consideration  of  the  influence  of  the  nature  of  the 
light,  assuming  that  the  light  with  which  we  are  about  to  deal  is  the 
yellow  light  given  out  by  a  Bunsen  flame  when  a  bead  of  common  salt 
(NaCl)  is  placed  in  the  flame. 
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Suppose  AB  (Fig.  302)  to  be  the  surface  of  separation  between  two 
media,  say  air  above  and  glass 
below,  and  that  a  ray  of  light 
travelling  in  the  direction  lO  is 
incident  at  o.  Let  non'  be 
the  normal  to  the  surface  of 
separation  at  O,  then  in  the 
case  considered,  in  which  the 
medium  above  AB  is  less  dense 
than  that  below,  the  angle  of  rmz 
refiaction  RON',  or  ft  will  be  ^ 
less  than  the  angle  of  incidence 
ION,  or  a.  If  the  medium  above 
AB  had  been  denser  than  that 
below,  then  a  would  have  been 
less  than  ^, 

If,  with  O  as  centre,  we  de- 
scribe a  circle  of  any  radius, 
cutting  the  incident  ray  at  i  *  ^^' 

and  the  refracted  ray  at  R,  and  from  i  and  R  draw  perpendiculars  to  the 
normal,  then  frf 

sin  a="^  ; 
IO_ 

or  ^^JJL^ 

According  to  Snell's  law  the  ratio  sin  a/sin  j3  is  constant  for  all  angles 
of  incidence,  and  the  value  of  this 
ratio  for  any  pair  of  media  is  called 
the  refrtictive  index  for  these  media, 
and  is  generally  indicated  by  the 
Greek  letter  /i. 

When  the  incident  ray  is  perpen- 
dicular to  the  surface  of  separation  a 
is  zero,  and  hence  sin  a=o,  so  that 
sin  )8— O  and  )8=0.  Thus  in  this  case 
the  ray  does  not  suffer  refraction. 

If  we  are  given  the  refractive  in- 
dex between  two  media  and  the  angle 
of  incidence,  it  is  easy,  by  a  geometri- 
cal construction,  to  find  the  direction 
of  the  refracted  ray.  If  AB  (Fig.  303) 
is  the  surface  of  separation  between 
the  media,  the  denser  being  below, 
and  DO  is  the  direction  of  the  inci* 


and  sin  ff  =  "— . 
RO 


Fig.  303. 
dent  ray,  measure  off  from  o  along  OD  a  distance  oc  equal  to  unity,  or 
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with  O  as  centre  describe  a  circle  of  radius  unity  cutting  do  at  c,  and  a 
distance  OD,  which,  expressed  in  the  same  units,  is  equal  to  the  refractive 
index  fu  With  centre  O  and  radius  OD  describe  an  arc  of  a  circle.  From 
c  draw  CE  parallel  to  the  normal  ON,  cutting  the  circle  in  E,  join  EO  and 
produce  to  R,  then  OR  is  the  refracted  ray. 

To  prove  this,  draw  em,  dl,  and  CK  perpendiculars  to  ON. 


Now 


and 


Hence 


DL_ 
OD 

=sin  a, 

OE 

=  sin)8. 

sin  a 

DL 

OD^ 

DL 

OK 
ME 

for  OD  and  OE  are  equal,  being  radii  of  the  circle,  and  me  is  equal  to  KC. 
Now  the  triangles  DOL  and  COK  are  similar.     Hence 


But  by  construction 


DL 
KC 

OD 
OC 

OD^ 
OC 

■A*- 

Hence 


sin^S 


»/*> 


and  ^  is  the  angle  of  refraction,  so  that  or  is  the  direction  of  the 

refracted  ray. 

If,  instead  of  being  a  plane,  the 
surface  separating  the  two  media  is 
a  sphere  of  radius  r,  the  path  of  the 
refracted  ray  may  be  found  by  the 
following  geometrical  construction. 
Let  the  circle  MB  (Fig.  304)  with 
centre  C  be  a  meridian  section  of 
the  sphere  of  the  medium,  the  refrac- 
tive index  between  the  surrounding 
medium  and  the  sphere  being  fu 
With  c  as  centre,  describe  two 
circles,  having  radii  ^  and  r//* 
respectively,  and  produce  the  in- 
cident ray  PM  till  it  cuts  the  outer  circle  at  m'.  Join  m'c,  cutting  the 
inner  circle  at  A.     Then  the  line  mar  will  be  the  refracted  ray. 


Fig.  304. 
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By  construction  we  have 


and 


MC 
'CA     ''ll^ 
M'C    rfx 


=fh 


Also,  since  in  the  triangles  MCA  and  m'cm  the  angle  mca  is  common, 
and,  as  above  shown,  the  sides  about  these  angles  are  proportional,  it 
follows  that  the  triangles  are  similar.  Hence  the  angle  mac  is  equal  to 
the  angle  m'mc,  or  a. 

In  the  triangle  mca,  since  the  ratio  of  two  sides  is  the  same  as  the 
ratio  of  the  opposite  angles,  we  have 


CM 
'CA 

r 

But  if  MA  is  the  refracted  ray, 


sin  MAC 
'Sn  CM  A' 

sin  MAC    s\n  a 
sin  /3 


"sin/y 


sina 
sin  P 


^th 


and  since  the  line  MA  has  been  shown  to  fulfil  this  condition,  it  must  be 
the  refracted  ray. 

342.  Refraction  through  a  Slab  with  Parallel  Sides.-~Suppose 
we  have  a  slab  of  a  denser  medium 
enclosed  by  parallel  sides,  ab  and 
CD  (Fig.  305),  with  a  less  dense 
medium  on  either  side.  Then  it  is 
found  experimentally  that  if  a  ray 
of  light  is  passed  through  the  plate, 
the  direction  OiR  of  the  ray  after 
leaving  the  plate  is  parallel  to  the 
incident  direction  10,  the  only  effect 
of  the  interposition  of  the  plate  be- 
ing to  displace  the  ray  to  one  side. 

We  will    call    the    less  dense 
medium  i,  and  the  medium  com- 
posing the  slab  2,  and  indicate  the 
refractive  index  from  medium  i  to  medium  2  by  1M2,  and  that  from  2  to 
I  by  oiu.     We  have 


and 


sin  fi* 
^'     sm  a'^ 


Since  the  sides  of  the  slab  are  parallel,  and  NON'  and  NjOiN/  are  normals. 
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these  lines  are  parallel,  and  therefore  the  angle  )8  is  equal  to  the  angle 
P\  also,  since  the  rays  lO  and  O^R  are  found  by  experiment  to  be 
parallel,  the  angle  a  is  equal  to  the  angle  a'. 

,T  sin  a    sin  a' 

Hence  -; — ^-^^ — g^, 

sm  )8    sin  PT 

or  i^-tf*i=i- 

Thus  we  get  that  the  refractive  index  from  medium  (i)  into  medium 
(2)  is  the  reciprocal  of  the  refractive  index  from  medium  (2)  into 
medium  (i). 

By  taking  a  number  of  slabs  of  media  of  different  refrangibility,  it 
can  be  shown,  using  a  similar  notation  to  that  employed  above,  that 

This  expression  will  be  of  use  in  solving  problems  on  refractive  index. 
Thus,  given  that  the  refractive  index  from  air  to  glass  is  1.5,  and  that 
from  air  to  water  is  1.33,  find  the  refractive  index  from  water  to  glass. 
In  the  first  place, 

liiair  to  glass)  x  n{glass  to  air)  =  i , 

M  {glass  to  air) — —  =  .67 . . 

Also         f*(air  to  water)  x  it{waUr  to  glass)  x  fi(glasi  to  air)  =  i, 
1 .33  X  it{water  to  glass)  x  .67  =  i. 

H  encc  yJiwater  to  glass)  *= —  =  1.13. 

1.33  X. 67 

or  the  refi'active  index  from  water  to  glass  is  1.13. 

848.  Image  of  a  Point  Formed  by  Refraction  at  a  Plane 
Surface. ^ If  AB  (Fig.  306)  is  the  surface  separating  two  media,  the  re- 
fractive index  from  one  to  the  other  being  /i  and  the  denser  below  ab,  and 
p  is  a  luminous  point  in  the  denser  medium,  the  ray  pmn,  which  strikes 
the  surface  of  separation  normally,  is  unrefracted.  AH  other  rays,  such 
as  PMj,  which  strike  the  surface  ab  obliquely  will  be  refracted,  the 
direction  of  the  refracted  ray  MjR^  being  obtained  by  the  construction 
jgiven  in  §  341.  If  we  produce  M]Ri  backwards,  it  will  intersect  the 
normal  ray  PN  at  the  point  p',  and  the  refracted  rays  MN  and  MjRi  will 
proceed  as  if  they  came  from  p'.  If  we  make  the  same  construction  for 
a  ray  such  as  pMj,  which  strikes  the  surface  ab  a  good  deal  further  from 
M,  the  refracted  ray  MgR^,  when  produced  backwards,  will  be  found  to 
intersect  4he  normal  ray  at  a  point  P",  nearer  to  M  than  p'.  Hence  the 
directions  of  the  refracted  rays  do  not  all  pass  through  a  single  point. 
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so  that  there  is  not  a  single  geometrical  image  of  P.    The  directions  of 
all  the  refracted  rays  are  however  tangential  to  a  caustic  curve  CP'. 


If  we  restrict  ourselves  to  rays  which  strike  the  surface  near  any 
given  point  M,  a  restriction  similar  to  that  made  with  regard  to  spheri- 
cal mirrors,  it  will  be  found  that  the  direc- 
tions of  all  the  refracted  rays  very  nearly 
pass  through  a  single  point,  so  that  in  this 
case  we  get  an  image  of  the  luminous  point. 
If  we  draw  the  normal  at  M  (Fig.  307),  and 
call  the  angle  n"mr  a,  and  the  angle  pmn' 
j8,  we  have 

sin  g  _ 

Now  since  the  angles  nmp'  and  p'mn'  are 
together  equal  to  a  right  angle,  sin  p'mn' 
=  cos  nmp'.     Hence,  since  the  angle  p'mn' 

is  equal  to  a,  

NM 


sin  a  =  sin  FMN*  =  cos  NMF^; 


FM 


Fig.  307. 


Also,  since  PN  and  n'm  are  parallel,  the  angles  pmn'  and  NPM  are 

equal,  and  hence  

,     r.       NM 

sin  «  «=— « 

PM 
Substituting  these  values  of  sin  a  and  sin  /i^,  we  get 


/*= 


NM    PM    PM 
FM'  Njr FM 
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Now  if  the  point  M  is  taken  very  near  N,  pm  will  be  very  nearly  equal 
to  PN,  and  p'm  to  p'n.     Hence  for  rays  incident  near  N  we  get 


/*= 


PN 

fn' 
Tn 


or  PN^ 

/* 

which  gives  the  distance  of  the  image  from  the  surface  of  separation 

between  the  media.    As  we  have  supposed  that  the  medium  below  ab 

is  denser  than  that  above,  and  as  /i  was  the  refractive  index  from  the 

upper  to  the  lower  medium,  \k  must  be  greater  than  unity,  so  that  the 

image  P'  is  nearer  to  the  surface  than  the  object.     In  the  case  of  water, 

it  is  a  matter  of  everyday  observation  that  objects  in  the  water  appear 

nearer  the  surface  than  they  are  really. 


Fig.  308. 


For  any  other  rays,  except  those  which  are  incident  almost  normally, 
the  directions  of  a  small  pencil  of  rays,  such  as  would  enter  the  eye  after 
refraction,  very  nearly  pass  through  a  single  point  which  lies  on  the  caustic, 
so  that  an  image  is  formed  at  this  point.  The  position  of  the  image 
differs,  however,  with  the  position  of  the  eye,  as  is  shown  in  Fig.  308. 
»  844.  Total  Internal  Reflection.— The  equation  expressing  SneH's 
law  may  be  written  ^^^  ^ 

sin  5= . 

If  M  is  greater  than  unity,  ue,  if  we  are  considering  a  ray  travelling  from 
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a  less  dense  to  a  more  dense  medium,  since  sin  a  cannot  be  greater 
than  unity,  the  quotient  sin  a/^  must  always  be  less  than  unity.  Hence 
for  any  value  of  a  we  can  get  a  corresponding  value  for  j8.  That  is, 
whatever  the  value  of  the  angle  of  incidence  (of  course  this  angle  must 
be  less  than  90*),  there  will  be  a  refracted  ray. 

If,  however,  we  are  considering  a  ray  passing  from  a  more  dense 
medium  to  a  less  dense  one,  so  that  /i  is  less  than  unity,  then  if  sin  a  is 
less  than  /x,  the  quotient  (sin  a)//i  will  be  greater  than  unity.  Now  sin  j8 
cannot  be  greater  than  unity,  so  that  we  cannot  obtain  a  value  for  the 
angle  of  refraction.  When  sin  a  is  less  than  fi,  we  can  obtain  a  value 
of  j&,  and  there  is  a  refracted  ray.  When  sin  a  is  equal  to  p^  the  quotient 
sin  a/A  is  unity,  and  therefore  sin  )8=  i,  ue,  )8=9o°.  This  means  that  for 
this  angle  of  incidence  the  angle  of  refraction  is  90%  and  hence  the 
refracted  ray  in  the  less  dense  medium  is  parallel  to  the  surface  of 
separation  between  the  media,  and  just  grazes  this  surface.  For  larger 
angles  of  incidence  there  is  no  refracted  ray,  so  that  none  of  the  light 
passes  out  of  the  denser  medium,  it  all  being  reflected  back  at  the  sur- 
face of  separation  according  to  the  ordinary  laws  of  reflection.  In  this 
case  the  ray  is  said  to  suffer  total  internal  reflection.  The  angle  of 
incidence,  of  which  the  sine  is  equal  to  the  reciprocal  of  the  refractive 
index,  is  called  the  critical  angle. 

If  the  critical  angle  (5)  between  two  media  is  measured,  we  can 
obtain  the  reftactive  index  from  the  relation 

i_ 

sinS' 

In  the  case  of  glass  and  air  the  refractive  index  is  1.5,  and  hence 
the  critical  angle  is  given  by 

sin5=ii=.67.. 
d=42'. 

If  a  ray  of  light  is  incident  normally  on  one  of  the  shorter  faces  AC 
of  a  right-angled  glass  prism  ABC  (Fig. 
309),  it  will  enter  the  glass  without 
refraction,  and  will  be  incident  on 
the  hypotenuse  at  an  angle  of  45'. 
As  this  angle  is  greater  than  the  criti- 
cal angle,  the  ray  will  not  be  able  to 
pass  out  into  the  air,  but  will  be 
totally  reflected  along  o'o",  and  will 
be  incident  normally  at  o"  and  con- 
tinue along  o"r.  The  prism  has  there- 
fore acted  as  a  plane  mirror  and  simply  reflected  the  ray,  turning  its 
direction  through  a  right  angle. 
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845«  Ref^aetion  through  a  PrlsiiL— A  portion  of  a  refracting 
medium  bounded  by  two  plane  surfaces  which  are  inclined  at  a  finite 
angle  is  called  a  prism. 

The  two  plane  surfaces  are  called  the  faces  of  the  prism,  the  line  in 
which  the  faces  meet,  or  would  meet  if  produced,  is  called  the  edge  of 
the  prism,  and  the  angle  between  the  faces  is  called  the  refracting  angle, 
or  simply  the  angle  of  the  prism. 

Any  plane  perpendicular  to  the  two  faces,  and  hence  also  to  the  edge, 
is  called  a  principal  plane  of  the  prism. 

Since  a  principal  plane  is  perpendicular  to  both  faces,  if  a  ray  of  light 
is  incident  in  the  principal  plane  it  will  continue  in  this  plane  both 
during  its  passage  through  the  prism  and  after  leaving  the  prism. 

When  the  medium  of  which  the  prism  is  composed  is  denser  than  the 
surrounding  medium,  the  ray  of  light  incident  in  a  principal  plane  will 
be  deviated  towards  the  thick  end  of  the  prism.  The  angle  through 
which  the  ray  has  been  deviated  during  its  passage  is  called  the  angle  of 
deviation. 

If  the  angle  of  incidence  of  the  incident  ray  with  the  first  face  is 
altered,  it  is  found  that  for  one  angle  of  incidence  the  angle  of  deviation 


Fig.  310. 

produced  is  a  minimum,  the  deviation  being  greater  both  for  smaller  and 
larger  angles  of  incidence.  The  angle  through  which  the  ray  is  deviated 
under  these  circumstances  is  called  the  angle  of  minimum  deviation. 

If  a  ray  of  light  PL  is  incident  at  such  an  angle  on  the  face  ab  of  the 
prism  ABC,  Fig.  310  {a\  that  the  deviation  is  a  minimum,  the  path  of 
the  ray  in  the  prism  is  such  that  AM  is  equal  to  AL.  If  this  were  not  so, 
let  us  suppx)se  that  PLMR,  Fig.  310  (b\  represents  the  path  of  a  ray  when 
the  deviation  is  a  minimum.  Then  a  ray  of  light  incident  along  RM 
would  travel  along  rmlp,  and  hence  would  also  suffer  minimum  devia- 
tion, for  if  we  reverse  the  direction  of  a  ray  of  light,  it  always  retraces 
its  path. 

Next  take  the  point  /,  such  that  a/=al,  and  w,  such  that  A^r—AM, 
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Angle  of  Minimum  Deviation 


4B3 


and  join  Im.  Then  draw  pi  inclined  at  the  same  angle  to  AC  as  is  PL  to 
AB,  and  mr  inclined  to  ab  at  the  same  angle  as  is  MR  to  AC.  Then  the 
path  pimr  is  exactly  similar  to  the  path  PLMR,  and  hence  a  ray  incident 
along  pi  would  travel  along  plmr^  and  would  be  deviated  through  the 
same  angle  as  is  the  ray  PLMR,  that  is,  it  would  suffer  minimum  deviation. 
Hence  there  are  two  rays,  pi  and  RM,  at  different  angles  of  incidence, 
both  of  which  undergo  minimum  deviation,  which  is  impossible,  since  by 
experiment  there  is  only  one  angle  of  .incidence  which  fulfils  this  con- 
dition. Hence  PLMR  cannot  be  at  minimum  deviation.  In  the  same 
way,  it  can  be  shown  that  no  ray  which  does  not  cut  the  two  faces  so  as 
to  make  AL  equal  to  AM  can  be  at  minimum  deviation. 

846.  Determination  of  Refraetive  Index  from  the  Angrle  of 
Minimum  Deviation. — From  the  knowledge  of  the  refracting  angle  of 
a  prism  and  the  angle  of  minimum  deviation,  we  can  calculate  the 
refractive  index  from  the  medium  surrounding  the  prism  to  the  medium 
of  which  the  prism  is  composed.  Since  in  practice  we  have  almost 
always  to  consider  the  passage  of  light  from  air  into  some  other  medium, 
we  shall  in  future  refer  to  the  refractive  index  from  air  into  a  medium 
simply  as  the  refractive  index  of  the  medium. 

Let  ABC  (Fig.  311)  be  the  trace  of  a  prism,  the  paper  being  a  prin- 
cipal plane,  and  plmr  the  path  of  a  ray  which  is  at  minimum  deviation, 
so  that  AL=AM.  At  L 
and  M  draw  the  normals 
nln"  and  n'mn",  also 
produce  the  direction  of 
the  emeil^ent  ray  MR 
back  to  D,  and  produce 
the  direction  of  the  in- 
cident ray  PL  to  cut  this 
at  E.  Then  the  angle 
DEL  or  h  is  the  angle 
through  which  the  ray 
is  deviated,  and  hence 
d  is  by  supposition  the 
angle  of  minimum  devia- 
tion. 

Since  al=am  the  angle  ALM  is  equal  to  the  angle  AML,  and  hence 
as  the  angles  aln"  and  amn"  are  each  a  right  angle,  the  angle  n"lm  is 
equal  »to  the  angle  n"ml.  In  the  quadrilateral  aln"m,  the  angles  aln" 
and  amn"  are  right  angles,  hence  the  angle  LN"M  =  7r-^.  But  since 
LMN"  is  a  triangle,  the  angle  LN"M=ir-2)3.     Hence 

7r-2)3=7r-^ 

/>4 


Fig.  311, 
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In  the  triangle  ELM  the  angles  ELM  and  EML  are  each  equal  to'a— ^ 
and  hence  the  exterior  angle  del  is  equal  to  2(0 -)8),  or  8=2(0 -0). 


But  if  /i  is  the  refractive  index, 

—  ^^"  ^    sin  K^+^) 
'*"sin/^""     sin  \B    ' 

and  so  if  the  angles  6  and  d  arc  measured,  the  refractive  index  can  at 
once  be  calculated. 

847.  Absolute  Refi:*aetive  Index,  and  Change  in  Reft'aetive 
Index  with  Change  in  the  Physical  Condition  of  the  Medium.— 

In  almost  all  cases  the  refractive  index  from  air  to  a  given  medium  is 
what  we  obtain  by  experiment  When,  however,  we  are  making  com- 
parisons between  the  optical  properties  of  different  media,  it  is  convenient 
to  eliminate  the  effect  of  the  medium  air,  and  to  consider  the  refractive 
index  from  a  vacuum  to  the  medium  considered.  This  is  called  the 
absolute  refractive  index,  and  can  at  once  be  calculated  from  the 
refractive  index  in  air,  if  we  know  the  absolute  refractive  index  of  air, 
by  the  method  given  in  §  342.  Since  the  absolute  refractive  index  of 
air  under  standard  condition  of  pressure  and  temperature  (76  cm.  of 
mercury  and  o*  C.)  is  1.00029,  the  absolute  refractive  index  for  any 
medium  is  obtained  by  multiplying  the  refractive  index  relative  to  air  by 
1.00029. 

According  to  the  electro-magnetic  theory  of  light,  to  which  we  shall 
refer  later,  the  refractive  index  of  a  substance  is  connected  with  the 
density  d  in  such  a  way  that  the  expression 

I  /i'-i 


->  2  .     ~^  constant  {Ry  say). 


This  expression  is  due  to  Lorentz,  and  the  value  of  the  constant 
R  is  independent  of  the  temperature,  pressure,  and  the  state  of  the 
substance. 

Lorentz*s  formula  may  be  written— 


l(/i-lX^+l)_r> 

d        u2  +  2        '^'^' 


d       fi 
Hence  if  4 —  is  constant,  the  formula  will  reduce  to  (u  -  i)/^=  constant 

From  the  results  of  their  experiments  Gladstone  and  Dale  had  previously 
found  that  the  expression  (ji-  i)/</ remained  constant  when  the  tempera- 
ture and  pressure  changed. 

In  the  case  of  gases  the  refractive  index  is  always  very  nearly  unity, 
so  that  the  quantities  /i  +  i  and  /i*  +  2  are  very  nearly  2  and  3  respectively, 


Digitized  by 


Google 


§347] 


Lorent^s  Law 


48s 


SO  that,  for  gases,  Lorentz's  expression  reduces  to  that  of  Gladstone 
and  Dale. 

In  the  following  table  the  values  of  R  are  given  for  some  substances 
both  in  the  liquid  and  gaseous  state  : — 


I  M^-i 

Liquid, 

Vapour. 

Water         .... 
Carbon  bisulphide 
Chloroform 

0.2061 
0.2805 
0.1790 

0.2068 
0.2898 
0.1796 
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CHAPTER   III 

LENSES—MEASUREMENT  OF  REFRACTIVE  INDEX 

848.  Lenses. — A  portion  of  a  refracting  medium,  bounded  by  two 
surfaces,  one  of  which  is  spherical  and  the  other  is  plane  or  spherical,  is 
called  a  lens. 

If  the  two  surfaces  of  the  lens  are  spherical,  the  line  joining  the 
centres  of  the  spheres  is  called  the  axis  of  the  lens  ;  if  one  of  the  surfaces 
is  plane,  the  axis  is  the  line  drawn  through  the  centre  of  the  sphere 
perpendicular  to  the  plane. 

If  the  rays  proceeding  from  a  point  P  on  the  axis,  after  refraction  at 
the  lens,  pass  through  a  point  P' ;  or  if,  although  they  do  not  actually  pass 
through  this  point,  their  directions  pass  through  p',  then  P  and  P'  are 
called  conjugate  foci. 

The  point  through  which  the  refracted  rays,  or  their  direction,  pass 
when  the  incident  rays  are  parallel  to  the  axis,  is  called  the  principal 
focus  of  the  lens,  and  the  distance  between  this  point  and  the  lens  is 
called  the  focal  length  of  the  lens.  Every  lens  has  two  principal  foci,  one 
on  either  side  of  the  lens,  and  at  equal  distances  from  the  lens. 

If  AB  (Fig.  312)  represents  a  section  of  a  lens,  and  xx'  the  axis,  the 

surfaces  of  the  lens  at  M  and  N 
will  be  normal  to  the  axis,  and 
hence  a  ray  of  light  incident 
albng  the  axis  will  not  be  deviated 
by  its  passage  through  the  lens. 
Also  if  P  and  Q  are  any  two 
points,  such  that  the  tangents  to 
the  lens  at  P  and  Q  are  parallel,  a 
ray  of  light  incident  at  P  in  such  a 
direction  that  it  travels  along  PQ 
will,  after  it  leaves  the  lens,  travel 
along  QR  in  a  direction  parallel  to 
its  original  path,  IP  ;  for  as  far  as 
this  ray  is  concerned  the  lens  acts 
simply  as  a  parallel-sided  slab. 
The  point  o,  where  this  ray  cuts 
the    axis,   is    called    the    optical 

centre  of  the  lens,  and  is  such  that  all  rays  which  pass  through  it  are 
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undeviated  by  their  passage  through  the  lens.  The  position  of  the 
optical  centre  varies  with  the  curvature  of  the  surfaces,  and  may  lie  quite 
outside  the  lens. 

In  the  case  of  most  lenses  used  in  practice  the  thickness  of  the  lens 
is  small  compared  with  the  focal  length,  so  that  the  points  M,  O,  and  N  are 
near  together.  Such  a  lens  is  called  a  thin  lens,  and  we  shall,  unless  it 
is  specially  mentioned,  restrict  ourselves  to  thin  lenses,  so  that  we  may 
take  either  of  the  three  points  M,  o,  or  N,  as  the  optical  centre  of  the  lens. 

Lenses  are  divided  into  two  classes.  The  first  class,  called  convex 
lenses  or  converging  lenses,  are  such  that  when  a  pencil  of  rays  parallel 
to  the  axis  passes  through  the  lens,  they  are  refracted  so  as  to  pass 
through  the  principal  focus.  The  second  class,  called  concave  or  diverg- 
ing lenses,  are  such  that  when  a  pencil  of  rays  parallel  to  the  axis 
passes  through  the  lens  they  are  refracted,  so  that  although  they  do  not 
actually  pass  through  the  principal  focus,  yet  their  directions  pass  through 
the  focus. 

It  is  only  when  the  medium  of  a  lens  is,  as  is  generally  the  case, 
denser  than  the  surrounding  medium  that  the 
above  definitions  hold     In  the  opposite  case 
a  concave  lens  is  a  converging  lens,  and  vice 
versa. 

In  Fig.  313  are  given  the  sections  by  a 
plane  containing  the  axis  of  the  three  typical 
forms  of  convex  lens.  Lens  {a)  is  called  a 
double  convex  lens,  {b)  a  plano-convex  lens, 
and  (r)  a  convexo-concave  lens  or  convex 
meniscus.  Lens  {c)  has  one  convex  and  one  concave  surface  ;  the  radius 
of  the  convex  surface  is,  however,  less  than  that  of  the  concave.  In 
Fig.  314  the  three  typical  forms  of  con- 
cave lenses  are  shown.  Lens  (a)  is  called 
a  double  concave  lens,  {b)  a  plano-concave, 
and  {c)  a  concavo-convex  or  concave 
meniscus.  In  {c)  the  concave  surface  has 
a  smaller  radius  of  curvature  than  the 
convex  surface. 

If  a  pencil  of  rays,  all  parallel  to  the 
axis,  falls  on  a  convex  lens,  such  as  ab 
(Fig.  315),  after  refraction  through  the  lenses  they  all  pass  through  the 
principal  focus  F,  and  OF  is  the  focal  length  of  the  lens.  Since  the  focal 
length,  measured yJ'^w  the  lens,  is  in  the  satne  direction  as  that  in  which 
the  incident  light  is  proceeding,  it  is  negative,  the  same  convention  as  to 
sign  being  adopted  as  in  the  case  of  mirrors  (§  337). 

If  a  pencil  of  rays  parallel  to  the  axis  falls  on  a  concave  lens,  such  as 
CD  (Fig.  315),  after  their  passage  through  the  lens  the  rays  diverge  and 
travel  as  if  they  came  from  the  principal  focus  F',  the  point  f'  being  on 
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the  side  of  the  lens  on  which  the  light  is  incident  Hence  as  OF^  is 
measured  in  the  opposite  direction  to  the  incident  light  it  is  positive,  so 
that  the  focal  length  of  a  concave  lens  is  positive.  It  is  for  the  above 
reasons  that  convex  lenses  are  sometimes  called  negative  lenses,  while 
concave  lenses  are  called  positive. 


*e^r 


Fig.  315. 

If  r^  is  the  radius  of  curvature  of  the  first  surface  on  which  a  parallel 
beam  of  light  is  incident,  r^  the  radius  of  curvature  of  the  other  surface, 
/the  focal  length,  and  /*  the  refractive  index  of  the  medium  of  which  the 
lens  is  composed,  then  these  quantities,  due  regard  being  paid  to  their 
proper  sign,  are  connected  by  the  equation — 


>-<,-.)(i-i) . . .  (.> 


This  equation  can  be  deduced  in  the  following  manner.     Let  ab 
(Fig.  316)  be  a  section  of  a  lens,  and  suppose  a  pencil  of  parallel  rays 
,  ^  falls  on  the  lens  parallel  to 

C  A  the  axis,  of,  and  is  brought 

to  a  focus  at  the  principal 
focus,  F.  We  will  consider 
two  rays,  i^AF  and  ijOF.  If 
through  c  we  draw  cc'  per- 
pendicular to  the  incident 
light,  cc'  will  be  a  section  of 
the  wave-front,  for  we  are 
dealing  with  plane  waves. 
Hence  the  wave  will  reach 
the  points  c  and  c'  in  the 
same  phase.  After  leaving 
c'  the  wave  will  travel  along  c'a,  then,  as  a  is  just  at  the  edge  of  the 
lens,  it  will  pass  through  a  very  small  thickness  of  glass,  and  then  travel 


Fig.  316. 
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along  AF.  The  part  of  the  wave  near  c  will  in  the  same  way  travel 
through  a  thickness  CD  of  glass,  and  then  over  a  distance  df  of  air. 
Now  as  the  rays  are  brought  to  a  focus  at  F,  the  different  parts  of  each 
wave,  such  as  cc/,  must  all  reach  F  at  the  same  time,  for,  as  we  have  seen 
in  the  case  of  a  real  focus,  the  wave-front  is  a  sphere  with  positive  curva- 
ture, and  the  wave-fronts  eventually  are  reduced  to  points  at  the  focus. 
Thus  the  time  taken  by  the  one  portion  of  the  wave  to  travel  over  the 
path  c'af  must  be  the  same  as  that  taken  by  the  other  portion  to  travel 
over  the  path  CDF. 

We  shall  see  later  (§  366)  that  the  velocity  of  light  in  a  medium,  of 
which  the  refractive  index  is  ft,  is  i//i  of  the  velocity  of  light  in  air. 
Hence  it  will  take  the  light  the  same  time  to  travel  over  a  distance  yjc  in 
air,  as  it  does  over  a  distance  :r  in  a  medium  of  refractive  index  /x. 

If  we  call  the  distance  AO  a,  the  radius  of  curvature  of  the  surface 
ACB  r^  that  of  the  surface  adb  r^  and  the  focal  length,  of,  of  the  lens/ 
then,  from  the  well-known  property  of  the  segments  of  chords  of  a  circle, 
we  have  =-r,  =^v       « 

or  C5=rt*/2r„ 

for  if  the  lens  is  thin,  and  it  is  only  for  thin  lenses  of  small  curvature  that 
our  investigation  holds,  we  may  neglect  the  term  co*.     In  the  same  way 

crZ>=a2/2rj. 
Now  the  length  of  the  path  c'af  is 

where  terms  in  ^//*  and  higher  powers  have  been  neglected,  for  /  is 
much  greater  than  a.  Also  the  length  of  the  path  cdf,  allowance  being 
made  for  the  slower  velocity  of  the  waves  in  glass,  is 

Hence  if  the  length  of  the  two  paths  are  equal,  so  that  the  two  portions 
of  the  wave  reach  F  at  the  same  instant,  we  have 


2^1  2/        2 


or 


V^i      rj     -"       2rs 
2/      2  \rJ?J      2\rJ  rj' 

y^-'ir-'r)  .  .  ;  („, 
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where  we  have  taken  all  lengths  as  positive,  that  is  not  considered  their 
sign.  Since,  however,  all  distances  measured  from  the  lens  in  the  direc- 
tion in  which  the  light  is  travelling  are  taken  as  negative,  both  /  and  r^ 
are  negative.     Making  this  change  in  (i)  we  get 

^.o.-.,G,-4> 

jr  th( 


If  one  of  the  faces,  say  the  second,  is  plane,  so  that  r2=oo,  the  above 
formula  will  become 


since  when  r2=<»,  —  will  be  zero. 
^t 
As  an  illustration  of  the  application  of  these  formulae,  suppose  that 
the  radius  of  curvature  of  the  right-hand  surface  of  the  lens  AB  (Fig.  316) 
is  10  cm.,  and  that  of  the  left-hand  surface  is  8  cm.,  and  we  required 
to  find  the  focal  length,  the  refractive  index  of  the  medium  of  which 
the  lens  is  composed  being  1.33.  In  this  case  the  centre  of  the  sphere 
of  which  the  right-hand  face  is  a  part  is  to  the  left  of  the  lens,  and  hence 
its  radius  of  curvature  measured  from  the  lens  is  measured  to  the  left,  />, 
in  the  same  direction  as  the  incident  light,  and  is  therefore  negative.  In 
the  same  way,  the  radius  of  curvature  of  the  other  face  is  positive.  Hence 
in  the  example  r^—  -\o  cm.,  and  r^=%  cm.  Putting  these  values  into 
equation  (i),  we  get 

7=('-33-.)(-4-0 

=  .33(--i«>-.i25) 
=  -ao742. 
/= -13-48  cm. 

Next  suppose  that  the  radius  of  curvature  of  the  right-hand  surface  of 
a  double  concave  lens  CD  (Fig.  315)  is  10  cm,,  and  that  of  the  left  surface 
is  8  cm.     In  this  case  r^^  + 10  cm.  and  ^2=  -  8  cm.     Hence 

>-<■•« ->(fo-i) 

=  .33(.ioo-f.i25) 
=0.0742. 
7=13.48  cm. 

349.  Geometrical  Construction  for  finding  the  Image  and 
Relative  Size  of  Image  and  Object— The  position  of  the  image 
formed  by  a  lens  can  be  found  by  a  geometrical  construction  exactly 
similar  to  that  used  in  regard  to  mirrors  in  §  338. 
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We  take  one  ray  which,  proceeding  from  the  point  Q  (Fig.  317)  of  the 
object,  passes  through  the  centre  of  the  lens  o,  and  hence  is  undeviated, 
and  another,  QM,  which  is  parallel  to  the  axis,  and  hence  after  passing 
through  the  lens  either  actually  passes,  or  its  direction  passes  through 
the  principal  focus  F.  The  point  Q'  where  the  two  rays  intersect  is  the 
image  of  Q.  If  the  rays  actually  pass  through  q'  the  image  is  real ;  if 
the  rays  do  not  actually  pass  through  q',  but  only  their  directions  when 


produced  backwards,  then  the  image  is  virtual.  In  Fig.  317  the  image 
produced  by  the  lens  AB  is  real,  while  that  produced  by  the  lens  CD  is 
virtual. 

In  the  figure  the  triangles  QOP  and  q'Op'  are  similar.    Hence 

QP]QF=^'OPfOF=^ujv. 
Thus  the  size  of  the  object  is  to  the  size  of  the  image  as  the  distance  of 
the  object  from  the  lens  is  to  the  distance  of  the  image  from  the  lens. 

The  relation  between  the  distances  of  the  object  dnd  image  from  the 
lens  may  be  found  in  the  following  manner.  In  the  triangles  QPO,  q'p'o 
(Fig.  317),  since  the  angles  at  O  are  equal,  and  the  angles  at  P  and  P'  are 
both  right  angles,  the  triangles  are  similar.     Hence 

PO  _PQ. 
FO     FQ 


££=m    .    .    .    (I). 
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In  the  same  way  the  triangles  MFO  and  q'fp^  are  similar,  so  that 


since  OM^PQ. 
Hence,  from  (i) 


fF   fqT  P^ 


PO^ 
F~0 


OF 
FF" 


£^=^     .     .     .     (2). 


Now  PO  is  the  distance  between  the  object  and  the  lens,  or  calling 
this  distance  i/,  and  remembering  that  u  is  positive  for  both  a  convex 
and  a  concave  lens,  P0=«.  In  the  same  way,  if  t/  is  the  distance  of  the 
image  from  the  lens,  p'Ob:  —v  for  a  convex  lens,  and  P^o^v  for  a  con- 
cave lens  ;  for  v  is  negative  for  a  convex  lens,  and  positive  for  a  concave 
lens.  If/  is  the  focal  length  of  the  lens,  then  since  /  is  negative  for  a 
convex  lens,  OF=  -/  for  a  convex  lens.  Similarly  OF«=/  for  a  con- 
cave lens.  For  a  convex  lens  fp' =-«/+/,  and  for  a  concave  lens 
FP'=y- V.     Substituting  these  values  in  (2),  we  get 


For  a  convex  lens  —  =       ^  ^ 
or  -  f/z/  +  u/=fv^ 

7     V     u 


For  a  concave  lens  - 


or 


V   f-v 

i__2   i 

7    v'u' 


the  same  expression  in  the  case  of  both  lenses.  In  using  the  formula 
thus  obtained,  care  must  be  taken  to  pay  due  regard  to  the  proper 
sign  of  the  quantities  u^  Vy  and/ 


Fig.  317a 

We  may  employ  the  method  used  in  §  348  to  obtain  the  relation 
between  the  distances  of  the  image  and  object  from  a  lens.  Taking  the 
case  of  a  convex  lens,  we  have  to  find  the  condition  that  the  time  taken 
for  a  wave  to  travel  along  the  path  pmp'  (Fig.  317a)  shall  be  the  same  as 
that  taken  by  a  wave  to  travel  alon£_POP', 

Calling  the  distances  PO,  OP',  OM,  w,  v,  and  a  respectively,  and  the 

Digitized  by  CjOOQIC 


§  349]  Image  Formed  by  Lens  493 

radius  of  the  fece  MN'r^,  and  that  of  the  face  mnVj,  we  have,  as 
in  §  348,  __  

2^ 

Hence  the  length  of  the  path  pmp'  is  

^u^+a^+  V^^^+^  or  u  a/'  +^§  +  ^  a/'  +^» 
which  reduces,  if  a  is  small  compared  with  u  and  v,  to 

The  length  of  the  path  pop',  allowing  for  the  fact  that  the  portion  NON* 
is  performed  in  glass  of  refractive  index  fi,  is 

2ri        2ri        2^2  2f* 

or  «+^+^0'_,)(i+i). 

2  \ri    r^J 

But  if/ is  the  focal  length  of  the  lens, 

in  which,  as  in  the  second  case  in  §  348,  we  have  taken  r^  and  r^  both  as 
positive. 

Hence  equating  the  lengths  of  the  paths  we  have 

K^+24)-*-K'+2ii'0="-^"-^i^' 

uv     f 
where  u^  Vy  and/ are  all  taken  as  positive. 

Now  in  the  case  taken  we  consider  both /and  v  as  negative  and  u  as 
positive.     Making  these  changes  we  get 

the  expression  previously  obtained. 

The  positions,  &c,  of  the  image  for  different  positions  of  the  object 


Digitized  by 


Google 


494 


Light 


[§3So 


are  given  in  the  two  following  tables,  and  the  results  can  easily  be 
verified  by  drawing  figures  in  the  different  cases  : — 

Convex  Lenses. 


Distance  of  Object 
from  Lens. 

Distance  of  Image 
from  Lens. 

Character  of  Image. 

00 

Between  oo  &  2/ 
Between  2/&/ 
Bet  ween/ &0 

Between  -  /  &  -  2/ 
Between  -2/&  -  00 
Between  +  00  &  0 

Rekl 
Real 

Virtual 

Inverted 

Inverted 

Erect 

Diminished 
Magnified 
Magnified 

Concave  Le 

:nses. 

Distance  of  Object 
from  I^ns. 

Distance  of  Image 
from  Lens. 

Character  of  Image. 

00 
Between  00  &  0 

Between  +/&  0       Virtual 

Erect       Diminished 

N^  850.  Position  of  the  Image  formed  by  Two  Lenses.— Suppose  two 
lenses  AB  and  CD  (Fig.  318)  to  be  placed  so  that  their  axes  coincide,  and 
at  a  distance  d  apart,  the  focal  length  of  ab  being  f^^  and  that  of  CD  ^,  and 
that  we  require  to  find  the  position  of  the  image  of  a  luminous  point  P  at  a 
distance  u  from  the  first  lens  formed  by  the  combination  of  the  two  lenses. 


a 


D 

Fig.  318. 

If  the  lens  CD  existed  alone,  then  the  distance  v  of  the  image  from  o' 
will  be  given  by  ,     ,      , 

l=Ui    .     .     .     (I). 

The  distance  of  this  image  from  the  second  lens  \%  v-{-d^  since  if  7/  is 
positive,  i>.  the  image  is  to  the  right  of  CD,  the  distance  from  O  is  equal 
to  the  distance  from  o'  plus  //,  and  with  reference  to  o  this  length  would 
be  positive.  If  the  image  formed  by  the  first  lens  is  to  the  left  of  CD,  v 
is  negative,  and  v-^d  still  gives  the  distance  of  the  image  from  o,  with  its 
proper  sign.  Hence,  treating  this  image  as  the  object  for  the  second 
lens,  if  z/  is  the  distance  of  the  image  of  this  image  from  O,  we  have 


=  T  + 


f\     v  +  d 


(3). 
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By  substituting  the  value  oiv  given  by  (i)  in  this  equation  the  value  of 
t/  can  be  obtained,  which  gives  the  position  of  the  image  formed  by  the 
combination. 

If  the  two  lenses  are  placed  in  contact  and  their  focal  lengths  are 
sufficiently  large,  we  may  take  ^=0.  Under  these  conditions  (2)  re- 
duces to 

V     f^     V 
Hence,  substituting  from  (i)  the  value  of  -,  we  get 

j:rl-l  ■  ■  ■  <* 

If  the  object  is  at  an  infinite  distance  (2/==  00)  the  incident  light  is  a 
parallel  beam,  and  the  light  is  brought  to  a  focus  at  a  point  at  a  distance 
F  from  the  two  lenses,  where  F  is  the  value  of  1/  obtained  when  «  =  00 . 

Thus  ^,=-;+'     .     .     .     (4). 

The  quantity  F  may  be  called  the  focal  length  of  the  combination, 
and  the  above  equation  shows  that  the  reciprocal  of  the  focal  length  of  a 
combination  of  two  lenses  in  contact  is  equal  to  the  sum  of  the  recipro- 
cals of  their  focal  lengths. 

35L  The  Eye. — The  eye  consists  practically  of  a  system  of  lenses  by 
means  of  which  a  real  image  of  external  objects  is  formed  on  a  network 
of  nerves,  called  the  retina,  at  the  back  of  the  eye,  which  nerves  convey 
the  impression  of  vision  to  the  brain. 

A  diagrammatic  section  of  the  eye  is  shown  in  Fig.  319.  The  eye  is 
surroimded,  except  in  front,  by  a  homy  opaque  coat,  the  sclerotic.  The 
front  transparent  portion  of  this  outside 
coating  is  called  the  cornea,  c.  The 
inside  of  the  eye  is  divided  into  two  por- 
tions by  the  iris  I,  the  crystalline  lens  L, 
and  the  muscles  which  attach  the  latter 
to  the  walls  of  the  eye.  The  crystalline 
lens  is  a  double  convex  lens,  of  which  the 
anterior  surface  has  a  radius  of  curvature 
of  about  I.I  cm.,  while  the  posterior 
surface  has  a  radius  of  curvature  of 
about  0.8  cm.  By  means  of  the  muscles 
attached  to    the  edge  of  the  lens  the  fjg.  31^, 

curvature  of  the  faces,  and  hence  the 

focal  length,  can  be  altered  at  will.  The  iris  I  forms  an  opaque  coloured 
diaphragm  perforated  by  a  central  opening  called  the  pupil.    The  dia- 
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meter  of  the  pupil  varies  with  the  intensity  of  the  light  which  enters  the 
eye  ;  thus  in  a  strong  light  the  pupil  is  contracted,  while  in  a  feeble  light 
it  is  expanded,  these  movements  being  involuntary.  The  space  between 
the  cornea  and  the  lens  is  filled  by  a  transparent  liquid  called  the  aqueous 
humour,  while  that  between  the  lens  and  the  retina  R  is  filled  with  a 
liquid  called  the  vitreous  humour. 

The  retina  consists  of  a  semi-transparent  network  of  nerve  fibres 
formed  by  the  spreading  out  of  the  tennination  of  the  optic  nerve.  Near 
the  centre  of  the  retina  there  is  a  round  yellowish  spot  Y,  called  the 
yellow  spot,  and  vision  is  most  distinct  when  the  image  falls  on  this  spot. 
The  point  of  the  retina  where  the  optic  nerve  enters  is  insensitive  to 
light,  so  that  when  the  image  of  an  object  falls  on  this  spot,  which  is 
called  the  blind  spot,  no  sense  of  vision  is  produced. 

If  the  eye  really  consisted  of  an  ordinary  lens,  it  is  evident  that  for 
only  one  distance  would  the  light  from  a  luminous  point  be  brought  to  a 
focus  on  the  retina.  At  all  other  distances  an  indistinct  and  blurred 
image  would  be  produced.  The  eye,  however,  possesses  the  power  of 
accommodation  so  that  the  images  of  objects  at  very  different  distances 
can  all  be  formed  on  the  retina.  In  most  cases  the  eye,  when  at  rest,  is 
so  arranged  that  the  image  of  a  distant  object  is  in  focus  on  the  retina. 
The  accommodation  for  nearer  objects  is  produced  by  a  slight  forward 
motion  of  the  lens  and  an  increase  of  the  curvature  of  its  surfaces,  the 
increase  in  curvature  of  the  front  surface  being  very  much  the  more 
strongly  marked  of  the  two. 

The  range  of  the  acconunodation  is  not  unlimited,  so  that  objects 
which  are  very  near  the  eye  cannot  be  clearly  seen.  Since  when  an 
object  is  a  great  way  off  we  cannot  make  out  small  details  about  it,  and 
neither  can  we  do  so  when  it  is  very  near,  it  follows  there  must  be  some 
distance  at  which  we  are  able  to  see  most  distinctly.  This  distance, 
which  is  called  the  distance  of  distinct  vision^  is  for  a  normal  eye 
between  25  and  30  cm.,  or  10  and  12  inches. 

852.  Defects  of  Vision.— There  are  three  defects  of  the  eye  which 
are  of  comparatively  frequent  occurrence.  These  are  known  as  (i)  short- 
sight,  (2)  long-sight,  (3)  astigmatism. 

In  the  case  of  short-sight  distant  objects  cannot  be  seen  distinctly, 
because  the  point  to  which  the  rays  from  distant  objects  are  brought  to  a 
focus  is,  even  when  the  lens  is  at  its  flattest,  in  front  of  the  retina.  We 
may  here  consider  that  the  lens  is  too  convergent  for  the  size  of  the  eye- 
ball, so  that  if  in  front  of  the  eye  we  place  a  concave  lens  so  as  to  make, 
with  the  lens  of  the  eye  itself,  a  less  convergent  system  than  the  crys- 
talline lens  itself,  the  defect  of  short-sightedness  can  be  corrected. 

Since  the  image  formed  by  a  concave  lens  is  always  virtual,  it  is 
evident  that  if  d  is  the  maximum  distance  at  which  a  short-sighted 
person  can  see  distinctly,  then  if  the  concave  lens  is  such  that  the  focus 
of  parallel  rays  is  at  a  distance  d  from  the  eye,  the  eye  will  be  able  to 


Digitized  by 


Google 


§  353]  2^^^  Simple  Microscope  497 

see  clearly  this  image,  and  hence  all  distant  objects.  Since  the  spectacle 
lens  is  always  placed  quite  close  to  the  eye,  the  distance  of  the  focus  for 
parallel  rays  from  the  lens  must  be  d,  that  is,  the  lens  must  have  a 
focal  length  d. 

In  long-sight,  or  hypermetropia,  near  objects  cannot  be  seen  dis- 
tinctly, this  being  due  to  the  fact  that,  when  the  lens  is  as  much  curved  . 
as  possible,  the  image  of  objects  even  some  distance  off  is  formed  behind 
the  retina.  In  this  case  the  eye,  when  relaxed,  is  in  such  a  state  that 
parallel  rays  meet  behind  the  retina,  so  that  to  see  distant  objects  the 
eye  has  to  be  accommodated.  This  defect  can  be  remedied  by  placing 
a  convex  lens  in  front  of  the  eye,  for  by  this  means  the  focus  of  the 
combination  of  lens  and  eye  is  nearer  the  crystalline  lens  than  when  no 
spectacle  lens  is  used. 

Let  the  minimum  distance  at  which  a  long-sighted  eye  can  see 
clearly  be  d,  and  it  be  required  to  find  the  focal  length  of  a  convex  lens 
which  will  produce  distinct  vision  at  the  ordinary  distance  of  most 
distinct  vision,  say  D.  Then,  assuming  that  the  spectacle  lens  and  eye 
are  close  together,  we  must  take  the  focal  length/  of  the  lens  such  that 
the  image  produced  by  an  object  at  a  distance  D  must  be  on  the  same 
side  of  the  lens  as  the  object,  and  at  a  distance  from  the  lens  d^  where 
d>  D.     Here  u=+D  and  v=  +d.    Hence 

i-i_J_ 
f~d    V 

Since  d  is>  D^  i  will  be  less  than  — ,  and  hence  ^  and  therefore /will 
d  D  J 

be  negative,  and  the  lens  must  be  convex,  which  agrees  with  the  con- 
clusion at  which  we  have  already  arrived. 

In  astigmatism  the  surfaces  of  the  cornea,  and  the  lens,  but  principally 
the  former,  are  not  symmetrical  about  the  axis.  In  most  cases  the 
vertical  section  of  the  cornea  of  an  astigmatic  eye  is  more  curved  than  a 
horizontal  section,  so  that  the  image  of  a  horizontal  line  is  formed  nearer 
the  crystalline  lens  than  the  image  of  a  vertical  line.  This  defect  is 
remedied  by  the  use  of  spectacles  in  which  the  surfaces  of  the  lenses  are 
not  spheres,  but  differ  from  these  in  the  opposite  sense  to  that  of  the 
defective  eye. 

353.  The  Simple  Mleroseope,  or  Magrnifyingr  Glass.— We  have 
seen  in  the  preceding  section  that  if  we  attempt  to  increase  the  distinct- 
ness with  which  an  object  can  be  seen  by  bringing  it  nearer  the  eye,  so 
that  it  appears  larger,  a  position  is  at  length  reached  such  that  if  we 
bring  it  nearer  we  are  unable  to  see  it  at  all  distinctly. 

If  a  convex  lens  is  placed  in  such  a  position  that  the  object  ab 
(Fig.  320)  is  between  the  principal  focus  F  and  the  lens,  the  rays,  after 
they  leave  the  lens,  will  proceed  as  if  they  came  from  the  virtual  image 
aV.    This  image  is  found  by  the  construction  given  in  §  349,  and  is  erect 

2  I 
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and  magnified.    Now,  although  the  image  a'b'  and  the  object  AB  subtend 

nearly,  the  same  angle  at  the  eye,  yet  if  a'b'  is  at  the  distance  of  distinct 

vision,  on  removing  the  lens  the  object  ab  would  be  seen  very  indis- 

^  tinctly,   it    being    so 

A  much  within  the  mini- 

A^'-x-...,  mum  distance  of  dis- 

"'*^-Zt;;- —  tinct  vision.     Hence, 

"^''-*I^*      >^^       A  to  find  the  magnifica- 

.^._--....-.._-.- ---"-'{r-^'7'*'V^v        f    **®"  produced  by  the 

"fr  ^c^^^^^>v^^^^7y^     \txis^  we  must  compare 

•"""      t.^----''^  the  angle  subtended 

.^^''"^^'^""'^\]  ^^    ^^    ®y®   by  the 

^'"^'S^-- — ""  image  a'b'  with   the 

sX'''-'''^'  angle   subtended   by 

the  object  when  it  is 
D  Fig.  320.  at  the  minimum  dis- 

tance at  which  it  can 
be  clearly  seen,  i.e,  2Xab,  If  the  eye  is  very  near  the  convex  lens,  the 
angles  subtended  by  the  image,  and  by  the  object  when  at  the  distance 
of  distinct  vision^  are  very  nearly  equal  to  a'ob*  and  aob  respectively. 

,,  ,  .^      .      .  ,       A^        Vi"'         .        ,       .       , 

Hence  the  magnification  is  equal  to  — ■  or  ?=,or,since  the  triangles 

ab  AB 

a'od,  aoc  are  similar,  to  =      But  CO  is  the  distance  of  the  object  from 

CO 
the  lens,  and  DO  is  the  distance  of  the  image  from  the  lens,  hence  we 
have  the  magnification  = -.    If/ is  the  focal  length  of  the  lens, 

V  V 

«      / 

If 

Hence  the  magnification » i  -7  ;  or»  since  the  image  is  to  be  formed  at 

the  distance  of  distinct  vision  /?,  the  magnification  =  i  -  ^,  where  it  must 

be  remembered  that/ is  negative  and  D  is  positive. 

From  the  above  expression  it  will  be  seen  that  the  magnification 
increases  as  /  decreases,  so  that  to  obtain  great  magnifying  power  a 
lens  of  very  short  focal  length  must  be  taken. 

854.  The  Compound  Microscope.— In  the  simple  microscope  the 
greatest  magnification  which  can  be  obtained  is  about  one  hundred-fold, 
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and  in  order  to  obtain  greater  magnification  a  combination  of  convex 
lenses  must  be  used,  called  a  compound  microscope.  In  its  simplest 
form  the  compound  microscope  consists  of  two  convex  lenses,  A  and  B 
(Fig.  321).  The  lens  A,  or  objective,  is  of  short  focal  length,  and  is  so 
placed  that  the  object  PQ  is  just  beyond  its  principal  focus,  so  that  a  real 
inverted  and  slightly  magnified  image  is  produced  at  p'q'.     The  second 


Q^""------ 


--.r 


vt-' 


Fig.  321. 


lens  or  eye-piece,  B,  is  placed  at  such  a  distance  from  the  objective  that 
the  image  formed  by  the  latter  is  just  inside  the  principal  focus  F,  and 
hence  the  eye-piece,  acting  as  a  simple  microscope,  gives  a  virtual  and 
magnified  image  p"q''- 

Since  the  normal  eye,  when  at  rest,  is  adjusted  for  an  object  at  a 
great  distance,  i>.  for  parallel  rays,  it  is  less  trying  to  the  eyes  if,  when- 
ever possible,  we  arrange  an  optical  instrument  so  that  the  rays  that 
enter  the  eye  are  parallel.  In  the  case  of  the  compound  microscope  this 
.can  be  easily  done,  for  if  the  lens  B  be  placed  so  that  the  image  p'q'  is 
formed  at  its  principal  focus,  then  the  rays  from  each  point  of  the  image 


Fig.  322. 

p'q',  after  passing  through  the  eye-piece,  will  emerge  parallel,  as  shown 
in  Fig.  322.  The  angle  between  the  rays  from  the  extreme  points  of  the 
object  when  they  enter  the  eye  remains  practically  the  same,  as  in 
Fig.  321,  so  that  the  apparent  size  of  the  image  remains  the  same ;  we 
have,  however,  done  the  focussing  by  means  of  the  instrument,  instead 
of  using  the  accommodation  of  the  eye. 
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The  above  form  of  microscope  is  much  simpler  ihan  any  now  used, 
but  to  go  into  the  theory  of  the  modern  microscope  to  any  purpose 
would  be  beyond  the  scope  of  this  work.  On  account  of  spherical 
aberration  and  chromatic  aberration,  both  the  objective  and  the  eye-piece 
consist  of  combinations  of  lenses,  the  objectives  of  some  modem  high- 
power  microscopes  having  as  many  as  ten  separate  lenses. 
^  S65.  The  Telescope.— A  telescope  is  an  instrument  by  which  a 
magnified  image  of  a  distant  object  may  be.  produced.  If  a  convex  lens 
is  used  to  form  an  image  of  a  distant  object  on  a  screen  the  image  will 
be  smaller  than  the  object  in  the  ratio  of  the  distance  of  the  object 
to  the  distance  of  the  screen  from  the  lens.  Suppose  the  object  is  at  a 
distance  A,  so  great  that  the  image  is  practically  at  the  principal  focus, 
i.e.  at  a  distance  F  from  the  lens.  Then  if  X  is  the  size  of  the  object, 
and  X  that  of  the  image,  we  have — 

X     F 

ITT 

If  the  image  is  viewed  at  the  distance  of  distinct  vision  D^  it  will 
subtend  an  angle  which  in  angular  measure  may  be  taken   to  be  -jj. 

Also  the  object  when  looked  at  directly  will  subtend  an  angle  "- ,  since 

by  supposition  the  object  is  so  far  off  that  L  practically  gives  the 
distance  from  the  eye.     Hence  the  magnification  is 


S/f-/^. 


Thus  if  the  distance  of  distinct  vision  is  30  cm.,  and  the  focal  length 
of  the  lens  is  60  cm.,  the  magnification  produced  when  a  distant  object, 
such  as  the  moon,  is  viewed  will  be  2.     In  other  words,  the  diameter  of. 


Fig.  323. 

the  image  formed  on  the  retina,  when  the  image  on  the  screen  is  viewed, 
will  be  twice  the  diameter  of  the  image  produced  on  the  retina  when  the 
moon  is  viewed  directly. 

If  instead  of  receiving  the  image  formed  by  the  convex  lens  on  a  screen 
we  view  it  through  an  eye-piece  lens,  then  we  can  obtain  further  magnifica- 
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tion.  The  course  of  a  parallel  beam  of  light  through  such  a  combination 
of  lenses,  called  an  astronomical  telescope,  is  shown  in  Fig.  323.  An 
inverted  and  diminished  image  is  produced  by  the  object-glass  ab  at  p'q', 
the  principal  focus.  This  image,  being  at  the  principal  focus  of  the  eye- 
lens,  the  rays  from  each  point  of  the  object  on  leaving  this  lens  will  be 
parallel,  and  entering  the  eye  will  produce  an  image.  Since  the  image 
p'q'  is  inverted,  and  the  virtual  image  of  this  image  produced  by  CD  is 
erect,  the  final  effect  is  that  a  magnified  inverted  image  of  the  object 
is  seen. 

The  angle  made  by  the  rays  from  the  extreme  points  p'q'  of  the 
image  p'q'  when  they  enter  the  eye  is  q'o'p',  which,  since  this  angle  is 

o'p'      X  •      • 
small,  is  equal  to  -^  or  -  m  circular  measure,  if  /  is  the  focal  length  of 

the  eye-lens.     But 

or^=-^-. 

Hence  the  angle  between  the  rays  when  they  enter  the  eye  is 

FX 

/^' 

X 
But  the  angle  subtended  by  the  object  seen  without  any  telescope  is  j. 

Hence  the  magnification  is 

FX^IX  _F 
/LlL-f' 

The  magnification  thus  depends  on  the  ratio  of  the  focal  length  of  the 
object-glass  to  that  of  the  eye-piece.  Increasing  the  diameter  of  the 
object-glass,  if  the  focal  length  is  unaltered,  does  not  change  the  magni- 
fication ;  it  will,  however,  increase  the  brightness  of  the  image,  for  it  will 
collect  more  of  the  rays  that  leave  any  particular  point  of  the  object  and 
bring  them  to  a  point  in  the  image.  In  practice,  both  the  object-glass 
and  the  eye-piece  consist  of  several  lenses,  so  as  to  avoid  chromatic  and 
spherical  aberration. 

The  image  seen  in  an  astronomical  telescope  is  inverted,  and  although 
this  does  not  matter  for  astronomical  purposes,  yet  it  would  be  very 
inconvenient  when  the  telescope  is  used  to  view  terrestrial  objects. 

An  erect  image  is  obtained  by  placing  two  convex  lenses  between  the 
object-glass  and  eye-piece.  These  two  lenses  are  at  a  distance  apart 
equal  to  the  sum  of  their  focal  lengths,  and  the  one  nearer  the  objective 
is  placed  so  that  the  image  formed  by  the  objective  is  at  the  principal 
focus  of  this  lens.  In  Fig.  324  p'q'  is  the  image  formed  by  the  objective, 
and  as  this  image  is  at  the  principal  focus  of  the  lens  M^,  all  the  rays 
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leaving  any  point  of  the  object  will,  after  their  passage  through  the  lens 
Ml,  be  parallel.  These  parallel  rays,  falling  on  the  lens  Mj,  form  an  image 
p"q''  at  the  principal  focus,  f",  of  this  lens,  which  image  is  inverted  with 
reference  to  p'q',  and  hence  erect  with  reference  to  the  object.  This 
image,  p"q",  is  viewed  by  an  eye-piece  as  in  the  astronomical  telescope. 
The  two  lenses  Mj  and  M,  serve  simply  to  give  an  erect  image,  and  are 
fixed  at  a  constant  distance  apart.  The  telescope  is  focussed  by  altering 
their  distance  from  the  object-glass,  so  that  the  image  formed  by  the 
latter  is  always  at  the  principal  focus  of  Mj. 


Fig.  324. 

A  form  of  telescope  which  gives  an  erect  image  with  only  two  lenses, 
and  which  can  be  made  much  shorter  than  the  terrestrial  telescope 
described  above,  is  Galileo's.  This  form  of  telescope  consists  of  a  convex 
lens  as  object-glass,  ab  (Fig.  325),  and  a  concave  lens,  CD,  as  eye-piece. 
If  CD  were  not  present  the  convex  lens  would  form  a  real  image  at  p'q'; 
when  the  concave  lens  is  interposed  between  ab  and  the  image,  so  that 


^  ^:^:^ 


the  distance  o'f  is  equal  to  the  focal  length  of  CD,  the  rays  of  light  from 
any  one  point  of  the  object  will  be  parallel  after  they  leave  this  lens. 
Hence,  as  shown  in  the  figure  in  full  lines,  for  a  pencil  of  rays  coming 
from  the  point  P  of  the  object,  the  rays  will  enter  the  eye  in  the  direction 
p"r,  while  a  pencil  coming  from  Q  will,  as  shown  by  the  dotted  lines, 
enter  the  eye  in  the  direction  q"s,  so  that  the  eye  sees  an  enlarged  and 
erect  image.  The  magnification  is,  as  before,  equal  to  Fjfy  where  F  is  the 
focal  length  of  the  objective  and  /  that  of  the  eye-piece.  In  Galileo's 
telescope  the  distance  between  the  objective  and  eye-piece  is  F-f^  while 
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in  the  astronomical  telescope  it  is  F-\-fy  hence  the  saving  in  length  for 
an  equal  magnifying  power,  and  with  objectives  of  equal  focal  length. 
Opera  and  field  glasses  consist  of  two  Galilean  telescopes,  one  for  each 
eye,  the  distance  between  the  objectives  and  eye-pieces  being  variable 
by  means  of  a  screw,  so  that  the  image  formed  by  the  objective  may 
always  be  formed  at  the  principal  focus  of  the  eye-piece. 

366.  The  Optical  Lantern. — The  optical  or  magic  lantern  is  an 
arrangement  by  which  an  enlarged  image  of  an  object  can  be  thrown  on 
a  screen.  A  convex  lens  or  system  of  lenses  is  used  to  form  the  image, 
but  since  the  image  is  considerably  magnified,  the  light  which  the  lens 


Fig.  326. 

receives  from  the  object  is  spread  over  a  large  area,  and  hence,  unless 
the  object  is  very  brightly  illuminated,  the  image  will  be  very  feeble. 

In  front  of  a  brilliant  source  of  light  S,  such  as  an  electric  arc  or  an 
oxyhydrogen  lime-light,  is  placed  a  pair  of  plano-convex  lenses  C  (Fig.  326), 
which  converge  the  rays  from  s,  so  that  they  illuminate  the  object  PQ 
uniformly.  A  convex  lens  A  is  then  used  to  form  an  enlarged  image, 
p'q',  of  the  illuminated  object  on  the  screen. 

857.  Methods  of  Measuring  the  Refpaetive  Index.— The  most 
commonly  employed  method  of  determining  the  refractive  index  of  a 
substance  is  to  take  a  prism  of 
the  substance,^  if  a  solid,  or  a 
hoUow  glass  prism  filled  with 
the  substance  if  it  is  a  fluid,  and 
to  measure  the  angle  of  the 
prism  6  and  the  angle  of  mini- 
mum deviation  d,  the  refractive 
index  being  then  obtained  from 
the  formula 

^sin^(8+^) 
^         sin  \Q 

The  quantities  8  and  6  can 
both  be  measured  by  means  of 
an  instrument  called  a  spectro- 
meter. This  instrument  consists 
of  a  graduated  circle  ABC  (Fig.  327),  having  a  small  astronomical  tele- 
scope FG  attached  to  an  arm  which  can  rotate  round  the  centre  of  the 


Fig.  327. 
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circle,  the  position  of  the  telescope  being  read  by  means  of  a  vernier  v. 
A  tube  D£,  called  the  collimator,  is  fixed  radially  to  the  circle,  and  has  a 
narrow  vertical  slit  D  at  one  end  and  a  convex  lens  at  the  other.  The 
distance  between  the  slit  and  the  lens  is  equal  to  the  focal  length  of  the 
lens,  so  that  when  the  slit  is  illuminated  by  a  source  of  light  L,  the  rays 
of  light  that  leave  the  lens  E  are  all  parallel. 

The  prism  P  is  placed  on  a  small  table  attached  to  the  circle,  and 
when  the  refracting  angle  is  being  measured,  the  refn^cting  edge  is 
turned  towards  the  collimator  as  shown  in  the  figure.  The  telescope 
is  then  turned  till  the  image  of  the  slit,  seen  by  reflection  from  one 
face  of  the  prism,  coincides  with  the  intersection  of  two  fine  cross- 
wires  placed  in  the  eye-piece,  and  the  vernier  is  read.  The  telescope 
is  then  turned  till  the  image  formed  by  reflection  from  the  other  face 
coincides  with  the  intersection  of  the  cross  wires,  and  the  vernier  again 
read.  The  difference  between  the  vernier  readings  gives,  as  shown  in 
§336,  2^ 

In  order  to  determine  8  the  prism  is  removed,  and  the  vernier  reading 
obtained  when  the  telescope  is  turned  so  as  to  see  the  slit  direct,  thus 
obtaining  the  reading  for  the  direction  of  the  incident  rays.  The  prism 
is  then  placed  so  that  the  light  falls  on  one  of  the  faces,  and  the  telescope 
turned  so  as  to  catch  the  deviated  rays.  By  turning  the  prism  round  a 
vertical  axis  a  position  is  found  such  that  if  it  is  turned  in  either  direction, 
in  order  to  catch  the  deviated  light,  the  telescope  has  to  be  rotated 
towards  the  collimator,  or,  in  other  words,  the  prism  is  set  at  minimum 
deviation  by  trial.  When  this  has  been  done,  the  vernier  is  read  when 
the  deviated  image  coincides  with  the  cross  wires,  and  the  difference 
between  this  reading  and  that  for  the  direct  light  gives  8. 

Another  method  of  determining  the  refractive  index  of  a  medium 
depends  on  the  fact,  as  shown  in  §  343,  that  a  point  P  at  a  depth  d 
below  the  surface  of  a  medium  of  refractive  index, 
/I,  appears,  when  viewed  normally,  as  if  it  were  at 
a  depth  djyi.  In  order  to  apply  this  method,  a 
microscope  C  (Fig.  328)  is  arranged  so  that  it  can 
move  in  a  vertical  direction,  and  the  distance 
through  which  it  is  moved  can  be  read  on  a 
scale. 

The  microscope  is  first  focussed    on   a   fine 
Q  scratch  P  on  the  surface  of  the  stage,  a  plate  ab 

I  of  the  material  is  then  introduced,  and  the  micro- 

.p'  B  scope  again  focussed  on  thfe  scratch  P,  which  will 

^  I now  appear  to  be  at  p',  so  that  the  distance  through 

P  which  the  microscope  will  have  to  be  raised  will  be 

equal  to  pp'.     Next,  the  microscope  is  focussed  on 

a  fine  line  Q  on  the  upper  surface  of  the  slab.     The  difference  between 

the  first  and  last  readings  on  the  vertical  scale  of  the  microscope  gives  d 
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the  thickness  of  the  slab,  and  the  difference  between  the  second  and  third 
gives  P'q.     Then  , 

A  very  convenient  method  of  measuring  the  refractive  index  of  a 
substance,  particularly  for  liquids,  or  when  only  a  small  quantity  can  be 
procured,  depends  on  the  measurement  of  the  critical  angle  (§  344)  at 
which  total  reflection  begins.  Suppose  we  have  two  plates  of  glass  AB 
and  CD  (Fig.  329)  fixed  together  in 
such  a  way  that  they  include  a  film 
of  air  EF,  and  that  the  whole  is  im- 
mersed in  a  fluid.  Let  us  call  the 
fluid  medium  i,  the  glass  medium  2, 
and  the  air  medium  3.  Then  if  a  ray 
of  light  travelling  in  medium  i  is 
incident  at  an  angle  a  on  the  glass, 
the  refracted  ray  00'  will  be  inclined 
at  angle  P  to  the  normal.  Since  ab 
is  a  parallel-sided  plate,  the  ray  will 
be  incident  on  the  face  separating  the 
glass  from  the  air  at  an  angle  p.  P 

If  now  AB  and  CD  are  turned  round, 
«>.  the  angle  of  incidence  a  is  altered  till  the  ray  00'  is  just  totally  reflected 
at  O,  that  is,  till  P  is  the  critical  angle  from  glass  to  air,  we  have  the 
following  relations  : — 

sin  P~ 


sm  a 


si"  ^^jj^^s^s- 


(See  §  344.)     Now  (§  342X 

Hence  substituting  -.— * .  sin  ^ .  3111  =  i, 

or  sina.3/i]=i. 

Hence  3%=-: — • 

^^     sm  a 

But  8^*1  is  the  refractive  index  from  medium  3  to  medium  i,  />.  from 
air  to  the  liquid,  which  is  what  we  have  called  the  refractive  index  of  the 
liquid.     Hence  if  we  can  measure  a  we  can  calculate  a*w 

To  determine  the  angle  a,  a  parallel  beam  of  light  is  allowed  to  tra- 
verse a  glass-sided  trough  containing  the  liquid,  and  the  glass  plates,  which 
are  attached  to  a  divided  circle,  are  rotated  till  the  light  is  no  longer 
transmitted  through  the  air  film.  The  position  of  the  plates  is  then  read 
on  the  circle,  and  they  are  turned  in  the  opposite  direction,  till  the  light  is 
again  totally  reflected,  i.e.  till  the  light  is  incident  along  I'o.  The  difference 
between  the  new  reading  and  the  previous  one  gives  twice  the  angle  a. 
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CHAPTER    IV 
PHOTOMETRY 

868.  Illuminating  Power  and  Intensity  of  Illumination.— It  is 

a  matter  of  common  observation  that  the  amount  of  light  emitted  by 
different  sources  is  very  different,  and  before  proceeding  to  describe  the 
methods  employed  for  comparing  the  amount  of  light  emitted  by  two 
sources,  we  must  first  consider  how  we  are  to  define  the  amount  of  light 
emitted  by  a  source.  Suppose  a  point  C?  to  be  a  source  of  light  which  is 
emitting  light  in  all  directions.  If  a  sphere  be  described  round  O  as 
centre,  all  the  light  emitted  by  the  source  will  fall  upon  this  sphere.  Hence 
the  quantity  of  light  which  falls  on  unit  area  of  the  sphere  will  be  propor- 
tional to  the  quantity  of  light  emitted  by  the  source. 

Thus  if  we  keep  the  radius  of  the  sphere  the  same,  and  use  different 
sources,  the  quantities  of  light  which  fall  on  unit  area  will  be  proportional 
to  the  quantities  of  light  emitted  by  the  sources.  If  the  radius  of  the 
sphere  be  unity,  the  quantity  of  light  which  falls  on  unit  area  of  its 
surface  is  taken  as  the  measure  of  the  illuminating  power  of  the  source. 
It  is  evident  that,  since  the  area  of  a  sphere  of  unit  radius  is  47r,  the 
illuminating  power  represents  1/477  of  the  total  light  emitted  by  the 
source,  if  the  source  emits  light  uniformly  in  all  directions. 

The  quantity  of  light  which  is  received  by  unit  area  of  a  given  surface, 
which  is  placed  normally  to  the  incident  light,  is  called  the  intensity  of 
illumination  of  the  surface.  If  the  surface  is  uniformly  illuminated,  the 
total  quantity  of  light  received  by  the  surface  is  equal  to  the  product  of 
the  area  into  the  intensity  of  illumination.  If  the  illumination  is  not 
uniform,  the  intensity  of  illumination  at  a  point  is  the  quotient  of  the 
quantity  of  light  received  by  an  element  of  area  surrounding  the  point, 
which  is  so  small  that  over  it  the  intensity  of  the  light  is  uniform,  by  the 
element  of  area  (c/^  §  31). 

859.  The  Law  of  Inverse  Square.— Consider  a  luminous  source 
Oy  of  which  the  illuminating  power  in  all  directions  is  E^  then,  if  with  O 
as  centre  we  describe  a  sphere  of  unit  radius,  the  quantity  of  light  which 
falls  on  unit  area  of  this  sphere,  or  the  intensity  of  illumination  on  the 
sphere,  will  be  E^  and  the  total  quantity  of  light  which  falls  on  the  sphere 
will  be  \kE.  If  now  we  take  round  O  as  centre  another  sphere  of  radius 
r,  the  first  sphere  being  removed,  the  whole  of  the  light  emitted  by  the 
source  must  fall  on  the  surface  of  this  sphere.     Hence,  since  the  total 

quantity  of  light  emitted  by  the  source  is  ^trE^  and  the  surface  of  the 
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sphere  is  4irr2,  and  is  everywhere  at  right  angles  to  the  incident  light, 
the  intensity  of  illumination  on  the  sur&ce  of  the  sphere  is 

\ttE_  E 

Thus  the  intensity  of  the  illumination  varies  inversely  as  the  square 
of  the  distance  from  the  luminous  source.  This  law  is  known  as  the 
inverse  square  law. 

Since  light  is  propagated  in  straight  lines,  the  inverse  square  law 
holds  if  the  illuminating  power  of  the  source  is  different  in  different 
directions. 

Thus  suppose  O  (Fig.  330)  is  a  luminous  source,  and  abcd  is  a  small 
square  aperture,  each  side  of  which  is  of  length  /,  in  a  screen  placed  at 
a  distance  d^  from  the  source,  and 
the  light  which  passes  through  this 
aperture  is  received  on  a  screen 
a'b'c'd'  at  a  distance  d^  from  the 
source.  If  abcd  and  a'b'c'd'  are 
at  a  considerable  distance  from  the 
source,  compared  to  their  area,  the 
intensity  of  illumination  will  be 
practically  uniform  on  each,  and 
the  light  which  would  fall  on  abcd, 

if  the  aperture  were  filled  up,  now  falls  on  a'b'c'd'.  Since  light  is  pro- 
pagated in  straight  lines,  we  have,  from  the  similar  triangles  BOC 
and  b'oc', 

FC  _BC 
CO    To 


Fig.  33a 


Hence  the  area  a'b'c'd'  is 


But  the  area  of  ABCD  is  J^,  Hence  if  /  is  the  quantity  of  light  which  falls 
on  ABCD  or  a'b'c'd',  we  have 

Intensity  of  illumination  of  ABCD  _    Ijl^ 
Intensity  0/  illumination  of  A'B CL/ ~  jU^d^ 

So  that,  as  before,  the  intensity  of  illumination  is  inversely  as  the  square 
of  the  distance  ;  and  in  this  case  we  may  take  the  area  abcd  as  small  as 
we  please,  so  that  the  law  applies  to  the  light  emitted  from  a  source  in 
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any  given  direction,  whether  the  illuminating  power  is  the  same  in  all 
directions  or  not. 

860.  Unit  Of  Illuminating  Power.— We  have  hitherto  spoken  of 
the  quantity  of  light  emitted  by  a  source  or  received  by  a  screen,  but 
have  not  said  anything  as  to  what  measure  of  this  quantity  is  used  As 
we  have  no  means  of  measuring  this  quantity  absolutely,  we  have  to 
adopt  some  standard  source  of  light,  and  say  that  its  illuminating  power 
is  unity.  The  standard  ordinarily  in  use  in  this  country,  although  a  most 
unsatisfactory  and  variable  one,  is  the  illuminating  power  of  a  "  standard 
candle.''  The  standard  candle  is  a  sperm  candle,  of  which  six  weigh  a 
pound,  which  burns  120  grains  (7.776  grams)  of  wax  in  the  hour.  The 
candle  power  of  any  source  is  then  the  number  of  standard  candles  which 
would  have  the  same  illuminating  power  as  the  given  source.  Other 
standards  of  illuminating  power  are  the  Carcel  and  the  Hefner- Alteneck 
lamp.  The  Carcel  is  a  lamp  burning  colza  oil  at  a  fixed  rate,  and  the 
Hefner- Alteneck  a  lamp  burning  amyl -acetate,  the  height  of  the  flame 
being  adjusted  to  a  fixed  value.  Of  these  the  latter  is  much  more  con- 
stant than  either  the  Carcel  or  the  standard  candle.  VioUe  has  proposed 
to  use,  as  a  standard,  the  light  emitted  normally  by  a  square  centimetre 
of  platinum  at  the  temperature  of  its  melting-point,  but  this  can  hardly 
be  described  as  a  practicable  standard  for  general  use. 

86i.  Photometry.— Although  the  eye  is  only  capable  of  very  roughly 
estimating  the  relative  intensity  of  the  illumination  of  two  surfaces,  yet 
it  is  capable  of  telling  with  considerable  accuracy  when  two  adjacent  sur- 
faces are  illuminated  with  equal  intensity.  Hence,  to  compare  the  illumi- 
nating powers  of  two  sources,  they  are  so  arranged  that  two  adjacent 
patches  on  a  screen,  each  patch  being  illuminated  by  only  one  of  the 
sources,  appear  illuminated  with  the  same  intensity.  Now  if  /j  and  /, 
are  the  illuminating  powers  of  the  sources,  and  d^^  d^  the  distances  between 
each  source  and  the  patch  of  the  screen  which  it  illuminates  when  the 
intensity  of  illumination  of  the  two  patches  is  the  same,  we  have  that  the 
intensity  of  the  illumination  due  to  one  source  at  its  patch  is  I\\d^^  and 
that  due  to  the  other  at  its  patch  is  IJd^,  Hence,  since  these  intensities 
are  equal,  we  have 

or  the  illuminating  powers  of  the  two  sources  are  directly  as  the  square 
of  the  distances  at  which  they  respectively  produce  equal  intensities  of 
illumination. 

There  are  a  number  of  arrangements  in  use  for  obtaining  the  two 
patches,  illuminated  each  by  a  separate  source,  in  such  relative  positions 
that  any  difference  in  their  intensities  of  illumination  may  most  easily  be 
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detected  by  the  eye.  One  of  the  simplest  pkotometersy  as  the  instruments 
used  for  comparing  the  illuminating  powers  of  two  lights  are  called,  is 
that  due  to  Rumford. 

A  Rumford's  photometer  consists  of  an  upright  screen  AB  (Fig.  331), 
which  is  covered  with  white  unglazed  paper— white  blotting-paper  docs 
very  well— and  in  front  of  which  an  upright  opaque  rod  R  about  an  inch 
in  diameter  is  placed.  There  are  two  scales,  M  and  N,  inclined  at  the 
same  angle  to  the  screen,  along  which  the  two  sources,  p  and  Q,  can  be 
moved.  If  the  source  P  only  were  present,  the  rod  R  would  cast  a  shadow 
fd  on  the  screen,  while  if  the  light  Q  only  were  present,  the  shadow  of  the 
rod  would  be  at  ^  Hence  when  both  lights  are  present,  while  the  parts 
Aa  and  d^  of  the  screen  are  illuminated  by  the  two  sources,  the  part  Y^ 
which  receives  no  light  from  P  owing  to  the  interposition  of  the  opaque 
rod,  is  only  illuminated  by  Q,  and  the  part  af  is  only  illuminated  by  P. 
If,  then,  the  distances  of  the  lights  from  the  screen  are  adjusted  till  the 
two  patches  fd  and  af  are  equally  illuminated,  we  shall  have  that  the 


Fig.  331 


source  P  produces,  at  the  distance  of  p  from  af  the  same  intensity  of ' 
illumination  as  the  source  Q  produces  at  the  distance  of  Q  from  fd. 
Hence  if  d^  is  the  distance  of  P  from  the  part  of  the  screen  which  it  only 
illuminates,  namely  af  and  d^  is  the  distance  of  Q  from  the  part  of  the 
screen  it  only  illuminates,  namely  fd^  we  get,  if  /j  and  /j  are  the  illumi- 
nating powers  of  P  and  Q  respectively,  that 

A    d^ 
Jt'd^^ 

The  distance  of  the  rod  R  from  the  screen  is  adjusted  so  that  the 
.shadows  of  the  rod  cast  by  the  two  lights  just  touch  one  another,  as  it 
is  found  that  the  eye  can  best  judge  when  they  are  equally  illuminated 
under  these  circumstances. 

Another  form  of  photometer  which  is  frequently  used  is  Bunsen's 
grease-spot  photometer.  This  photometer  consists  of  a  small  screen 
which  has  a  central  spot  of  grease,  or  in  some  othejr  way  is  constructed 
so  that  the  central  portion  is  more  translucent  than  the  surrounding 
parts.  If  such  a  screen  is  held  between  the  eye  and  a  source  of  light, 
more  of  the  light  passes  through  the  grease-spot  than  through  the  sur- 
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rounding  more  opaque  parts  of  the  screen,  so  that  the  spot  appears 
brighter  than  the  surrounding  paper.  If,  however,  the  screen  is  held 
against  a  dark  background  and  illuminated  from  the  front,  the  grease- 
spot  will  appear  dark,  for  more  of  the  light  which  is  incident  on  the 
screen  is  transmitted  through  the  spot  than  through  the  rest  of  the 
screen,  and  hence  less  is  reflected  or  diffused  so  as  to  reach  the  eye  by 
the  spot  than  by  the  surrounding  parts.  If  the  screen  is  equally  illumi- 
nated on  both  sides,  then  the  spot  diffuses  less  of  the  light  received  from 
the  one  source  than  the  surrounding  parts,  but  it  transmits  more  of  the 
light  from  the  other  source,  so  that  these  two  effects  just  neutralise  one 
another,  and  the  spot  appears  of  the  same  brightness  as  the  surrounding 
paper. 

The  screen  with  the  grease-spot  is  placed  between  the  two  sources 
whose  intensities  have  to  be  compared,  and  moved  about  till  the  grease- 
spot  can  no  longer  be  distinguished  from  the  rest  of  the  screen.  If, 
when  this  adjustment  has  been  made,  the  distances  of  the  two  sources 
from  the  screen  are  d^  and  d^  we  have,  as  before, 

In  using  Bunsen's  photometer,  it  is  of  assistance  if  both  sides  of  the 
screen  can  be  seen  simultaneously.  The  usual  arrangement  employed 
to  secure  this  end  is  a  system  of  two  mirrors  inclined  at  45°  to  the  screen. 

With  this  arrangement  one  side  of 
the  screen  is  seen  with  one  eye 
and  the  other  with  the  other,  so  that  ^ 
if,  as  is  generally  found  to  be  the 
case,  one  eye  is  more  sensitive  than 
the  other,  a  wrong  setting  may  be 
made.  This  source  of  error  is  re- 
moved in  the  Lummer  -  Brodhun 
photometer,  which  consists  of  an 
opaque  screen  AB  (Fig.  332),  each 
side  being  illuminated  by  one  of  the 
sources  which  are  to  be  compared. 
The  two  sides  of  the  "screen  are 
viewed  by  means  of  two  plane  mir- 
rors, Mi  and  Mj,  and  a  double  glass 
prism,  CD.  This  prism  consists  of  two 
right-angled  prisms,  the  longest  face 
of  one  being  partly  bevelled  away, 
fastened  together  with  Canada  bal- 
sam. Owing  to  total  internal  reflection  (§  344),  the  central  rays  reaching 
an  eye  at  E  come  from  the  left-hand  face  of  the  screen,  and  the  sur- 
rounding rays  come  from  the  right-hand  side,  as  is  shown  in  the  figure. 


Fig.  33a. 
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Hence  the  observer  moves  the  photometer  till  the  central  patch  L  and 
circumfeJ-ential  parts  R  appear  of  the  same  brightness,  when  the  intensity 
of  the  illumination  on  the  two  sides  of  the  screen  is  the  same ;  the  relative 
powers  of  the  two  sources  is  then  as  the  square  of  their  distances  from 
the  screen. 

The  relative  illuminating  powers  of  two  sources  is  only  strictly  com- 
parable when  the  colour  of  the  light  emitted  is  the  same  for  both.  If  the 
colours  differ,  we  can  only  compare  their  illuminating  power  for  the  lights 
of  different  wave-length  which  are  included  in  the  light  given  by  both 
sources.  In  order  to  perform  this  comparison,  a  spectrum  (§  367)  is 
formed  with  the  light  from  each  source,  and  the  intensities  of  the  dif- 
ferent portions  of  the  spectra  which  are  common  to  both  are  compared. 
A  rough  comparison  can  be  made  by  comparing  the  powers  of  the  two 
sources,  when  a  red,  a  yellow,  and  a  blue-coloured  glass  is  placed  in  turn 
between  each  source  and  the  photometer  screen.  The  three  values  for 
the  relative  illuminating  powers  thus  obtained  will  give  an  idea  as  to  the 
relative  composition  of  the  light  given  by  the  two  sources. 
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VELOCITY    OP    LIGHT 

862.  Finite  Velocity  of  Light— R6meF.--An  entirely  new  era  in 
ihe  history  of  the  science  of  light  was  introduced  by  the  Danish 
astronomer  Romer  in  1676,  when  he  not  only  showed  that  light  did 
not  travel  instantaneously,  as  had  been  previously  supposed,  but  also 
measured  the  velocity  with  which  light  travels  through  interplanetary 
space. 

The  planet  Jupiter  has  four  moons,  and  as  these  revolve  round  the 
planet  they  disappear  once  in  each  revolution,  for  when  they  pass  into 
the  shadow  of  the  planet  cast  by  the  sun  they  become  invisible,  and  are 
said  to  be  eclipsed,  for  we  only  see  the  planets  and  their  satellites  by  the 
light  of  the  sun  which  they  reflect. 

If  any  one  of  Jupiter's  moons  revolves  round  the  planet  with  a 
uniform  angular  velocity,  as  is  the  case  with  our  moon,  then  the  time 
which  elapses  between  one  passage  of  the  moon  into  the  shadow  and 
the  next  ought  to  be  constant,  since  it  would  be  equal  to  the  periodic 

time  of  the  moon's  revolution  round 
the  planet.  However,  if  the  times 
between  successive  eclipses  of  the 
planet  are  noted,  as  seen  from  the 
earth,  it  is  found  that  they  are  not 
all  equal. 

Romer  accounted  for  this  phe- 
nomenon by  supposing  that  light 
took  an  appreciable  time  to  travel 
from  Jupiter  to  the  earth.  Let  s 
(Fig.  333)  be  the  sun,  E  the  earth, 
and  J  Jupiter ;  and  suppose  that 
when  an  eclipse  of  one  of  the  moons 
occurs  these  three  are  in  the  rela- 
tive positions  shown,-  the  earth 
being  at  its  nearest  point  to  Jupiter. 
When  the  next  eclipse  occurs,  the 
earth  will  have  moved  round  in  its 
orbit  to  some  such  position  as  E|,  while  Jupiter  will  have  only  moved 
a  short  distance  round  in  its  orbit.  Hence  the  distance  between  the 
earth  and  Jupiter  is  now  greater  than  before.      U  V  \s  the  speed 
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with  which  light  travels,  then  the  observed  time  atjyhich  the  eclipse 
occurs  when  the  earth  is  at  E  will  be  at  a  time  £j/^,  i^e,  the  time 
taken  by  the  light  to  traverse  the  space  £J,  after  the  actual  eclipse. 
When  the  earth  is  at  E„  the  observed  time  will  be  Ej/  V  later  than  the 
actual  time.  Hence,  if  6  is  the  actual  time  between  two  successive 
eclipses,  the  observed  interval  is  O+^j/y-EJlV,  and  since  Ej  is  greater 
than  EJ,  the  observed  interval  will  be  greater  than  the  true  interval ;  since, 
however,  we  cannot  observe  the  /rue  interval  6,  the  quantity  K  cannot  be 
calculated  from  the  observation  of  a  single  interval  in  this  way. 

At  each  successive  eclipse  the  earth  will  be  further  and  further  away 
from  Jupiter,  till  finally  they  come  into  the  positions  J»,  E*,  when  they 
are  at  their  maximum  distance  apart  After  this,  at  each  successive 
eclipse  the  distance  will  diminish,  and  hence  the  observed  interval  be 
less  than  the  true  interval. 

Suppose  that  n  eclipses  occur  between  that  which  occurs  when  Jupiter 
and  the  earth  are  nearest  together  (at  conjunction),  and  that  which 
occurs  when  they  are  at  their  greatest  distance  (opposition),  the  actual 
interval  between  the  first  and  last  of  these  eclipses  is  n9.  The  observed 
interval  is  nO  +  E«j«/  V-  Ej/  F,  or  if  d  is  the  diameter  of  the  earth's  orbit, 
so  that  EnjM-^J  =  dy  the  observed  interval  7\  is  nd-^-d/V, 

The  actual  interval  between  the  eclipse  when  the  earth  is  at  opposi- 
tion and  the  one  when  it  is  again  at  conjunction  will  also  be  nO,  The 
observed  interval,  T^,  since  at  the  end  of  the  series  the  earth  is  nearer 
Jupiter  than  at  the  commencement  by  a  distance  d,  will  be  nO-dlV, 

Thus  Ti=ne  +  y, 

and  T^=nO—jp,; 

2d 

or  V^  -^.  . 

Hence  if  we  know  the  diameter,  d^  of  the  earth's  orbit,  we  can  calculate 
the  velocity  of  light,  Vy  from  the  difference  between  the  interval  7\ 
which  elapses  between  an  eclipse  at  conjunction  and  the  eclipse  at  the 
next  opposition,  and  the  interval  T^  between  this  eclipse  at  opposition 
•  and  the  one  which  occurs  at  the  next  conjunction. 

The  moon  chosen  was  the  innermost,  which  makes  a  revolution  in 
about  I  j  days,  and  it  was  found  that,  starting  at  conjunction,  the  interval 
between  the  first  eclipse  of  this  planet  and  the  11 3th  (when  the  earth  and 
Jupiter  came  into  opposition)  exceeded  the  interval  between  the  113th 
and  the  225th  (when  the  earth  and  Jupiter  were  again  in  conjunction)  by 
33.2  minutes,  and  hence  7\  -  7^2=33.2  minutes.     If  dy  or  the  diameter  of 

2  K 
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the  earth's  orbit,  is  taken  as  195,600,000  miles,  or  298,600,000  kilometres, 
this  gives  186,300  miles  per  second,  or  299,800  kilometres  per  second 
as  the  velocity  of  light. 

868.  Fizeau's  Method  of  Measuring  the  Velocity  of  light.— 
The  accuracy  of  the  determination  of  the  velocity  of  light  by  Homer's 
method  is  limited  by  the  accuracy  with  which  we  know  the  diameter  of 
the  earth's  orbit,  hence  it  is  important  to  determine  the  velocity  of  light 
between  two  terrestrial  points,  the  distance  between  which  can  be  directly 
measured.  The  first  to  perform  this  experiment  was  Fizeau,  who  in 
1849  measured  the  velocity  of  light  by  using  a  method  depending  on 
the  eclipsing  of  a  source  of  light  by  the  teeth  of  a  rapidly  rotating  wheel, 
the  principle  of  the  experiment  resembling  Homer's  method. 

A  bright  source  of  light  was  placed  at  L  (Fig.  334),  and  after  passing 
through  a  lens  A,  a  certain  proportion  of  the  rays  of  light  was  reflected 
from  the  surface  of  an  unsilvered  plate  of  glass,  G,  placed  at  an  angle 
of  45*.     The  reflected  rays  came  to  a  focus  at  F,  this  point  being  the 


Fig.  334. 


principal  focus  of  a  second  lens  B.  Thus  the  light  left  B  in  a  parallel 
beam,  which,  after  traversing  a  distance  of  about  four  miles,  fell  on  a 
lens  C,  and  was  brought  to  a  focus  at  the  surface  of  a  spherical  mirror  D, 
The  curvature  of  this  mirror  is  such  that  the  lens  C  is  at  its  centre  of 
curvature,  and  hence  the  rays  are  reflected  back  along  their  path,  so  that 
on  emerging  from  the  lens  c  they  again  form  a  parallel  beam.  This 
reflected  beam  falls  on  the  lens  B,  is  brought  to  a  focus  at  F,  and  then 
falls  on  the  plate  of  glass  G,  where  some  of  the  rays  will  be  reflected, 
and  some  will  be  transmitted  and  enter  the  eye-piece  E,  so  that  a  bright 
star  will  be  seen  by  the  observer,  formed  by  light  which  has  travelled  to 
D  and  back  again.  A  toothed  wheel,  H,  which  can  be  rapidly  rotated 
round  an  axle,  I,  is  so  arranged  that  when  a  tooth  passes  F  the  light  is 
intercepted,  but  when  a  space  passes  f  the  light  is  allowed*  to  pass. 

If  the  wheel  is  slowly  rotated,  an  observer  at  E  will  see  a  bright  star 
when  a  space  passes  F,  while  when  a  tooth  passes  there  will  be  dark- 
ness, so  that  as  the  wheel  rotates  the  star  alternately  appears  and  dis- 
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appears  ;  but  if  the  speed  is  such  that  more  than  twenty  teeth  pass  per 
second,  owing  to  the  persistence  of  vision,  a  permanent  star  will  be  seen. 

If  light  took  no  time  to  travel  from  F  Xo  D  and  back  again,  then  all 
the  light  that  passed  through  any  space  would  be  able  to  pass  back 
again  through  the  same  space,  since  by  supposition  the  light  takes  no 
time  to  travel  from  F  to  D  and  back,  and  hence  the  wheel  would  not 
have  moved  between  the  starting  of  the  light  and  its  arrival  back  at 
F.  If,  however,  the  light  takes  an  appreciable  time  to  travel,  then,  as 
the  speed  of  the  wheel  is  gradually  increased,  it  will  eventually  rotate 
so  fast  that  by  the  time  the  return  light  reaches  F  the  wheel  will  have 
turned  so  that  a  tooth  will  have  moved  round,  and  will  occupy  part  of 
the  space  which  was  occupied  by  a  space  when  the  light  started,  so 
that  part  of  the  return  light  will  be  cut  off  by  the  tooth,  and  hence  the 
star  seen  at  E  will  be  of  decreased  brightness.  As  the  speed  is  further 
increased,  more  and  more  of  the  return  light  will  be  intercepted  by  the 
succeeding  tooth,  till  finally  all  the  light  which  gets  through  a  space  is, 
on  its  return,  intercepted  by  the  succeeding  tooth,  and  no  star  is  seen. 
If  the  speed  is  yet  further  increased,  the  returning  light  will  begin  to  get 
through  the  space  next  after  the  one  through  which  it  passed  on  its 
way  out,  and  a  bright  star  will  again  be  seen.  Hence,  as  the  speed  is 
increased,  the  star  alternately  appears  and  vanishes. 

If  the  wheel  contains  d  teeth,  then  the  angle  acb  (Fig.  335)  sub- 
tended by  the  interval  between  two  consecutive 
teeth  or  spaces  at  the  centre  will  be  360°///  or  2irld 
in  circular  measure.  Hence  half  this  angle,  or  tt/^/, 
is  the  angle  through  which  the  wheel  has  to  turn  so 
that  a  tooth  may  exactly  occupy  the  position  previ- 
ously occupied  by  a  space. 

If  the  wheel  makes  n  revolutions  per  second 
when  the  first  eclipse  occurs,  the  angle  swept  out 
by  any  radius  AC  in  one  second  will  be  27r«.  Hence 
the  time  taken  to  turn  through  the  angle  irjd  will  be 

"^  ziTfiy  or  i/2^«.      If  /  is  the  distance  between  F 

and  Z?,  the  distance  passed  over  by  the  light  while 
the  wheel  has  turned  through  an  angle  irjd  is  2/.     Hence  the  light  has  tra- 
velled a  distance  2/  in  a  time  i/2//«,  or  the  velocity  of  light  V\s  given  by 

2/ 

2dn 
In  one  of  the  experiments,  /  was  equal  to  8633  metres,  the  wheel  had 
720  teeth,  and  when  the  star  was  first  eclipsed  it  made  12.6  revolutions 
per  second,  so  that 

K=4  X  8633  X  720  X  12.6  =  313274304  metres  per  second. 
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More  recent  experiments  made  by  Comu,  using  this  method,  gave 
300,400  kilometres  per  second,  or  186,662  miles  per  second,  as  the  velocity 
of  light. 

364w  Foucault's  Method  of  Measuring  the  Veloelty  of  light— 
In  the  year  1850,  Foucault  succeeded  in  measuring  the  time  light  took 
to  travel  over  a  distance  of  about  twenty  metres.  His  method  consists 
in  causing  a  beam  of  sunlight  to  fall  on  a  slit  s  (Fig.  336),  by  means  of 
a  heliostat.  The  light  transmitted  by  S  passes  through  an  unsilvered 
glass  plate  G,  falls  on  a  convex  lens  A,  and  then  on  a  plane  mirror  B, 
which  can  be  rapidly  rotated  round  an  axis  perpendicular  to  the  plane 
of  the  figure.  For  one  position  of  the  mirror  B,  the  reflected  light  falls 
upon  a  second  mirror  c.  This  latter  is  a  concave  mirror,  the  radius 
of  curvature  being  equal  to  BC.     Hence,  if  the  mirror  B  13  at  rest,  the 


tE 


Fig.  336. 

light  reflected  at  C  will  retrace  its  path,  being  partly  reflected  at  G,  so 
as  to  form  an  image  of  the  slit  S  at  D,  this  image  being  observed 
through  an  eye-piece  E.  If  the  mirror  B  is  rotated,  the  light  is  only 
reflected  back  from  C  once  in  each  revolution,  if  the  mirror  is  only 
silvered  on  one  side.  If,  further,  during  the  time  taken  for  the  light  to 
travel  from  B  to  C  and  back  to  B,  the  mirror  has  appreciably  turned,  the 
return  rays  will  be  reflected  by  B  in  a  slightly  different  direction  to  that 
which  they  would  have  taken  had  the  mirror  been  at  rest,  and  the  image 
D  will  be  displaced  to  d',  the  amount  of  the  displacement  being  read  off  on 
a  scale  placed  at  D.  In  order  to  count  the  speed  of  rotation  of  the  mirror 
B,  which  was  driven  by  a  small  steam-turbine,  Foucault  placed  a  toothed 
wheel  so  that  the  teeth  were  illuminated  by  the  intermittent  beam  of 
light  reflected  from  the  rotating  mirror.  If  the  wheel  was  rotating  at 
such  a  speed  that  during  the  interval  between  two  flashes  one  tooth  had 
just  moved  into  the  position  occupied  at  the  previous  flash  by  the  pre- 
ceding tooth,  then  the  wheel  would  appear  to  be  at  rest.  When  this  is 
the  case,  the  time  taken  by  the  mirror  to  make  one  revolution  is  equal  to 
the  time  taken  by  the  wheel  to  turn  through  the  angle  acb  (Fig.  335X 
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that  is,  \\dn^  where  d  is  the  number  of  teeth  in  the  wheel,  and  n  the 
number  of  revolutions  it  makes  in  a  second.  Hence  the  number  N  of 
revolutions  made  by  the  mirror  in  one  second  is  dn. 

In  order  to  calculate  the  velocity  of  light,  we  require  to  determine 
through  what  angle  the  mirror  B  must  turn  to  shift  the  image  formed  at 
the  eye-piece  from  D  to  d'.  Since  an  image  of  the  slit  s  is  produced  at 
C,  we  may  if  we  please  look  upon  the  problem  as  to  determine  through 
what  angle  a  must  B  turn  so  that  the  image  of  c  formed  by  the  mirror 
and  the  lens  A  may  shift  from  D  to  d'.  Let  the  two  positions  of  the 
mirror  B  be  indicated  by  the  full  and  dotted  lines.  Then  for  each  posi- 
tion of  the  mirror  B  there  will  be  an  image  of  c  formed  in  B.  Let  d  and 
d'  be  these  images  ;  then,  as  shown  in  §  331,  //and  d'  lie  on  the  circum- 
ference of  a  circle  having  its  centre  on  the  axis  about  which  the  mirror 
turns,  and  passing  through  c.  Further,  the  arc  intercepted  between  d 
and  d'  subtends  an  angle  2a  at  the  centre  of  this  circle.  If,  therefore,  the 
distance  BC  is  called  /,  we  have  dd'—iaL  Now  as  far  as  the  lens  A  is 
concerned,  instead  of  taking  c  as  the  object  and  considering  the  two 
positions  of  the  mirror,  we  may  suppose  the  mirror  B  removed  and  take 

the  two  images  d  and  d*  as  the  objects.    Then  — ■=  Using 

DD'     AG-f-GD 

the  letters  a,  b^  c  to  represent  the  distances  dd',  ba,  ag+gd  respectively, 

we  have  

^dd'^a{l+b) 

2/  2lc 

Since  the  mirror  makes  A^  rotations  per  second,  the  time  it  takes  to 
turn  through  an  angle  a  is  ajzirNy  and  in  this  time  the  light  has  travelled 
from  B  to  C  and  back,  that  is,  a  distance  2/.  Hence  the  velocity,  V^  of 
light  is  given  by 


Using  this  method,  Michelson  has  obtained  299,853  kilometres  per  second 
as  the  velocity  of  light,  with  a  possible  error  of  ±60  kilometres. 

866.  Aberration.— A  calculation  of  the  velocity  of  light  was  made 
in  1727  by  Bradley  from  the  apparent  changes  which  take  place  in  the 
observed  positions  of  the  fixed  stars.  The  simplest  method  of  explaining 
the  principle  of  this  method  of  calculating  the  velocity  of  light  is  to 
consider  an  analogous  case.  Suppose  that  a  shot  is  fired  from  a  cannon 
C  (Fig.  337)  against  a  ship  ab,  which  is  moving  rapidly  at  right  angles 
to  the  direction  of  the  trajectory  of  the  shot.  If  the  shot  enters  the  ship 
at  the  point  D,  it  will  not  leave  the  ship  at  the  point  £,  for  while  the 
shot  is  travelling  across  the  ship  this  latter  will  have  moved  forward,  so 
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that  some  such  point  as  F  will  now  be  in  the  line  CD  of  the  trajectory, 
and  hence  the  shot  will  leave  the  ship  at  F.     Now,  as  far  as  the  track  of 

the  shot  left  in  the  ship  is  concerned,  it 
appears  to  have  come  from  the  point  c',  or 
the  cannon  is  apparently  displaced  in  the 
direction  in  which  the  ship  i^  travelling. 

Now  consider  the  ship  to  be  replaced 
by  the  earth  moving  in  its  orbit  round  the 
sun,  and  the  shot  to  be  replaced  by  a  light- 
wave reaching  the  earth  from  a  star,  the 
line  joining  the  earth  and  star  being  at 
right  angles  to  the  direction  of  motion  of 
the  earth.  If  the  earth  were  at  rest,  and 
a  telescope  D  (Fig.  338)  were  pointed  at 
the  star,  the  axis  of  the  telescope  pro- 
longed would  pass  through  the  star  c. 
When  the  earth  is  moving,  however,  the 
telescope  is  appreciably  moved  forward 
in  the  earth's  orbit  in  the  time  between  the  light-waves  reaching  the 
objective  D  and  the  eye-piece  ;  and  hence,  if  the  axis  of  the  telescope 
is  still  directed  so  as  to  pass  through  the  star,  the  waves  of 
light  will  be  left  behind  and  form  an  image  of  the  star  at  F  to 
one  side  of  the  cross  wires.  Just  as  in  the  case  of  the  boat, 
the  shot,  which  if  the  boat  were  at  rest  would  have  reached 
the  point  E,  hits  the  point  F.  Thus  in  order  to  bring  the 
image  of  the  star  on  to  the  cross  wires,  the  axis  of  the  telescope 
must  be  pointed  along  FC'.  Now  in  the  time  the  light  has 
taken  to  travel  from  D  to  F  the  earth  has  moved  through  the 
distance  FE.  Hence  if  the  angle  CDC',  which  is  called  the 
aberration  constant,  is  a,  and  f^and  v  are  the  velocity  of  light 
and  of  the  earth  respectively,  we  have — 

z//K=tan  a, 
or  y=v/taLn  a. 

Hence  if  v  and  a  are  known,  F,  that  is,  the  velocity  of  light, 
— ^       can  be  calculated. 
Fig.  338.  The  above  explanation  of  the  phenomenon  of  aberration  is 

that  commonly  accepted  ;  it  is,  however,  by  no  means  satis- 
factory. Thus  the  quantity  V  is  the  velocity  of  light  in  the  medium, 
filling  the  telescope  tube,  so  that  if  the  tube  is  filled  with  water,  in  which 
the  velocity  of  light  is  less  than  in  air,  we  should  expect  the  aberration 
constant  a  to  increase.  No  such  effect  is,  however,  observed.  The  dis- 
cussion of  the  various  theories  which  have  been  propounded  to  explain 
this  discrepancy  would  lead  us  beyond  the  scope  of  this  book,  and  so 
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we  must  content  ourselves  with  having  drawn  attention  to  the  existence 
of  the  difficulty. 

866.  Theories  as  to  the  Nature  of  Light— We  have  hitherto 
assumed  that  light  consists  of  a  wave-motion  of  some  kind,  and  we  now 
have  to  consider  the  evidence  on  which  this  assumption  is  founded. 

There  have  been  two  principal  theories  of  light.  In  one  of  these, 
which  was  adopted  by  Newton,  and  is  called  the  emission  theory^  a 
luminous  body  is  supposed  to  be  emitting  small  particles,  called  light- 
corpuscles,  which  travel  out  in  all  directions  in  straight  paths,  and  all 
with  the  same  velocity.  These  light-corpuscles  were  supposed  to  cause 
the  sensation  of  light  by  their  impact  on  the  retina.  Since  light  can 
traverse  not  only  empty  space,  but  also  some  forms  of  matter,  these 
corpuscles  must  be  able  to  travel  through  space,  and  also  through 
matter,  which  they  were  supposed  to  do  by  passing  between  the 
molecules.  On  this  theory  the  rectilinear  propagation  of  light  and  the 
formation  of  shadows  at  once  followed. 

In  order  to  explain  the  law  of  refraction  on  the  emission  theory,  it 
was  assumed  that  when  a  corpuscle  came  near  the  surface  of  separation 
between  two  media,  it  was  attracted  by  the  denser  medium. 

Thus  let  AB  (Fig.  339)  represent  the  line  of  demarcation  between  two 
media,  say  air  and  water,  and  10  the  path 
of  an  incident  corpuscle.  If  1/^  is  the  velocity 
with  which  the  corpuscle  travels  in  air, 
then  we  may  resolve  this  velocity  into  two 

components,  one,  in,  parallel  to  the  surface 
of  separation  of  the  media,  and  the  other, 

IM,  perpendicular  to  this  surface.  If  the 
water  particles  exert  an  attraction  on  the 
light-corpuscle  when  it  gets  near  the  sur- 
face of  separation,  this  force  must  act 
normally  to  the  surface,  i,e,  along  on'. 
Hence,  while  the  vertical  component  of 
the  velocity  of  the  corpuscle  is  increased, 

the  horizontal  component,  in,  will  remain 

unchanged.     If  then  we  take  om'  equal  to  OM,  and  on'  equal  to  the 

increased  vertical  component,  and  complete  the  parallelogram,  or  will 
represent  the  velocity  of  the  corpuscle  in  the  water,  and  it's  path,  that  of 
the  refracted  ray,  will  be  along  or.     From  SnelPs  law  we  have — 


Fig.  339L 


Since 


sing     irsf^N'R    RO 

Tn^mo^om*^Wr. 
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But  10  represents  the  velocity  of  the  corpuscle  in  air,  while  RO  represents 
its  velocity  in  water.     Hence 

Velocity  in  water 
Velocity  in  air   "*'*«"» 

and  since  the  refractive  index  from  air  to  water  is  greater  than  unity,  it 
follows  that,  according  to  the  emission  theory,  the  velocity  of  light  must 
be  greater  in  water  than  in  air. 

In  the  second  theory,  called  the  undulatory  or  wave  theory  of  light,  a 
luminous  body  is  supposed  to  set  up  vibrations  in  an  all-pervading  ether, 
and  these  vibrations  are  supposed  to  travel  through  the  ether,  and  when 
they  enter  the  eye  excite  the  sense  of  vision.  During  the  passage  of  the 
light  from  the  source  to  the  eye,  the  energy  emitted  by  the  source,  and 
which  we  recognise  when  it  is  given  up  to  the  retina  as  light,  must  be 
stored  up  in  the  ether. 

On  the  older  undulatory  theory,  it  was  supposed  that  light-waves 
consisted  of  a  transverse  vibratory  movement  of  the  ether  itself,  but  a 
difficulty  was  introduced  by  the  fact  that,  if  we  suppose  that  the  motion  is 
propagated  by  the  successive  parts  of  the  ether  setting  each  other  in 
motion  by  mutually  attracting  forces,  these  forces  would  be  inclined  to 
the  direction  in  which  the  wave  was  travelling,  and  hence  they  would 
have  a  component  in  the  direction  of  the  wave  normal,  and  this  component 
would  tend  to  set  up  longitudinal  waves,  in  addition  to  the  transverse 
waves  which  are  required  to  explain  optical  phenomena.  We  have  no 
evidence,  however,  of  the  existence  of  such  longitudinal  waves  in  the 
ether.  In  the  later  form  of  the  undulatory  theory,  called  the  electro- 
magnetic theory  of  light,  the  supposition  is  made  that  the  vibrations 
consist  not  in  the  change  in  position  of  the  ether  particles,  but  in  a 
periodic  alteration  in  the  electrical  and  magnetic  condition  of  the  ether 
during  the  passage  of  the  light.  This  supposition  does  not  lead  to  the 
same  difficulty  as  to  the  formation  of  longitudinal  waves  as  does  the  older 
theory,  and  hence  possesses  a  marked  advantage. 

Since  both  forms  of  the  theory  suppose  the  existence  of  a  transverse 
vibration  set  up  in  the  medium,  and  only  differ  as  to  the  nature  of  the 
entity  the  displacement  of  which  constitutes  the  vibration,  the  explana- 
tions which  we  shall  make  in  the  succeeding  sections,  since  they  do  not 
involve  the  nature  of  the  waves,  will  apply  to  either  form  of  the  theory. 
We  shall  also  sometimes  talk  of  the  displacement  of  an  ^^tx particle 
during  the  vibration,  but  this  must  be  taken  as  a  short  and  convenient 
method  of  stating  the  displacement  of  the  electric  and  magnetic  condi- 
tion of  the  ether  at  the  point  under  consideration. 

We  now  pass  on  to  consider  what  assumptions  as  to  the  relative 
velocity  of  light  in  air  and  in  water  have  to  be  made  on  the  undulatory 
theory  to  account  for  the  refraction  of  light  when  it  passes  from  air  to 
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water.  Let  ab  (Fig.  340)  be  the  line  of  separation  between  air  and 
water.  Let  PP'  represent  a  wave-front  in  the  air,  then  \iva  is  the  velocity  of 
light  in  air,  the  time  taken 
for  the  point  V  on  the  wave- 
front  to  reach  the  second 
medium  will  be  v'ojva. 
During  this  time  the  point 
P  on  the  wave -front  will 
have  travelled  into  the 
water,  and  if  Vw  is  the 
velocity  in  water,  it  will 
have  travelled   a   distance 

—  X  Vw    I  f  then,  wi  th  cen- 

tre  P  and  radius  equal  to  this 
distance,  we  describe  a  circle,  and  then  from  o  draw  a  tangent  or,  or  will 
represent  the  wave-front  in  water  at  the  instant  when  the  point  p'  on  the 
wave- front  PP'  reaches  O  (see  §  273).  If  on  and  pn'  are  normals  to 
AB,  we  have 


Fig.  34a 


^in  NOF 


''''''"sin  N'PR' 

Now  in  the  triangle  PP'O  the  angle  at  P'  is  a  right  angle,  hence  the  two 
angles  p'PO  and  p'OP  are  together  equal  to  a  right  angle.  But  the  angles 
p'ON  and  p'OP  are  also  together  equal  to  a  right  angle.  Hence  the 
angle  p'on  is  equal  to  the  angle  p'PO.  In  the  same  way,  the  angle  n'pr 
is  equal  to  the  angle  POR.     So  that 


afiw  = 


sin  NOP' 
sin  N'P}^^ 


sin  P'PO 
'sin  PO/^ 


PO 

'po' 


PR 

'pv 


PO 

'pr' 


Or  the  velocity  of  light  in  air  is  to  that  in  water  in  the  ratio  of  the 
refractive  index  from  air  to  water.  It  will  thus  be  seen  that  according 
to  the  undulatory  theory  light  travels  slower  in  water  than  in  air,  while 
according  to  the  emission  theory  it  travels  more  quickly  in  water.  Thus 
a  measurement  of  the  velocity  of  light  in  air  and  in  water  would  form  a 
crucial  experiment  to  test  the  validity  of  the  rival  theories.  This  crucial 
experiment  was  performed  by  Foucault,  who  placed  a  tube  filled  with 
water  and  closed  by  glass  ends  between  the  fixed  mirror  c  and  the 
rotating  mirror  B,  and  thus  was  able  to  measure  the  velocity  of  light  in 
water,  and  found  it  to  be  less  than  in  air.  This  experiment,  although  it 
does  not  in  any  w^y  prove  the  truth  of  the  undulatory  theoiy,  yet  shows 
that  the  emission  theory,  at  any  rate,  cannot  be  true. 
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DISPERSION 

867.  Dispersion. — The  phenomenon  of  refraction  is  not  in  reality  as 
simple  as  we  have  hitherto  considered  it  to  be,  for  if  a  narrow  parallel 
pencil  of  white  light,  such  as  sunlight,  is  allowed  to  pass  obliquely  from 
one  medium  to  another,  it  is  found  that  in  the  second  medium  the  white 
light  is  split  up  into  light  of  several  colours,  a  phenomenon  which  is 
referred  to  as  dispersion. 

Thus  if  a  beam  of  parallel  rays  of  white  light,  such  as  is  obtained  by 
reflecting  sunlight  through  a  narrow  slit,  is  introduced  into  a  dark  room 
and  meets  a  screen  de  at  F,  forming  a  white  patch  of  light,  then  on 
interposing  a  prism  ABC  (Fig.  341)  in  the  path  of  the  beam  with  its  refract- 
ing edge  parallel  to  the  slit,  the  light  will  be  refracted  towards  the  base  of 

I     the  prism,  but  the  patch  on  the 
A  /^  screen  is  no  longer  the  same 

/\  L    size  as  before,  nor  is  it  white. 

^    Vr-^-***--'^''''''    1       ^^®  patch  is  drawn  out  in  the 

I   ^^^^     7ifi"^'i|'  _^^^^^^         fc|      direction  RV,  in  which  the  light 

5^=**^^^^^      /  X^^^^^^^^^^^^^^^V      ^^  deviated,  and  exhibits  all  the 

^  y^  /         colours  of  the  rainbow.    These 

"  /d       colours  pass  imperceptibly  the 

p,Q  one  into  the  next,  but  starting 

with  red  nearest  the  original 

undeviated  patch  F,  the  colours  pass  through  orange,  yellow,  green,  blue, 

indigo,  to  violet,  which  is  the  most  deviated.    These  colours  constitute 

what  is  called  a  spectrum. 

Thus  white  light  has  been  split  up  by  the  prism  into  light  of  a  number 
of  different  colours,  these  coloured  lights  being  deviated  to  a  different 
amount  by  the  prism,  so  that  the  refractive  index  between  two  media, 
on  which  the  deviation  depends,  is  different  for  light  of  different  colours  ; 
and  since  the  violet  rays  are  more  deviated  than  the  red,  the  refractive 
index  for  violet  light  is  greater  than  for  red  light. 

That  white  light  is  really  fonned  by  the  superposition  of  light  of  all 
the  colours  of  the  spectrum  can  be  shown  by  receiving  the  colours  of  the 
spectrum  on  a  number  of  separate  mirrors,  and  reflecting  the  light  from 
them  to  the  same  point,  when  it  will  be  found  that  white  light  will  be 
reproduced. 
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Fig.  342. 


In  the  fonn  of  the  experiment  described  above,  the  different  colours 
overiap  on  the  screen  to  a  certain  extent ;  and  in  order  to  obtain  a  spectrum 
where  no  overlapping  takes  place,  or  Vipure  spectrum^  as  it  is  called,  we 
may  adopt  the  arrangement  shown  in  Fig.  342.  Light  from  a  source  L, 
such  as  the  electric  arc,  passes  through  a  narrow  slit  in  a  screen  s,  and 
then  falls  on  a  con- 
vex lens  A,  which,  j^ 
when  the  prism  is  '■^ 
not  interposed, 
forms  a  real  image 
of  the  slit  at  s'.  If 
now  the  prism  is 
interposed  at  B,  the 
light  will  be  devi- 
ated towards  the  base  of  the  prism,  and  a  spectrum  will  be  formed  on  a 
screen  placed  at  D.  If  we  suppose  that  the  slit  is  illuminated  by  violet 
light  only,  then  an  image  of  the  slit  will  be  produced  at  v,  while  if  red 
light  is  used  the  image  will  be  at  R.  Hence  the  spectrum  VR*  is  com- 
posed of  a  series  of  images  of  the  slit  formed  by  differently  coloured 
light  If  the  slit  is  very  narrow,  one  image  will  overlap  very  little  on  the 
adjacent  images,  and  a  pure  spectrum  will  be  obtained.  As  the  slit  is 
widened  the  images  will  overlap  more  and  more,  till  with  a  very  wide  slit 
we  shall  get  a  white  patch  in  the  centre  of  the  spectrum  where  all  the 
images  overlap,  with  a  red  edge  at  one  end  and  a  violet  edge  at 
the  other. 

Another  method  of  obtaining  a  pure  spectrum  is  shown  in  Fig.  343. 
Parallel  light,  which  may  be  obtained  by  means  of  a  collimator,  being 


343. 


incident  on  the  prism,  a  lens  L  is  placed  after  the  prism,  and  this  lens 
brings  the  rays  of  the  different  colours  to  real  foci  between  R  and  V, 
where  a  pure  spectrum  may  be  received  on  a  screen  or  viewed  with  an 
eye-piece. 
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This  arrangement  will  also  allow  of  the  recomposition  of  the  different 
colours  of  the  spectrum  to  form  white,  for  if  the  screen  be  placed  at  ab 
the  red  and  violet  rays,  as  shown  by  the  figure,  and  therefore  also  the 
rays  of  the  other  colours,  will  be  uniformly  spread  over  the  patch  ab. 
Under  these  circumstances  a  white  patch  will  appear  on  the  screen.  If, 
however,  a  small  obstacle  be  placed  at  v,  so  as  to  cut  off  the  violet,  the 
patch  at  AB  will  appear  coloured  a  greenish-gold  colour,  produced  by  the 
mixture  of  the  remaining  colours.  In  the  same  way,  by  cutting  off  the 
red  rays  by  an  obstacle  placed  at  R,  the  patch  will  appear  a  greenish 
blue. 

When  the  slit  of  the  spectrometer  shown  in  Fig.  327  is  illuminated 
with  white  light,  a  pure  spectrum  is  formed  at  the  principal  focus  of  the 
lens  F  in  the  manner  considered  above,  and  can  be  observed  with  the 
eye-piece.  The  spectrometer,  when  used  to  observe  spectra,  is  some* 
times  called  a  spectroscope.  By  using  light  of  different  colours,  the 
refractive  index  of  a  substance  for  light  of  these  colours  can  be  obtained 
by  any  of  the  methods  given  in  §§  344,  346. 

868.  Fraunhofer's  Lines.— When  the  slit  of  a  spectroscope  is 
illuminated  by  sunlight,  it  is  found  that  the  spectrum  is  traversed  by  an 
enormous  number  of  dark  lines  parallel  to  the  length  of  the  slit  These 
dark  lines  are  called  Fraunhofer's  lines,  and  are  due,  as  we  shall  see 
later,  to  the  light  of  the  colours  which  are  thus  missing  from  the  solar 
spectrum  being  absorbed  in  the  sun's  or  the  earth's  atmosphere. 

These  lines  form  a  very  convenient  means  of  specifying  any  particular 
colour  in  the  spectrum,  and  hence  the  more  prominent  of  them  are  in- 
dicated by  the  letters  A,  B,  c,  D,  &c.  Their  relative  position  in  the 
spectrum  are  shown  in  Fig  344.     The  lines  A,  B,  and  C  are  in  the  red,  D 
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Fig.  344. 

in  the  orange-yellow,  E  in  the  green,  F  in  the  greenish-blue,  G  in  the 
indigo,  and  H  in  the  violet  part  of  the  spectrum.  Hence  when  we  refer 
to  light  of  any  particular  colour  as,  say,  D  light,  we  mean  light  of  the 
colour  which  corresponds  to  the  dark  line  D  in  the  orange-yellow  of  the 
solar  spectrum. 

869.  Reft*actiye  Index  for  Ligrht  of  Different  Colours— Dis- 
persive Power.— In  the  following  table  the  refractive  index  of  some 
substances  are  given  for  the  light  corresponding  to  Fraunhofer's 
lines : — 
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Refractive  Index. 


Water  ( 1 6- C.) 
Carbon  bisul-  \ 
phide(io^)  f 
Crown  glass  . 
Flint  glass .  . 
Rock  salt  (17") 


A. 

B. 

C.      1     D. 

E. 

F. 

G. 

H. 

1.330 

... 

1.332 

1-334 

1.338 

... 

1-344 

I.616 

... 

1.626 

1.635 

I.661 

... 

1.708 

1.528 
1.578 
1.537 

1.530 
I.581 

1.539 

I.531 

1.583 
1.540 

1.534 
1.587 

1.544 

1.537 
1.592 

1.549 

1.540 
1.597 
1.553 

1.546 
1.606 
1. 561 

1.55 1 
1.614 
1.568 

When  light  passes  through  a  prism  the  different  colours  are  deviated 
to  different  degrees,  so  that  if  we  have  a  parallel  beam  of  light  incident 
on  the  prism  the  rays  of  the  different  colours  after  passing  through  the 
prism  will  be  inclined  to  one  another.  The  angle  between  the  emergent 
rays  for  any  two  colours  is  called  the  dispersion  of  these  two  colours, 
produced  by  the  prism. 

Since  the  rays  are  not  only  dispersed,  but  also  deviated,  it  becomes 
of  interest  to  see  if  there  is  a  fixed  relation  between  the  dispersion  and 
the  deviation.  The  ratio  of  the  dispersion  for  any  two  colours  to  the 
deviation  of  the  mean  ray  between  the  two  is  called  the  dispersive  power 
of  the  substance  of  which  the  prism  is  made. 

We  have  seen,  in  §  345,  that  if  the  prism  is  at  minimum  deviation, 
then 

8ini(8H-g) 
^        sin  \e    ' 

If  the  prism  has  a  very  small  refracting  angle,  so  that  6  is  very  small,  the 
deviation  S  will  also  be  very  small,  and  hence  the  ratio  of  the  angles 
$  +  8  and  0  will  be  the  same  as  the  ratio  of  the  sines.  Thus  for  a  prism 
of  very  small  refracting  angle 

If  Ma  is  the  refractive  index,  and  8a  the  deviation  for  light  corresponding 
to  the  Fraunhofcr  line  A  in  the  extreme  red,  /*h  and  8h  the  corresponding 
quantities  for  the  H  line,  and  md  and  5©  for  the  D  line,  which  may  be 
taken  as  the  mean  light  between  A  and  H,  we  have 

Hence  the  dispersion  between  the  A  and  the  H  light  is 
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Thus,  if  we  take  prisms  having  the  same  refracting  angle  ^,  we  get  the 
following  values  for  the  dispersion  : — 

Water 014  d 

Carbon  bisulphide 092  Q 

Crown  glass 023  0 

Flint  glass 036  d 

Rock  salt 031  0 

Hence  it  will  be  seen  that  the  extent  of  the  spectrum  obtained  with  a 
prism  filled  with  carbon  bisulphide  will  be  6.5  times  as  great  as  the 
spectrum  obtained  under  similar  circumstances  with  water. 
The  dispersive  power  is  given  by 

so  that  the  dispersive  powers  of  the  substances  given  in  the  table  above 

are : — 

Water 0.042 

Carbon  bisulphide        .                .        .  ai45 

Crown  glass 0.043 

Flint  glass ao6i 

Rock  salt 0.057 

870.  Aehromatie  Prisms  and  Direet-Vlsion  Speetroscopes.— 

Since  the  dispersive  powers  of  different  substances  are  not  the  same,  we 
can  obtain  two  prisms  constructed  of  different  materials  such  that,  while 
the  dispersion  they  produce  is  the  same,  the  deviation  produced  on  the 
mean  ray  is  different,  or  vice  versa.  For  instance,  taking  crown  and 
flint  glass,  if  we  have  a  prism  of  flint  glass  of  which  the  angle  0  is  small, 
so  that  we  may  apply  the  formula  6=^(At-  i),  the  dispersion  is  0.036  d. 
If,  then,  we  take  a  prism  of  crown  glass  of  which  the  angle  is  <^  the 
dispersion  will  be  0.023  ^  ^^  ^^^  dispersion  is  to  be  the  same  in  the  two 
cases,  we  must  have 

0.023 

Now  the  deviation  produced  by  the  flint-glass  prism  for  the  D  line  will 
be  (md-  1)6^=0.587  $y  and  the  deviation  for  the  same  light  produced  by 
the  crown-glass  prism  will  be  (/a'd-  i)</>=o-534  ^  ^-S^  6^=0.833  6.  Hence, 
although  the  two  prisms  produce  the  same  dispersion,  the  deviation  pro- 
duced by  the  crown-glass  prism  is  greater  than  that  produced  by  the 
flint-glass  prism. 

If  the  prisms  are  placed  with  their  refracting  edges  turned  in  opposite 
directions,  a  ray  of  white  light  will,  during  its  passage  through  the  crown- 
glass  prism  c  (Fig.  345),  be  deviated  towards  the  base,  i.e.  downwards  in 
the  figure,  and  also  dispersed,  the  red  ray  being  less  deviated  than  the 
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violet  During  the  passage  of  these  rays  through  the  flint-glass  prism, 
however,  the  deviations  of  both  rays  will  be  in  the  opposite  direction,  ue, 
upwards,  the  red  ray  being 

deviated  upwards  less  than  \f 

the  violet.     The  difference  ^^ 

between  the  deviations  of  ^^^ 

the    red    and    violet    rays  ^^^ 

being  the  same  in  the  two 
prisms,  the  rays  when  they 
leave  the  flint-glass  prism 
•  will  be  parallel.  The  mean 
deviation  in  the  crown  prism 
being,  however, greater  than 
that  in  the  flint,  the  rays  on 
the  whole  will  be  deviated 
downwards,  ue.  towards  the 

base    of    the    crown-glass  Fig.  34s 

prism. 

If  we  consider  a  second  ray  incident  parallel  to  lO  and  close  to  it,  it 
also  will  be  split  up,  and  the  red  and  violet  rays,  after  passing  through 
the  two  prisms,  will  be  parallel  to  the  other  two.  A  consideration  of 
Fig.  346  will  show  that  the  patch  of  light  received  on  a  screen  will  be 


Fig.  346. 

very  much  more  coloured  in  the  case  of  a  single  prism,  where  the  red 
and  violet  rays  when  they  leave  the  prism  are  inclined  at  a  finite  angle 
to  one  another,  than  in  the  case  of  the  two  prisms  considered  above, 
where  the  red  and  violet  rays  are  parallel  after  they  leave  the  second 
prism.     For,  considering  only  the  two  incident  rays  shown  in  the  figure, 
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in  the  case  of  the  single  prism  we  shall  have  a  white  patch  rV,  bordered 
by  a  wide  red  margin  RR'  on  one  side,  and  a  violet  one  VV*  on  the  other. 
In  the  case  of  the  two  prisms,  however,  the  coloured  margin  is  very 
narrow,  and  is  of  the  same  width  at  all  distances  from  the  prisms. 

Hence  by  combining  two  prisms,  one  of  crown  glass  and  the  other  of 
flint,  the  ratio  between  the  refracting  angles  having  been  suitably  chosen, 
we  are  able  to  get  a  compound  prism  which  deviates  light  but  does  not 
disperse  it.    Such  a  combination  is  said  to  be  achromatic. 

Instead  of  choosing  the  angles  of  the  prisms  such  that  the  dispersion 
is  the  same,  we  might  have  chosen  them  such  that  the  deviation  produced 
on  the  mean  ray  was  the  same.     In  this  case  we  have 

^(/*i>-i)=<^(m'd-0 
a587  ^=0.534  * 

The  dispersion  produced  by  the  flint-glass  prism  will  be 

^(a*h-a*a)= 0.036  0, 

and  that  produced  by  the  crown-glass  prism  will  be 

<Mmh-A*'a)— 0.023  <^=o.o23X  I.I  ^-0.025  6, 

Hence  the  dispersion  produced  by  the  flint-glass  prism  is  greater  than 
that  produced  by  the  crown-glass  one,  so  that  if  the  prisms  are  placed 
with  their  refracting  angles  turned  in  opposite  directions,  the  mean  ray  D 
will  be  undeviated  by  its  passage  through  the  two  prisms,  while  the  violet 
rays  will  be  deviated  one  way  and  the  red  rays  the  other.  In  this  way 
a  spectrum  is  produced  without  the  mean  ray  being  deviated.  This 
arrangement  is  used  in  some  pocket  forms  of  spectroscopes,  which  are 
called  direct-vision  spectroscopes,  since  one  looks  straight  through  the 
prisms  at  the  slit,  and  not  at  an  angle  as  in  the  ordinary  form  of 
spectroscope. 

871.  Achromatle  Lenses.— In  considering  the  formation  of  images 
by  lenses,  we  have  supposed  that  the  light  was  monochromatic  When 
white  light  is  used,  we  shall  not  only  get  the  deviation  which  we  have 
hitherto  considered,  but  also  dispersion. 

Suppose  we  have  a  convex  lens  AB  (Fig.  347),  and  that  a  parallel  beam 
of  white  light  falls  on  it,  then  where  the  rays  enter  and  leave  the  lens  the 
violet  rays  will  be  more  deviated  towards  the  axis  of  the  lens  than  are 
the  red  rays,  and  hence  the  violet  rays  will  be  brought  to  a  focus  at  a 
point  V  nearer  the  lens  than  the  point  R,  where  the  red  rays  are  brought 
to  a  focus.  Thus  if  a  screen  is  placed  at  v  we  shall  get  a  central  violet 
spot  surrounded  by  a  red  ring,  while  if  the  screen  is  placed  at  R  there 
will  be  a  central  red  spot  surrounded  by  a  violet  ring. 
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If  a  convergent  pencil  of  rays  is  incident  on  a  concave  lens,  CD,  the 
violet  rays  are  brought  to  a  focus  at  a  point  v,  which  is  further  from  the 
lens  than  the  point  R,  where  the  red  rays  come  to  a  focus. 

If  the  convex  and  concave  lens  are  of  the  same  material  and  of  equal 
focal  length,  on  being  placed  close  together  the  two  dispersions  counter- 
act each  other,  but  in  this  case  the  deviation  would  also  be  nil,  and  the 
whole  would  simply  act  like  a  plane  slab.  By  making  the  convex  lens  of 
crown  glass,  and  the  concave  lens  of  flint  glass,  we  are,  however,  able,  as 
in  the  case  of  the  prisms,  to  obtain  equal  and  opposite  dispersion,  and 
still  have  deviation  in  the  direction  of  that  produced  by  the  crown  glass, 
/>.  the  combination  will  be  a  convex  lens,  50  that  it  is  possible  to  construct 
achromatic  lenses. 

By  the  use  of  two  lenses  it  is  possible  to  make  a  lens  which  shall 
be  achromatic  as  far  as  light  of  any  two  colours  is  concerned.  The 
combination  will  not,  however,  be  achromatic  for  light  of  other  colours. 


Fig.  347. 

If  in  place  of  two  lenses  we  use  three,  made  of  materials  having 
different  dispersive  powers,  the  combination  can  be  made  achromatic 
for  light  of  three  colours,  and  so  on.  The  colours  for  which  the  lens 
system  is  rendered  achromatic  depend  on  the  purpose  for  which  the 
lens  is  to  be  used.  Thus  for  a  telescope  used  in  eye  observations  the 
colours  chosen  are  those  parts  of  the  spectrum  which  affect  the  eye  most 
strongly,  while  if  the  telescope  is  to  be  used  for  photography,  it  is  most 
important  that  the  lens  should  be  achromatised  for  the  violet  and  ultra- 
violet, since  these  rays  are  chiefly  concerned  with  the  production  of  the 
photographic  image. 

872.  The  Rainbow.— Let  the  circle  in  Fig.  348  represent  a  section 
of  a  spherical  raindrop.  When  a  ray  of  sunlight  SiMj,  which  may  be  taken 
as  parallel  light,  falls  on  the  drop  it  will  be  refracted  along  M|Ri,  and 
when  it  comes  to  the  surface  at  Rj,  part  of  the  light  will  be  reflected 
along  RiNj.  On  again  reaching  the  surface  at  Nj  part  will  leave  the 
drop,  being  refracted  along  n^Pi.  In  the  figure  the  paths  of  only  a  few 
of  the  rays  have  been  drawn,  in  order  to  prevent  confusion,  but  if  all  had 
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been  drawn  it  would  have  been  found  that  the  rays  incident  near  the 
point  Ms,  such  that  the  radius  OM,  makes  an  angle  of  59°  with  the 
direction  of  the  incident  light,  are  less  deviated  by  their  two  refractions 
and  one  reflection  than  light  incident  at  any  other  point  The  figure  also 
shows  that  the  rays  incident  in  the  neighbourhood  of  Mg  form  a  parallel 
pencil,  N2P2,  when  they  leave  the  drop,  while  in  the  case  of  rays  incident 
at  any  other  point,  Mj,  they  form  a  divergent  pencil,  NjPs-  Now  when  we 
are  dealing  with  a  paraUel  pencil  of  rays,  since  the  cross  section  remains 
constant,  the  decrease  of  the  intensity  of  the  illumination  with  the 


distance  is  small,  being  only  due  to  absorption  in  the  medium.  With 
a  divergent  pencil  it  is,  however,  otherwise,  for  the  rays  are  spread  over 
a  greater  and  greater  area  as  we  go  away  from  their  point  of  intersection, 
and  hence  the  illumination  decreases.  Thus  if  we  viewed  such  a  rain- 
drop from  a  distance,  we  should  receive  a  considerable  amount  of 
refracted  and  reflected  light  if  we  looked  along  PjNj,  but  very  little  if  we 
looked  towards  the  drop  in  any  other  direction.  If  xx'  is  drawn  parallel 
to  the  incident  light,  the  angle  NjPjX  is  138*,  and  the  angle  NjPjX'  is  42". 
Hence  supposing,  with  our  eye,  E  (Fig.  349),  as  apex,  and  the  direction 
of  the  sun's  rays,  SES',  as  axis,  we  describe  a  cone,  of  which  the  angle 
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between  the  generating  lines  and  the  axis  is  42',  all  raindrops,  Pj,  Pj,  Pj,  &c., 
which  are  on  the  surface  of  this  cone  will  be  so  situated  that  the  pencil 
of  parallel  rays  which  has  undergone  minimum  deviation  can  enter  the 
eye,  and  so  the  drops  would  be  visible  as  bright  points  of  light. 


Fia349. 

The  phenomenon  is  not  quite  as  simple  as  we  have  hitherto  supposed, 
for  the  white  sunlight  is  not  only  refracted  when  it  enters  and  leaves  the 
drop,  but  dispersion  also  takes  place,  as  shown  at  A,  Fig.  350.  The 
result  is  that  while  the  angle  between  the  pencil  of  red  rays  which  emerges 


Fig.  35a 

parallel  and  the  incident  light  is  about  42^,  that  between  the  violet  rays 
is  about  40^  Hence  if  we  require  to  find  the  positions  of  the  drops 
which  will  send  violet  light  to  the  eye,  we  must  construct  a  cone  of 
which  the  half-vertical  angle  is  40**,  which  will  of  course  lie  inside  the 
cone  for  the  red  rays.    The  cones  corresponding  to  light  of  intermediate 
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wave-lengths  will  lie  between  these  two,  and  therefore  what  is  seen  is 
a  series  of  circular  arcs  showing  the  spectrum  colours,  the  red  being 
outside,  and  the  other  colours  following  in  the  order  of  descending 
wave-length,  the  whole  constituting  what  is  called  the  rainbow. 

In  addition  to  the  bow  which  has  been  considered  above,  and  which 
is  called  the  primary  bow,  a  secondary  bow  is  sometimes  seen  outside 
the  first.  This  bow  is  formed  by  light  which  has  been  twice 'reflected 
inside  the  raindrops  in  the  manner  shown  at  B  (Fig.  350),  and  the  angles 
of  minimum  deviation  are  54**  for  the  violet,  and  51"  for  the  red.  In  this 
bow,  therefore,  the  violet  appears  on  the  outside. 
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CHAPTER    VII 

INTERFERENCE 

^  878.  Interference  of  Light.— The  great  difficulty  met  with  at  the 
outset  by  the  exponents  of  the  undulatory  theory  of  light  was  the  ex- 
planation of  the  rectilinear  propagation  of  light  and  of  the  formation  of 
shadows.  In  the  case  of  the  transmission  of  sound  through  air,  which 
was  admittedly  due  to  the  vibrations  of  the  air  particles,  a  sound  pro- 
duced outside  a  room,  and  coming  in  through  the  doorway,  is  found  to 
spread  all  over  the  room,  and  does  not  confine  itself  to  a  beam  passing 
across  the  room,  as  would  be  the  case  with  light.  It  was  only  when  the 
principle  of  interference  was  introduced  into  optics  that  the  formation  of 
shadows  could  be  explained  on  the  undulatory  theory. 

We  have  already  seen  how  in  the  case  of  ripples  on  the  surface  of 
mercury,  and  in  the  case  of  sound,  two  wave-motions  may  combine 
together,  so  that  while  in  some  places  they  destroy  each  other,  in  others 
they  strengthen  each  other. 

In  the  case  of  light,  all  attempts  to  obtain  interference  between  light 
waves  emitted  by  two  neighbouring  sources,  or  even  two  separate  portions 
of  the  same  source,  fails,  this  failure  being  due  to  the  fact  that  the  phase 
of  the  light  vibrations  given  out  by  a  source  suffers  rapid  and  abrupt 
changes,  so  that  in  the  case  of  two  separate  sources  the  phase  of  the 
emitted  light  may  be  the  same  for,  say,  a  thousand  vibrations,  a  crest 
leaving  each  simultaneously,  and  thus  producing  darkness  at  a  certain 
point  P ;  then  suddenly  the  phase  of  the  light  given  by  one  source  will 
change,  so  that  while  a  crest  is  leaving  one  source  a  trough  will  be  leaving 
the  other,  and  thus  the  waves  now  strengthen  each  other  at  P.  Since 
such  changes,  if  they  occurred  a  hundred  times  a  second,  would  not  be 
visible  owing  to  persistence  of  vision,  and  during  a  hundredth  of  a 
second  5x10^^  vibrations  of  yellow  light  take  place,  it  is  evident  that  it 
is  not  necessary  to  assume  that  the  changes  of  phase  take  place  so  very 
frequently,  in  order  to  explain  the  absence  of  interference  between  the 
light  from  two  independent  sources. 

If  instead  of  two  separate  sources  we  take  as  sources  two  images  of  the 
same  portion  of  a  luminous  body,  then,  whenever  a  change  in  phase  takes 
place  in  the  source,  the  corresponding  change  in  phase  will  take  place 
simultaneously  on  the  two  images  ;  and  hence  if  interference  is  produced 
at  a  given  point  before  the  change,  it  will  also  be  produced  after. 
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Fresnel,  in  order  to  demonstrate  the  interference  of  light,  devised 
two  arrangements  for  producing  two  image  sources  in  such  positions 
that  they  interfere.  One  of  his  arrangements  consists  of  two  mirrors, 
AB  and  BC  (Fig.  351),  inclined  at  an  angle  of  very  nearly  i8o',  so 

that  a  luminous  point  at  P 
will  produce  two  images, 
one  at  P'  by  reflection  in 
the  mirror  ab,  and  the 
other  at  p"  by  reflection  in 
the  mirror  BC.  In  §  331  we 
have  proved  that  p',  P" 
both  lie  on  a  circle  of 
which  B  is  the  centre. 
Hence  if  we  join  P'p", 
bisect  this  line  at  F,  and 
join  FB,  FB  will  be  at 
right  angles  to  P'p".  If 
FB  is  produced  to  meet  a 
screen  on  which  the  re- 
flected light  is  received 
at  O,  then  the-  point  o 
is  equidistant  from  P' 
and  P". 

As  far  as  the  reflected 
light  is  concerned,  we 
may  regard  it  as  coming 
from  the  images  p'  and  p", 
so  that  the  length  of  the  path  of  any  ray  which,  leaving  p,  is  reflected  at 
one  of  these  mirrors  and  strikes  a  screen  D£  is  the  same  as  if  it  came 
from  p'  or  p",  as  the  case  may  be.  At  the  point  o  of  the  screen,  which  is 
equidistant  from  the  images,  the  light- waves  will  assist  one  another,  since 
they  always  leave  P'  and  p''  in  the  same  phase,  these  points  being  images 
of  the  same  source. 

There  will  be  interference  at  a  point  such  as  Q,  if  the  difference 
between  the  distances  p'q  and  p"q  is  equal  to  half  a  wave-length,  for 
then  the  vibrations  from  P'  will  reach  Q  in  the  opposite  phase  to  those 
from  p". 

The  manner  in  which  the  waves  coming  from  p'  and  p"  at  some 
points  on  the  screen  strengthen  each  other,  and  at  other  points  annul 
each  other,  is  made  clear  by  the  diagrammatic  representation  given  in 
f^'K-  35--  I"  this  figure  the  waved  lines  represent  the  displacements 
proceeding  from  the  two  sources  p',  p"  along  the  lines  P'o,  P"o,  P'Q,, 
p"Qi,  &c.  ;  and  it  will  be  seen  that  the  displacements  produced  at  the 
points  o  and  Q2,  due  to  the  two  sets  of  waves,  are  in  the  same  phase,  so 
that  the  resultant  displacement  is  twice  the  displacement  due  to  either. 


Fig.  351. 
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It  will  also  b^  seen  that  there  are  an  equal  number  of  waves  between 
p'  and  o  and  p"  and  o,  but  that  there  is  one  more  wave  between  P'  and 
Qj  than  between  p"  and  Qg.  At  the  point  Qj  the  waves  from  the  two 
sources  are  in  opposite  phase  and  destroy  each  other,  and  here  there  is 
half  a  wave  more  between  P'  and  Qj  than  between  P"  and  Qj. 

If  with  centre  Q  (Fig.  351)  and  radius  QP"  we  describe  an  arc  of 
a  circle  cutting  QP'  in  G,  then  GP'  will  be  the  difference  between  the 
paths  p'q  and  p"q. 


Fia  352. 


Since  in  practice  the  distance  between  the  images  p'  and  p"  is  ex- 
cessively small  compared  with  the  distance  of  either  of  them  fixim  the 
screen,  the  arc  p"g  may  be  taken  as  a  straight  line,  which  is  practically 
perpendicular  to  qp'  and  QF. 

Since  p'p"  is  perpendicular  to  OF,  and  GP"  is  perpendicular  to  QF,  the 
angle  OFQ  is  equal  to  the  angle  GP"?^.  Hence  calling  this  angle  ^,  and 
the  distance  between  the  images  id^  we  have — 

5?'= 2^  sin  ^ 


-•2d. 


Og 
1? 


or,  since  QF  is  practically  equal  to  OF,  d  being  very  small, 


OF 


Calling  the  distance  BF  between  the  images  and  the  mirrors  /,  that 
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between  the  mirrors  and  the  screen  q^  and  the  distance  of  the  point  Q 
from  o  :r,  we  get,  since  OF=/-i-^, 

2dx 


GP'. 


P^q 


Now  if  \  is  the  wave-length  of  the  light  given  out  by  the  source  P, 
interference  will  be  produced  at  Q  whenever  the  difference  between  the 
paths  p'q,  p"q  is  such  that  the  light  reflected  from  the  two  mirrors 
arrives  at  Q  in  opposite  phases.  This  will  occur  when  the  paths  differ 
by  any  odd  number  of  half  wave-lengths,  for  the  ether  at  points  separated 
by  half  a  wave-length  or  any  odd  number  of  half  wave-lengths  is  vibrating 
in  opposite  phases. 

Hence  if  G?  is  equal  to  (2^+1)-,  we  shall  get  interference  at  Q. 

Hence  if  there  is  interference 

2^£r      .  A 

or  ^^'C^^+Oj-^^r- 

If  the  difference  in  path,  gp',  is  equal  to  an  even  number  of  half  wave- 
lengths, ue,  to  a  whole  number  of  wave-lengths,  the  light  will  reach  Q  in 
the  same  phase,  and  hence  a  bright  band  will  be  produced  at  Q.  When 
this  occurs, 

In  this  experiment  the  two  image  sources  P',  p"  play  the  same  part  as 
the  two  needle-points  attached  to  the  tuning-fork  in  the  interference 
experiment  with  capillary  waves  on  the  surface  of  mercury  (§  271).  If 
a  line  in  Fig.  223  were  drawn  parallel  to  the  line  joining  the  two  centres 
of  disturbance,  this  would  represent  the  screen  in  the  optical  experi- 
ment, and  wherever  this  line  cuts  one  of  the  interference  curves  in  the 
figure  would  correspond  to  a  dark  band  in  the  optical  experiment,  while 
half-way  between  each  curve  the  mercury  surface  is  disturbed  by  the 
combined  action  of  the  two  centres  of  disturbance,  and  this  corresponds 
to  a  bright  band  in  light 

In  the  second  method  used  by  Fresnel,  the  light  from  a  luminous 
point  P  passes  through  two  narrow-angle  prisms,  AB  (Fig.  353),  placed 
with  their  bases  in  contact,  forming  what  is  called  FresneFs  bi-prism. 
After  passing  through  the  bi-prism,  the  light  travels  as  if  it  came  from 
the  two  points  p'  and  p",  and  interference  is  produced  on  a  screen  placed 
at  DE,  as  in  the  previous  case.  Calling,  as  before,  the  distance  of  the 
images  from  the  bi-prism  p^  that  of  the  screen  from  the  bi-prism  q^  and 
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the  distance  between  the  images  7.d^  then  a  dark  band  will  be  produced 
by  interference  at  Q,  if  the  distance  OQ  or  x  is  such  that 

as  in  the  case  of  the  two  mirrors. 

Fresnel  made  use  of  these  experiments  on  interference  to  prove  that 
the  velocity  of  light  in  air  is  greater  than  in  glass,  and  hence  to  show 
that  the  emission  theory  was  untenable. 

D 


I'IG.  353. 


Let  Va  be  the  velocity  of  light  of  any  given  colour  in  air,  and  Vg  the 
velocity  of  the  same  coloured  light  in  glass,  and  X^  and  \g  the  wave- 
length in  air  and  glass  respectively.  The  colour  of  the  light  being  the 
same  whether  it  is  passing  through  air  or  glass,  the  frequency  of  the 
vibration  must  be  the  same  in  the  two  media,  so  that  we  have 


and 
or 


Vg      \g 


Suppose  now  that  light  proceeding  from  the  two  points  P'  and  p'' 
(Fig.  354)  produces  interference  at  Q,  and  that  in  the  path  of  the  light  pro- 
ceeding from  P"  we  introduce  a  plate  of  glass  ab  of  thickness  ^.  Further, 
suppose  that  originally  Q 
was  the  first  dark  interfer- 
ence band,  so  that  the 
paths  p'q  and  p"q  differed 
by  X/2.  Before  the  intro- 
duction of  the  glass  the 
number  of  wave-lengths 
in  air  between  A  and  B 
was  y[Kh  while  after  the 
introduction  of  the  glass  the  number  of  wave-lengths  between  A  and  B  is 
yl\g^  If  then  X^  is  less  than  Xa,  there  will  be  more  wave-lengths  between 
A  and  B  when  the  glass  is  introduced  than  there  was  before,  so  that  the 


Fig.  354. 
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path  from  P"  to  Q  will  be  longer,  i.e.  contain  a  greater  number  of  wave- 
lengths than  before,  and  therefore  the  two  paths  p'q  and  p"q  will  no 
longer  differ  by  half  a  wave-length.  In  order  to  get  interference  when 
the  glass  is  introduced,  we  must  therefore  lengthen  the  path  p'q  and 
shorten  the  path  p"Q.  This  will  be  the  case  for  a  point  such  as  q'  nearer 
o  than  Q.  In  the  same  way,  if  V  ^^  greater  than  X^,  the  point  where 
interference  is  produced  will  be  moved  away  from  O  when  the  glass  is 
introduced,  so  that  if,  on  the  introduction  of  the  glass,  the  interference 
bands  move  towards  the  side  on  which  the  glass  has  been  introduced,  we 
should  infer  that  th^  wave-length  in  glass  X^  was  smaller  than  the  wave- 
length in  air  X«,  and  vice  versa.  On  performing  the  experiment  the 
bands  move  towards  the  side  on  which  the  glass  is  introduced,  so  that 
the  wave-length  in  air,  and  hence  also  the  velocity  in  air,  is  greater  than 
the  corresponding  quantities  for  glass. 

Fresnel's  experiments  may  be  used  to  measure  the  wave-length  X  of 
the  light  used,  for  by  measuring  x  we  can  calculate  X.  It  is,  however, 
generally  more  convenient  to  measure  the  distance  between  the  dark 
interference  bands  than  to  measure  the  distance  of  a  dark  band  from 
the  central  bright  band.  The  distances  of  the  first  few  dark  bands  from 
O  are  cdven  by 


2       2d' 


^«"  2       2d 


Id 

so  that  the  distance  {z)  between  two  consecutive  bands  is 

*"^  id  • 
In  this  expression  —j-  is  independent  of  the  wave-length  of  the  light 

used,  so  that  we  see  that  the  greater  the  wave-length  X,  the  further 
apart  are  the  interference  bands.  It  is  found  by  experiment  that  with 
red  light  the  bands  are  further  apart  than  with  violet  light,  so  that  the 
wave-length  of  violet  light  must  be  less  than  that  of  red  light. 

If  white  light  is  used,  the  violet  light  will  be  destroyed  nearer  to  the 
centre  O  than  the  red  light,  so  that  this  red  left  over  will  produce  a  red 
band  on  either  side  of  the  central  bright  band,  which  will  be  white,  for 
the  light  of  all  wave-lengths  arrives  in  the  same  phase  at  O.  A  little 
further  out  from  O  the  red  light  will  be  destroyed  by  interference  leaving 
the  violet  light,  so  that  here  a  violet  band  will  be  produced.  Hence 
when  white  light  is  used  the  first  dark  band  will  be  bordered  with  red  on 
the  inside  and  violet  on  the  outside.  The  distance  between  the  points 
where  the  red  and  violet  are  destroyed  will  increase  with  each  successive 
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band,  until  finally  there  will  be  overlapping  between  one  bright  band  for 
the  violet  and  the  previous  bright  band  for  the  red  ;  and  at  some  distance 
from  o,  the  overlapping  will  be  so  considerable  that  white  light  will  be 
reproduced,  and  so  no  bands  will  be  discernible. 

S74w  The  Difn-aetion  Gratinsr*— A  diffraction  grating  consists  of  a 
number  of  equidistant  parallel  lines  ruled  on  a  plate  of  glass,  or  of 
speculum  metal.  In  order  to  explain  the  action  of  a  grating,  we  shall 
suppose  that  it  consists  of  a  series  of  equally  spaced  opaque  lines  ruled 
on  a  plate  of  glass,  the  width  of  each  line  being  equal  to  the  space 
between  two  adjacent  lines. 

Let  AB  and  CD  (Fig.  355)  be  two  adjacent  spaces,  and  suppose  a  beam 
of  parallel  light  to  be  incident  on  the  grating  normally,  />.  parallel  to  na, 
so  that  the  incident  wave -fronts  are 
parallel  to  the  grating.  We  may  then 
look  upon  each  point  in  the  spaces  AB, 
CD,  &c.,  as  a  centre  of  disturbance  from 
which  light-waves  are  propagated,  all 
these  waves  starting  in  the  same  phase. 
Consider  two  of  these  centres  of  dis- 
turbance, one  at  A  and  the  other  at  C 
The  disturbances  from  these  centres  will 
reach  all  points  at  equal  distances  from 
A  and  B  in  the  same  phase,  and  so  will 
strengthen  one  another. 

At  any  other  point  Q,  however,  the 
disturbances  need  not  be  in  the  same 
phase.  If,  as  is  always  the  case,  Q  is^t 
very  great  distance  from  the  grating  com- 
pared to  AB,  or,  as  shown  in  the  figure, 
a  lens  L  is  interposed  to  form  an  image 
at  its  principal  focus,  we  may  take  the 
lines  AM  and  CK  as  parallel,  and  both 
inclined  to  the  normal  to  the  grating  at 
an  angle  0. 

From  A  draw  AH  perpendicular  to  CK 
or  AM  ;  then,  since  n'a  is  perpendicu- 
lar to  CA,  and  ah  is  perpendicular  to 
AM,  the  angle  CAH  included  between 
CA  and  AH  is  equal  to  the  angle  b  included  between  n'a  and  am. 
Therefore  -rrj      ,-7;  .    ^ 

or  if  d  is  the  combined  width  of  a  space  and  a  line,  so  that  AC=^, 

Now  the  waves  starting  from  A  and  c  will  be  in  the  same  phase  when 


Fig.  355. 
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they  reach  Q,  and  therefore  will  strengthen  each  other,  if  the  difference 
in  the  paths  am  and  CK  is  equal  to  an  even  number  of  half  wave-lengths.^ 
Hence  the  condition  for  the  production  of  a  bright  band  at  Q  is  that 

nfsin  ^=2«.-, 

or  sin  ^=^. 

a 

If  cii  is  equal  to  an  odd  number  of  half  wave-lengths,  interference  will 
be  produced  at  Q,  the  condition  for  a  dark  band  being 

</sin^=(2«+i)-. 

2 

What  we  have  said  with  regard  to  the  two  centres  A  and  C  will  also 
apply  to  each  pair  of  centres  taken  in  ab  and  CD,  so  that  the  above 
equations  also  give  the  conditions  for  the  production  of  a  bright  or  dark 
band  at  Q,  when  the  whole  of  the  two  spaces  AB  and  CD  are  operative. 
A  similar  argument  holds  with  regard  to  the  next  two  spaces,  and  so  on, 
so  that  the  above  equations  apply  to  the  grating  taken  as  a  whole. 

If  we  consider  the  first  bright  band,  then,  as  d  is  constant  and 
sin  $=\lif^  it  is  evident  that  the  value  of^  will  vary  with  the  wave-length 
of  the  light,  so  that  by  measuring  the  angle  6  for  the  first  bright  band 
produced  by  different  coloured  lights,  we  can  calculate  the  wave-length 
of  these  lights.  If  white  light  is  used,  the  positions  of  the  bright  bands 
will  be  different  for  the  different  colours,  and  hence  a  spectrum  will  be 
produced. 

When  using  this  method  to  ipeasure  the  wave-length  of  light  the 
grating  is  mounted  on  the  table  of  the  spectrometer  (Fig.  327),  with  its 
surface  normal  to  the  light  coming  through  the  collimator  and  the 
rulings  on  the  grating  parallel  to  the  slit.  The  telescope  is  then  turned 
to  view  the  bright  bands  on  either  side  of  the  central  bright  band 
corresponding  to  the  undeviated  light,  and  the  difference  between  the 
readings  gives  26, 

If  white  light  is  used,  a  series  of  spectra  will  be  obtained  corresponding 
to  the  cases  where  n  is  made  i,  2,  3,  &c.,  in  the  formula 

sm  ^=-=. 
a 

The  least  deviated  spectrum,  for  which  «=  i,  is  called  the  first  spectrum; 
and  if  X^,  Xg  are  the  wave-lengths  of  the  light  corresponding  to  the 

1  After  striking  the  lens  the  waves  will  be  brought  to  a  focus  at  Q,  and  the  virtual 
length  of  the  paths  depends  on  the  constants  of  the  lens.  The  virtual  length,  that  is, 
the  length  allowing  for  the  fact  that  light  travels  slower  in  glass  than  in  air,  of  all  the 
paths  from  the  first  surface  of  the  lens  to  the  focus  Q  is  the  same,  so  that  any  differ- 
ence of  phase  which  exists  at  M  and  K  will  persist  when  the  waves  reach  q. 
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A  and  H  Fraunhofer  lines,  the  difference  between  the  values  of  d  for 
these  two  lines  will  be  given  by 

sin  ^A.-sin  ^h=-,(^4— Xh). 
a 

In  the  second  spectrum,  for  which  «  =  2,  we  have  in  the  same  way — 

sin  ^4 -sin  ^ii  =  ^(Xa~Xh). 
a 

Hence  in  this  second  spectrum  the  difference  between  the  sines  of  the 
angles  of  deviation  is  twice  as  great  as  in  the  first  spectrum,  so  that 
&i,  —  6'n  is  greater  than  6 a.- Bet  or,  in  other  words,  the  dispersion  in  the 
second  spectrum  is  greater  than  in  the  first.  In  the  same  way,  the  dis- 
persion in  the  third  spectrum  is  greater  than  in  the  second,  and  so  on. 

In  the  following  table  the  values  of  the  wave-length  for  the  principal 
Fraunhofer  lines  are  given  : — 

Wave-Length  of  Fraunhofer  Lines  in  Air. 

{  7621 X  io~®  cm. 

'  (  7594 
.  6870 
.  6563 
.  5896 
.  5890 
.  5876 


B 
C 

D, 


E 

.   5271  X  lO" 

F 

.  4861 

G 

•  4308 

H 

■  3969 

K 

■  3934 

L 

.  3821 

M   . 

.  3728 

375.  Colours  of  Thin  Plates.- 
tion  that  some  bodies,  such  as  soap- 
bubbles,  thin  films  of  oil  on  water, 
of  oxides  on  metals,  glass,  &c., 
show  under  certain  conditions  of 
illumination  brilliant  colours.  The 
explanation  of  these  colours  on  the 
wave-theory  of  light  is  easily  ob- 
tained. 

Let  ABCD  (Fig.  356)  represent  a 
section  of  a  glass  plate,  and  suppose 
that  a  parallel  beam  of  light  is  inci- 
dent in  the  direction  IM,.  A  ray, 
iMi,  will  be  partly  reflected  at  Mj 


It  is  a  matter  of  common  observa- 


FiG.  356. 


and  partly  refracthd  along  Mjl*     At 

L  the  refracted  ray  will  be  partly 

reflected  along  LMj  and  partly  refracted.     The  reflected  portion  will  again 

meet  the  surface  at  M2,  where  part  will  be  reflected  and  part  refracted 

along  MjR.     a  ray  directly  incident  at  Mj  will  also  be  partly  reflected 

along  MgR,  so  that  we  shall  have  two  waves  which  left  I  and  l'  in  the 
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same  phase,  one  having  traversed  the  path  iMjLMjR  and  the  other  the 
path  I'MgR,  and  as  these  paths  differ  in  length,  we  may  have  these  waves 
interfering. 

In  order  to  get  the  difference  in  the  lengths  of  these  two  paths  we 
draw-  M|F  perpendicular  to  M2I',  M^E  perpendicular  to  m^l,  MjN'g  a 
normal  through  Mj,  and  LN  a  normal  through  L.  Produce  MjL  to 
meet  the  normal  through  M,  at  G. 

Now  M^F  is  the  wave-surface  at  the  instant  the  wave  reaches  Mi,  for 
it  is  at  right  angles  to  the  incident  rays  IM^  and  I'm,.  Also,  m^e  is  the 
wave-surface  of  the  refracted  wave  when  the  incident  wave  reaches  Mg, 
for  it  is  at  right  angles  to  the  refracted  ray  U{L  (see  also  §  366).  Thus 
when  the  disturbance  travelling  along  I'm,  reaches  M,,  the  disturbance 
travelling  along  IM^L  will  have  reached  E.  Hence  we  have  to  find  the 
time  the  disturbance  takes  to  traverse  the  path  elm,. 

Since  the  sides  of  the  film  ab  and  DC  are  parallel,  the  angle  nlm,  is 
equal  to  the  angle  lMjN'.  Also,  since  the  normals  NL  and  M,G  are 
parallel,  the  angle  NLMj  is  equal  to  the  angle  n'GL.  But  by  the  law  of 
reflection  the  angle  NLMj  is  equal  to  the  angle  nlm,.  Hence  the  angle 
LGN'  is  equal  to  the  angle  lm,n'.  Thus  the  triangles  lgn^  and  lm,n' 
are  equal,  and  M2N'  is  equal  to  n'g,  and  lm,  is  equal  to  LG.  If  therefore 
MgN',  or  the  thickness  of  the  film,  is  T  and  the  angle  MjLN  is  )3,  we  have, 
from  the  right-angled  triangle  M2GE,  EG=M2G  cos  M,  GL=27'cos  )8= 
EL+LM,.     Hence  the  difference  in  the  lengths  of  the  paths  is  27*  cos  )8. 

If  Kand  Vg  are  the  velocities  of  the  light  in  air  and  glass  respectively, 
and  X  and  X^  are  the  wave-lengths  in  air  and  glass,  then  since  the  fre- 
quency in  the  two  media  must  be  the  same,  X^/X=  ^]^/F=i/^  (§  366). 
Hence  if  there  are  n  waves  between  E  and  M,  along  the  path  elm,,  we 
have,  since  this  path  is  in  glass ^  n  =  2  T  cos  Pl^g=  2  Tfi  cos  l^fK,  Thus 
the  phase  of  the  disturbance  which  travels  along  iMjLMjR  is  n  periods 
behind  the  phase  of  the  disturbance  which  travels  along  i'm,r,  where  n 
is  given  by  the  above  equation.  Now,  if  the  rays  had  both  travelled 
throughout  their  course  through  air  only,  while  the  length  of  one  path 
had  differed  from  the  length  of  the  other  by  2  7/x  cos  fi,  the  phase  of  one 
disturbance  would  have  been  27ft  cos  /3/X  periods  behind  the  other. 
Hence,  in  the  case  where  one  disturbance  travels  through  glass,  we  may 
call  the  product  of  the  difference  of  the  lengths  of  the  paths  into  the 
refractive  index  of  the  glass  the  effective  difference  in  the  paths,  so  that 
in  the  case  considered  the  effective  difference  of  path  =  2  7)*  cos  j8. 

If  this  difference  in  path  is  zero,  then  we  should  expect  the  two  waves  to 
strengthen  each  other,  since  along  m^R  they  would  be  in  the  same  phase. 
If  T  is  made  vanishingly  small  the  difference  in  the  paths  vanishes,  so 
that  there  ought  to  be  maximum  reflection  for  this  case,  since  the  light 
reflected  from  the  two  surfaces  will  be  in  the  same  phase.  It  is  found, 
however,  in  the  case  of  a  soap  film,  that  as  it  gets  thinner  a  thickness  is 
at  length  reached  when  no  light  is  reflected  from  the  film,  while  when  it 
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is  thicker  colours  are  produced.  We  are  therefore  Itfd  to  the  conclusion 
that  the  above  investigation  is  defective.  The  fact  is  that  the  reflections 
that  take  place  at  L  and  M^  occur  under  diflerent  conditions,  in  that  at  L 
the  light  is  travelling  in  a  dense  medium  and  is  reflected  at  a  surface 
separating  a  denser  medium  (glass)  from  a  less  dense  medium  (air),  while 
at  M2  the  light  is  travelling  in  the  less  dense  medium  and  is  reflected  at 
a  surface  separating  this  medium  from  a  more  dense  medium. 

We  may  form  an  idea  in  what  manner  this  difference  in  the  circum- 
stances of  the  reflection  will  affect  the  phase  of  the  reflected  light  by 
considering  the  impact  of  two  elastic  particles  of  different  mass.  If  the 
lighter  particle  strikes  the  heavier  particle,  it  will  drive  the  heavier 
particle  forward,  but  it  will  itself  rebound  so  that  its  own  motion  will  be 
suddenly  reversed.  Since  a  sudden  reversal  of  a  moving  particle's  motion 
corresponds  to  a  change  of  phase  of  half  a  wave-length,  we  can  conceive 
that  when  a  light-wave  moving  in  air  strikes  a  denser  medium,  such  as 
glass,  the  refracted  ray  will  be  in  the  same  phase  as  the  incident  ray,  but 
the  reflected  ray  will  undergo  a  sudden  change  in  phase,  equivalent  to 
the  loss  of  half  a  wave-length  at  the  moment  of  reflection. 

If  a  heavier  particle  strikes  a  lighter,  then  the  lighter  particle  is  driven 
forward,  but  the  motion  of  the  heavier  particle  continues  in  its  original 
direction.  So  that,  in  the  case  of  a  wave  of  light  travelling  in  a  denser 
medium  and  meeting  a  surface  separating  this  medium  from  a  less  dense 
one,  there  will  be  no  change  in  phase  in  either  the  refracted  or  reflected 
wave- 
Hence  while  the  reflected  ray  at  Mg  loses  or  jgains,  whichever  we  like 
to  take  it,  half  a  wave-length,  due  simply  to  the  reflection,  the  ray 
iMjLMgR  does  not  suffer  any  such  suddei\  loss  or  gain.  In  considering 
the  interference  of  the  two  rays  along  M2R,  we  must  therefore  add  X/2  to 
the  path  IM^R,  so  that  the  difference  in  path,  allowing  for  this  effect  due 
to  reflection,  is 

2  7>cos/?-l-^. 
2 

If  in  this  expression  T  is  made  very  small,  the  two  waves  will  differ  in 
phase  by  X/2  and  hence  will  produce  interference,  and  we  shall  get  no 
reflected  light,  which  agrees  with  experiment 

Interference  will  also  take  place  if  the  difference  in  phase  between  the 
two  rays  is  any  odd  number  of  half  wave-lengths.  Hence  interference 
will  take  place  >f  %  > 

(2«+i)-=2  7>cos/?  +  -, 

or  if  rCK  —  T.  Tfi  cos  )S. 

In  this  expression  it  must  be  remembered  that  X  is  the  wave-length  of  the 
light  in  air,  and  P  is  the  angle  of  incidence  on  the  second  surface  of  the 
thin  plate. 

If  the  thickness  7"of  the  plate  varies  and  the  incident  light  is  white,  a 
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series  of  coloured  patches  and  streaks  will  be  formed,  for  light  of  the 
different  colours  which  constitute  white  light  will  be  destroyed  by  inter- 
ference at  different  points,  the  thickness  being  given  by  the  above 
expression,  and  the  reflected  light  will,  by  the  loss  of  the  destroyed  rays, 
appear  coloured. 

876.  Newton's  Rlnsrs.— When  a  convex  lens  of  large  radius  is 
pressed  on  a  flat  piece  of  glass  or  on  a  concave  glass  surface  of  greater 
radius  of  curvature  than  that  of  the  lens,  the  point  where  the  lens  touches 
the  glass  will  be  seen  surrounded  by  a  series  of  dark  rings  if  the  light  is 
monochromatic,  or  of  coloured  rings  if  white  light  is  used.  These  rings, 
which  are  known  as  Newton's  rings,  are  produced  by  interference  in  the 
thin  film  of  air  enclosed  between  the  two  glass  surfaces,  and  may  be  seen 
both  in  the  reflected  and  in  the  transmitted  light. 

If  SOPN  (Fig.  357)  represents  a  section  of  the  sphere  from  which  the 
lens  may  be  supposed  to  be  cut,  and  ab  the  glass  plate,  which  the  lens 

touches  at  o,  then  the  thickness  of  the 
air  film  included  between  the  lens  and 
the  plate  is  zero  at  O  and  increases  as 
we  pass  out  from  o. 

Let  Q  be  a  point  at  a  distance  r  from 
the  point  of  contact,  then  the  thickness 
of  the  air  film  at  Q  can  be  found  as  fol- 
lows. Draw  QP  perpendicular  to  ab  to 
meet  the  circle,  and  through  P  draw  Ps 
parallel  to  ab,  cutting  the  diameter,  NO, 
of  the  circle  in  R.  Then  by  a  well-known 
property  of  the  circle  PR.RS=OR.RN« 
(on-or)or. 

Hence  if  R  is  the  radius  of  curvature 
of  the  surface  of  the  lens,  and  or  or  pq, 


Fig.  357. 
the  thickness  of  the  air  film,  is  called  7",  we  have 


Now  since,  when  interference  takes  place,  the  thickness  T  of  the  air  film 
IS  always  very  small  compared  to  the  radius  of  the  lens  /?,  the  quantity 
T^  will  be  very  small  compared  to  2/1^7^,  so  that  we  may  neglect  7^, 
and 


or 


-?.• 


We  have  already  seen  that  in  the  case  of  reflected  light  interference 


n\ 


will  take  place  if  T—  — -       ^,  where  X  was  the  wave-length  in   the 

^  2M  cos  Q 
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medium  outside  the  film.  If  Xj  is  the  wave-length  in  the  medium  outside 
the  film,  and  \  the  wave-length  in  the  film,  then 

or  \~^2 1*4- 

Hence  interference  will  take  place  if 

2  cos  )8' 

where  X2  is  the  wave-length  in  the  film. 

In  the  case  of  Newton's  rings  we  are  dealing  with  air  as  the  film,  and 
so  \  is  here  the  wave-length  in  air,  so  that  we  shall  have  a  dark  ring 
passing  through  Q  if 

^=    «\_ 
2R    2  cos  jS* 

or  if  r.«  =  ^. 

cos  p 

If  the  lens  and  plate  are  in  contact  at  the  centre,  we  shall  get  inter- 
ference, as  we  have  already  shown,  and  there  will  be  a  black  spot 
at  the  centre;  the  radii  of  successive  dark  rings  will  be  obtained  by 
taking  n  equal  to  i,  2,  3,  &c.,  so  that  the  squares  of  the  radii  of  suc- 
cessive dark  rings  are  proportional  to  the  natural  numbers,  i,  2,  3,  &c. 
The  angle  /?  is  that  which  the  light  rays  in  the  air  film  make  with  the 
plate,  but  in  all  practical  cases  the  lens  is  of  such  small  curvature,  and 
the  rings  are  only  formed  so  near  the  centre,  that  we  may  regard  the 
lens  as  a  parallel  plate,  so  that  the  rays  in  the  air  film  will  be  parallel 
to  the  rays  incident  on  the  upper  surface  of  the  lens,  and  we  may  take  P 
as  the  angle  of  incidence  of  the  rays  on  the  lens. 
If  the  light  is  incident  normally  j8=^,  and 

r^^=-n\R. 

At  the  centre  there  is  interference  for  all  the  colours,  so  that  with 
white  light  the  centre  is  black,  as  we  pass  out ;  if  Xh  is  the  wave-length 
of  violet  light,  then  when  r^  is  equal  to  X^^  this  violet  light  will  be 
destroyed,  and  hence  the  remaining  light  will,  along  this  circle,  appear 
coloured  red.  A  little  further  out,  r  is  equal  to  X^^/?,  so  that  the  red 
light  is  destroyed,  and  the  remaining  light  appears  violet.  When  r  is 
equal  to  2X,i^,  the  violet  will  again  be  destroyed  and  the  red  left,  while 
when  r  is  equal  to  2X^/1*,  the  violet  will  be  left.  Thus  with  white  light 
the  central  black  spot  will  be  surrounded  by  a  series  of  coloured  rings, 
each  of  which  is  red  on  the  inside  and  violet  on  the  outside. 

Newton's   rings  are  also  formed  in  the  light  which  is  transmitted 

2  M 
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through  the  lens  and  plate. 


ssr 

E                                                                                     rD 

A                        ^ 

1 

V        B 

1 

Fig.  358. 


If  AB  (Fig.  358)  is  the  surface  of  the  plate, 
and  ADE  the  lens,  then  a  ray 
of  light  incident  normally 
along  IQ  traverses  the  air 
film,  and  at  P  is  partly  trans- 
mitted along  PS  and  partly 
reflected  along  pq',  where  it 
is  again  partly  reflected  along 
g'p's'.  Interference  may  then 
take  place  between  the  waves 
which  have  traversed  the  air 
film  once,  and  those  which 
have  traversed  it  three  times. 


Using  the  same  notation  as  before, 
and  the  difference  in  path  is  given  by 

The  ray  IS,  as  it  is  nowhere  reflected,  undergoes  no  sudden  change  in 
phase  ;  the  ray  ipq's',  however,  is  reflected  at  P  and  at  q',  and  in  each 
case  at  the  surface  of  a  denser  medium,  and  loses  at  each  half  a  wave- 
length, or  a  whole  wave-length  in  all.  Hence,  as  the  loss  or  gain  of  a 
whole  wave-length  by  one  ray  does  not  affect  the  interference  pheno- 
mena between  two  rays,  we  have  that  interference  will  take  place  when 
the  difference  in  the  paths  is  equal*  to  an  odd  multiple  of  the  half  wave- 
length.    Hence  there  will  be  a  dark  ring  passing  through  Q  if 

J  =  (2;i+i)\ 

or  r-  =  (2«+i)'-- 5 

2 

while  there  will  be  a  bright  ring  for 

r-=2«   -. 

2 

When  « =  o,  r'  —  Oy  so  that  there  will  be  a  bright  spot  at  the  centre,  as 
is  also  obvious  since  here  the  lens  and  plate  are  in  contact,  so  that  there 
is  no  air  film,  and  the  light  is  simply  transmitted.  By  comparing  the 
expressions  for  r  in  the  case  of  reflected  and  transmitted  light,  it  will 
be  seen  that  where  there  is  a  dark  ring  for  one,  there  will  be  a  bright 
ring  for  the  other. 
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^  877.  Stationary  Waves.— Lippmann's  Colour-Photography.— 

Suppose  a  beam  of  parallel  rays,  or,  in  other  words,  a  series  of  plane 
waves,  is  incident  nonnally  on  a  plane  mirror,  then  the  waves  will  be 
reflected  at  the  mirror,  and  we  may,  as  in 
the  case  of  water  waves  (§  275),  have  sta-  /\  C  C' 
tionary  waves  set  up  owing  to  the  inter- 
ference between  the  direct  and  reflected 
waves.  Consider  a  point  P  (Fig.  359),  at 
a  distance  x  from  the  mirror,  then  we  may 
consider  that  at  P  we  have  two  series  of 
waves,  one  the  direct  waves  and  the  other  B  6  6' 
a  series,  which,  starting  in  the  same  phase  kig.  359. 

as  the  direct  waves,  has  travelled  along 

a  path  which  exceeded  that  of  the  direct  waves  by  ^x.  We  must  also 
add  half  a  wave-length,  for  the  reflection  at  o  takes  place  at  the  surface 

of  a  denser  medium.      Hence  the  difference  of  path  is  really  2.r  +  -. 

There  will  be  interference  at  P,  if  this  difference  in  path  is  equal  to  an 
odd  number  of  half  wave-lengths,  or  if 

2J-+^■=(2«+I)^- 

2  2 

n\ 

2 

If  then  P  is  a  point  such  that  P0  =  X/2,  there  will  be  interference  through- 
out a  plane  CD,  drawn  through  P  parallel  to  the  reflecting  surface  ;  there 
will  also  be  interference  throughout  the  plane  c'd',  which  is  at  a  distance 
of  X  from  AB,  and  so  on.  The  distance  between  the  planes  in  which 
interference  occurs  will  vary  with  the  wave-length  of  the  light,  being 
smaller  for  violet  light  than  for  red  light.  The  distance  between  con- 
secutive planes,  even  for  red  light,  is,  in  the  case  of  normal  incidence, 
excessively  small,  being  only  3.8  x  io~"  cm.  for  the  red  (A  line). 

The  formation  of  these  planes,  over  which  interference  takes  place, 
in  the  neighbourhood  of  a  plane  mirror  has  been  utilised  by  Lippmann 
in  his  excessively  beautiful  method  of  obtaining  photographs  in  natural 
colours.  If  the  front  surface  ot  the  mirror  is  coated  with  a  sensitive 
photographic  emulsion,  then  when  light  of  wave-length  X'  is  incident  on 
the  mirror  the  light  will  be  destroyed  in  planes  which  are  at  a  distance  of 
X72,  2X72,  3X72,  &c.,  from  the  mirror,  so  that  the  emulsion  will  not  be 
affected  on  these  planes.  At  the  planes  at  distances  X74,  2X74,  3^74>  &<^  > 
the  incident  and  reflected  light  strengthen  each  other,  and  the  emulsion 
will  be  acted  upon,  so  that  on  development  the  silver  of  the  emulsion  will 
be  reduced  on  these  planes,  and  thus  a  number  of  parallel  planes  at  a 
uniform  distance  apart  will  be  produced  within  the  film. 

If  now  a  beam  of  white  light  is  incident  on  the  developed  plate,  the 
interval  between  each  of  the  planes  in  which  the  silver  has  l)een  deposited 
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will  act  as  a  thin  film  producing  interference  in  the  manner  considered 
in  §  375  between  the  light  reflected  from  two  consecutive  planes  in  which 
the  silver  is  deposited.     The  difference   in  phase  between  the  light 

t  reflected  at  plane  i  (Fig.  360),  and  that  reflected  at  plane 

2,  will  be  equal  to  twice  the  distance  between  the  planes. 
-*  Hence,  since  the  distance  between  the  planes  is  X72,  the 

difference  in  the  paths  is  X',  so  that,  in  the  case  of  the 
component  of  the  incident  white  light  which  has  the 
wave-length  X',  the  two  reflected  rays  combine  to 
strengthen  each  other.  For  light  of  all  other  wave- 
lengths the  two  reflected  rays  will  differ  in  phase,  and  will 
therefore  more  or  less  interfere.  If  there  were  only  two 
planes  the  selective  strengthening  of  the  reflected  light 
of  one  wave-length  would  not  be  very  marked ;  when, 
however,  there  are  hundreds  of  planes  placed  one  after 
Fig.  360.  the  other,  the  final  result  is  that  practically  only  light  of 

wave-length  X'  is  reflected,  that  is,  light  of  the  same 
colour  as  that  originally  incident  on  the  sensitive  film. 

If  then,  instead  of  using  homogeneous  light  to  act  on  the  sensitive 
film,  light  of  different  colours  in  different  parts  is  used,  such  as  would 
be  obtained  if  the  image  of  a  party-coloured  object  formed  by  a  lens  is 
thrown  on  the  film,  then  on  development  the  silver  will  be  so  deposited 
that,  when  the  film  is  aftenvards  illuminated  by  white  light,  the  light 
reflected  from  different  parts  of  the  film  will  be  of  the  same  colour  as  the 
corresponding  part  of  the  original  image,  and  hence  of  the  object,  and 
we  shall  thus  get  a  photograph  in  natural  colours. 
\«  878.  Miehelson*s  Interference  Apparatus.— In  the  cases  of  inter- 
ference which  we  have  hitherto  considered,  the  difference  in  the  length  of 
the  paths  of  the  interfering  waves  has  only  amounted  at  most  to  a  few 
hundred  wave-lengths.  Michelson  has,  however,  obtained  interference 
when  the  paths  differed  by  as  much  as  20  cm.,  />.  about  400,000  times 
the  wave-length.  His  apparatus  consists  of  two  parallel-sided  plates  of 
glass,  Gi  and  G2  (Fig.  361),  of  equal  thickness,  and  two  plane  mirrors, 
M,  and  Mg,  arranged  as  shown  in  the  figure.  The  surface  of  the  glass 
plate  (ij,  which  is  turned  towards  the  mirror  M,,  is  lightly  silvered,  so  that 
when  light  is  incident  at  an  angle  of  45°  on  this  surface,  half  the  light  is 
reflected  and  half  is  transmitted  through  the  thin  coating  of  silver. 

If  a  parallel  beam  of  light  is  incident  on  the  plate  Oj  along  the 
direction  10,  the  greater  part  will  be  refracted  and  traverse  the  plate. 
When  this  light  meets  the  silvered  surface  half  will  be  reflected,  and  after 
again  traversing  the  glass  plate  will  be  incident  normally  on  the  mirror 
M^ ;  the  other  half  will  be  transmitted,  and  after  traversing  the  plate  G« 
will  be  incident  normally  on  the  mirror  Mj.  The  light  which  falls  on  the 
mirror  Mj  will  be  reflected  back  along  its  path,  will  again  traverse  the 
plate  ('..2,  and  will  then  be  partly  reflected  at  the  silvered  surfoce  of  G, 
along  o'r,.     The  light  which  falls  on  the  mirror  Mj  will  be  reflected  back 
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along  its  path  and  will  traverse  the  glass  plate  Gi,  and  part  will  be 
transmitted  through  the  silvering  and  emerge  along  the  path  o'R^.  In 
the  figure  the  reflected  rays  are,  for  clearness,  shown  dotted  and  slightly 
displaced  to  one  side  of  the  incident  rays.  In  reality  no  such  displace- 
ment occurs,  and  the  two  reflected  rays  o'Ri  and  o'r^  are  not  separated. 

The  two  rays  start  from  the  point  o'  in  the  same  phase,  and  while  one 
passes  twice  through  the  plate  Gj  and  twice  traverses  the  distance  between 
Gi  and  Mj,  the  other  passes  twice  through  the  plate  Gj  *  and  twice  traverses 
the  distance  between  G^  and  M^  Hence,  if  the  thickness  of  the  glass 
plates  is  the  same,  the  difference  in  phase  of  the  rays  O^Rj  and  o'Rj 
depends  on  the  difference  in  the  lengths  of  the  paths  o'Mi  and  O'Mj.     If 


M|    Mj 


IV*R. 


Fig.  361. 


these  paths  differ  by  an  odd  number  of  half  wave-lengths,  the  rays  o'Rj 
and  o'Rg  will  interfere. 

Suppose  that,  for  light  of  wave-length  X,  interference  takes  place 
when  the  mirror  Mj  is  in  the  position  shown,  and  that  by  means  of  a 
micrometer  screw  this  mirror  can  be  moved  parallel  to  itself  into  a 
position  m'i,  such  that  m^m'i  is  equal  to  half  a  wave-length,  the  path  of 
one  of  the  rays  will  be  increased  by  a  whole  wave-length,  so  that  if 
there  was  interference  at  M^  there  will  also  be  interference  at  m'i,  and  no- 
where between.  Hence  by  moving  Mj,  and  counting  the  number  of  times 
the  two  rays  produce  interference  for  any  given  wave-length,  we  shall  be 
able  to  determine  the  distance  through  which  we  have  moved  M,  in  terms 
of  the  wave-length  of  the  light  used.  Thus  if  we  move  Mj  through  x 
centimetres,  and  interference  is  produced  //  times  in  this  distance  with 
light  of  wave-length  X,  we  shall  have — 

X 
2 

Hence  counting  «,  and  knowing  either  X  or  x,  we  can  determine  the  other. 

1  The  reason  for  interposing  the  plale  Oj  is  so  thai  the  light  reflected  in  the  mirror 
Ml  may  have  to  traverse  as  great  a  thickness  of  glass  as  has  the  light  reflected  in  M^. 
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By  means  of  this  apparatus  Michelson  has  compared  the  length  of 
the  Metre  des  Archives  with  the  wave-length  of  light  of  certain  colours. 
He  used  the  three  coloured  lights  given  out  by  cadmium  vapour,  and 
found  that  if  Xr,  Xg,  Xb  are  the  wave-lengths  of  the  three  cadmium  lines  in 
air  under  standard  condition,  then — 

I  metre=i553i63.6XR 
„      =  1966249.  7Xg 

„        =2083372'lXn, 

with  a  possible  error  of  a  few  tenths  of  a  wave-length.  This  measurement 
would  allow  us,  supposing  all  the  copies  of  the  metre  were  destroyed,  to 
reproduce  the  metre  with  a  ver>'  high  degree  of  accuracy. 

379*.  Explanation  of  the  Rectilinear  Propasration  of  Light 
on  the  Wave  Theory.— One  of  the  chief  causes  why  the  wave  theoiy 
of  light  was  for  a  long  time  thought  to  be  incorrect,  was  the  difficulty  of 
explaining  why  light  was  propagated  in  straight  lines,  and  did  not,  as 
sound  in  general  does,  spread  out  in  all  directions  after  passing  through  a 
hole  in  a  screen  ;  and  we  are  now  in  a  position  to  consider  this  question. 
Let  mm'  (Fig.  362)  be  the  trace  of  a  plane  wave-front  at  right  angles 
to  the  paper,  and  P  a  jxjint  at  which  we  require  to  calculate  the  effect 

which  will  be  produced  by  the  wave. 
Now  we  may  consider  that  each  of  the 
ether  particles  in  the  wave-front  mm' 
becomes  a  centre  of  disturbance,  and  we 
then  have  to  find  what  is  the  combined 
effect  of  all  these  centres  on  the  ether  at 
the  point  P.  From  p  draw  pa  perpen- 
dicular to  the  wave-front,  and  let  the 
distance  pa  be  called  d.  Next,  with 
radii  equal  to  </+X/2,  d-^-i^li^  d+y^jz^ 
&c.,  describe  a  series  of  circles  with  P  as 
centre,  cutting  mm'  at  B,  c,  D,  &c.,  and  join 
BP,  CP,  DP,  &c  Now  since  BP  -  AP = X/2, 
Fig.  362.  the  waves  sent  by  the  ether  particles  at 

A  and  B  will  reach  P  in  opposite  phases, 
and  will  therefore  interfere.  In  the  same  way  the  waves  sent  from  B  and 
c  will  interfere,  and  so  also  the  waves  coming  from  the  particles  between 
A  and  B  will  interfere  with  the  waves  coming  from  the  particles  between 
B  and  c.  Now  the  same  argument  will  apply  to  the  waves  coming  from 
all  the  particles  on  the  wave-front  included  in  a  circle  described  about  A 
as  centre,  and  with  radius  ab  on  the  one  hand,  and  the  particles  included 
in  the  annulus  or  zone  having  radii  AC  and  ab.  Now  the  effect  produced 
at  P  by  the  waves  sent  from  all  the  particles  in  any  zone  will  depend  on 
three  things,  namely,  the  area  of  the  zone,  which  gives  the  number  of 
ether  particles  which  are  sending  waves  to  P,  the  inclination  to  the 
wave-front  mm'  of  the  line  joining  p  to  the  zone,  and  the  distance  of  P 
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from  the  zone.  Since  the  inclination  and  distance  increase  as  the  zones 
are  taken  further  and  further  from  A,  the  magnitude  of  the  effect  pro- 
duced at  P  by  zones  having  equal  areas  will  on  this  account  gradually 
fall  oi!I  Since  the  inclination  and  distance  vary  from  one  zone  to  the 
next  at  first  quite  rapidly,  but,  as  we  shall  see  later,  the  change  very 
soon  becomes  excessively  small,  it  follows  that  the  difference  between 
the  effects  produced  by  equal  areas  of  consecutive  zones  is  at  first  con- 
siderable, but  soon  becomes  inappreciable  as  we  get  away  from  A. 

We  have  next  to  calculate  the  areas  of  the  successive  zones.     Now 
PB  =  </+X/2.     Hence 

AB*-^-(^/+X;2)--r/2 

=./x, 

if  we  neglect  the  term  involving  X^,  since  X  is  a  very  small  quantity.    Also 
AC-=0/+X)2-^a 

=:2^X, 

and  AD2  =  3rt'X, 

and  so  on. 

Hence  the  area  of  the  circle  ab  is 

.  TT^X. 

The  area  of  the  zone  BC  is 

27rr/X  —  7r//X  =  trd  X. 
The  area  of  the  zone  CD  is 

37rr/  X  —  i-nd  X  =  ird  X, 

and  so  on.     Hence  the  area  of  all  the  zones  is  the  same. 

Now  if  the  distance  AP  or  d  is  lo  cm.,  and  X  is  5  x  lo  '  cm.  (green 
light),  the  radii  of  the  zones  have  the  following  values  : — 


Zone. 

Radius. 

Width  of  Zone.           1 

Centimetres. 

Centimetres. 

I    (Tb) 

0.022 

0.022 

2      (AC) 

0.032 

0.0 10 

3      (AD) 

0.039 

0.007 

4      (AK) 

0.045 

0.006 

5 

0.050 

0.005 

10 

0.071 

0.003 

II 

0.074 

... 

100 

0.224 

lOI 

0.225 

0.001 

This  table  shows  very  clearly  how  the  width  of  the  zones  diminishes 
very  quickly  at  first,  and  then  more  slowly,  and  how  very  narrow  the 
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zones  become  even  at  a  distance  of  two  millimetres  from  the  point  A, 
which  is  called  the  pole  of  P. 

Now  the  effect  produced  at  P  by  any  given  zone  depends  on  the  area 
of  the  zone  and  on  the  inclination  to  the  line  AP  of  the  line  joining  P  to 
the  zone.  The  table  given  above  shows  that  for  the  zones  at  quite  a  short 
distance  from  the  pole  A  the  width  of  the  zones  is  very  small,  and  hence 
the  angles  between  the  lines  joining  two  adjacent  zones  to  P  and  the  line 
AP,  as  also  their  distances  from  P,  are  practically  the  same.  Thus, 
except  in  the  case  of  the  first  few  zones,  the  effects  of  consecutive  zones 
at  P  are  exactly  equal  and  opposite,  and  hence  the  only  portion  of  the 
wave  mm',  which  contributes  to  the  production  of  the  disturbance  at  the 
point  P,  is  that  portion  immediately  surrounding  the  pole  A.  Thus  if  an 
opaque  obstacle  be  placed  at  A,  so  as  to  cut  off  the  disturbance  coming 
from,  say,  the  first  ten  zones,  there  will  be  no  disturbance  produced  at  P, 
for  the  disturbance  coming  from  the  zones,  into  which  the  rest  of  the 
wave  can  be  divided,  will  neutralise  each  other  by  interference.  That  is, 
an  obstacle  of  about  1.5  mm.  diameter,  if  placed  at  A,  will  completely 
screen  p.  This  result,  of  course,  amounts  to  the  same  thing  as  the  recti- 
linear propagation  of  light,  for  the  obstacles  employed  when  considering 
this  phenomenon  are  in  general  larger  than  that  given  above. 

We  also  at  once  see  why  it  is  that  in  the  case  of  sound-waves 
"  shadows  '*  are  so  seldom  formed.  Thus,  taking  the  case  of  a  tuning- 
fork  giving  the  note  C  of  512  vibrations  per  second,  the  wave-length  in 
air  is  about  66.7  cm.  Hence  if  the  point  P  is  at  a  distance  of  1000  cm. 
from  the  pole  A,  the  diameter  of  the  tenth  zone  is  2  V10X66.7X  1000= 
16340  cm.  In  other  words,  the  diameter  of  an  obstacle  to  shut  off  the 
sound  would  have  to  be  more  than  sixteen  times  the  distance  of  P  from 
the  pole,  and,  under  these  circumstances,  the  obliquity  of  the  disturbance 
coming  from  the  zones  would  be  so  great  as  to  make  our  investigation 
only  a  very  rough  approximation.  Thus  we  see  that  the  reason  we  do 
not  obtain  sound-shadows  is  that  the  wave-length  of  the  disturbance  is 
too  great  compared  to  the  size  of  the  obstacles  ordinarily  used.  Where 
the  obstacle  happens  to  be  very  large,  sound-shadows  are  sometimes 
observed  ;  as,  for  instance,  an  intervening  hill  has  often  protected  certain 
buildings  from  the  aerial  concussion  produced  by  an  explosion,  while 
other  buildings  at  much  greater  distances,  but  not  in  shadow,  have  had 
their  windows  broken. 

V  880*.  Diffraction. — To  complete  the  discussion  of  the  production  of 
shadows  on  the  wave  theory,  we  must  now  briefly  consider  the  phenomenon 
observed  in  the  immediate  neighbourhood  of  the  edge  of  a  shadow,  and 
also  what  happens  when  the  size  of  the  obstacle  is  less  than  the  diameter 
of,  say,  ten  zones,  so  that  the  disturbance  is  not  completely  cut  off  from 
the  point  P  by  the  intervention  of  the  obstacle. 

We  will  first  consider  the  case  of  a  parallel  beam  of  light  which  is 
intercepted  by  an  opaque  object,  of  which  one  edge  is  a  straigfit  line. 
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Fig.  363. 


Let  N  (Fig.  363)  be  the  section  of  the  edge  of  the  obstacle,  nm',  taken 
at  right  angles  to  the  paper,  and  P  the  point  where  the  illumination  is  to 
be  calculated.  If  no  obstacle  were 
present,  we  might  divide  the  incident 
wave  mm'  into  half  wave-length  zones, 
just  as  in  the  previous  section.  Let  the 
amplitude  of  the  vibration  which  reaches 
P  when  no  obstacle  is  present  be  A,  so 
that  the  intensity  of  the  illumination  at 
P  is  a'  (§§  309,  359).  Now,  when  the 
obstacle  is  so  placed  as  to  exactly  cover 
half  the  zones,  that  is,  when  the  edge 
passes  through  the  pole  of  P,  the  ampli- 
tude of  the  disturbance  produced  at  P 
will  be  reduced  to  a  half,  and  therefore 
the  intensity  of  the  illumination  will  be 
aV4,  that  is,  reduced  to  a  quarter. 

Now  let  the  obstacle  be  gradually  moved  down  till  the  edge  N 
coincides  with  b',  that  is,  till  the  first  zone  is  completely  uncovered. 
The  result  will  be  that  the  illumination  at  P  will  increase  and  become 
considerably  greater  than  a'.  The  reason  is  that  the  illumination  is  A^ 
when  the  zone  b'c'  is  also  uncovered,  and  this  zone  affects  P  in  the 
opposite  phase,  and  therefore  decreases  the  disturbance  produced  by  the 
central  zone.  If  the  edge  is  now  lowered  to  c'  the  intensity  of  the 
illumination  will  gradually  decrease,  and  reach  a  minimum  value  which 
is  less  than  A*,  for  the  next  most  important  zone,  namely  c'd',  is  covered, 
and  this  would  increase  the  disturbance  at  P  if  it  were  in  action.  Pro- 
ceeding in  this  way,  we  see  that  the  illumination  at  P  will  pass  through 
a  number  of  maxima  and  minima.  The  variation  from  the  value  A^  will, 
however,  become  less  and  less  as  more  zones  are  uncovered,  and  when 
about  ten  zones  are  uncovered,  the  illumination  will  remain  constant  at 
the  value  A*. 

When  the  edge  has  uncovered  the  first  zone,  the  illumination  at  P 
will  be  the  same  as  that  at  a  point  P^,  where  PPj^ab,  before  the  edge 
was  moved  from  the  position  shown  in  the  figure.  Hence,  since  the 
illumination  at  P  when  the  edge  is  at  b'  is  greater  than  A*,  it  follows  that 
the  illumination  at  Pj,  when  the  edge  is  at  the  point  A,  must  also  be 
greater  than  A'^.  Thus  if  a  screen  be  placed  at  P3P,  there  will  be  a  series 
of  maxima  and  minima  of  illumination  near  the  points  P^,  P^,  P3,  &c., 
when  the  edge  is  at  A. 

Next,  to  examine  the  illumination  which  will  be  produced  on  the 
portion  of  the  screen  below  p,  that  is,  within  the  geometrical  shadow  of 
the  obstacle  m'n.  When  the  edge  is  at  A,  the  illumination  at  P  is  aV4, 
and  as  the  edge  is  moved  up  the  central  zones  are  gradually  covered, 
and  hence  the  intensity  of  the  disturbance  sent  to  P  gradually  falls  off. 
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The  decrease  in  the  illumination  within  the  geometrical  shadow  is  con- 
tinuous, that  is,  there  are  no  maxima  and  minima.     The  reason  is  that, 
I*  supposing  the  edge  to  occupy  the  position  shown 

in  I'ig.  364,  then,  starting  from  N,  we  may  divide 
the  remainder  of  the  wave-front  into  half-period 
zones  NB,  BC,  CD,  &c.  Of  these  zones,  each  will 
produce  a  greater  effect  than  the  next,  but  ad- 
jacent ones  will  send  to  P  waves  in  opposite 
phase.  Thus  the  illumination  sent  to  P  will  be 
practically  the  difference  of  the  effects  of  the  first 
two  zones,  or  at  any  rate  of  the  first  three  or 
P  four.  As  the  distance  NA  is  increased,  that  is, 
as  P  is  taken  further  and  further  inside  the 
geometrical  shadow,  the  difference  between  the 
effect  produced  by  the  first  two  zones  will  de- 
crease, just  as  in  §  379  we  found  that  consecutive  zones,  after  about  the 
tenth  yV^///  the  pole ^  had  equal  and  opposite  effects. 

Thus  the  wave  theory  indicates  that  the  shadow  cast  by  a  sharp  edge 
when  illuminated  by  parallel  light,  or,  what  comes  to  the  same  thing, 
light  from  a  point,  source,  or  narrow  slit  at  a  considerable  distance,  is 
not  quite  sharp.  Outside  the  geometrical  shadow  will  be  a  series  of 
light  and  dark  bands,  and  inside  the  light  will  not  cease  suddenly,  but 
will  fall  off  rapidly. 

The  intensity  of  the  illumination  on  a  screen  placed  at  a  distance  of  ^ 
one  metre  from  a  diffracting  edge,  and  illuminated  by  a  parallel  beam  of 
light,  is  shown  by  means  of  a  curve  in  Fig.  365.     It  will  be  seen  that  the 
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illumination  at  the  edge  of  the  geometrical  shadow  is  a  quarter  of  the 
illumination  at  some  distance  from  the  edge,  that  is,  of  the  illumination 
which  would  occur  if  the  diffracting  obstacle  were  removed. 
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If  we  have  parallel  light  falling  on  a  slit,  then,  as  before,  we  may 
divide  the  incident  wave  into  half  wave-length  zones  with  reference  to  a 
point  P.  If  the  slit  is  at  a  considerable  distance  from  the  pole  of  P,  it 
will  include  many  zones,  for  at  this  distance  from  the  pole  the  zones  are 
very  narrow,  and  the  total  effect  of  these  zones  will  be  zero.  As  the  slit  is 
moved  nearer  to  the  pole,  the  number  of  zones  included  in  the  portion  of 
the  wave  which  can  pass  through  the  slit  decreases,  and  when  there  is 
an  even  number  the  zones  very  nearly  neutralise  each  other's  effect,  and 
there  is  a  minimum  of  illumination  at  P,  while  when  the  slit  includes  an 
odd  number  of  zones,  the  illumination  is  a  maximum.  The  illumination 
will,  of  course,  be  ai  maximum  at  a  point  immediately  opposite  the  slit. 
On  either  side  will  be  formed  a  number  of  alternate  dark  and  bright 
lines,  the  intensity  of  the  maxima  rapidly  decreasing  as  we  go  away  from 
the  central  band. 
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^      CHAPTER   VIII 
EMISSION  AND  ABSORPTION  OF  LIGHT 

381.  Nature  of  the  Llgrht  emitted  by  a  Luminous  Body— Spectra. 

— In  §  368  we  have  referred  to  the  spectrum  obtained  when  sunlight  is 
passed  through  a  prism,  we  now  have  to  examine  the  constitution  of  the 
light  given  out  by  other  sources. 

If  a  solid  body,  such  as  a  piece  of  lime  or  of  metal,  is  heated,  it  begins 
to  glow  with  a  dull  red  colour  at  a  temperature  of  about  600*  C,  and  if 
the  light  emitted  is  examined  in  a  spectroscope  only  the  red  end  of  the 
spectrum  will  be  seen.  At  a  temperature  of  about  1000°  the  yellow  will 
appear  as  well  as  the  red,  while  at  about  1600°,  the  solid  will  glow  with 
a  white  light,  and  the  spectrum  will  stretch  from  the  red  to  the  violet. 

The  spectrum  thus  obtained  with  a  glowing  solid  will  differ  from 
the  solar  spectrum  in  that  there  will  be  no  dark  bands,  the  spectrum 
being  continuous  from  one  end  to  the  other. 

The  same  character  of  spectrum  is  given  by  incandescent  fluids,  such 
as  molten  platinum. 

When,  however,  the  light  given  out  by  glowing  gases  or  vapours  is 
examined,  the  spectrum  produced  is  of  an  entirely  different  character. 
Thus,  if  a  salt  of  either  of  the  metals  sodium,  calcium,  stron- 
tium, lithium,  &c.,  is  held  in  a  colourless  flame,  such  as  that 
of  a  Bunsen  burner,  and  the  light  is  examined  in  a  spectro- 
scope, the  spectrum  will  be  found  to  be  no  longer  continuous, 
but  to  consist  of  a  number  of  bright  lines  in  various  parts  of 
the  spectrum.  The  position  and  number  of  these  lines  varies 
for  the  different  metals,  but  does  not  depend  either  on  the  salt 
of  the  metal  used  (chloride,  bromide,  sulphate,  &c)  or  on  the 
nature  of  the  flame  into  which  the  salt  is  introduced.  The 
number  of  lines  visible  with  any  given  metal  depends,  to  a 
certain  extent,  on  the  temperature  of  the  flame,  but  although 
new  lines  may  make  their  appearance  as  the  temperature  is 
raised,  the  position  of  the  lines  already  present  does  not  vary. 
Fig.  366.  ^^  the  case  of  gases,  the  spectrum  is  obtained  by  passing  the 
spark  from  an  induction  coil  (§  524)  through  the  gas  which  is 
contained  in  a  rarefied  condition  in  a  tube^of  the  shape  shown  in  Fig. 
366.  In  addition  to  line  spectra,  under  certain  conditions  of  pressure 
and   temperature,  the  spectra   of  some  gases  exhibit  bands  of  light, 
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which  \nth  a  small  dispersion  are  generally  sharply  defined  on  one  side, 
but  shade  off  gradually  on  the  other.  With  a  high  dispersion,  these 
bands  are  seen  to  be  composed  of  numerous  lines  packed  close  toge- 
ther. When,  however,  the  temperature  is  raised,  the  band  spectrum 
becomes  changed  into  a  line  spectrum. 

The  character  of  the  lines  in  the  spectrum  of  a  gas  depends  very 
much  on  the  pressure  to  which  the  gas  is  subjected.  Thus  in  the 
case  of  hydrogen,  at  low  pressures,  say  below  i  mm.  of  mercury,  the 
speqtrum  consists  of  three  narrow  lines,  one  in  the  violet,  one  in  the 
blue,  and  one  in  the  red,  which  are  generally  indicated  by  //y,  ///5, 
and  //a.  As  the  pressure  is  increased,  first  the  line  //y,  then  //jS,  and 
finally  also  Ha  becomes  wider,  while  under  a  pressure  of  about  36  cm.  of 
mercury  the  spectrum  is  practically  continuous.  The  explanation  of 
these  changes,  if  we  accept  the  kinetic  theory  of  gases,  is  compara- 
tively easy.  When  a  gas  is  under  a  low  pressure,  the  mean  free  path 
(§  141)  of  the  molecules  is  great,  so  that  the  interval  between  successive 
impacts  of  a  molecule  with  another  is  comparatively  great.  Thus 
although  during  the  impact  the  atoms  will  be  set  into  all  kinds  of  forced 
vibrations,  yet  all  these  vibrations,  except  those  which  correspond  to 
the  natural  period  of  vibration  of  the  atoms,  will  very  rapidly  die  out, 
and  for  the  greater  part  of  the  time  the  atoms  will  be  vibrating  in  their 
own  natural  period.  Hence,  if  we  suppose  that  in  a  glowing  gas  the 
light  emitted  is  due  to  the  vibrations  of  the  atoms,  it  is  evident  that 
at  low  pressures  the  gas  will  give  out  light  of  certain  definite  wave- 
lengths, corresponding  to  the  natural  periods  of  the  atoms.  As  the 
pressure  increases  the  mean  free  path  of  the  molecules  decreases,  and 
hence  the  impacts  become  more  frequent.  Under  these  circumstances  the 
forced  vibrations  will  begin  to  tell,  and  at  first  it  will  be  those  vibrations 
which  are  nearly  of  the  same  period  as  the  natural  period  that  will  be 
most  noticeable,  so  that  the  bands  will  widen  out.  When  the  pressure 
is  further  increased,  the  encounters  between  the  molecules  are  so  fre- 
quent that  the  forced  vibrations  persist  from  one  encounter  to  the  next, 
and  hence  vibrations  of  all  periods  will  be  taking  place  in  the  different 
molecules,  and  a  continuous  spectrum  will  be  obtained. 

882.  Series  of  Spectral  Lines.— If  we  assume  that  the  frequency 
of  the  light  vibrations  given  out  by  a  luminous  body  is  the  same  as  the 
frequency  of  the  vibrations  set  up  within  the  molecules  of  the  substance, 
we  are  led  to  the  conclusion  that  the  motion  of  even  a  gaseous  mole- 
cule must  be  very  complicated,  for  the  spectrum  of  most  substances 
contains  quite  a  large  number  of  bright  lines,  each  line  corresponding, 
on  the  above  hypothesis,  to  a  different  mode  of  vibration. 

Although  at  first  sight  the  arrangement  of  the  lines  in  the  spectrum 
of  a  gas  or  vapour  appears  in  general  quite  irregular,  yet  a  study  of 
this  subject  has  shown  that  in  many  cases  certain  relations  are  found 
to  hold  between  the  frequencies  of  the  various  lines. 
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The  first  relation  of  this  kind  observed  is  due  to  Balmer,  who  noticed 
that  the  wave-lengths,  X,  of  the  lines  in  the  hydrogen  spectrum  can  be 
represented  with  great  accuracy  by  the  general  expression 

2 
X  =  3645  -^ —  X  10  °  cm., 

in  which  ;//  is  in  succession  given  the  values  3,  4,  5,  &c.,  up  to  16.  The 
kind  of  agreement  obtained  between  the  observed  values  and  those 
calculated  from  Balmer^s  formula  is  shown  in  the  following  table  :— 


nt 

Wave-length. 

Calculated. 

Observed. 

3 

6561  X  IQ-^  cm. 

6560.7  X  io-«  cm. 

4 

4860 

4859.8 

5 

4339.3 

4340.1 

6 

4100.6 

410I.2 

7 

3969 

3968.1 

8 

3888 

3887.5 

9 

3834.4 

3834.0 

10 

3796.9 

3795.0 

11 

3769.6 

3767.5 

Another  curious  fact  is  that  when  there  exists  in  the  spectrum  of 
an  element  a  doublet  or  triplet,  that  is,  two  or  three  lines  close  together, 
there  are  also,  in  general,  a  number  of  other  doublets  or  triplets,  and 
the  difference  between  the  frequencies  of  the  components  of  these 
doublets  and  triplets  is  the  same  for  all  those  which  occur  in  the  spec- 
trum of  any  one  element.  Thus,  in  the  case  of  thallium,  Kayser  and 
Runge  have  found  the  following  values  for  the  reciprocals  of  the  wave- 
lengths of  the  components  of  the  doublets.  The  reciprocal  of  the 
wave-length  being  proportional  to  the  frequency  of  the  vibrations,  the 
differences  will  also  be  proportional  to  the  differences  of  the  frequencies. 


18684.2 
26476.6 
28324.1 
36117.1 
30952.1 
38744.8 

33569.4 
41365. 1 

34217.7 
42010.2 
34526.2 
42321.4 


Difference. 


7792.4 
7793.0 
7792.7 
7795.7 

7792-5 

I 
I   7795-2   I 


i/\ 


Difference. 


35372.1  \ 
43164.71 

36879.2  ? 
44671.0  \ 
37503.0  \ 
45293-8  \ 
38305.0  \ 
46096.8  i 

38663.3  \ 

46452.4 ; 
39157.0  f 

46947-3  s 


7792.6 
7791.8 
7790.8 
7791-8 
7789.1 

7790.3 
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If  we  plot  the  values  of  i/X  for  the  lines  given  in  the  above  table  as 
abscissae,  as  shown  in  the  upper  line  of  Fig.  367,  where,  since  the 
components  of  the  doublets  would  be  at  a  constant  distance  apart 
throughout,  only  one  has  been  plotted,  the  lines  do  not  appear  regularly 
arranged.  If,  however,  the  fourth  and  sixth  lines  are  omitted,  the 
remaining  lines  can  be  arranged  in  two  series  as  shown  at  B  and  c,  each 
of  which  resembles  the  series  of  lines  represented  by  Balmer's  formula, 
and  can  be  represented  by  a  similar  formula.    The  separation  of  the 
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\ 

Fig.  367. 

lines  into  two  series  is  further  justified  by  the  fact  that  each  double  line 
of  the  first  series  is  accompanied,  on  its  more  refrangible  side,  by  a 
strong  line  which  is  easily  reversed,  while  the  lines  of  the  second  series 
are  not  accompanied  in  this  way.  The  further  consideration  of  this 
subject  is  beyond  the  scope  of  this  work,  but  sufficient  has  been  said  to 
indicate  the  direction  in  which  modem  work  on  the  classification  of  the 
lines  in  the  spectra  of  the  different  elements  is  proceeding. 

88a  Absorption  of  Light— When  light  passes  through  a  medium, 
this  medium  in  general  absorbs  part  of  the  radiation,  and  the  amount  of 
this  absorption  is  generally  different  for  light  of  different  wave-lengths, 
or,  in  other  words,  most  media  exert  a  selective  absorption  on  light. 

In  order  to  examine  the  character  of  the  absorption,  white  light  is 
passed  through  the  given  substance,  and  the  transmitted  light  is  examined 
spectroscopically.  If  then  the  substance  absorbs  light  of  any  particular 
wave-lengths  more  strongly  than  it  does  light  of  other  wave-lengths, 
the  spectrum  will  be  crossed  by  dark  bands  corresponding  to  the  colours 
which  have  been  absorbed.  Thus  if  a  dilute  solution  of  permanganate 
of  potash  is  used,  the  spectrum  is  crossed  by  five  dark  bands  in  the  green, 
while  a  dilute  solution  of  human  blood  produces  well-marked  absorption 
bands  in  the  yellow  and  green. 

In  the  case  of  solutions,  the  absorption  bands  are  generally  fairly 
wide,  the  width  increasing  with  the  strength  of  the  solution.  When 
light  is  absorbed  by  gases  or  vapours,  however,  the  character  of  the 
absorption  bands  is  very  different,  the  bands  are  sharply  defined,  and  in 
general  consist  of  a  number  of  fine  narrow  lines  in  various  parts  of  the 
spectrum.    Thus  if  white  light  from  a  very  hot  body,  such  as  the  electric 
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arc,  is  passed  through  a  flame  which  is  strongly  coloured  yellow  by  means 
of  sodium,  two  fine  absorption  bands  are  formed  in  the  orange-yellow. 
If  the  white  light  is  then  cut  off",  the  light  from  the  sodium  flame  will 
give  two  bright  lines,  which  occupy  exactly  the  same  place  as  did  the 
dark  absorption  lines.  We  thus  see  that  the  light  absorbed  by  the 
sodium  vapour  is  of  exactly  the  same  wave-length  as  that  which  it  itself 
gives/out.  This  is  really  a  case  of  resonance,  for  the  incident  white  light 
contains  waves  of  all  periods  ;  of  these,  the  sodium  molecules  will  most 
powerfully  absorb  those  which  are  of  the  same  period  as  their  own 
natural  periods.  We  may  illustrate  this  action  by  taking  the  case  of  a 
number  of  ships  at  anchor,  when  if  the  period  of  the  waves  happens  to 
coincide  with  the  natural  rolling  period  of  the  ships,  then  they  will  be  set 
into  violent  oscillation,  and  the  energy  to  set  them  into  this  oscillation 
having  been  derived  from  the  waves,  the  waves  must  themselves  have 
been  absorbed,  parting  with  their  energy.  Waves  of  other  periods  will, 
however,  not  set  the  ships  into  such  violent  oscillation,  and  hence  will 
not  be  so  strongly  absorbed.  In  the  case  of  the  absorption  by  the 
sodium  vapour,  the  white  light,  coming  as  it  does  from  a  source  at  a 
very  high  temperature,  is  very  bright,  and  the  sodium  flame  being  at 
a  much  lower  temperature,  the  sodium  vapour  absorbs  the  light  of  the 
wave-length  it  itself  emits.  Thus  after  traversing  the  flame  all  the  con- 
stituents, except  the  yellow  sodium  light,  exist  in  their  original  brilliancy  ; 
the  sodium  light,  however,  is  only  that  due  to  the  feeble  radiation  of  the 
flame,  so  that  by  comparison  with  the  light  of  the  other  colours  the 
yellow  sodium  b^nd  looks  black,  although  when  the  white  light  is  cut 
ofi",  so  that  there  is  no  contrast,  the  sodium  line  is  seen  to  be  really 
bright. 

When  white  light  is  transmitted  through  an  incandescent  gas,  we 
therefore  get  dark  bands  in  those  parts  of  the  spectrum  corresponding 
to  the  bright  lines  produced  by  the  light  given  out  by  the  gas,  this  being 
a  particular  case  of  the  general  proposition  that  bodies  absorb  most 
strongly  that  kind  of  vibrator)'  motion  which  they  are  themselves  capable 
of  giving  out,  whether  it  be  water-waves  as  in  the  case  of  a  ship,  sound- 
waves as  in  the  case  of  a  resonator,  or  light  and  heat  waves  as  in  the 
cases  just  considered  (Stokes'  Law  or  Kirchhoflf  s  Law). 

384.  Reversal  of  Lines  in  the  Solar  Spectrum.  —  We  have 
referred  in  §  368  to  the  black  Fraunhofer  lines  in  the  solar  spectrum, 
and  from  what  has  been  said  as  to  the  reversal  of  the  spectral  lines 
produced  by  passing  white  light  through  a  glowing  gas,  we  are  at  once 
led  to  the  explanation  of  these  lines.  They  are  due,  as  was  first  pointed 
out  by  Kirchhoflf,  to  the  absorption  of  certain  portions  of  the  light  given 
out  by  the  white  hot  nucleus  of  the  sun  during  its  passage  through  the 
gases  and  vapours  which  surround  this  nucleus,  or  through  the  earth's 
atmosphere. 

Since  the  position  of  any  one  of  Fraunhofer's  lines  in  the  spectrum 
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coincides  with  the  position  of  a  bright  line,  due  to  the  vapour  which 
has  absorbed  the  light,  by  measuring  the  wave-lengths  of  Fraunhofer's 
lines  and  comparing  them  with  the  wave-lengths  of  the  bright  lines 
produced  by  the  elements  which  occur  on  the  earth,  we  can  discover 
whether  these  elements  occur  in  the  sun^s  atmosphere. 

Thus  the  Fraunhofer  line  D  in  the  solar  spectrum  really  consists  of 
two  lines  close  together  {fl^  and  D^^  and  these  occupy  the  same  positions 
in  the  spectrum  as  two  of  the  lines  of  the  metal  sodium,  so  that  we  may 
infer  that  sodium  exists  in  the  vaporous  condition  in  the  sun*s  atmosphere. 
Until  recently  certain  lines  in  the  solar  spectrum  were  unknown  amongst 
terrestrial  elements,  and  were  said  to  be  due  to  an  unknown  element, 
helium.  This  element,  which  proves  to  be  a  gas,  has,  however,  now  been 
discovered,  so  that  in  this  case  we  may  almost  say  that  this  element  was 
recognised  on  the  sun  before  it  was  known  on  the  earth. 

385.  Displacement  of  Spectral  Lines.— We  have  seen  in  §  296 
that  when  a  sounding  body  is  either  approaching  or  receding  from  an 
observer,  the  pitch  of  the  note  perceived  is  different  from  that  given  out 
by  the  sounding  body.  The  same  principle  applies  in  the  case  of  light. 
Thus  if  a  luminous  body,  in  the  spectrum  of  which  there  are  definite 
lines,  is  moving  towards  the  observer,  the  wave-length  of  each  of  the 
lines  will  be  apparently  shortened,  since  in  a  given  time  the  observer 
will  receive  more  waves  than  he  would  if  the  luminous  body  were 
stationary.  The  effect  of  this  is  that  the  lines  in  the  spectrum  will  be 
displaced  towards  the  violet  en  ™of  the  spectrum.  In  the  same  way,  if 
the  source  of  light  is  moving  away  from  the  observer,  the  lines  will  be 
displaced  towards  the  red  end  of  the  spectrum.  Hence,  by  comparing 
the  position  of  the  lines  in  the  spectrum  of  a  star  with  the  position  of  the 
same  lines  in  the  solar  spectrum,  we  can  determine  whether  the  distance 
between  the  earth  and  the  star  is  decreasing  or  increasing,  and  from  the 
extent  of  the  displacement  of  the  lines  we  can  calculate  the  velocity  with 
which  the  earth  and  the  star  are  moving  relatively  to  one  another  in  the  line 
joining  the  two.  In  this  way  it  has  been  found  that  Arcturus  is  approach- 
ing the  earth  with  a  velocity  of  42  miles  per  second,  while  Aldebaran  is 
receding  with  a  velocity  of  45  miles  per  second. 

The  same  method  has  been  used  by  Keeler  to  prove  that  Saturn's 
rings  are  composed  of  small  bodies  rotating  round  the  planet.  An 
image  of  the  planet  is  formed  on  the  slit  of  a  spectroscope,  so  that  the 
different  parts  of  the  spectrum,  taken  at  right  angles  to  the  direction  of 
the  dispersion,  correspond  to  light  coming  from  the  different  parts  of 
the  planet  along  the  line  in  which  the  slit  cuts  the  image  of  the  planet. 
If  then  the  rings  rotate,  the  spectral  lines  corresponding  to  the  light 
from  the  two  ends  of  a  diameter  of  the  rings  will  be  displaced  in  opposite 
directions,  while,  if  the  outside  of  the  ring  rotates  faster  than  the  inside, 
the  lines  will  not  only  be  displaced  as  a  whole,  but,  since  the  amount  of 
the  displacement  depends  on  the  velocity,  they  will  be  inclined.      If  the 
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outside  of  the  rings  is  rotating  more  slowly  than  the  inside,  the  lines  will 
still  be  inclined,  but  in  the  opposite  direction.  By  this  method  Keeler 
finds  that  the  inside  of  the  ring  is  rotating  faster  than  the  outside.  If 
the  ring  were  fluid  or  solid,  the  outside  would  move  faster  than  the 
inside,  while,  if  it  consists  of  a  swarm  of  independent  solid  bodies,  the 
nearer  ones  will  have  to  rotate  the  faster,  or  otherwise  the  centrifugal 
force  would  not  be  sufficient  to  keep  them  from  falling  into  the  planet, 
so  that  the  spectroscope  indicates  that  the  latter  hypothesis  is  the 
correct  one. 

S86.  Anomalous  Dispersion.— We  have  seen,  when  speaking  of 
dispersion  (§  369),  that  the  dispersive  power  is  not  the  same  for  all 
substances.  For  this  reason  the  spectra  produced  by  prisms  of  different 
materials  are  not  similar,  for  the  relative  spreading  of  the  different  colours 
is  not  the  same.  Thus  in  Fig.  368  are  given  the  relative  positions  of 
some  of  Fraunhofer's  lines  for  spectra  produced  by  prisms  of  different 
substances,  the  dispersion  between  the  A  and  H  lines  being  the  same  for 
all.  The  top  line  is  a  grating  spectrum,  which  is  added  for  the  sake  of 
comparison,  for  here  the  spectrum  is  normal,  in  that  the  dispersion 
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between  any  two  rays  is  proportional  to  the  difference  between  their 
wave-lengths,  so  that  the  dispersive  power  for  all  gratings  is  constant 

In  the  case  where  the  material  of  which  the  prism  is  constructed 
shows  marked  selective  absorption,  the  spectra  obtained  are  very  abnormal, 
for  in  certain  cases  the  order  of  the  colours  is  altered,  so  that  these  no 
longer  follow  in  the  order  of  their  wave-length,  while  in  other  cases  the 
spectrum,  instead  of  being  continuous,  is  separated  into  isolated  parts  by 
broad  dark  bands. 

A  solution  of  fuchsine  (one  of  the  aniline  dyes)  in  alcohol  strongly 
absorbs  the  green  light,  so  that  the  spectrum  formed  by  transmission 
through  a  prism  of  this  substance  does  not  contain  any  green.  Of  the 
three  colours,  red,  orange,  and  yellow,  on  one  side  of  the  missing  green, 
the  red  is  least  deviated,  next  the  orange,  and  then  the  yellow  ;  these 
colours  following  each  other  in  the  usual  order.  The  deviation  of  the 
violet  is,  however,  quite  abnormal,  for  light  of  this  colour  is  less  deviated 
than  the  red,  being  separated  fom  this  latter  by  a  dark  band. 

In  Kig.  369  the  top  line  shows  the  arrangement  of  the  colours,  as 
indicated  by  the  Fraunhofer  lines,  in  the  spectrum  produced  by  a  glass 
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prism,  while  the  second  line  shows  the  arrangement  of  the  colours  in  the 
spectrum  produced  by  a  prism  filled  with  a  solution  of  fuchsine.  The 
last  line  is  a  curve,  such  that  the  ordinates  represent  the  intensity  of 
the  various  coloured  lights  in  the  fuchsine  spectrum. 

The  light  reflected  from  a  solution  of  fuchsine  at  normal  incidence  is 
coloured  green,  thus  accounting  for  the  absence  of  the  green  in  the 
transmitted  spectrum. 
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Kundt  has  made  observations  on  a  number  of  bodies  which  show 
anomalous  dispersion,  and  he  finds  it  in  all  bodies  which  have  what  is 
called  surface  colour,  i.e.  those  whose  colour,  as  seen  by  reflected  light, 
is  different  from  that  seen  by  transmitted  light.  As  a  result  of  his 
experiments,  he  found  that  if  we  go  up  the  spectrum  in  the  sense  of  de- 
creasing wave-lengths  {i.e.  from 

red  to  violet),  the  deviation  is    *  F  ^ 

abnormally  increased  below  an 
absorption  band,  and  diminished 
above  the  absorption  band. 
Thus  in  the  case  of  fuchsine, 
which  has  an  absorption  band 
in  the  green,  the  colours  red, 
orange,  and  yellow,  which  are 
below  the  band,  are  deviated 
to  an  abnormal  extent ;  and  the 
blue  and  violet,  which  are  above 
the  absorption  band,  are  less 
deviated  than  the  normal.  This 
is  shown  graphically  in  Fig.  370.  The  dotted  curve  represents  the 
proportion  of  light  of  the  different  wave-lengths  which  is  absorbed 
and  has  a  well-marked  maximum  in  the  green.  The  full-line  curve  abcd 
represents  the  deviation  produced  by  a  given  prism  of  fuchsine.     The 
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yellow  and  red,  as  shown  by  the  portion  DC  of  the  curve,  are  deviated 
more  than  the  violet,  as  shown  by  the  portion  BA. 

887.  Colour  Produced  by  Absorption.— We  have  already  referred 
to  the  fact  that  non-luminous  bodies  are  seen  by  the  light  which  they 
scatter  at  their  surface.  The  light  is  usually  not  only  reflected  at  the 
surface,  but  penetrates  some  depth  below  the  surface,  where  it  is  reflected 
by  inequalities  in  the  substance  of  the  body.  This  internally  scattered 
light  then  reaches  the  eye,  after  traversing  a  certain  thickness  of  the 
substance  ;  and  hence  if  the  body  absorbs  any  given  coloured  light,  the 
reflected  light  will  be  of  the  tint  obtained  by  removing  light  of  this  colour 
from  white  light.  Thus  a  red  poppy  appears  red  because  the  petals 
exert  a  strong  selective  absorption  on  all  the  colours  except  red,  so  that 
light  which  has  penetrated  beneath  the  surface  of  the  petals,  and  is  then 
scattered  by  the  cells,  emerges  robbed  of  all  its  colours  except  red. 
The  fact  that  the  flower  absorbs  almost  completely  all  colours  except 
red  can  be  observed  by  holding  the  flower  in  different  parts  of  the 
spectrum.  In  the  red  it  will  appear  brilliantly  red,  and  as  it  is  moved 
towards  the  green  the  brilliancy  will  gradually  fade,  till,  when  it  is  in  the 
blue,  all  the  light  which  now  falls  on  it  will  be  absorbed,  so  that  none  is 
reflected  to  the  eye,  and  the  flower  will  appear  black. 

In  the  case  of  the  bodies  referred  to  in  the  previous  section  as  showing 
surface  colour,  light  of  a  particular  colour  seems  unable  to  penetrate  at 
all,  and  is  therefore  reflected,  so  that  the  transmitted  light  will  be  without 
this  colour.  Such  phenomena  are  shown  by  many  of  the  aniline  colours, 
and  by  some  metals,  such  as  gold  and  copper.  Thus  in  the  case  of 
gold  the  reflected  light  is  of  the  colour  ordinarily  associated  with  the 
metal ;  a  thin  film  of  gold  is,  however,  transparent,  the  transmitted  light 
being  green. 

388.  Distribution  of  Energy  in  the  Spectrum.— A  black  body 
appears  such  because  it  absorbs  light  of  all  wave-lengths,  and  although 
even  lamp-black  reflects  a  little  light,  yet  it  absorbs  such  a  great  pro- 
portion of  the  incident  light,  that  for  most  purposes  it  may  be  taken  as 
absorbing  the  whole  of  the  incident  light.  If,  then,  a  beam  of  light  is 
incident  on  a  surface  coated  with  lamp-black,  the  light  will  neither  be 
reflected  nor  transmitted.  The  energy  of  the  incident  light-waves  will 
be  transferred  to  the  absorbing  body,  where  it  will  appear  as  heat,  so 
that  the  body  coated  with  lamp-black  will  become  heated  ;  and  if  we 
measure  the  quantity  of  heat  it  receives  in  a  given  time,  when  absorbing 
a  given  quantity  of  light,  the  energy  corresponding  to  this  incident  light 
can  be  calculated.  Hence  by  measuring  the  heat  received  by  a  black  body 
when  placed  in  different  portions  of  a  spectrum,  the  relative  energy 
of  the  light  of  the  various  wave-lengths  present  in  the  spectrum  can  be 
determined,  the  instruments  used  for  this  measurement  being  the  ones 
described  in  S  244. 

In  order  to  carry  out  this  experiment,  Langley  uses  a  rock-salt  prism 
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to  produce  the  dispersion,  since  this  substance  is  not  only  transparent 
to  the  light  rays,  but  also  to  heat  rays.  In  order  to  measure  the  energy 
in  different  portions,  he  uses  a 
bolometer,  the  receiving  surface  of 
which  consists  of  a  very  thin  and 
narrow  strip  of  blackened  plati- 
num. 

The  results  obtained  in  the  case 
of  the  solar  spectrum  are  shown  in 
I^i&-  37 1 J  *^  which  the  ordinates 
represent  the  energy  of  the  light 
of  the  various  wave-lengths.  The 
part  of  the  curve  between  a  and  b 
corresponds  to  the  visible  spec- 
trum. It  will  be  seen  from  this 
figure  that  the  spectrum  extends 
far  below  the  extremity  of  the 
visible  red. 

Langley  has  also  observed,  by 
the  same  method,  the  radiation 
from  bodies  heated  to  tempera- 
tures below  that  at  which  they  WAVE-LINCTH 
emit  visible  rays,  and  some  of  his  Fig,  371. 
results  for  blackened  copper  heated 
to  various  temperatures  are  shown  in  Fig.  372,  together  with  the  solar 


Fig.  372. 

spectrum   for  comparison.     In   this   figure   the   abscissae  represent  the 
deviation  produced  by  the  rock-salt  prism,  and  not  wave-lengths,  as  in 
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Fig.  371.  It  will  be  observed  that,  as  the  temperature  of  the  blackened 
copper  is  raised,  radiation  'of  smaller  and  smaller  wave-length  appears  ; 
and  although  the  energy  corresponding  to  each  wave-length  increases, 
the  increase  is  not  the  same  for  all,  the  maximum  of  the  curve  being 
displaced  towards  the  smaller  wave-lengths. 

Since  when  the  copper  is  heated  to  a  sufficiently  high  temperature  it 
emits  white  light,  we  see  that,  starting  at  a  low  temperature,  the  radiation 
emitted  is  of  comparatively  great  wave-length  only,  but  as  the  temperature 
rises  the  body  emits  rays  of  smaller  wave-length,  till  finally  even  violet 
light  is  emitted.  We  see,  therefore,  that  there  is  no  physical  difference, 
except  that  of  the  wave-length,  between  the  .radiation  given  out  by  a  hot 
kettle,  which  we  call  radiant  heat,  and  that  given  out  by  a  gas  flame, 
which  we  call  light.  Hence  the  arbitrar>'  distinction  between  heat- 
rays  and  light-rays,  based  on  the  fact  that,  although  both  are  simply 
wave-motions  in  the  ether,  we  perceive  them  with  different  senses  is 
misleading.  ♦ 

The  depressions  in  the  energy  cur\'e  of  the  solar  spectrum  in  the  infra 
red,  indicating  as  they  do  the  partial  absente  of  radiation  of  certain  wave- 
lengths, show  that  even  in  this  region  there  are  dark  bands  in  the  solar 
spectrum.  These  bands  in  the  infra  red  are  in  a  great  measure  due  to 
absorption  within  the  earth's  atmosphere. 

Not  only  does  the  solar  spectrum  extend  far  beyond  the  visible 
spectrum  in  the  direction  of  increasing  wave-lengths,  but  it  also  extends 
beyond  the  violet.  We  shall  see  later  on  how  this  ultra-violet  portion  of 
the  spectrum  may  be  examined. 

389.  Fluorescence.— If  a  solution  of  chlorophyll  (the  colouring- 
matter  of  green  plants)  is  placed  in  a  dark  room,  and  a  beam  of  white 
light  is  allowed  to  fall  on  it,  the  portions  of  the  solution  on  which  the 
light  first  falls  become  luminous,  emitting  in  all  directions  a  red  light. 
This  phenomenon  is  called  fluorescence,  the  name  being  derived  from 
fluor-spar,  a  body  which  also  exhibits  the  phenomenon.  The  fluorescence 
is  most  brilliant  at  the  surface  of  incidence  of  the  white  light,  the  bril- 
liancy gradually  decreasing  with  the  thickness  of  the  solution  through 
which  the  light  has  passed.  The  same  phenomenon  is  exhibited  by 
paraffin  oil,  solutions  of  quinine,  and  of  some  aniline  colours,  such  as 
eosin  (red  ink),  fluorescine,  also  by  some  salts,  such  as  barium,  or 
potassium  platino-cyanide. 

If  a  fluorescent  body,  instead  of  being  placed  in  white  light,  is  exposed 
to  light  of  different  colours,  it  is  found  that  the  fluorescence  only  occurs 
with  certain  kinds  of  light.  Thus  if  a  test-tube  containing  a  solution  of 
sulphate  of  quinine  is  held  in  difierent  parts  of  the  spectrum,  it  presents 
a  very  different  appearance  in  some  parts  from,  say,  the  same  test-tube 
when  filled  with  water.  In  the  red  the  solution  of  quinine  looks  red,  in 
the  yellow  and  green  it  looks  yellow  and  green  respectively,  but  in  the 
blue  and  violet  a  marked  change  is  apparent,  as  it  begins  to  show  the 
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pale  blue  fluorescent  colour  which  it  exhibits  in  white  light.  This 
fluorescence  increases  towards  the  violet  end  of  the  spectrum,  and  is 
visible  even  when  the  test-tube  is  held  beyond  the  limits  of  the  visible 
spectrum,  so  that  the  ultra-violet  rays  are  capable  of  exciting  fluorescence 
in  this  substance. 

If  a  solution  of  chlorophyll  is  treated  in  the  same  way,  it  will  be  found 
to  glow  even  in  the  red  with  a  deep  red.  As  the  solution  is  moved  up 
the  spectrum,  it  continues  to  exhibit  the  red  fluorescent  light,  although 
in  the  violet  the  fluorescent  colour  is  brownish,  due  to  the  presence  of 
some  green  light  as  well  as  the  red. 

If  the  light  emitted  by  a  fluorescent  body  is  examined  spectroscopi- 
cally,  it  is  found  not  to  be  monochromatic,  but  to  contain  light  of  various 
colours ;  the  wave-length  of  these  colours  is,  however,  always  greater 
than  the  wave-length  of  the  light  which  causes  the  fluorescence.  Thus 
fluorescent  bodies  possess  the  property  of  absorbing  light  of  certain 
wave-lengths ;  quinine  absorbs  most  of  the  ultra-violet  light,  chlorophyll 
has  a  marked  absorption  band  in  the  red,  as  well  as  others  in  the  yellow, 
green,  and  blue,  and  of  converting  this  absorbed  light  into  light  of 
greater  wave-length.  For  instance,  to  the  eye  a  beam  of  sunlight  does 
not  seem  reduced  in  intensity  by  passage  through  a  moderate  thickness 
of  a  solution  of  quinine,  but  it  has  been  deprived  almost  entirely  of  its 
ultra-violet  rays,  and  the  quinine  has  converted  these  rays  into  blue  and 
violet  rays  which  are  visible  to  the  eye. 

Fluorescence  has  been  used  to  map  the  solar  spectrum  beyond  the 
violet,  for  when  the  spectnim  is  thrown  on  a  fluorescent  substance  the 
fluorescent  glow  will  appear  extending  beyond  the  violet  and  is  traversed 
by  dark  absorption  bands  which  are  similar  to  the  Fraunhofer  bands  in 
the  visible  part  of  the  spectrum. 

890.  Phosphorescence.— In  the  case  of  the  fluorescent  bodies  just 
considered,  the  emission  of  the  fluorescent  light  ceases  immediately  the 
incident  light  is  cut  off.  Some  substances,  particularly  the  sulphides  of 
calcium,  barium,  and  strontium,  continue  to  emit  light  after  the  incident 
light  has  been  cut  off,  so  that  after  exposure  to  light  they  shine  in  the 
dark.  This  phenomenon  is  called  phosphorescence^  a  name  which  is 
rather  misleading,  since  the  glow  exhibited  by  phosphorus  is  due  to  slow 
chemical  action,  while  the  glow  of  a  phosphorescent  substance  is  not  due 
to  chemical  action,  and  is  really  fluorescence  which  persists  after  the 
source  of  illumination  is  removed.  Phosphorescence  is  exhibited  by  a 
great  number  of  bodies,  but  in  most  cases  it  lasts  for  such  a  short  time 
after  the  incident  light  has  been  cut  off  as  to  require  special  means  for 
its  detection. 

891.  Calorescence.— The  converse  action  to  that  which  occurs  in  the 
case  of  fluorescence,  />.  the  absorption  by  a  body  of  radiation  of  one 
wave-length  and  its  emission  as  radiation  of  shorter  wave-length,  is 
called  calorescence,  and  was  exhibited  by  Tyndall  by  focussing  the  infra- 
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red  rays  from  an  electric  arc,  the  luminous  rays  being  removed  by  trans- 
mission through  a  solution  of  iodine,  on  a  strip  of  platinum  foil,  when  the 
platinum  was  heated  to  incandescence  and  emitted  visible  radiation. 

392.  Chemical  Action.— When  light  is  absorbed  by  a  body  the 
energy  of  the  absorbed  radiation  is  taken  up  by  the  body,  and  we  have 
already  considered  some  of  the  forms  under  which  this  absorbed  energy 
can  exist,  namely,  it  can  be  converted  into  heat  and  warm  the  body,  or 
it  can  produce  by  fluorescence  or  phosphorescence  light  of  different 
character  from  the  incident  radiation,  and  be  again  radiated  as  a 
vibratory  motion.  We  have  now  to  consider  a  third  way  in  which  the 
energy  of  absorbed  light  may  be  used,  namely,  in  doing  chemical  work. 
Thus  a  mixture  of  chlorine  and  hydrogen  gases  will  keep  indefinitely  in 
the  dark,  but  as  soon  as  the  mixture  is  exposed  to  sunlight  the  two  gases 
combine  with  explosive  violence. 

Another  well-known  case  where  light  produces  chemical  change  is 
that  of  silver  chloride,  which,  under  the  influence  of  light  (sunlight), 
becomes  blackened  owing  to  the  reduction  of  the  silver.  This  provoca- 
tion of  chemical  change  by  light  is,  of  course,  the  cause  of  all  photographic 
action. 

Light  of  all  colours  is  not  equally  active  in  promoting  chemical  change, 
and  in  Fig.  373  the  relative  intensity  with  which  light  of  different  colours 
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Fig.  373. 

of  the  solar  spectrum  act  in  promoting  chemical  change  is  shown  by 
means  of  a  curve.  The  exact  position  of  the  maximum,  however,  depends 
to  a  certain  extent  on  the  nature  of  the  chemical  change  produced.  The 
spectrum  must  be  produced  by  means  of  a  quartz  prism  and  lenses,  for 
glass  exerts  a  powerful  absorption  on  the  ultra-violet  rays.  It  will  be 
seen  that  the  rays  that  are  chiefly  efficacious  are  those  in  the  extreme 
violet  and  in  the  ultra-violet.  For  this  reason  the  ultra-violet  rays 
are  often  called  chemical  rays,  but  it  must  be  remembered  they  only 
differ  from  the  visible  and  heat  rays  in  their  wave-length,  and  that 
chemical  action  is  not  confined  to  these  rays,  but  is  only  more  strongly 
exhibited  by  them  than  by  rays  of  greater  wave-length. 
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893.  Extent  of  the  Light  and  Heat  Spectrum.— It  is  of  some 
interest  to  briefly  collect  a  few  data  as  to  the  range  of  wave-lengths  which 
have  been  measured  in  the  case  of  light  or  heat  radiation. 

In  the  following  table  the  approximate  wave-lengths  of  a  few  interest- 
ing kinds  of  radiation  are  given  : — 

Cm. 

Smallest  wave-length  measured ooooi 

Maximum  of  chemical  action  in  solar  spectrum.     Ex- 
tremity of  visible  spectrum 00004 

D  line 000059 

Extremity  of  visible  spectrum 00007 

Maximum  energy  in  solar  spectrum 00008 

Largest  wave-length  measured 0025 

Smallest  measured  electrical  oscillation  (§  581)    .        .    .6 

898a.  Ra4iO-Active  Substances.— Shortly  after  Rontgen's  discovery 
of  the  rays  called  after  his  name  (§  564),  Becquerel  discovered  that  salts 
of  uranium  emit  invisible  radiations  which  have  many  of  the  properties 
of  Rontgen  rays.  Thus  these  uranium  rays  are  able  to  discharge  an 
electrified  body,  and  to  affect  a  photographic  plate  even  when  wood  and 
certain  other  substances  intervene.  This  property,  which  is  generally 
called  radio-activity,  seems  to  be  possessed  by  all  the  compounds  of 
uranium,  even  those  which  do  not  exhibit  fluoresence. 

Other  substances  besides  salts  of  uranium  have  been  found  to 
possess  radio-activity.  In  particular,  Madame  Curie  has  found  two 
constituents  of  the  mineral  pitchblende,  which  she  has  called  Polonium 
and  Radium,  which  exhibit  this  property  in  a  most  surprising  degree, 
being  many  thousand  times  more  active  than  uranium.  A  further 
extraordinary  property  of  these  two  substances  is  their  power  of  com- 
municating their  radio-active  power  to  other  bodies  which  have  been 
exposed  to  their  rays.  Radio-active  bodies  continue  to  give  out  these 
rays  even  when  they  have  been  kept  in  the  dark  for  three  years,  and  it  is 
a  question  of  very  great  interest  as  to  where  the  energy  corresponding 
to  the  rays  which  such  bodies  are  continually  sending  out  is  derived. 
No  very  satisfactory  answer  has  yet  been  given.  It  has  been  suggested 
that  some  kind  of  rays,  of  which  we  as  yet  know  nothing,  pervade  all 
space  and  can  traverse  most  forms  of  matter,  and  these  are  absorbed  by 
the  radio-active  substance  which  emits  them  in  a  changed  form  by  an 
action  similar  to  fluorescence.  Another  theory  is  that  the  rays  resemble 
kathode  rays,  and  consist  of  particles  shot  out  from  the  active  substance. 
The  quantity  of  matter  which  would  have  to  be  lost  during  the  course  of 
a  year  or  so  to  account  for  the  intensity  of  the  rays  observed  would  be 
quite  insignificant.  Neither  hypothesis  has  received  any  direct  proof, 
and  we  must  content  ourselves  with  the  above  brief  reference  to  this 
most  interesting  branch  of  modem  experimental  physics. 
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CHAPTER  IX 
COLOUR  SENSATIONS 

394.  Sensations  produced  by  Light— We  have  up  to  the  present 
considered  the  subject  of  Hght  in  its  objective  aspect  only,  and  must  now 
proceed  to  examine  the  subjective  sensations  produced  when  light-waves 
of  various  kinds  enter  the  eye.  When  dealing  with  the  subject  of 
audition,  we  saw  that  the  nature  of  the  sensation  produced  depends  on 
the  intensity,  the  frequency,  and  the  timbre  of  the  note.  The  timbre, 
however,  is  really  included  in  the  first  two,  for  it  depends  on  the  fre- 
quency and  intensity  of  the  various  simple  tones  which  build  up  the 
note.  In  the  same  way,  the  sensation  experienced  when  light  enters  the 
eye  depends  on  the  frequency  and  intensity  of  the  various  simple  coloured 
lights  which  build  up  the  resultant  colour.  As  we  shall,  however,  find, 
the  eye  possesses  much  less  analysing  power  than  the  ear,  for  while  the 
ear  which  receives  a  note  of  given  composition  can  always  distinguish 
any  other  note  of  which  the  composition  is  different,  this  is  not  the  case 
with  the  eye.  Thus  by  allowing  light  of  only  three  selected  frequencies 
to  enter  the  eye,  a  sensation  is  produced  which  is  quite  undistinguishable 
from  the  sensation  produced  when  white  light  enters  the  eye,  although, 
as  we  have  seen,  white  light  consists  of  light  of  all  frequencies  between 
very  considerable  limits.  Thus  while  in  acoustics  like  sensations  are 
produced  by  like  causes,  in  optics  this  is  not  necessarily  true,  and  the 
same  sensation  may  be  produced  by  entirely  different  causes. 

395.  Colour  Constants.— We  shall  in  the  following  pages  use  the 
word  colour  in  a  rather  different  sense  to  that  hitherto  employed.  Up 
to  now,  by  the  colour  of  light  we  have  meant  the  frequency  of  the  ether 
vibrations,  and  so  have  used  it  in  the  sense  of  pitch  in  acoustics.  Now, 
however,  we  shall  use  the  word  colour  to  designate  the  sensation  pro- 
duced in  the  eye,  although  where  confusion  is  likely  to  occur  the 
expression  colour  sensation  will  be  employed. 

As  we  shall  see  later,  the  colour  sensation  produced  in  different 
persons  by  the  same  quality  of  light  may  vary  considerably,  and  so  we 
have  to  consider  the  sensation  which  is  felt  by  the  majority  of  people ;  in 
other  words,  we  shall  deal  with  the  normal  eye. 

In  order  to  specify  a  colour  it  is  necessary  to  know  three  things  about 
it.  In  the  first  place,  we  require  to  know  the  frequency  of  the  various 
vibratory  motions  which  constitute  the  light  which  enters  the  eye,  or,  as 
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it  is  sometimes  called,  the  hue  of  the  light.  In  the  second  place,  we 
require  to  know  the  brightness  or  luminosity  of  the  colour.  In  the  third 
place,  we  require  to  know  whether  the  light  considered  is  mixed  with 
any  white  light,  and  if  so,  to  what  extent.  If  a  light  is  free  from  admixed 
white  light  it  is  said  to  be  pure.  Thus  by  allowing  monochromatic 
/P-light  to  fall  on  a  white  card,  the  sensation  is  that  of  orange-yellow  and 
the  colour  is  pure.  If,  however,  the  card  is  simultaneously  illuminated 
by  white  light,  the  sensation  produced  is  altered  and  the  colour  is  no 
longer  piire. 

896.  Luminosity. — In  order  to  be  able  to  measure  the  luminosity  of 
a  colour,  we  must  have  a  standard  or  unit  of  luminosity.  Two  cases  have 
to  be  considered,  namely,  when  we  are  dealing  with  the  luminosities  of 
different  coloured  lights,  and  when  we  are  dealing  with  the  luminosities  of 
the  colours  seen  when  different  pigments  are  illuminated  by  white  light. 

When  dealing  with  lights  of  different  colours,  the  unit  taken  is  some 
of  the  white  light  produced  by  the  source  which  is  employed  to  give  the 
coloured  light.  In  the  case  of  pigments,  the  unit  is  the  luminosity  of  a 
white  surface  which  is  illuminated  by  the  same  light  as  that  which  falls 
on  the  pigment. 

As  a  source  of  white  light  which  maybe  employed  in  colour  measure- 
ments. Captain  Ab- 
ney  has  found  that 
the  light  given  by  the 
crater  of  the  electric 
arc  (§  496)  is  by  far 
the  most  steady  and 
uniform  in  quality. 
The  arrangement  he 
has  employed  in  his 
experiments  on  colour 
is  shown  in  plan  in 
Fig.  374.  An  image 
of  the  crater  of  an 
arc,  E,  is  thrown,  by 
means  of  a  lens,  L„ 
on  the  slit  of  a  colli- 
mator. The  parallel 
beam  of  light  thus 
produced  falls  on  the 
prisms  Pj  and  P2, 
and  is  thus  split  up, 
the  different  coloured 
rays  being  brought 
to  a  focus  by  the  lens 
L2  between  v  and  R. 


Fig.  374. 
If  a  screen  is  placed  at  A,  a  pure  spectnun  will  be 
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formed  on  it.  If  the  screen  is  not  there,  the  lens  i^  will  cause  the  light 
of  all  the  various  colours  to  be  superposed  over  a  small  patch  on  a  screen 
at  B,  and  so  will  reproduce  white  light.  If,  however,  there  is  a  screen  at  A 
in  which  there  are  one  or  more  slits  of  which  the  positions  can  be  varied, 
then  it  is  only  the  light  of  the  wave-lengths  corresponding  to  the  positions 
of  these  slits  in  the  spectrum  which  will  be  thrown  by  the  lens  l^  on  the 
patch  B.  Hence  by  varying  the  positions  and  sizes  of  these  slits,  different 
colour  mixtures  can  be  obtained.  Some  of  the  white  light  is  reflected 
from  the  first  prism  along  R,  and  by  means  of  a  lens  and  a  mirror  this 
light  is  caused  to  form  a  white  patch  on  the  screen  at  C,  and  this  acts  as 
a  reference  white  when  measuring  luminosities.  The  intensity  of  the 
white  light  can  be  reduced  by  means  of  a  set  of  rotating  sectors  placed 
at  D,  which  are  so  arranged  that  the  proportion  of  opaque  sector  to 
transparent  sector  can  be  adjusted  while  the  instrument  is  rotating. 


VIOLET 


BLUE 


ORANGE  ^REO 


Fig.  375- 


In  order  to  determine  the  luminosity  of  the  different  parts  of  the  arc- 
light  spectrum  a  single  slit  is  employed,  so  that  the  patch  B  is  illuminated 
by  light  of  one  wave-length,  and  the  intensity  of  the  white  light  is  varied 
till  the  two  patches  appear  of  equal  brightness.  By  making  this  com- 
parison all  along  the  spectrum,  and  plotting  the  luminosities  obtained  as 
ordinates,  Abney  has  obtained  the  curve  shown  in  Fig.  375.  The  full- 
line  curve  represents  the  luminosity  for  a  normal  eye,  and  it  will  be  seen 
that  there  is  a  very  marked  maximum  in  the  yellow,  and  that  the 
luminosity  of  the  violet  end  of  the  spectrum  is  very  small.  The  dotted 
cur\'e  represents  the  luminosity  as  measured  by  a  red  colour-blind 
observer,  and  we  shall  return  to  this  subject  later. 

If  the  luminosity  of  two  coloured  lights  is  measured  separately  by 
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placing  a  slit  at  the  appropriate  place  in  the  spectrum,  and  then  two  slits 
are  placed  so  as  to  allow  light  of  the  two  colours  to  fall  on  the  screen 
simultaneously,  and  the  luminosity  of  the  two  combined  measured,  it  is 
found  to  be  equal  to  the  sum  of  the  luminosities  of  the  two  separate 
components.  The  same  result  is  obtained  with  three  or  more  different 
coloured  lights,  so  that  the  luminosity  of  such  coloured  lights  is 
additive. 

In  order  to  measure  the  luminosity  of  the  light  reflected  from  various 
pigments,  the  arrangement  shown  in  Fig.  376  is  employed.  The  central 
portion.  A,  is  covered  with  the  pigment,  and 
the  proportion  of  the  black  and  white 
sectors  C  and  B  can  be  varied  by  slipping 
one  over  the  other.  This  card  is  mounted 
on  an  axle  and  rapidly  rotated,  and  the 
width  of  the  white  sectors  is  altered  till, 
when  illuminated  with  any  given  coloured 
light,  the  luminosity  of  the  whole  disc 
appears  the  same.     The  ratio  of  the  white  _,       ^ 

sectors  to  the  whole  circle  then  gives  the  '' 

luminosity  of  the  pigment  when  illuminated  by  the  given  coloured 
light. 

897.  Colour  Mixtures.— The  apparatus  shown  in  Fig.  374  can  be 
used  for  studying  the  colour  sensation  produced  by  mixing  light  of 
various  wave-lengths.  For  by  placing  slits  in  various  parts  of  the 
spectrum  the  patch  B  will  be  illuminated  by  the  mixture  of  the  colours 
corresponding  to  the  positions  of  the  slits.  It  is  found  that,  if  the  posi- 
tions of  three  slits  be  suitably  chosen,  any  colour  whatever  can  be 
matched  by  the  mixture  of  light  of  these  three  wave-lengths  taken  in 
various  proportions. 

The  three  primary  colours,  by  mixing  which  all  the  various  colour 
sensations  can  be  obtained,  are  violet  near  the  Fraunhofer  line  G,  green 
between  E  and  F,  and  red  between  B  and  C 

If  the  intensities  of  the  three  primaries  taken  are  violet  250,  green 
203,  and  red  100,  the  mixture  produces  the  same  sensation  as  white  light 
straight  from  the  arc. 

898.  The  Youngr-Helmholtz  Theory  of  Colour.— From  the  fact 
that  any  colour  sensation  could  be  produced  by  the  mixture,  in  suitable 
proportions,  of  light  of  three  given  wave-lengths,  Thomas  Young  was  led 
to  suppose  that  there  existed  three  primary  colour  sensations,  and 
Helmholtz  has  supposed  that  the  reason  for  this  is  that  the  eye  is 
furnished  with  three  sets  of  nerves,  one  set  which,  when  excited,  gives  the 
sensation  of  red,  another  of  green,  and  the  third  of  violet.  When  more 
than  one  set  of  nerves  is  excited,  then  a  mixed  sensation  is  produced,  the 
character  of  which  depends  on  the  degree  to  which  each  set  of  nerves 
has  been  excited. 
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According  to  the  Young-Helmholtz  theory  of  vision  it  is  supposed 
that  each  set  of  nerves,  the  red  say,  transmits  the  sensation  of  red  to  the 
brain,  whatever  the  manner  in  which  they  may  have  been  stimulated.  Thus 
the  red  nerves  are  affected  not  only  by  red  light  but  also,  to  a  smaller 
extent,  by  light  of  other  wave-lengths ;  the  impression  produced  on  the 
brain  is,  however,  always  that  of  red  light. 

It  has  been  found  possible,  by  studying  the  colour  sensations  of 
normal-eyed  and  of  colour-blind  persons,  to  draw  three  curves  showing 
the  sensitiveness  of  the  three  primary  sets  of  nerves  to  stimulation  by 
light  of  different  wave-lengths.     Such  a  curve  is  shown  in  Fig.  377,  and 

was  obtained  by  Koenig. 
It  will  be  seen  firom  this 
curve  that  the  sensation 
of  red  can  be  stimulated 
by  light  of  all  wave- 
lengths, as  is  also  very 
nearly  the  case  with 
the  green  nerves.  The 
violet  nerves,  however, 
are  not  at  all  affected 
by  the  red  end  of  the 
spectrum. 

The  above  theory  as  to  three  sets  of  colour  nerves  accounts  satis- 
factorily for  the  abnormal  colour  sensations  of  colour-blind  persons. 
Thus  a  colour-blind  person  is  one  in  which  one  (very  rarely  two)  of  the 
sets  of  colour  nerves  is  missing.  Thus  a  red  cclour-blind  person  is  one 
in  which  the  red  nerves  are  insensitive.  Hence  such  a  person  will  only 
possess  the  violet  and  green  sensations,  and  it  will  at  once  be  perceived 
why  the  luminosity  curve  (Fig.  375)  obtained  by  such  an  observer  falls  so 
much  below  the  normal  at  the  red  end  of  the  spectrum,  for  there  the 
green  and  violet  sensations  are  very  weak. 

In  the  case  of  a  green  colour-blind  person,  the  green  sensation  is 
absent,  and  hence  the  curves  in  Fig.  377  show  that  for  blue  light,  about 
half-way  between  E  and  F,  the  two  remaining  sensations  are  equally 
stimulated.  Now  equal  stimulation  of  all  three  sensations  corresponds, 
in  the  normal  eye,  to  white,  and  in  the  green  colour-blind,  in  the  same 
way,  equal  stimulation  of  the  violet  and  red  sensations  also  corresponds 
to  the  sensation  produced  by  white.  Hence  when  blue  light  enters 
the  eye  of  a  green  colour-blind  person  the  impression  produced  is  the 
same  as  that  produced  by  white  light.  This  fact  is  brought  out  very 
clearly  if  such  a  colour-blind  person  is  shown  a  spectrum,  for  he  will  say 
that  he  sees  red  at  one  end  and  violet  at  the  other,  with  a  white  band 
between. 

899.  Complementary  Colours.  —Two  colours  are  said  to  be  comple- 
mentary when,  if  combined,  they  produce  the  sensation  of  white. 
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The  complementary  colours  of  the  spectrum  colours  can  be  obtained 
by  stopping  the  light  of  any  given  wave-length  by  means  of  an  opaque 
rod  and  allowing  the  remaining .  colours  to  be  combined  by  the  lens 
l^  (Fig.  374)  on  the  screen  at  B.  Then  the  colour  seen  at  B  will  be  the 
complementary  of  that  which  is  removed  from  the  spectrum  by  the 
interposition  of  the  rod. 

Since  nQt  only  all  the  spectrum  colours,  but  also  the  three 
primary  colours  taken  in  their  proper  proportions,  produce  the  sensa- 
tion of  white,  if  one  of  the  slits  is  closed  the  colour  produced  by  the 
mixture  of  the  remaining  two  will  be  complementary  to  the  missing 
colour. 

It  is  not  necessary  that  either  of  the  two  complementaries  should  be  a 
compound  colour,  for  if  a  slit  be  placed  in  the  blue  near  F,  and  another 
in  the  yellow  between  D  and  C,  the  mixture  of  the  two  simple  colours 
transmitted  will  produce  the  sensation  of  white,  and  hence  these  two 
colours  are  complemetitary.  The  reason  for  the  production  of  the  sensa- 
tion of  white  by  the  mixture  of  the  above  two  colours  can  be  seen  by  a 
study  of  the  curves  in  Fig.  377.  For  it  will  be  seen  that  the  sum  of  the 
ordinates  of  the  red  and  green  curves,  where  cut  by  the  dotted  lines 
F,  I,  2,  3  and  4,  5, 6,  are  each  equal  to  the  ordinate,  F3,  of  the  violet  curve. 
Hence  the  combined  effect  of  these  two  lights  is  to  excite  all  three 
primary  sensations  to  an  equal  extent,  that  is,  to  produce  the  sensation 
of  white. 

Although  a  mixture  of  blue  and  yellow  light  produces  the  sensation 
of  white,  it  is  otherwise  if  we  mix  blue  and  yellow  pigments,  for  in  this 
case  the  result  is  a  pigment  which,  when  illuminated  by  white  light, 
produces  the  sensation  of  green.  The  reason  for  this  is  that  in  the  case 
of  pigments  the  light  which  reaches  the  eye  is  white  light  which  has 
been  deprived  of  some  of  its  components  by  absorption  within  the  pig- 
ment. Thus  a  blue  pigment  will  absorb  all  the  colours  except  the  blue 
and  green,  while  a  yellow  pigment  will  absorb  all  but  the  red,  yellow, 
and  green.  Now  suppose  we  have  a  mixture  of  fine  yellow  and  blue 
pigment  particles  illuminated  by  white  light,  the  blue  particles  will 
absorb  all  the  components  of  the  white  light  except  the  blue  and  green, 
but  will  transmit  these  two  colours.  The  yellow  particles  will  absorb 
the  blue  but  will  also  transmit  the  green.  Thus  all  the  components  of 
the  white  light  will  be  absorbed,  by  one  or  other  of  the  two  kinds  of 
particles,  except  the  green,  and  hence  all  the  light  which  is  transmitted 
or  reflected  from  the  pigment  will  be  green.  The  truth  of  this  explana- 
tion can  be  proved  by  painting  a  card  with  yellow  pigment  and  holding 
it  in  a  beam  of  light  which  has  passed  through  a  blue  solution.  Blue 
and  green  light  will  now  fall  on  the  yellow  pigment,  and  of  this  the  blue 
will  be  absorbed  and  the  green  will  be  reflected,  so  that  the  card  appears 
green.  In  the  same  way  a  card  painted  blue,  when  illuminated  by  light 
obtained  by   passing  white  light  through  a  yellow  solution,   will   also 
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appear  green,  for  of  the  incident  yellow  and  green  light  the  yellow  will 
be  absorbed  by  the  pigment. 

Experiments  with  pigments  led  to  the  conclusion  that  red,  yellow, 
and  blue  were  the  three  primary  colours,  for  the  red  pigment  will  absorb 
the  green  which  is  transmitted  by  the  other  two,  and  so  a  neutral  tint 
is  produced.  Thus  when  using  pigments  to  examine  the  phenomena  of 
colour  great  care  must  be  taken,  for  in  no  case  are  pigment  colours,  even 
approximately,  monochromatic  ;  and  it  must  always  be  remembered  that 
the  colour  of  a  pigment  is  obtained  by  the  absorption  of  light  of  certain 
wave-lengths  from  the  incident  light 
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POLARISATION  AND  DOUBLE  REFRACTION 

400.  Light  transmitted  by  Tourmaline— Polarisation.— We  have 
supposed  that  light  is  due  to  a  wave-motion  in  the  ether,  but  have  not 
yet  considered  whether  the  waves  are  longitudinal,  such  as  is  the  case 
with  sound-waves,  or  are  transverse,  t.e.  whether  the  displacement, 
whatever  its  nature  may  be,  which  causes  the  sensation  of  light  (and 
also,  of  course,  of  radiant  heat)  takes  place  normally  to  the  wave-front 
or  parallel  to  the  wave-front.  This  question  can  be  answered  at  once 
by  means  of  an  experiment  made  with  two  crystals  of  tourmaline. 

If  we  take  a  slice  of  a  crystal  of  tourmaline  cut  parallel  to  the 
crystallographic  axis,  and  pass  a  ray  of  light  through  it,  part  of  the 
light  will  pass  through,  and  will,  with  most  specimens  of  tourmaline, 
be  coloured  greenish  owing  to  selective  absorption  within  the  crystal, 
otherwise  to  the  eye  the  character  of  the  light  appears  unaltered,  and 
remains  of  the  same  intensity  if  the  tourmaline  plate  is  rotated.  If  the 
light  which  has  passed  through  one  tourmaline  plate  is  allowed  16  fall 
on  another,  placed  with  its  axis  parallel  to  the  first,  the  light  will  pass 
through  the  two ;  the  only  visible  effect  will  be  to  slightly  darken  the 
greenish  tint,  the  intensity  being  very  slightly  diminished  by  the  second 
plate.  If,  however,  the  second  plate  is  gradually  rotated  round  an  axis 
parallel  to  the  light,  so  that  the  axes  of  the  two  crystals  are  inclined  at  a 
finite  angle  to  one  another,  the  intensity  of  the  transmitted  light  will 
gradually  diminish,  till,  when  the  axes  are  at  right  angles,  none  of  the 
light  which  has  passed  through  the  first  plate  will  pass  through  the 
second. 

Hence  the  light  which  has  passed  through  a  plate  of  tourmaline  has 
acquired  properties  which  it  did  not  before  possess,  in  that  it  can  no 
longer  pass  through  a  second  plate  of  that  substance  when  this  plate  is 
turned  so  that  its  axis  is  perpendicular  to  the  axis  of  the  first  plate. 

In  order  to  sec  to  what  conclusions  this  experiment  leads,  let  us 
consider  an  analogous  problem.  If  we  have  a  stretched  string,  we  have 
seen  that  it  is  capable  of  two  distinct  modes  of  vibration,  namely, 
a  longitudinal  vibration,  in  which  the  particles  of  the  string  move 
backwards  and  forwards  in  the  direction  of  the  length  of  the  string,  and 
a  transverse  vibration,  in  which  the  particles  move  in  planes  perpendicular 
to  the  length  of  the  string.     In  the  case  of  the  string  vibrating  longi- 
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tudinally,  the  appearance  of  the  string  is  the  same  on  all  sides,  ue,  it 
remains  stretched  straight  between  its  extremities.  When  it  is  vibrating 
transversely,  however,  its  appearance  is  ordinarily  different  on  different 
sides,  since  it  vibrates  in  a  single  plane.  Hence  a  string  vibrating 
transversely  has  definite  sides,  so  that,  to  define  its  motion  with  reference 
to  the  surrounding  medium,  we  must  state  the  plane,  passing  through 
the  undisturbed  position  of  the  string,  in  which  the  vibration  takes  place. 
Another  kind  of  transverse  vibration  of  which  a  string  is  capable  is  that 
in  which  each  particle  describes  a  circle  in  a  plane  at  right  angles  to  the 
undisturbed  position  of  the  string.  Suppose,  then,  that  we  cause  a  string 
to  vibrate  in  this  manner  by  attaching  one  end  to  a  hook  fixed  at  a  little 
way  from  the  centre  of  a  rapidly  rotating  disc  A  (Fig.  378).     The  string 

will  appear  to  swell  out  into 

something   like  the   shape 

A      shown  by  the  dotted  lines. 

^ ,    4\       If  now  the  string  is  passed 

B^       !  I    -j       through   a  narrow  vertical 

slit  D,  since  the  motion  of 
the  string-  can    then   only 
Fig.  378.  ^^^^   place  up  and   down 

this  slit,  beyond  D  the 
motion  will  consist  of  transverse  vibrations  executed  in  a  plane  passing 
through  the  undisturbed  position  of  the  string  and  the  slit,  and  by 
rotating  the  slit  the  plane  in  which  the  vibrations  are  taking  place  will 
also  be  rotated.  Next,  if  a  second  slit  is  placed  at  F,  and  this  slit  is 
parallel  to  the  first,  the  motion  of  the  string,  being  parallel  to  this  slit, 
will  be  unaffected.  If,  however,  the  first  slit  remaining  vertical,  the 
second  slit  F  is  turned  out  of  the  vertical,  it  will  begin  to  interfere  with 
the  vibration  of  the  cord,  and  when  it  is  horizontal  it  will  no  longer  allow 
any  of  the  motion  of  the  cord,  which  is  in  a  vertical  plane,  to  pass,  and 
hence  the  portion  of  the  cord  between  the  second  slit  and  B  will  remain 
at  rest. 

The  experiment  with  the  crossed  tourmalines  gives  just  such  a  result 
as  the  above,  and  so  we  conclude  that  the  reason  the  light  will  not  pass 
through  the  second  tourmaline,  when  the  axes  are  at  right  angles,  is  that 
during  its  passage  through  the  first  the  light  vibrations  have  acquired 
sides,  or,  in  other  words,  they  now  occur  in  one  plane,  so  that  they  are 
stopped  by  the  second  tourmaline,  just  as  the  transverse  vibrations  of  the 
cord  are  stopped  by  the  second  slit  after  they  have  been  confined  to  one 
plane  by  the  first. 

Since  no  such  action  could  take  place  with  the  cord  vibrating  longi- 
tudinally, we  conclude  that  the  light  vibrations  are  transverse. 

Ordinary  light,  then,  consists  of  transverse  vibrations,  and  since 
when  a  single  tourmaline  is  used  the  intensity  of  the  transmitted  light 
does  not  change  as  the  tourmaline  turns,  the  vibrations  must  take  place 
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in  all  directions  at  right  angles  to  the  direction  of  the  ray.  After  the 
passage  of  the  light  through  the  tourmaline,  however,  the  transverse 
vibrations  all  take  place  parallel  to  some  definite  direction,  and  the  ray 
is  said  to  be  plane  polarised.  Thus  when  a  ray  of  light  lO  (Fig.  379) 
passes  through  the  tourmaline  plate 
AB,  which  is  cut  so  that  the  axis  of 
the  crystal  is  parallel  to  ab,  the 
transmitted  light  is  plane  polarised, 
/>.  the  vibrations  take  place  in  one 
plane.  As  has  been  mentioned  in 
§  366,  we  do  not  know  for  certain 
what  is  the  nature  of  the  wave- 
motion  in  the  ether  which  we  call 
light,  and  we  cannot  say  whether 
the   vibrations   take   place    in    the 


Fig.  379. 


plane  containing  the  axis  ofthe  crystal  and  the  ray,  or  in  the  plane  at 
right  angles.  Fresnel  assumed  in  his  theor>'  that  the  vibrations  take 
place  in  the  plane  containing  the  ray  and  parallel  to  the  axis,  as  shown 
by  the  small  double-headed  arrows  in  the  figure.  M*Cullagh,  on  the 
other  hand,  considered  that  the  vibrations  take  place  in  planes  at  right 
angles  to  the  axis.  For  the  purpose  of  explaining  the  phenomena  we 
shall  adopt  Fresnel's  hypothesis,  merely  remarking  that  according  to 
the  electro-magnetic  theory  of  light  there  is  something  going  on  in 
both  planes,  in  one  an  electric  vibration,  and  in  the  other  a  magnetic 
vibration. 

Hence  we  assume  that  the  vibrations  in  the  ether  which  produce 
light  take  place  in  the  plane  abdc  containing  the  axis.  The  plane 
FEHG,  drawn  through  the  direction  of  the  ray  and  at  right  angles  to 
the  direction  of  vibration  of  the  ether  particles,  is  called  the  plane  of 
polarisation. 

Ordinary  light  is  light  in  which,  at  any  instant,  the  ether  particles 
at  a  given  point  are  vibrating  in  straight  lines,  but  such  that  the  direction 
of  the  vibrations  changes  from  time  to  time.  Since  interference  can 
be  observed  between  rays  which  have  traversed  paths  which  differ  by 
400,000  wave-lengths,  it  follows  that  during  the  time  taken  for  this 
number  of  vibrations,  i,e,  io~*  second,  the  direction  of  the  plane  of 
polarisation  docs  not  appreciably  change.  A  much,  slower  change  than 
this  would,  however,  be  imperceptible,  since  the  eye  is  unable  to  ap- 
preciate periodic  changes  which  take  place  in  a  time  less  than  .05  of  a 
second. 

401,  Double  Reft»action.— In  treating  of  the  refraction  of  light  we 
have  hitherto  assumed  that  the  media  between  which  the  light  passes 
are  both  isotropic.  We  have  now  to  consider  the  refraction  of  light 
when  one  of  the  media  is  ajlotropic 

An  jelotropic  body  which  is  transparent  to  light  is  the  crystalline 
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calcium  carbonate,  called  Iceland  spar,  this  substance  possessing  diffe- 
rent physical  properties  in  different  directions.  It  cr>'stallises  in  various 
forms,  but  they  all  split  most  readily  along  certain 
planes  which  are  always  inclined  to  each  other  at 
fixed  angles,  so  that  by  cleavage  the  crystals  can 
always  be  reduced  to  the  rhombohedral  form  shown 
in  Fig.  380.  The  rhombohedron  is  bounded  by  six 
parallelograms,  each  of  which  has  two  acute  angles 
of  'j^''  5'  and  two  obtuse  angles  of  101°  55'.  Two  of 
the  solid  angles,  A  and  B  (Fig.  380),  are  formed  by 
three  obtuse  angles,  the  remaining  four  being  formed 
by  one  obtuse  and  two  acute  angles.  A  line  drawn  through  either  A  or 
B,  so  as  to  be  equally  inclined  to  the  three  sides  or  edges  which  meet  at 
the  corner,  is  called  the  axis  of  the  crystal.  We  shall  find  that  the  axis 
has  very  distinct  and  special  optical  properties,  and  since  these  properties 
are  unaltered  if  the  length,  breadth,  or  thickness  of  the  crystal  are 
altered,  as  far  as  such  optical  properties  are  concerned,  the  axis  must  be 
looked  upon  as  simply  a  direction  in  the  crystal,  so  that  all  lines  parallel 
to  the  crystallographic  axis  are  optical  axes. 

If  a  ray  of  light  is  incident  normally  on  one  of  the  faces  of  a  rhombo- 
hedron of  Iceland  spar,  part  of  the  light  will  pass  straight  through  along 

poo'  (Fig.  381),  just  as  would  happen 
in  the  case  of  an  isotropic  body.  Part 
of  the  light  will,  however,  be  refracted 
and  travel  along  pee'.  Hence  in  this 
case  there  are  two  refracted  rays  cor- 
responding to  a  single  incident  ray. 
This  phenomenon  is  spoken  of  as 
double  refraction. 

If  the  Iceland  spar  is  turned  round 
the  line  PO  as  an  axis,  and  the  transmitted  light  is  received  on  a  screen, 
the  spot  of  light  corresponding  to  the  refracted  ray  POO'  will  remain 
stationary,  while  that  due  to  the  ray  pee'  will  rotate  round  the  other  as 
a  centre,  the  line  joining  the  two  images  being  always  parallel  to  the 
shorter  diagonal  of  the  parallelogram  *  which  constitutes  the  face  of  the 
crystal  on  which  the  light  is  incident  normally. 

If  the  angle  of  incidence  is  not  zero,  then  in  general  there  will  be  two 
refracted  rays,  but  while  one  of  them  obeys  Snell's  law  in  that  the  ratio 
of  the  sine  of  the  angle  of  incidence  to  the  sine  of  the  angle  of  refraction 
is  constant,  whatever  the  direction  of  the  incident  ray,  for  the  other  ray 
this  ratio  is  different  for  rays  incident  in  different  directions. 

The  refracted  ray  PO,  which  obeys  the  ordinary  law  of  refraction,  is 


E    ■         E' 

1    '     p 

0    *        0' 

Fig.  381. 


1  This  is  only  tnie  if  the  edges  of  the  face  are  all  of  equal  length.    If  this  condition 
is  not  fulfilled,  such  an  equilateral  parallelogram  must  bo  marked  out  on  the  face. 
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called  the  ordinary  ray^  while  the  other  ray  PE,  which  does  not  obey  this 
law,  is  called  the  extraordinary  ray. 

If  the  light  which  has  been  transmitted  through  the  crystal  of  Iceland 
spar  is  allowed  to  fall  on  a  plate  of  tourmaline,  and  if  this  plate  is 
rotated,  it  will  be  found  that  in  some  positions  only  the  ordinary  ray 
is  transmitted,  and  in  others  only  the  extraordinary  ray.  Since  the 
positions  for  which  the  ordinary  ray  is  extinguished  are  at  right  angles 
to  the  positions  in  which  the  extraordinary  ray  is  extinguished,  this 
experiment  shows  that  both  the  ordinary  and  the  extraordinary  rays  are 
plane  polarised,  and  that  the  planes  of  polarisation  are  at  right  angles 
to  one  another. 

If  in  the  case  of  a  doubly  refracting  crystal  a  plane  be  drawn 
I)erpendicular  to  the  face  on  which  the  light  is  incident,  and  so  as  to 
contain  the  optic  axis,  this  plane  is  called  the  principal  plane  for  the 
given  face. 

When  the  axis  of  the  tourmaline  plate  is  parallel  to  the  principal 
plane  of  the  spar,  the  ordinary  ray  is  cut  off  by  the  tourmaline,  which 
shows  that  the  ordinary  ray  is  polarised  in  a  plane  parallel  to  the  axis 
of  the  tourmaline,  i,e,  parallel  to  the  principal  plane  of  the  spar.  When- 
the  axis  of  the  tourmaline  is  at  right  angles  to  the  principal  plane  the 
extraordinary  ray  is  cut  off,  so  that  this  ray  is  polarised  in  a  plane 
perpendicular  to  the  principal  plane. 

Thus  suppose  abcd  (Fig.  382)  represents  the  cross  section,  taken 
perpendicular  to  the  faces  ad  and  BC,  of  a  plate  of  Iceland  spar  cut 
through  the  comers  of  the 
rhombohedron,  so  that  the 
line  AX,  or  any  line  parallel 
to  this  line,  is  the  optic  axis, 
the  plane  of  the  paper  will  be 
the  principal  plane  of  the 
plate  for  light  incident  on  the 
faces  AD  or  BC,  since  it  is 
perpendicular  to  these  faces 
and  also  contains  the  axis. 
Then  the  plane  of  the  paper 
is  the  plane  of  polarisation 
for  the  ordinary  ray,  so  that 
in  this  ray  the  ether  vibrations 
take  place  along  straight  lines 
perpendicular  to  the  plane  of 
the  paper,  while  the  extraordinary  ray  is  polarised  in  a  plane  at  right 
angles  to  the  paper,  and  the  vibrations  take  place  in  the  plane  of  the 
paper.  The  directions  of  the  two  rays  for  various  angles  of  incidence  - 
are  shown  in  the  figure. 

When  the  refracted  ray  is  parallel  to  the  axis,  as  at  P3N,  there  is  only 


Fig.  382. 
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Fig.  383. 


a  single  refracted  ray,  and  this  ray  obeys  Snell's  law,  />.  the  extraordinary 
ray  for  this  angle  of  incidence  coincides  with  the  ordinary  ray. 

If  ABC  (Fig.  383)  represents  a  section  of  a  prism  of  Iceland  spar  cut 
so  that  the  refracting  edge  is  parallel  to  the  optic  axis,  the  plane  of  the 

paper  is  perpendicular  to  the  prin- 
cipal plane,  and  hence  the  ordinary 
ray  POO'  is  polarised  in  a  plane 
perpendicular  to  the  paper,  and 
the  extraordinary  ray  is  polarised 
in  the  plane  of  the  paper.  By 
setting  the  prism  so  that  first  the 
ordinary  and  then  the  extraordi- 
nary ray  is  at  minimum  deviation, 
the  refractive  index  for  the  ordinary 
ray  (a  constant)  can  be  determined, 
as  also  the  refractive  index  for  the 
extraordinary  ray  in  a  plane  at  right  angles  to  the  axis.  The  refractive 
index  for  the  D  line  for  the  ordinary  ray  is  1.658,  while  that  for  the 
extraordinary  ray  in  a  plane  perpendicular  to  the  axis,  ue,  in  a  plane 
at  right  angles  to  the  principal  plane,  is  1.486. 

Let  ABCD  (Fig.  384)  represent  the  face  of  a  section  of  a  crystal  of 
Iceland  spar  cut  parallel  to  the  optic  axis  xx',  then  if  a  ray  of  ordinary 
light  is  incident  normally  at  o,  it  will  be  split 
up  by  its  passage  through  the  crystal  into 
two  rays  of  equal  intensity ;  one  of  these,  the 
ordinary,  is  polarised  in  a  plane  perpendicular 
to  the  paper  passing  through  xx'  (the  prin- 
cipal plane,  since  it  is  perpendicular  to  the 
face  ABCD,  and  contains  the  axis  xx'),  and 
the  other,  the  extraordinary,  polarised  in  a 
plane  perpendicular  to  the  paper  and  passing 
through  yy'. 

Next  suppose  that,  in  place  of  the  incident 
light  being  unpolarised  light,  we  use  plane 
polarised  light,  say  by  allowing  the  light  to 
pass  through  a  tourmaline  plate.  If  the  axis 
of  the  tourmaline  is  parallel  to  xx',  the  incident  light  is  polarised  in  the 
plane  passing  through  yy'  and  the  vibrations  of  the  ether  take  place 
parallel  to  xx'.  Now  the  vibrations  of  the  ordinary  ray  take  place 
parallel  to  yy',  since  the  ordinary  ray  is  polarised  in  the  plane  XX',  so 
that  the  motion  of  the  ether  particles  in  the  incident  light  is  at  right 
angles  to  the  direction  of  motion  of  the  ether  particles  in  the  ordinary 
ray.  Hence  the  motion  of  the  incident  waves  has  no  component  in  the 
direction  in  which  the  vibrations  of  the  ordinary  ray  take  place,  and  so 
cannot  give  rise  to  such  vibrations.     There  will  therefore  be  no  extra 


Fig.  384. 
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ordinary  ray  when  the  incident  ray  is  polarised  in  the  plane  xx'.  In  the 
same  way,  there  will  be  no  ordinary  ray  when  the  incident  ray  is  polarised 
parallel  to  the  plane  yy*. 

Next  suppose  that  the  incident  light  is  polarised  in  some  intermediate 
direction,  say  parallel  to  the  plane  zzf^  which  makes  an  angle  a  with  the 
optic  axis  XX',  the  ether  vibrations  taking  place  along  vv',  which  is 
inclined  at  an  angle  90**  -  a  to  the  optic  axis.  The  incident  vibration  will 
now  have  a  component  along  both  xx'  and  Yv',  so  that  there  will  be  both 
an  ordinary  and  an  extraordinary  ray.  In  order  to  find  the  relative 
intensities  of  these  rays,  we  may  resolve  the  incident  vibration  along  xx' 
and  yy'.  Since  the  motion  of  the  ether  particles  is  along  vv',  if  A  is  the 
amplitude  of  the  incident  vibration,  the  amplitude  of  the  vibration 
parallel  to  xx'  will  be  a  cos  VOX'=a  cos  (9o'*-a)  =  A  sin  a,  while  the 
amplitude  of  the  vibration  parallel  to  yV  will  be  A  cos  voy=a  cos  o. 

Thus,  since  the  energy  of  a  vibratory  motion  is  proportional  to  the 
square  of  the  amplitude,  we  have  that  the  intensity  of  the  incident  light 
is  k\  that  of  the  ordinary  ray  a*  cos  *a,  and  that  of  the  extraordinary  ray 
is  A^  sin  *a.     Since 

A^  cos  *a  +  A^  sin  'a  =  ^*(cos  *a+  sin  *a) 

we  see  that  the  sum  of  the  intensities  of  the  ordinary  and  the  extra- 
ordinary rays  is  equal  to  the  intensity  of  the  incident  light. 

If  a  ray  of  light  is  allowed  to  pass  through  two  plates  of  Iceland  spar 
it  will  easily  be  seen,  from  what  has  already  been  said,  that  if  the  prin- 
cipal planes  of  the  two  plates  are  parallel  there  will  be  one  ordinary  ray 
and  one  extraordinary,  the  ordinary  ray  in  one  crystal  becoming  the 
ordinary  ray  in  the  other,  &c.  If  the  principal  planes  are  at  right  angles, 
the  ordinary  ray  in  one  crystal  will  become  the  extraordinary  ray  in 
the  other,  there  being,  as  before,  only  two  rays.  When,  however,  the 
principal  planes  are  inclined  at  an  angle  between  0**  and  90**,  there  will  be 
four  transmitted  rays,  since  the  ordinary  and  extraordinary  rays  in  the 
first  plate  will  each  give  rise  to  an  ordinary  and  extraordinary  ray  in  the 
second  plate,  the  intensities  of  the  rays  varying  with  the  angle  between 
the  principal  planes. 

Double  refraction  is  exhibited  by  all  crystalline  bodies  except  those 
which  crystallise  in  the  cubic  system.  In  every  case  the  ordinary  and 
extraordinary  rays  are  plane  polarised  in  planes  at  right  angles  to  one 
another.  In  the  case  of  tourmaline,  the  incident  light  is  split  up  into  an 
ordinary  and  an  extraordinary  ray,  but  this  substance  exerts  a  powerful 
selective  absorption  on  light  polarised  in  a  plane  containing  the  axis,  />. 
the  ordinary  ray,  so  that  with  moderate  thicknesses  of  the  crystal  only  the 
epctraordinary  ray  can  pass. 

4  402.  Interference  of  Polarised  Light.— By  placing  two  plates  of 
tourmaline,  so  that  each  is  traversed  by  the  rays  passing  through  one  half 
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of  Fresnel's  biprism,  the  interference  of  polarised  light  can  be  studied  in 
the  manner  described  in  §  373.  In  this  way  it  is  found  that  two  rays  of 
light  polarised  in  planes  at  right  angles  do  not  produce  interference 
under  circumstances  in  which  two  rays  of  ordinary  light  would  interfere. 
Two  rays  polarised  in  the  same  plane  do,  however,  interfere  like  two 
rays  of  ordinary  light.  The  fact  that  rays  polarised  in  planes  at  right 
angles  do  not  interfere  is  a  further  proof  that  the  direction  of  vibration  in 
the  case  of  light  is  transverse  to  the  direction  of  propagation. 

403*.  Uniaxal  and  Biaxal  Crystals.— We  have,  when  speaking  of 
double  refraction  in  Iceland  spar,  mentioned  that  when  a  ray  of  light 
traverses  the  spar  parallel  to  the  optic  axis  there  is  only  a  single  refracted 
ray.  In  Iceland  spar  there  is  only  one  direction  in  which  this  takes 
place,  and  therefore  there  is  only  one  optic  axis.  Doubly  refracting 
cr>'stals  which  have  only  one  optic  axis  are  called  uniaxal  crystals.  In 
other  crystals  there  are  two  axes  along  which  there  is  only  a  single 
refracted  ray,  and  these  are  called  biaxal  crystals, 

404*.  Wave-Surface  in  Uniaxal  Crystals.— If  we  have  a  disturb- 
ance produced  at  a  point  within  an  isotropic  medium,  the  wave-surface 
at  any  moment  will  be  a  sphere  with  the  point  of  disturbance  as  the 
centre,  for  the  velocity  of  light  being  the  same  in  all  directions,  the 
disturbance  which  originates  at  any  point  will  in  a  given  time  spread  to 
an  equal  distance  in  all  directions.  If,  however,  the  body  is  not  isotropic, 
and  the  velocity  of  light  is  different  in  different  directions,  the  disturbance 
will,  in  a  given  time,  travel  further  in  some  directions  than  in  others,  and 
so  the  wave-surface  will  no  longer  be  a  sphere. 

Now,  in  the  case  of  a  crystal,  the  velocity  with  which  light  travels  is 
not  the  same  in  all  directions ;  and  since  there  are  in  general  two  re- 
fracted rays  there  ^  must  be  two  wave-fronts.  For  the  ordinary  ray  the 
refractive  index  is  constant,  and  therefore  the  velocity  of  the  ordinary 
ray  in  the  crystal  is  constant,  for  we  have  seen  in  §  366  that  the  refractive 
index  is  equal  to  the  ratio  of  the  velocities  in  the  two  media  (air-crystal). 
As  the  refractive  index  for  the  extraordinary  ray  varies  with  the  direction 
of  the  ray  within  the  crystal,  the  velocity  with  which  the 
extraordinary  ray  travels  must  depend  on  the  direction  of 
the  ray  in  the  crystal.  The  velocity  in  the  case  of  the 
ordinary  ray  being  constant,  just  as  in  isotropic  bodies,  the 
ordinary  wave-surface  must  be  a  sphere.  Huyghens,  who 
first  considered  the  subject,  assumed  that  in  uniaxal 
crystals  the  extraordinary  wave-surface  was  a  spheroid 
or  ellipsoid  of  revolution,  that  is,  the  figure  obtained  by 
rotating  an  ellipse  about  one  of  its  diameters,  AB  or  CD 
(Fig.  385),  and  then  verified  the  accuracy  of  this  assump- 
tion experimentally.  The  axis  about  which  the  ellipse  is 
rotated  to  form  the  extraordinary  wave-surface  coincides  with  the  optic 
axis  of  the  crystal.     Hence  the  complete  wave-surface  for  a  disturbance 
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originating  at  a  point  within  a  uniaxal  crystal  consists  of  a  sphere  and  a 
spheroid,  both  having  their  centres  at  the  point ;  the  axis  of  the  spheroid 
being  parallel  to  the  optic  axis  of  the  crystal.  Further,  since  when  the 
ray  travels  in  the  crystal  in  a  direction  parallel  to  the  optic  axis,  there  is 
only  one  refracted  ray,  ue,  the  ordinary  and  extraordinary  rays  travel  with 
the  same  velocity,  the  sphere  and  spheroid  must  touch  one  another  at 
points  on  the  optic  axis. 

Two  cases,  however,  *may  arise.  In  the  first  place,  the  extraordinary 
ray  may  be  more  refracted  than  the  ordinary  ray,  so  that  the  velocity  of 
the  extraordinary  ray 

is  less  than  that  of  the  X  X 

ordinary  ray.  In  this 
case,  Fig.  386  (a)^  the 
spheroid  lies  within  the  /     /  \     \ 

sphere,  touching  it  on  I      I  Pi      I 

the  optic  axis  xx'.     In  V     \  /     / 

the  other  case  the  velo-     >v\  J  y 

cityoftheextraordinary       ^^ii*,-^:^^ 
ray  may  h^ greater  than 
that  of  the    ordinary 
ray,  so  that  the  spheroid 

lies  outside  the  sphere.  Fig.  386  (b\  again  touching  the  circle  on  the  optic 
axis  xx'. 

Uniaxal  crystals  in  which  the  wave-surface  is  like  Fig.  386  (a),  and  in 
which,  except  along  the  optic  axis,  the  ordinary  ray  travels  faster  than 
the  extraordinary  ray,  are  called  positive  crystals.  Quartz  and  ice  are 
positive  crystals. 

UniaxaJ  crystals,  in  which  the  wave-surface  is  like  Fig.  386  (b\  are 
called  ftegative  crystals,  and  to  this  class  belong  Iceland  spar  and 
tourmaline. 

>i  405*.  Huysrhens's  Construction  for  the  Directions  of  the  Re- 
fracted Rays  in  a  Uniaxal  CrystaL— Suppose  we  require  to  find  the 
directions  of  the  refracted  rays  in  the  case  of  Iceland  spar.  The  spar 
being  a  negative  crystal,  the  wave-surface  is  like  Fig.  386  {b). 

Let  IQ  or  I'p  (Fig.  387)  be  the  direction  of  the  light  incident  on  the 
face  of  the  cryst^,  and  let  the  optic  axis  XQ  lie  in  the  plane  of  the  paper, 
so  that  the  paper  is  the  principal  plane  for  the  face.  Then  QM  is  the  wave- 
front  of  the  incident  wave. 

When  the  wave  reaches  Q,  we  may  consider  that  this  point  becomes  a 
centre  of  disturbance  within  the  crystal.  If  it  takes  the  wave  a  time  /  to 
travel  from  M  to  P,  and  we  describe  the  wave-surfaces  in  the  crystal 
about  the  point  Q  for  a  time  /  after  the  disturbance  reaches  Q,  these 
wave-surfaces  will  represent  the  positions  of  the  wave  in  the  crystal  when 
the  wave  in  the  air  reaches  P.  Hence,  if  from  P  we  draw  po  and  PE 
tangents  to  the  ordinary  and  extraordinary  wave-surfaces  respectively, 
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PO  will  represent  the  ordinary  wave-front  in  the  crystal  and  PE  the 
extraordinary  wave-front,  and  the  line  QO  will  represent  the  direction  of 
the  ordinary  ray  and  QE  the  direction  of  the  extraordinary  ray. 

If  the  plane  of  the  paper  had 
|Vw  not  been  a  principal  plane,  we 

should  have  had  to  draw  through 
p  a  plane  perpendicular  to  the 
plane  of  incidence  to  touch  the 
spheroid,  and  it  would  not  have 
touched  it  at  a  point  in  the  plane 
of  the  paper ;  so  that  the  extra- 
ordinary ray  would  not  be  in 
the  plane  of  incidence,  and  thus 
would  not  have  obeyed  the  first 
law  of  refraction  as    given  in 

§341. 

Two  particular  cases  are 
worth  examining :  first,  when 
the  optic  axis  is  parallel  to  the 


Fig.  387. 


face  of  the  crystal  and  perpendicular  to  the  plane  of  incidence ;  and 
second,  when  the  optic  axis  is  parallel  to  the  face  and  also  parallel  to  the 
plane  of  incidence. 

In  the  first  case  (Fig.  3S8)  the  optic  axis  is  perpendicular  to  the  plane 
of  the  paper,  and  hence  the  sections  of  the  wave-surfaces  consist  of  two 

circles,   the   inner  one, 
l-^M  since     the     crystal     is 

negative,  corresponding 
to  the  ordinary  ray.  The 
reason  the  section  of  the 
extraordinary  wave-sur- 
face is  a  circle  is  that 
this  surface  is  obtained 
by  rotating  an  ellipse 
about  the  optic  axis,  so 
that  all  sections  perpen- 
dicular to  the  axis  must 
be  circles. 

If  d!  is  the  velocity  of 
the  ordinary  ray  and  b 
the  velocity  of  the  extraordinary  ray  in  a  plane  at  right  angles  to  the 
optic  axis,  the  radius  of  the  spherical  wave-surface  in  the  crystal  being 
taken  as  cl^  the  major  axis  of  the  spheroid  will  be  b.  Hence  in  Fig.  388, 
if  QO  is  tf,  QE  will  be  equal  to  ^.  If  the  velocity  of  light  in  air  is  r, 
the  refractive  index  for  the  ordinary  ray  is  r/rt,  and  that  for  the  ordinary 
ray  in  a  plane  at  right  angles  to  the  optic  axis  is  c\b.     Now  b  or  QE  is 
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Fig.  389. 


constant  for  all  angles  of  incidence  in  a  plane  at  right  angles  to  the 
optic  axis,  and  hence  the  extraordinary  refractive  index  is  constant  in 
this  plane,  and  the  extraordinary 
ray  obeys  the  ordinary  laws 
of  refraction.  By  cutting  a 
prism  of  Iceland  spar  with  its 
refracting  edge  parallel  to  the 
optic  axis  two  refracted  rays  will 
be  obtained,  and  the  refractive 
index  {cja  and  c(b)  corresponding 
to  each  of  these  can  be  measured 
In  this  way  it  can  be  proved  that 
the  extraordinary  refractive  index 
{cjb)  in  a  plane  at  right  angles  to 
the  optic  axis  is  constant.  Hence 
b  or  QE  must  be  constant,  and  so 
it  is  proved  that  the  section  of  the 
extraordinary  wave -surface  per- 
pendicular to  the  axis  is  a  circle. 

The  construction  for  finding  the  directions  of  the  refracted  rays  when 
the  optic  axis  is  parallel  to  the  face  of  the  crystal,  and  in  the  plane  of 
incidence,  is  shown  in  Fig.  389. 

406.  Nlcol's  PriSin. — As  a  means  of  obtaining  plane  polarised  light, 
a  tourmaline  plate  is,  for  many  purposes,  unsuited,  for,  as  has  been 
mentioned,  the  light  transmitted  by 
tourmaline  is  coloured  green.  Since, 
when  a  beam  of  light  is  passed  through 
a  crystal  of  Iceland  spar,  two  refracted 
beams  are  obtained,  each  of  which  is 
plane  polarised,  but  in  planes  at  right 
angles,  if  by  any  means  we  could  inter- 
cept one  of  these  refracted  beams,  the 
other  would  give  us  plane  polarised 
light.  Since  the  angular  separation 
between  the  ordinary  and  extraordinary 
rays  is  not  very  great,  it  is  not  possible 
to  stop  one  of  the  beams  with  a  screen, 
unless  only  a  very  narrow  beam  is  em- 
ployed, or  we  use  a  very  thick  crystal. 

The  most  convenient  method  of 
getting  rid  of  one  of  the  rays  is  to  make 
use  of  total  internal  reflection  for  this 
purpose.  A  rhomb  of  Iceland  spar  is 
taken  and  cut  in  two  by  a  plane,  AC 
(Fig.  390),  perpendicular  to  the  principal  plane  for  the  face  ar 


Fig.  390. 
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surfaces  are  then  polished  and  cemented  together  in  their  original 
position  by  means  of  a  thin  film  of  Canada  balsam. 

Now  the  refractive  index  of  Canada  balsam  (1.55)  is  greater  than  the 
minimum  value  for  the  extraordinary  ray  (1.486)  in  Iceland  spar,  and  less 
than  that  for  the  ordinary  ray  (1.658).  As  total  reflection  can  only  occur 
when  light  is  passing  from  a  media  of  greater  to  one  of  less  refractive 
index,  we  can  never  get  total  reflection  in  the  case  of  the  extraordinary 
ray  when  passing  from  spar  to  balsam,  so  long  as  the  ray  passes  in  such  a 
direction  that  the  refractive  index  is  less  than  1.55.  In  the  case  of  the 
ordinary  ray,  however,  if  the  incidence  is  sufficiently  oblique  we  shall 
obtain  total  reflection.  Hence  if  the  plane  AC  is  suitably  inclined,  the 
ordinary  ray,  PO,  will  be  incident  on  the  surface  AC  at  an  angle  greater 
than  the  critical  angle,  and  will  therefore  be  totally  reflected  along  00', 
while  the  extraordinary  ray,  PEE',  will  pass  through  the  prism. 

The  light  transmitted  by  such  a  rhomb  of  Iceland  spar,  which  is 
called  a  NicoPs  prism,  will  therefore  be  plane  polarised,  and  since  it  is 
the  extraordinary  ray  which  is  transmitted,  the  plane  of  polarisation 
is  perpendicular  to  the  principal  plane,  ue,  is  a  plane  perpendicular  to 
the  paper  in  Fig.  390. 

A  Nicol's  prism  may  be  used,  not  only  for  producing  plane  polarised 
light,  when  it  is  called  a  polariser,  but  also  for  detecting  whether  light  is 
plane  polarised,  and,  if  so,  determining  the  plane  in  which  it  is  polarised, 
when  it  is  said  to  be  used  as  an  analyser. 

If  the  light  incident  on  the  Nicol  is  unpolarised,  then  the  intensity  of 
the  transmitted  light  will  remain  the  same  when  the  Nicol  is  rotated 
round  the  light  ray  as  an  axis,  the  intensity  of  the  transmitted  light  being 
practically  half  that  of  the  incident  light.  There  is,  however,  a  very  slight 
loss  due  to  reflection  at  E  (Fig.  390),  and  where  the  ray  leaves  the  crystal. 

If  the  incident  light  is  plane  polarised,  the  intensity  of  the  transmitted 
light  varies  as  the  analyser  is  rotated.  When  the  principal  plane  of  the 
Nicol  is  parallel  to  the  plane  of  polarisation  of  the  incident  ray,  then 
(§  401)  there  will  be  only  an  ordinary  ray  in  the  spar,  and  this  ray  is  totally 
reflected,  so  that  no  light  will  be  transmitted.  When  the  principal  plane 
of  the  Nicol  is  perpendicular  to  the  plane  of  polarisation  of  the  incident 
light,  only  an  extraordinary  ray  will  be  produced  in  the  spar,  and  this 
will  be  transmitted  undiminished,  so  that  in  this  case  the  intensity  of  the 
transmitted  light  is  equal  to  that  of  the  incident  light.  If  the  principal 
plane  of  the  Nicol  is  inclined  at  an  angle  a  to  the  plane  of  polarisation, 
it  can  be  shown,  exactly  as  in  §  401,  that  the  intensity  of  the  extraordinary 
ray,  and  hence  that  of  the  transmitted  light,  is  /  sin'  a,  where  /  is  the 
intensity  of  the  incident  light.  Thus  when  a  =  o  or  180°  the  intensity 
of  the  transmitted  light  is  zero,  and  when  a  =  90°  or  270°  the  intensity 
of  the  transmitted  light  is  /. 

407,  Polarisation  by  Reflection.— If  the  light  reflected  from  a 
!ion-metallic  surface,  such  as  glass,  is  examined  with  an  analysing  Nicol, 
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it  will  be  found  that  as  the  Nicol  is  rotated  the  intensity  of  the  trans- 
mitted light  varies.  For  a  certain  angle  of  incidence  there  is  no  light 
transmitted  by  the  Nicol  when  its  principal  plane  is  parallel  to  the  plane 
of  incidence  of  the  reflected  light,  while  when  the  principal  plane  of  the 
Nicol  is  perpendicular  to  the  plane  of  incidence,  the  transmitted  light  is 
equal  in  intensity  to  the  reflected  light  before  it  passes  through  the  Nicol. 
This  shows  that,  for  this  angle  of  incidence,  the  reflected  ray  is  com- 
pletely plane  polarised  in  the  plane  of  incidence.  For  all  other  angles 
of  incidence  the  reflected  ray  is  only  partly  polarised,  />.  consists  of  a 
mixture  of  ordinary  unpolarised  light  with  light  which  is  polarised  in  the 
plane  of  incidence.  The  angle  of  incidence,  for  which  the  reflected  beam 
is  completely  plane  polarised,  is  called  the  polarising  angle  for  the 
reflecting  substance. 

If,  instead  of  consisting  of  ordinary  light,  the  incident  ray  is  plane 
polarised,  and  is  incident  at  the  polarising  angle,  then  when  the  incident 
ray  is  polarised  in  the  plane  of  incidence,  />.  the  vibrations  of  the  ether 
are  taking  place  perpendicular  to  the  plane  of  incidence,  the  light 
will  be  reflected.  If,  however,  the  incident  ray  is  polarised  in  a  plane 
perpendicular  to  the  plane  of  incidence,  so  that  the  ether  vibrations  take 
place  in  this  plane,  none  of  the  light  will  be  reflected,  but  it  will  all  be 
refracted  into  the  reflecting  substance. 

If  the  incident  light  is  polarised  in  intermediate  planes,  the  reflected 
light  will  gradually  increase  in  intensity  as  the  plane  of  polarisation 
changes  from  the  position  in  which  it  is  perpendicular  to  the  plane  of 
incidence,  to  that  in  which  it  is  parallel  to  the  plane  of  incidence. 

Owing  to  polarisation  by  reflection,  a  glass  plate  can  be  used  both  as 
a  polariser  and  as  an  analyser. 

Suppose  a  ray  of  light  10  (Fig.  391)  is  incident  on  a  plate  of  glass  a, 
at  the  polarising  angle  </>,  which  for  ordinary  glass  is  about  56°.  The 
reflected  ray,  op,  will  be  polarised  in  0/  % g' 

the  plane  of  incidence,  that  is,  in  the  "*^ 

plane  of  the  paper.     If  this  reflected 
ray  is  received  on  a  second  glass 
mirror,  B,  also  at  the  polarising  angle, 
then  if  the  plane  of  incidence  on  B  is 
parallel  to  the  plane  of  incidence  on 
A,  as  is   shown  at   (a)  and   (b\  the   |^ 
polarised  light  will  be  reflected  along 
PR.     If  now  the  mirror  B  is  rotated 
round  an  axis  parallel    to    OP,   the  1' 
angle  of  incidence  will   remain  the 
same,  viz.   equal   to    the   polarising 
angle,  but  the  intensity  of  the  reflected 
ray  will  diminish  until,  when  the  plane  of  incidence,  which  is  of  course 
the  plane  passing  through  P  and  O,  and  containing  the  normal  pn',  is 


% 


y  ::/ 
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Fig.  391. 
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perpendicular  to  the  plane  of  the  paper,  there  will  be  no  reflected  ray. 
Of  course  the  reflected  ray  will  again  be  of  maximum  intensity  when  the 
mirror  has  been  turned  through  i8o^  into  the  position  b',  and  zero  when 
it  has  been  turned  through  270'.  Thus  the  one  glass  plate,  A,  has  acted 
as  a  polariser  and  the  other,  B,  as  an  analyser.  This  is  the  principle  of 
Biot's  and  of  Norrenberg's  polariscopes. 

408.  Brewster's  Law. — Sir  David  Brewster,  having  made  an  exten- 
sive series   of  experiments  on   the  angle  of  polarisation  for  different 

substances,  found   that   the  tangent    of   the 
I  1^  angle  of  polarisation  is  equal  to  the  refractive 

**    index  of  the  substance,'  or  if  ^  is  the  angle  of 

polarisation  and  vl  the  refractive  index 

At^'tan  (^. 

The  geometrical  interpretation  of  Brewster's 
law  is  very  interesting.  Let  lO  (Fig.  392)  be 
a  ray  of  light  incident  on  a  reflecting  surface  at 
the  polarising  angle  <;^,  and  OR  and  OP  be  the 
direction  of  the  reflected  and  refracted  rays 
respectively.     If  j8  is  the  angle  of  refraction 


Frr.. 


392. 


n'op,  we  have  the  following  relations  : — 


By  Sncll's  law 


sin  (^ 
sin  )8 


=A*. 


By  the  law  of  reflection  the  angle  nor  =  </>. 

But  by  Brewster's  law  . 

,        ,     sin  0 
tan  c6= 7=Au 

COS</) 

sin  <^_sin  i\> 
cos  <\>     sin  /if 

or  sin  /?=cos  </>. 

But  sin  fi  =  cos  (90°  -  )8). 

cos  (90°  -  P)  =  cos  <t>. 

or  9o'*-)3=<^. 

Hence  the  angle  fob,  which  is  equal  to  90°  —  ^,  is  equal  to  </>,  or  to 
the  angle  Nou.  Adding  the  angle  ROB  to  each,  we  get  that  the  angle 
POR  is  equal  to  the  angle  BON.  Hence,  since  the  angle  BON  is  a  right 
angle,  the  angle  POR  must  also  be  a  right  angle  ;  that  is,  when  the  angle 

1  More  recent  observations  by  Jamin  have  shown  that  Brewster's  law  is  only 
exact  for  substances  for  which  fi  is  about  1.46.  For  substances  of  refractiw  index 
differing  much  from  this  value,  the  reflected  lieam  is  never  entirely  p/ane  polarised, 
but  for  an  angle  of  incidence  given  by  the  relation  tan  0=/a  the  quantity  of  plane 
polarised  light  is  a  maximum. 
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of  incidence  is  the  polarising  angle,  the  reflected  ray  OR  is  at  right  angles 
to  the  refracted  ray  OP. 

Since  the  angle  of  polarisation  depends  on  the  refractive  index,  and 
this  differs  for  light  of  different  colours,  the  angle  of  polarisation  will  be 
different  for  different  colours. 

When  the  incident  ray  is  plane  polarised  in  the  plane  of  incidence, 
the  vibrations  of  the  ether  particles  take  place  in  straight  lines  parallel  to 


il>)  ^P 


Fig.  393. 


the  reflecting  surface  as  shown  at  (a),  Fig.  393,  and  the  vibrations  in  the 
reflected  beam  are  also  parallel  to  the  reflecting  surface,  and  to  those  in 
the  incident  ray. 

When  the  incident  ray  is  polarised  perpendicular  to  the  plane  of 
incidence,  the  vibrations  of  the  ether  particles  take  place  in  the  directions 
shown  by  the  cross  line^  at  {b\  Fig.  393.  Since  the  reflected  ray  OR'  is 
very  nearly  at  right  angles  to  the  incident  ray,  the  lines  along  which 
the  ether  particles  vibrate  in  the  incident  ray  are  very  nearly  parallel  to 
the  direction  of  the  reflected  ray,  and  we  should  therefore  expect  that 
they  would  not  produce  any  transverse  disturbance  along  OR' ;  in  other 
words,  that  there  would  be  no  reflected  ray. 

409*.  Polarisation  produced  by  Crystalline  Media.— Suppose 
O,  Fig.  394  {a\  to  represent  the  undisturbed  position  of  a  particle  in  an 
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Fig.  394. 


isotropic  medium,  and  that  the  particle  is  displaced  to  a  position  P.  Since 
the  medium  is  by  supposition  isotropic,  the  elasticity  must  be  the  same 
in  all  directions.      • 
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Hence  if  ox,  OY  are  two  axes  of  reference,  the  elasticity,  ^,  of  the 
medium  must  be  the  same  along  OX  as  along  OY.  Since  the  elasticity  is 
equal  to  stress] strain^  the  stress  or  restoring  force  called  into  play  by  a  strain 
or  displacement  d  in  any  given  direction  must  be  ed.  Hence  the  restoring 
force  in  the  direction  PN  is  ^.PN,  and  that  in  the  direction  PM  is  €,vi\. 
The  resultant  of  these  two  forces  will  therefore,  by  the  parallelogram  of 
forces  (§  66),  lie  along  PO  ;  that  is,  in  the  case  of  an  isotropic  body  the 
restoring  force  acts  along  the  direction  of  the  displacement,  and  the 
particle  P  when  released  will  vibrate  along  the  line  POP'. 

In  the  case,  however,  of  a  crystal,  where  the  elasticity  is  different  in 

different  directions,  this  will  not  be  the  case.     For  suppose  that  the 

elasticity  {E)  in  the  direction  ox,  Fig.  394  {b\  is  greater  than  that  (e)  in 

the  direction  OY.     Then  when  the  particle  is  displaced  to  P  the  restoring 

force  along  PN  will  be  £'.PN,  and  that  along  PM  will  be  ^.pm.     To  find 

the  direction  of  the  resultant  force  acting  on  P  we  draw  a  parallelogram 

(rectangle  in  this  case,  since  the  two  components  are  at  right  angles),  of 

which  the  sides  are  proportional  to  the  two  restoring  forces.     Hence  if 

-     A'        ,       MQ     /f.PN  

MQ  is  taken  such  that  MQ  =—PN,  then  =?— ——   and   the   diagonal  PO 
^  PM       ^.PM'  ^ 

will  represent  the  direction  of  the  restoring  force  acting  on  P.  Since  this 
force  does  not  act  through  O,  the  particle,  when  set  free,  will  not  vibrate 
backwards  and  forwards  through  o,  as  it  did  in  the  case  of  the  isotropic 
body,  but  will  have  its  direction  of  motion  gradually  changed,  till  it  finally 
takes  place  backwards  and  forwards  along  XX'. 

If  the  displacement  takes  place  either  along  OX  or  OY,  the  restoring 
force  acts  through  o  and  the  particle  will  continue  to  vibrate  along  xx'  or 
yy',  as  the  case  may  be.  We  can  thus  understand  how  it  is  that,  if  in 
a  crystal  the  ether  has  different  elasticities  in  different  directions,  the 
vibrations  always  take  place  in  two  planes  that  are  at  right  angles  to  one 
another. 

410.   Double    Refraction   produced   In   Isotropic   Bodies   by 
Strain.— It  is  possible  to  render  an  isotropic  body  temporarily  doubly 
refracting  by  subjecting  it  to  a  stress.    This  phenomenon  can  be  ex- 
amined by  means  of  a  bar  of  glass  ab  (Fig. 
395)  which  is  held  in  a  metal  frame,  so  that  by 
screwing  down  the  screw  C  the  bar  can  be  bent. 
If  the  bar  is  placed  between  crossed  Nicols,  so 
that  the  length  of  the  bar  is  inclined  at  45*^  to 
the  principal  planes  of  the  Nicols,  it  will  pro- 
Fio.  395.  duce  no  effect  so  long  as  it  is  unstrained.    On 

bending  the  bar,  however,  the  light  which 
passes  through  the  parts  of  the  bar  above  and  below  the  median  line 
will  be  able  to  pass  through  the  analysing  Nicol,  while  the  central  line, 
shown  dotted  in  the  figure,  remains  dark  as  before.    . 
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When  the  bar  is  bent,  the  part  above  the  dotted  line  is  compressed 
and  the  part  below  is  extended,  while  the  central'  part  is  unstrained. 
Since  the  central  part  is  unstrained,  it  produces  no  effect  on  the  plane  of 
polarisation  of  the  light  which  passes  through  it,  and  this  light  is  entirely 
cut  off  by  the  analyser.  The  strained  parts,  on  the  other  hand,  have 
become  doubly  refracting,  and  the  incident  plane  polarised  light  is 
partly  decomposed  into  light  polarised  parallel  and  at  right  angles  to 
the  length  of  the  bar,  that  is,  at  45*  to  the  principal  plane  of  the  analyser, 
and  so  will  be  able  to  pass  through. 

This  method  of  placing  a  body  between  crossed  Nicols,  and  seeing 
whether  any  light  is  then  able  to  traverse  the  analyser,  is  a  very 
delicate  method  of  testing  whether  a  transparent  body  is  in  a  state  of 
strain,  and  we  shall  see  that  under  certain  conditions  even  liquids  may 
become  doubly  refracting  due  to  strain. 

411.  Rotation  of  the  Plane  of  Polarisation.— If  two  Nicol's  prisms 
P  and  A  (Fig.  396)  are  placed  in  line,  the  one,  P,  to  act  as  a  polariser,  and 
the  other.  A,  to  act  as  an  analyser,  and  if  A  is  rotated  till  its  principal 
plane  is  at  right  angles  to  that  of 
P,  on  allowing  a  beam  of  parallel 
monochromatic  light  to  fall  on  P, 
none  of  this  light  will  pass  A,  for 
the  light  will  be  plane  polarised 
in  a  plane  at  right  angles  to  the 
principal  plane  of  P,  and  hence  ^ 

when  it  iialls  on  A  there  will  only  * 

be  an  ordinary  ray,  since  the  incident  light  is  polarised  in  the  principal 
plane  of  this  Nicol;  and  as  this  ray  is  stopped  by  total  reflection,  no  light 
will  be  transmitted  through  A.  If  now  a  plate  of  quartz,  Q,  cut  with 
the  faces  perpendicular  to  the  optic  axis,  is  placed  between  the  Nicols,  so 
that  the  light  traverses  the  plate  parallel  to  the  axis,  it  will  in  general  be 
found  that  some  light  is  now  transmitted  by  the  analysing  Nicol  A.  By 
rotating  the  analysing  Nicol  a  position  can,  however,  be  found  such  that 
no  light  is  again  transmitted,  and  rotating  the  quartz  plate  round  its  axis 
produces  no  change.  This  experiment  shows,  in  the  first  place,  that 
when  plane  polarised  light  is  passed  through  a  plate  of  quartz  parallel  to 
the  axis  it  remains  plane  polarised ;  and,  in  the  second  place,  that  the 
plane  in  which  the  light  is  polarised  is  rotated  by  the  passage  through 
the  quartz.  A  body,  such  as  quartz,  which  has  this  property  of  rotating 
the  plane  of  polarisation  of  plane  polarised  light,  is  said  to  be  optically 
active. 

The  amount  of  the  rotation  is  proportional  to  the  thickness  of  the 
substance  traversed  by  the  light,  and  varies  with  the  wave-length  of  the 
light  and  the  nature  and  temperature  of  the  substance.  While  some 
bodies  rotate  the  plane  of  polarisation  in  one  direction,  others  rotate  it  in 
the  reverse  direction.     If,  looking  in  the  direction  in  which  the  light  is 
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travelling,  the  plane  of  polarisation  is  rotated  in  the  same  direction  as 
that  in  which  the  hands  of  a  clock  appear  to  move  when  we  look  at  the 
face,  the  rotation  is  said  to  be  right-handed  or  positive ;  if  the  rotation 
takes  place  in  the  opposite  direction,  it  is  said  to  be  left-handed  or 
negative. 

The  rotation  in  some  samples  of  quartz  is  to  the  right,  and  in  others 
to  the  left,  the  amount  of  the  rotation  produced  by  equal  thicknesses 
l)eing  the  same  in  both  cases.  Some  liquids,  such  as  turpentine,  are  also 
optically  active,  as  well  as  solutions  of  some  substances  such  as  sugar 
and  quinine. 

The  rotation  varies  very  nearly  inversely  as  the  square  of  the  wave- 
length, so  that,  if  white  light  is  used,  when  the  analysing  Nicol  is  set  to 
extinguish  light  of  any  given  wave-length,  the  light  of  the  other  wave- 
lengths will  be  transmitted.  If  the  transmitted  light  is  examined  by 
means  of  a  spectroscope,  the  spectrum  will  be  seen  crossed  by  a  dark 
band  corresponding  to  the  position  of  the  light  which  has  been  inter- 
cepted by  the  analyser. 

In  the  case  of  a  solution  of  an  active  substance  in  an  inactive  solvent, 
the  rotation  is  proportional  to  the  quantity  of  the  substance  present  in 
the  solution.  If  a  is  the  rotation  produced  at  any  given  temperature  for 
light  of  a  given  colour  by  a  length  /,  expressed  in  decimetres^  of  a  solution 
containing  x  grams  of  the  active  substance  in  one  cubic  centimetre  of  the 
solution,  the  quantity  a\lx  is  called  the  specific  rotation  of  the  substance 
at  the  given  temperature  and  for  the  given-coloured  light. 

412.  Connection  between  Optical  Activity  and  Chemical  and 
Physical  Nature. — We  have  mentioned  in  the  previous  section  that 
some  samples  of  quartz  rotate  the  plane  of  polarisation  to  the  right  and 
some  to  the  left  It  is  found  that  this  difference  in  their  optical  be- 
haviour, exhibited  by  different  specimens  of  quartz,  is  connected  with  a 
difference  in  their  crystalline  form.  Thus  the  ordinary  form  of  a  quartz 
crystal  is  a  six-sided  prism  topped  by  a  six-sided  pyramid  The  alternate 
solid  angles  where  two  pyramid  faces  meet  two  faces  of  the  prism  are, 
however,  often  bevelled  off  by  small  secondary  faces  or  facets  which  are 
inclined  to  the  main  faces.  In  any  given  crystal,  these  facets  all  appear 
to  slope  towards  the  right  or  towards  the  left  when  the  crystal  is  held 
with  the  pyramid  uppermost.  When  they  slope  towards  the  right,  the 
specimen  rotates  the  plane  of  polarisation  to  the  right,  and  vice  versa* 
A  similar  result  was  obtained  by  Pasteur  with  reference  to  the  double 
racemate  of  sodium  and  ammonium. 

Of  amorphous  bodies  which  exhibit  optical  activity,  with  the  excep- 
tion of  one  or  two  very  little-known  compounds  containing  nitrogen,  it  is 
found  that  they  are  not  only  all  compounds  of  carbon,  but  that  in  every 
case  one  or  more  of  the  carbon  atoms  has  its  valency  satisfied  by  four 
different  atoms  or  radicals,  which  fact  is  generally  expressed  by  saying 
that  these  bodies  contain  one  or  more  asymmetrical  carbon  atoms. 
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There  also  exists  in  every  case  a  twin  substance,  or  isomer,  which  has 
the  same  composition  but  which  rotates  the  plane  of  polarisation  in  the 
opposite  direction.  If  the  substance  contains  only  one  asymmetrical 
carbon  atom,  the  rotation  produced  by  the  isomers  are  equal  and  oppo- 
site. Thus  in  the  case  of  tartaric  acid  there  is  a  dextro- tartaric  acid 
which  rotates  the  plane  of  polarisation  to  the  right,  and  a  levo-tartaric 
acid  which  rotates  it  to  the  left,  and  finally,  in  many  reactions  an  inactive 
tartaric  acid  is  produced.  Pasteur  has,  however,  shown  by  certain  pro- 
cesses which  only  affect  the  dextro  acid  and  not  the  levo,  that  this 
inactive,  acid  consists  of  an  equi-molecular  mixture  of  the  dextro  and 
levo  acids. 

418.  Use  of  Optical  Rotation  to  Estimate  Sugar— Sacchari- 
metry.—Cane  sugar  being  an  optically  active  substance,  if  we  measure 
the  rotation  produced  by  a  known  length  of  a  solution  of  this  substance, 
we  can  calculate  from  the  specific  rotation  the  quantity  of  sugar  contained 
in  the  solution. 

If  the  solution  contains  not  only  the  dextro-rotatory  cane  sugar  but 
also  the  levo-rotary  levulose,  after  determining  the  rotation  produced  by 
the  mixture,  the  cane  sugar  is  converted  into  levulose  by  acting  on  the 
solution  by  means  of  hydrochloric  acid,  and  then  the  rotation  is  again 
determined.  The  change  in  the  rotation  will  give  the  quantity  of  cane 
sugar  in  the  original  solution. 
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PART    I— MAGNETISM 

CHAPTER  I 
MAGNETS   AND   MAGNETIC   FIELDS 

414.  The  Loadstone.— It  was  known  to  the  ancients  that  certain 
ores  of  iron  possess  the  property  of  attracting  to  themselves  and  retain- 
ing small  particles  of  iron.  This  property  was  exhibited  in  a  marked 
degree  by  some  of  the  ores  which  came  from  a  place  in  Asia  Minor  called 
Magnesia,  and  hence  the  ores  which  exhibited  this  property  were  called 
magnetic  stones.  All  the  phenomena  connected  with  the  properties  of 
such  magnetic  stones,  or  magnets  as  they  are  now  called,  are  referred 
to  as  magnetic  phenomena,  and  the  branch  of  physics  dealing  with 
this  subject  is  called  magnetism.  The  loadstone  consists  of  equivalent 
proportions  of  the  two  oxides  of  iron,  FeO,  FegOg. 

If  a  natural  magnet,  as  a  loadstone  is  often  called,  be  dipped  in  iron 
filings,  the  filings  will  be  found  to  adhere  to  the  magnet  in  very  char- 
acteristic tufts ;  these  tufts  are  not  uniformly  distributed  over  the  surface, 
but  are  much  more  marked  at  some  parts  of  the  surface,  chiefly  projecting 
comers,  than  at  others. 

415.  Artificial  Masrnets.— In  addition  to  the  loadstone,  there  are 
other  bodies  which  exhibit  magnetic  properties ;  chief  among  these  are 
bars  of  hard  steel  which  have  been  treated  in  a  manner  which  we  shall 
consider  in  detail  in  a  subsequent  section.  Such  a  bar  of  steel  is  called 
an  artificial  magnet,  but  since  we  shall  be  dealing  with  artificial  magnets 
exclusively  we  shall  in  future  term  it  a  magnet,  and  when  it  is  dipped  in 
iron  filings  it  attracts  them  and  forms  tufts,  but  these  tufts  are  almost 
exclusively  confined  to  the  two  ends  of  the  bar.  The  ends  of  the  magnet 
where  the  power  of  attracting  iron  filings  seems  to  be  situated  are  called 
the  poles  of  the  magnet. 

Another  fundamental  property  of  a  magnet  which  also  was  known,  at 
any  rate  to  the  Chinese,  long  ago  is  that  when  a  magnet  is  suspended  or 
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pivoted  so  that  it  can  turn  freely  about  a  vertical  axis,  it  will  set  itself  in  a 
definite  direction,  which  is  very  nearly  parallel  to  the  meridian,  that  is, 
it  sets  itself  in  the  north  and  south  direction.  It  is  found  that  it  is  always 
the  same  end  of  any  given  magnet  that  points  towards  the  north  pole, 
and  hence  this  pole  of  the  magnet  is  called  the  north- seeking  pole,  or 
simply  the  north  pole,  while  the  other  pole  is  called  the  south-seeking 
pole,  or  south  pole.  The  fact  that  we  are  able  in  this  way  to  distinguish 
the  two  poles  of  a  magnet  shows  that  there  must  be  some  diflference 
between  the  two  poles. 

416.  Mafirnetic  Attraction  and  Repulsion.— If  a  magnet  is  sus- 
pended by  a  fine  thread,  or  pivoted  on  a  point,  so  that  it  can  turn  freely  in 
a  horizontal  plane,  then,  as  we  have  already  said,  it  will  set  itself  in  a  direc- 
tion which,  in  the  absence  of  any  disturbing  force  due  to  other  magnetic 
causes,  will  be  very  nearly  due  north  and  south.  If  under  these  circum- 
stances the  north  pole  of  another  magnet  is  brought  near  the  north  pole 
of  the  suspended  magnet,  this  latter  will  be  repelled.  If,  however,  the 
south  pole  of  the  magnet  is  brought  near  the  north  pole  of  the  suspended 
magnet,  this  pole  will  be  attracted.  In  this  way  we  may  verify  the  follow- 
ing general  law  :  Two  poles  of  similar  name  repel  one  another,  while  two 
poles  of  different  name  attract  one  another. 

This  gives  us  a  ready  means  of  ascertaining  which  pole  of  a  magnet 
is  the  north  pole  ;  for  we  have  only  to  bring  one  of  the  poles  near  the 
north  pole  of  a  suspended  or  pivoted  magnet,  such  as  a  compass-needle, 
when,  if  the  north  pole  of  the  compass-needle  is  repelled,  we  know  that 
the  pole  of  the  other  magnet  must  be  a  north  pole. 

417.  Permanent  and  Temporary  Magrnetism.— If  a  bar  of  soft 
iron  is  dipped  into  iron  filings,  or  is  suspended  so  as  to  be  able  to  rotate, 
it  will  neither  attract  the  filings  nor  will  it  set  itself  in  the  north  and 
south  direction,  in  fact  it  is  not  a  magnet.  If,  however,  a  magnet  is 
brought  near  one  end  of  the  bar  of  soft  iron  and  the  other  end  is  then 
dipped  in  iron  filings,  it  will  now  attract  the  filings,  forming  tufts  in  the 
same  way  as  a  magnet  does.  If  the  magnet  is  now  removed,  the  iron  at 
once  loses  its  power  of  attracting  the  filings.  We  thus  see  that,  in  addition 
to  the  permanent  magnetism  exhibited  by  a  steel  magnet,  we  have  tem- 
porary magnetism  induced  in  a  bar  of  soft  iron  when  it  is  in  the  neighbour- 
hood of  a  magnet.  Other  substances  besides  soft  iron  possess  the  property 
of  acquiring  temporary  magnetism,  though  to  a  much  smaller  degree  than 
in  the  case  of  iron.  Such  a  body  is  called  a  magnetic  body^  while  a  body, 
such  as  a  piece  of  hard  steel,  which  is  permanently  magnetised  is  called  a 
magnet. 

If  an  unmagnetised  piece  of  steel  is  brought  near  a  magnet  it  will 
become  magnetised,  as  did  the  piece  of  soft  iron  under  the  same  condi- 
tions ;  on  the  removal  of  the  magnet  the  steel  will,  however,  not  lose  its 
magnetism  but  will  have  become  a  permanent  magnet.  This  difference 
between  the  behaviour  of  steel  and  soft  iron  is  referred  to  as  being  due  to 
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the  superior  coercive  power  of  the  steel.  We  shall  return  to  this  subject 
in  a  future  section. 

Magnets  are  made  in  many  ditferent  shapes,  according  to  the  purpose 
for  which  they  are  intended.  The  two  commonest  shapes  are  a  straight 
bar  of  which  the  section  is  either  a  rectangle  or  a  circle,  such  a  magnet 
being  called  a  bar  magnet,  while  the  other  form  would  be  derived  from  a 
bar  magnet  by  bending  it  round  in  the  form  of  a  horse-shoe,  so  that  the 
north  and  south  poles  are  brought  near  together  ;  such  a  magnet  is  called 
a  horse-shoe  magnet.  Other  special  forms  of  magnets  we  shall  consider 
when  dealing  with  the  instruments  in  which  they  are  used. 

418.  Magnetie  Lines  of  Force.—We  have  seen  that  a  magnet  is 
capable  of  exerting  a  force  on  another  magnet,  even  when  they  are 
separated  by  some  distance,  so  that  the  space  surrounding  a  magnet 
possesses  some  properties,  due  to  the  presence  of  the  magnet,  which  it 
does  not  possess  when  the  magnet  is  not  present.  We  therefore  say  that 
a  magnet  is  surrounded  by  a  magnetic  field  of  force,  for  in  the  space 
considered  magnetic  forces  are  brought  into  play. 

If  a  small  compass-needle  is  brought  within  the  field  of  force  of  a 
magnet  it  will  set  itself  at  each  point  in  a  definite  direction.  If  lines  are 
drawn  so  that  they  are  everywhere  in  the  direction  in  which  a  compass- 
needle  would  set  itself  under  the  influence  of  the  magnet,  these  curves  are 
called  the  lines  of  force  of  the  field  of  force  of  the  magnet,  or,  more 
shortly,  the  lines  of  force  of  the  magnet. 

When  a  small  pivoted  compass-needle  is  placed  in  the  neighbourhood 
of  a  magnet  both  its  poles  will  be  acted  on  by  the  two  poles  of  the 
magnet.  Thus  the  north  pole  of  the  needle  will  be  attracted  by  the  south 
pole  of  the  magnet  and  repelled  by  the  north  pole,  while  the  south  pole  of 
the  needle  will  be  attracted  by  the  north  pole  of  the  magnet  and  repelled 
by  the  south  pole.  The  needle  will  therefore  set  itself  in  such  a  direction 
that  these  four  forces  will  have  no  resultant  moment  round  the  pivot  about 
which  the  needle  can  turn.  Hence  the  resultant  of  all  four  forces  must 
have  no  moment  round  the  pivot  (§  73). 

Let  NS  (Fig.  397)  be  the  magnet  and  sn  the  needle  in  its  position  of 
equilibrium  under  the  nfiuence  of  NS.  Then  the  forces  acting  on  the 
needle  are  along  ja,  jb,  //c,  «d.  If  the  length  of  the  needle  is  sufficiently 
small  the  two  forces  .rA  and  »C  are  parallel  and  equal  and  opposite,  for 
the  points  n  and  s  may  be  taken  as  at  the  same  distance  from  N.  In  the 
same  way  the  two  forces  jB  and  «D  are  equal  and  opposite.  Hence  the 
resultant  jr  is  parallel  to  the  resultant  wr'.  Therefore  if  these  two 
resultants  are  not  to  have  a  couple  about  the  pivot  of  the  needle  K,  they 
must  both  act  in  a  direction  passing  through  K,  that  is,  the  line  joining  the 
poles  of  the  needle  must  be  parallel  to  the  resultant  force  acting  on  a 
magnetic  pole  placed  at  the  point  K.  Hence  the  direction  of  the  line  of 
force  at  any  point  represents  the  direction  of  the  resultant  magnetic  force 
due  to  the  action  of  the  two  poles  of  the  magnet 


Digitized  by 


Google 


§4i8l 


Magnetic  Lines  of  Force 


599 


The  form  of  the  lines  of  force  can  be  most  easily  obtained  by  making 
use  of  the  magnetism  induced  in  iron  filings  when  they  are  placed  near 
the  magnet,  for  each  filing  becomes  magnetised  and  tends  to  set  itself 
parallel  to  the  lines  of  force.     Hence  if  iron  filings  are  scattered  over  a 


Fig. 


397- 


sheet  of  smooth  paper  or  glass  laid  over  the  magnet,  and  then  the  paper 
or  glass  is  lightly  tapped,  so  as  to  facilitate  the  turning  of  the  filings  into 
the  position  in  which  their  length  is  parallel  to  the  lines  of  force,  the  form 
of  these  latter  can  at  once  be  obtained.     The  curves  shown  in  Fig.  398, 


Fig.  398.    . 

which  represent  the  lines  of  force  of  a  bar  magnet,  have  been  obtained  in 
this  way. 

Since  a  force  must  have  not  only  direction  but  also  sense,  we  have  to 
adopt  some  convention  as  to  the  sense  in  which  the  lines  of  force  are 
taken  to  act,  for  while  a  north  pole  would  be  acted  on  by  a  force  tending 
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to  move  it  along  a  line  of  force  in  one  direction,  a  south  pole  would  be 
acted  on  by  a  force  in  the  opposite  direction.  We  shall  take  the  direc- 
tion in  which  the  force  would  tend  to  move  a  north  pole  to  be  the  positive 


Fig.  399. 

direction  of  the  line  of  force,  so  that  the  lines  of  force  unll  run  from  the 
north  pole  of  the  magnet  to  the  south. 

Each  line  of  force  will  therefore  start  from  a  north  pole  and  end  at  a 
south  pole.  If  now  the  lines  of  force  between  a  north  pole  of  one  magnet 
and  the  south  pole  of  another  are  obtained  it  will  be  found  they  have  the 
general  form  shown  in  Fig.  399.     Here  it  will  be  seen  that  some  of  the 


Fic.  400. 

lines  of  force  run  from  the  north  pole  of  one  magnet  to  the  south  pole  of 
the  other.  Hence  if  the  lines  of  force  were  physical  realities,  and  there 
existed  a  tension  along  each  line,  the  two  poles  in  Fig.  399  would  be 
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drawn  together  by  this  tension.  The  attraction  between  two  unlike  poles 
can  therefore  be  referred  to  the  existence  of  a  tension  existing  along  the 
lines  of  force.  Since  in  the  case  of  a  single  magnet  the  lines  of  force  do 
not  all  stretch  straight  from  one  pole  to  the  other,  but  are  spread  out,  we 
must  further  suppose  that  each  line  of  force  exerts  a  repellent  force  on  the 
neighbouring  lines  of  force. 

In  the  case  when  the  two  poles  are  of  the  same  kind,  the  lines  of  force 
have  the  form  shown  in  Fig.  400,  and  the  repulsive  force  exerted  by  the 
lines  of  force  one  on  the  other  tends  to  force  the  two  poles  apart,  thus 
producing  the  repulsion  that  takes  place  between  two  poles  of  the 
same  kind. 

419.  Fields  of  Masrnetic  Force.— The  region  of  space  surrounding 
a  magnet  in  which  magnetic  phenomena  are  exhibited  is  called  a 
magnetic  field,  the  lines  of  force  showing  the  direction  in  which  the 
magnetic  forces  act.  The  fact  that  a  suspended  or  pivoted  magnetic 
needle,  even  when  no  magnet  is  in  the  neighbourhood,  sets  itself  in 
a  definite  direction,  shows  that  the  space  on  the  surface  of  the  earth 
must  be  a  magnetic  field,  and  we  shall  find  later  on  that  there  are 
other  ways  of  producing  magnetic  fields  besides  placing  a  magnet  in 
the  neighbourhood. 

A  magnetic  field  in  which  the  lines  of  force  are  all  parallel  is  called 
a  uniform  field  of  force.     In  the  absence  of  magnets  or  of  magnetic 
bodies  the  field  due  to 
the  earth's  magnetism  is, 
over  any  moderate  area, 
practically  uniform. 

If  a  magnet  is  placed 
in  a  uniform  field,  the 
lines  of  force  of  the  field 
will  be  distorted  by  the 
lines  of  force  of  the 
magnet  in  such  a  way 
that  they  are  everj'where 
parallel  to  the  direction 
of  the  resultant  mag- 
netic force  due  to  the 
original  field  and  to  the 
magnet. 

In  Fig.  401  the  direc- 
tions of  the  lines  offeree  due  to  the  disturbance  of  a  uniform  field  by  the 
magnet  NS  are  shown,  the  arrow  representing  the  direction  of  the  lines 
of  force  in  the  undisturbed  field.  It  will  be  observed  how  some  of  the 
lines  of  force  due  to  the  field  enter  the  south  pole  of  the  magnet,  while 
some  of  the  lines  of  force  which  leave  the  north  pole  of  the  magnet  do 
not  return  to  the  south  pole,  but  pass  oflT  to  replace  the  lines  of  the 


Fig.  401. 
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Fig.  402. 


external  field  which  have  been  absorbed  by  the  magnet.  The  tension  of 
the  lines  of  force  which,  while  they  begin  or  end  in  the  magnet,  pass  off 
to  the  field,  will  tend  to  turn  the  magnet  in  the  anti-clockwise  direction. 
Also,  the  repulsion  between  the  lines  of  force  of  the  magnet  and  of  the 
field  in  the  regions  such  as  Oy  dy  will  tend  to  turn  the  magnet  in  the 

same  direction.  Hence 
it  can  be  seen  how  it  is 
that  a  magnet  tends  to 
set  itself  with  the  axis, 
that  is,  the  line  joining 
the  two  poles,  parallel 
to  the  lines  of  force  of 
the  magnetic  field  in 
which  it  is  placed.  The 
turning  effect  produced 
by  one  magnet  on  an- 
other is  also  illustrated 
in  Fig.  402.  Some  of 
the  lines  of  force  which 
leave  the  north  pole  of 
the  magnet  NS  enter 
the  south  pole  of  the  magnet  nSy  while  some  of  those  which  leave  the 
pole  //  enter  the  pole  s,  and  the  tension  along  these  lines  tends  to  turn 
the  magnets  into  the  position  in  which  their  axes  are  parallel  and  their 
poles  are  pointing  in  opposite  directions.     If,  instead  of  a  magnet,  we 

place  a  cylinder  of  soft  iron 
in  a  uniform  magnetic  field, 
the  lines  of  force  will  crowd 
together,  entering  the  iron  at 
one  end  and  leaving  it  at  the 
other  end  in  the  manner 
shown  in  Fig.  403. 

Since  the  point  where  the 
lines  of  force  enter  a  magnetic 
body  is  a  south  pole,  while 
the  point  where  the  lines  leave 
it  is  a  north  pole,  it  is  evident 
that  the  end  n  of  the  iron 
cylinder  becomes,  under  the  influence  of  the  field,  a  north  pole,  while  the 
end  s  becomes  a  south  pole. 

It  would  thus  appear  that  the  lijies  of  force  of  the  field  prefer  passing 
through  the  iron  to  passing  through  the  surrounding  air,  for  they  crowd 
into  the  iron.  This  crowding  of  the  lines  of  force  into  the  iron  is  also 
illustrated  in  Fig.  404,  which  represents  the  lines  of  force  of  a  uniform 
field  disturbed  by  a  hollow  iron  cylinder.     It  will  be  noticed  that  the 


Fig.  403. 


Digitized  by  LjOOQIC 


§42o] 


Molecular  Magnets 


603 


filings  within  the  cylinder  are  not  oriented  in  any  definite  directions. 
This  indicates  that  none  of  the  lines  of  force  cross  the  air  within  the 
cylinder,  so  that  the  soft  iron 
has  shielded  the  space  within 
from  the  effects  of  the  mag- 
netic field. 

420.  Molecular  Mag- 
nets.— If  a  long  thin  bar 
magnet  is  tested  by  plunging 
it  in  iron  filings,  these  will  be 
found  to  attach  themselves 
almost  exclusively  at  the  ends 
or  poles.  Also,  if  the  direc- 
tions of  the  lines  of  force  for 
the  magnet  are  drawn,  it  will 
be  found  that  almost  all  the 
lines  of  force  leave  the  mag- 
net near  one  end  and  enter 
it  near  the  other.  If  now 
the  magnet  is  broken  in  two 

parts  and  each  of  these  is  again  tested,  it  will  be  found  that  each  is  a 
perfect  magnet,  having  a  north  and  a  south  pole.  Hence,  although  the 
part  of  the  bar  which  was  originally  a  north  pole  is  one  still,  the  other 
end  of  the  half  bar,  which  in  the  whole  magnet  did  not  exhibit  the 
properties  of  a  pole,  is  now  a  south  pole,  while  the  portion  of  the  other 
half,  which  in  the  whole  magnet  was  not  a  pole,  is  now  a  north  pole. 

If  now  the  broken  magnet  is  put  together  in  the  position  which  it 
occupied  before  it  was  broken  and  is  again  tested  with  filings,  and  the 
lines  of  force  are  drawn,  it  will  be  found  that  again  the  centre  hardly 
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Fig.  405. 


exhibits  any  signs  of  poles,  that  is,  the  filings  will  not  adhere  to  any 
great  extent  at  the  centre,  nor  wHl  the  lines  of  force  enter  or  leave  the 
reunited  magnet  at  the  centre.  The  reason  for  this  is  evidently  that  the 
effects  of  the  north  pole  which  exists  at  one  side  of  the  break  is  neutra- 
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lised  by  the  south  pole  which  exists  at  the  other  side,  all  the  lines  of 
force  which  leave  the  north  pole  entering  the  neighbouring  south  pole, 
and  none  straying  out  into  the  surrounding  air.  If  each  of  the  halves  is 
again  broken  into  two,  it  will  be  found  in  the  same  way  that  they  are  each 
a  complete  magnet,  with  a  north  and  a  south  pole.  In  Fig.  405  is  given 
the  iron  filing  picture  of  the  lines  of  force  of  a  magnet  which  has  been 
broken  into  four  pieces,  the  pieces  having  been  placed  at  a  little  distance 

from  one  another.  Fig. 
406  gives  the  correspond- 
ing picture  in  the  case 
when  the  pieces  are 
placed  close  together. 
Proceeding  in  this  way, 
it  is  found  that  however 
small  the  subdivisions 
into  which  the  magnet 
is  broken,  the  parts  are 
each  a  complete  magnet, 
having  a  north  and  a 
south  pole.  Hence  we 
are  led  to  the  idea  of 
molecular  magnets,  that  is,  that  the  molecules  of  a  substance  such  as 
steel  are  all  small  magnets.  In  the  unmagnetised  state  we  may  suppose 
that  the  molecular  magnets  have  their  axes  pointing  in  all  directions, 
so  that  the  north  pole  of  one  is  neutralised  by  the  south  pole  of  one  of 
the  neighbouring  molecules.     Fig.  407  represents  the  filing  figure  for  a 


Fig.  406. 


Fig.  407. 

number  of  small  magnets  arranged  with  their  axes  turned  in  all  direc- 
tions, and  it  will  be  observed  that  the  filings  surrounding  the  magnets 
are  very  little  affected.     In  a  magnetised  bar  of  steel,  however,  a  greater 
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proportion   of  the  small  magnets  are  turned  with  their  north  poles , 
pointing  in  one  direction,  and  the  greater  the  proportion  of  the  molecular 
magnets  which  are  turned  in  this  direction,  the  stronger  is  the  magneti- 
sation of  the  bar.      This  is 
illustrated  in  Fig.  408,  which 
gives  the   filing   picture  for 
the  same  magnets  as  in  Fig. 
407,   but    now  they  are   all 
arranged     with     their     axes 
pointing  in  one  direction. 

The  fact  that  in  a  magnet 
the  magnetic  force  is  re- 
stricted to  near  the  ends  or 
poles  is  easily  explained  on 
this  hypothesis,  for  in  the 
case  of  the  molecular  mag- 
nets in  a  magnetised  bar  it  is  evident  that,  except  at  the  ends  of  the  bar, 
the  north  pole  of  each  small  magnet  will  be  very  near  the  south  pole  of 
the  next  magnet,  and  hence  these  two  will  neutralise  each  other's  effects 
on  all  external  points.  At  the  two  ends,  however,  this  neutralisation  will 
not  occur,  and  at  one  end  the  north  poles  will  combine  to  form  the  north 
pole  of  the  magnet,  and  at  the  other  end  the  south  poles  will  combine  to 
form  the  south  pole. 

If  further  we  suppose  that,  in  the  case  of  steel,  the  molecular  magnets 
having  been  once  set  in  one  direction  they  will  remain  in  this  direction, 
while  in  the  case  of  soft  iron,  although  under  the  influence  of  a  magne- 
tising force,  the  molecular  magnets  can  be  turned  so  that  they  lie  in  one 
direction,  yet  when  the  magnetising  force  is  removed,  the  molecular 
magnets  do  not  remain  in  their  regular  arrangement,  but  again  turn  in 
all  directions,  the  difference  in  the  behaviour  of  steel  and  iron  can  at 
once  be  accounted  for.  We  shall  in  a  subsequent  section  return  to  this 
subject,  and  show  how  this  hypothesis  of  molecular  magnets  is  capable 
of  explaining  the  magnetisation  of  iron,  even  when  considered  in 
greater  detail. 

421.  Coulomb's  Law. — Although,  as  we  have  seen  when  considering 
the  effects  of  breaking  a  magnet  in  bits,  we  are  unable  to  obtain  either 
a  north  pole  or  a  south  pole  alone,  yet,  if  we  have  a  very  long  magnet, 
in  the  space  surrounding  one  of  the  poles  the  magnetic  forces  are  practi- 
cally due  to  that  pole  alone,  for  the  other  pole  is  at  such  a  great  distance 
that  it  produces  practically  no  effect.  Hence  we  can  in  this  way  get 
what  is  practically  a  single  pole,  and  it  is  very  convenient  in  considering 
the  subject  to  speak  of  a  single  pole,  and  of  the  forces  which  act  on  such 
a  single  pole. 

Coulomb  examined  the  laws  governing  the  attraction  and  repulsion 
between  magnetic  poles  by  suspending  a  long  thin  magnet  by  means  of 
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a  wire,  the  upper  end  being  attached  to  a  divided  head,  so  that  the  angle 
through  which  the  top  of  the  wire  was  turned  could  be  read  off.  A 
second  long  thin  magnet  was  placed  with  its  axis  vertical,  and  one  of  its 
poles  in  the  same  horizontal  plane  as  the  suspended  magnet.  The  force 
with  which  the  pole  of  the  fixed  magnet  repels  or  attracts  one  of  the 
poles  of  the  suspended  magnet,  when  at  different  distances,  was  measured 
by  finding  the  angle  through  which  the  torsion  head  had  to  be  turned  to 
keep  the  poles  at  the  given  distance  apart  (see  §§  109,  174). 

From  the  results  of  this  series  of  experiments,  carried  on  by 
means  of  the  torsion  balance.  Coulomb  found  that  the  force  exerted 
between  two  poles  was  proportional  to  the  product  of  the  strengths  of  the 
poles,  and  inversely  proportional  to  the  square  of  the  distance  between 
the  poles.  We  shall  see  later  that  the  force  also  depends  on  the  nature 
of  the  medium  between  the  poles,  if,  however,  we  suppose  the  intervening 
medium  always  to  be  air,  then  the  force  F,  exerted  between  two  poles  of 
strength  tn  and  m\  is,  according  to  Coulomb's  law,  given  by  the  equation 

where  r  is  the  distance  between  the  poles,  and  >&  is  a  constant. 

422,  The  Unit  Magnetic  Pole.— Coulomb's  law  gives  us  a  means 
not  only  of  measuring  the  strength  of  magnetic  poles,  but  also  of  defining 
the  unit  pole.  If  we  take  two  poles  of  the  same  strength  w,  and  place 
them  at  unit  distance  apart  in  air,  then  the  force  exerted  between  Ihem 
will  be  given  by  F—m^k.  If  further  we  choose  m  in  such  a  way  that  the 
repulsion  between  the  two  poles  is  the  unit  of  force,  we  have  m^k=\. 
If  we  define  our  unit  pole  as  such  that  when  two  unit  poles  are  placed 
at  a  distance  apart  of  one  centimetre  in  air  they  repel  each  other  with 
the  force  of  one  dyne,  then  k  will  be  equal  to  i,  and  Coulomb's  law  may 
be  expressed  symbolically  by  the  equation 

mm' 

423.  Magnetic  Moment.— Although  it  is  convenient  for  the  theo- 
retical discussion  of  the  subject  to  speak  of  a  single  magnetic  pole,  yet 
in  practice  such  a  thing  does  not  exist,  and  as  the  forces  in  play  between 
two  magnetic  poles  can  only  be  measured  by  determining  the  force  acting 
on  a  magnet,  which  must  of  necessity  possess  both  a  north  and  a  south 
pole,  it  is  convenient  to  have  some  quantity  which  shall  include  the  effect 
of  the  two  poles.  Such  a  quantity  is  the  product  of  the  strength  of  either 
pole  of  the  magnet  into  the  distance  between  the  poles,  and  is  called  the 
moment  of  the  magnet.  The  reason  why  this  quantity  is  of  importance 
will  be  at  once  apparent  if  we  consider  that  since  the  two  poles  of  a 
magnet  always  act  in  opposition,  the  greater  will  be  the  combined  effect 
the  greater  the  distance  between  them,  for  then  the  magnetic  effect  of 
one  pole  will  be  less  neutralised  by  that  due  to  the  other. 
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424w  Strength  of  a  Magnetic  Field.->Now  that  we  have  defined 
the  unit  magnetic  pole,  we  are  in  a  position  to  define  the  strength  of  the 
unit  magnetic  field.  The  strength  of  a  magnetic  field  is  the  force  with 
which  a  unit  pole  would  be  acted  upon  by  the  field  when  placed  at  the 
given  point.  Thus  if  the  strength  of  a  magnetic  field  at  a  given  point  is 
//,  a  unit  north  pole  when  placed  at  the  point  will  be  acted  upon  by  a 
force  of  H  dynes  in  the  direction  of  the  lines  of  force  at  the  point.  If 
the  strength  of  the  pole  is  /«,  then  it  will  be  acted  on  by  a  force  of  ///// 
dynes  in  the  direction  of  the  lines  of  force. 

425.  Couple  Actingr  on  a  Magnet  in  a  Magnetic  Field.-  Sup- 
pose that  a  magnet  NS  (Fig.  409)  is  placed  in  a  uniform  fiefd,  that  is,  a 
field  in  which  the  lines  of  force  are  everywhere 
parallel,  and  of  which  the  strength  (//)  is  every- 
where the  same.  If  y'oy  is  the  direction  of  the 
field,  the  magnet  will  be  acted  upon  by  a  couple 
tending  to  turn  it  round  in  the  clockwise  direc- 
tion. If  the  strength  of  each  pole  of  the  magnet 
is  »f,  the  pole  N  will  be  acted  upon  by  a  force 

mYi  in  the  direction  NH.  The  moment  of  this 
force  about  the  point  O  is  ;wH.NL,  where  NL  is 
the  perpendicular  from  N  to  the  line  YOY'.  In 
the  same  way  the  force  acting  on  the  south 
pole,  S,  will  be  equal  to  a  force  of  mYi  in  the 

direction  sh',  and  the  turning  moment  of  this 
force  about  the  point  o  will  be  equal  to  WH.SK. 
Since  O  is  the  centre  of  the  magnet,  on  is  equal 
to  OS,  and  the  angle  NOL  is  equal  to  the  angle 
SOK,  and  therefore  NL  is  equal  to  KS. 

Since  the  forces  NH  and  sh'  are  equal  and  opposite  parallel  forces,  they 
constitute  a  couple  (§  70),  and  the  turning  moment  of  this  couple  is  eqqal 
to  the  product  of  one  of  the  forces  into  the  perpendicular  distance  between 
the  lines  of  action  of  the  parallel  forces.  Hence  the  turning  moment  is 
equal  to  »i//(nl  +  KS).  Now  if  Q  is  the  angle,  NOL,  between  the  axis  of 
the  "magnet  and  the  direction  of  the  field,  and  /  is  the  length  of  the 
magnet,  so  that  no  is  equal  to  //2,  we  have 

NL=6n  sin  ^=//2.sin  Q, 

In  the  same  way,  KS  =  0S  sin  ^=//2.sin  d.    Hence  (nl-Hks)  is  equal  to 
/  sin  d.    Thus  the  turning  moment  exerted  by  the  field  on  the  magnet  is 

mHl  sin  0. 

But  the  product  of  the  strength  of  one  pole  of  a  magnet  into  the  distance 
between  the  poles  is  the  magnetic  moment  of  the  magnet.     Hence,  MM 
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is  the  magnetic  moment  of  the  magnet,  M=ml^  and  the  turning  couple 
due  to  the  action  of  the  field  on  the  magnet  is  MH  sin  0» 

The  above  expression  will  allow  us  to  measure  either  M  or  //",  if  we 
know  the  other  and  can  measure  the  couple  acting  on  the  magnet  when 
it  is  turned  so  that  its  axis  makes  a  known  angle,  ^,  with  the  direction  of 
the  field. 

Since  the  forces  acting  on  the  two  poles  of  a  magnet  when  it  is  placed 
in  a  uniform  field  constitute  a  couple,  they  have  no  resultant  tending  to 
produce  a  motion  of  translation  in  the  magnet.  This  is  proved  ex- 
perimentally by  floating  a  magnet  on  a  disc  of  cork,  when  the  magnet 
turns  and  sets  itself  approximately  north  and  south,  but  does  not  move 
off  in  any  direction. 

426.  Couple  due  to  the  Action  of  one  Magrnet  on  another.— 
Let  m  (Fig.  410)  be  a  small  magnet  placed  with  its  centre  on  the  pro- 
longation of  the  axis  of  another  magnet,  NS,  so  that  the  axes  of  the  two 
magnets  are  at  right  angles  to  one  another.    Then  the  north  pole  N  of 


Fig.  410. 


the  one  magnet  will  repel  the  north  pole  n  of  the  other  and  attract  the 
south  pole  J,  while  the  south  pole  of  the  first  magnet  will  attract  n  and 
repel  s ;  but  since  the  pole  N  is  nearer  than  the  pole  S,  the  resultant 
action  of  the  two  will  be  a  force  acting  on  «j,  tending  to  turn  it  in  the 
anti-clockwise  direction.  Let  m  be  the  strength  of  one  of  the  poles  of 
NS,  and  m'  the  strength  of  one  of  the  poles  of  ns^  and  let  2/  be  the  length 
of  ns  and  2L  that  of  NS.    Then  the  repulsion  between  N  and  n  is  equal  to 

-    g ,  where  r^  is  the  distance  from  N  to  n.    The  turning  moment  of  this 

force  about  the  point  O  will  be  equal  to  -    j-  x  of,  where  OF  is  drawn 

perpendicular  to  N«.  But  if  the  distance,  OP,  between  the  centres  of  the 
two  magnets  is  called  /?,  since  the  triangles  nOF  and  »ON  are  similar, 

i=22.    Hence 

on    Kft  —_{D-L.)l_      {D-Ly 

So  that  the  turning  moment  is 
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The  turning  moment  due  to  the  action  of  N  on  j  will  be  the  same  as  that 
due  to  N  on  n.    Thus  the  total  turning  moment  due  to  the  pole  N  will  be 

2mn^D-L) 

In  the  same  way  the  turning  moment  due  to  the  pole  s  will  be  obtained 
by  writing  D-\-L  for  D-L  in  the  above  expression^  and  since  this 
moment  acts  in  the  opposite  direction  to  that  due  to  the  pole  N,  the  total 
turning  moment  due  to  the  two  poles  will  be 

imm'l{D-L)      2mm'l{D^L) 
{/•-«  +  (Z?  -  Ly]\ "  {/2  +  (D  +  Z)2}r 

If  the  length  of  the  magnet  ns  is  so  small,  compared  with  the  distance  />, 

that  the  term  P  can  be  neglected  in  comparison  with  (D-L)^,  the  above 

expression  reduces  to 

2mmt        itnml 


_  2mm%{D^Lf^{D^LY} 

Smm'lDL 

If,  further,  the  distance  between  the  two  magnets  is  so  great  compared 
with  the  length  of  either  that  we  may  also  neglect  Z*  compared  to  Z?*, 
the  expression  for  the  turning  moment  acting  on  the  needle  ns  reduces  to 

Now  2mL  is  the  magnetic  moment,  M,  of  the  magnet  ns,  while  2w7 

is  the  magnetic  moment,  J/',  of  the  magnet  ns.     Hence  the  turning 

moment  may  be  written  ,  ^ ,  ^, 

2MM* 

/>3   • 

Next,  suppose  that  the  needle  ns^  instead  of  being  placed  with  its  axis 
perpendicular  to  the  axis  of  ns,  is  placed  so  that  its  axis  makes  an  angle 
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/ 

c 

Fig.  411. 

B  with  the  line  drawn  through  its  centre  perpendicular  to  the  axis  of  NS 
(Fig.  411).  If  we  suppose  that  the  magnets  are  both  small  compared  to 
the  distance  between  them,  the  turning  moment  will  be  less  than  before 

2  Q 
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in  the  ratio  of  i  to  cos  d.  For  we  have  now  practically  to  do  with  a  needle 
of  which  the  strength  of  the  poles,  m\  is  the  same  as  before,  but  the 
distance  between  the  poles  is  now  equal  to  eg,  where  E  and  G  are  the 
feet  of  the  perpendiculars  drawn  from  n  and  s  on  the  line  which  passes 
through  O,  and  is  perpendicular  to  the  axis  of  the  magnet  NS.  But 
OE=0«. cos  ^,  hence  the  moment  of  this  imaginary  magnet  is  M*  cos  Q, 
Thus  the  lurningf  moment  due  to  NS  is  now  equal  to 

2  MM'  cos  0 

This  position  of  two  magnets,  in  which  the  axis  of  one  is  at  right 
angles,  or  at  any  rate  very  nearly  at  right  angles  to  the  axis  of  the  other, 
is  called  the  "  A  tangential  position  of  Gauss." 

The  above  formula  shows  that  when  ^  is  a  right  angle,  so  that  the 
axes  of  the  two  magnets  lie  in  the  same  straight  line,  cos  0  being  zero, 
there  will  be  no  turning  couple  due  to  the  action  of  one  magnet  on  the 
other ;  this  is  also  evident  from  a  consideration  of  the  direction  of  the 

lines    of  force    of    the 
1^  magnet  NS,  which  at  O 
are  parallel  to  the  axis 
of  NS. 

We  have  now  to  con- 
sider the  case  when  the 
magnet,  NS,  is  placed 
with  its  centre  on  the  pro- 
longation of  the  axis  of 
ns  and  at  right  angles  to 
Fig.  41a.  this  line  as  shown  in  Fig. 

412.    This  is  called  the 
"  B  tangential  position  of  Gauss."     Using  the  same  notation  as  before, 

the  force  exerted  by  N  on  j  is  equal  to  —^  along  jn.     The  turning 

moment  of  this  force  about  o  is  -vjj  -  x   of.     Since  the  triangles  OTs  and 

.  OF      NP  __     /L 

NPJ  are  similar,  —  =  t=:  ;  or  of=  -.    But 
OS      NJ  ^ 

r2= A7*H/^^•-^=A>?2+(o/>-  Osf 

Hence  the  turning  moment  due  to  the  action  of  N  on  j  is 

mm*/L 

This  will  also  express  the  turning  moment  due  to  the  action  of  S  on  j, 
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while  the  moments  due  to  the  action  of  N  and  s  on  /»  are  obtained  by 
changing  D-/  into  D+/  in  this  expression.  In  this  case,  however,  it 
will  be  at  once  seen  that  the  turning  moments  due  to  the  action  of  the 
poles  N  and  s  on  the  two  poles  n  and  s  of  the  needle  are  in  the  same 
direction.     Hence  the  total  turning  moment  is 

7.mm'lL  7.mm'lL 

MM'  MM' 


or 


2{Z2 + {V  -  /)-'}i  '^2{L^+{D+ i))r 


If  now  we  proceed  to  take  the  needle  short  in  comparison  to  the 
distance,  D,  between  the  magnets,  this  expression  reduces  to 

_MAr 

While  if  L*  may  also  be  neglected  compared  with  D*,  the  turning 
moment  reduces  to 

MM 

As  before,  if  the  axis  of  the  needle,  ns,  makes  an  angle  6  with  the  line 
OP,  the  turning  couple  will  be 

-^cos^. 

Again,  this  is  zero  when  ^=90*,  i.e.  when  the  two  magnets  are  parallel, 
and  as  the  lines  of  force  of  the  magnet  NS  at  the  point  o  are  parallel  to 
the  axis  of  NS,  this  is  as  it  ought  to  be. 

These  expressions  may  be  used  to  test  the  correctness  of  Coulomb's 
law,  which  we  have  employed  in  obtaining  them,  for  if  the  needle  ns  is 
suspended  by  a  wire  or  by  a  bifilar  suspension  (§  1 19),  then  by  turning  the 
upper  end  of  the  wire,  or  of  the  bifilars,  till  the  axis  of  the  magnet  fts 
comes  into  the  position  considered,  we  can,  as  has  been  explained  in  §  109, 
measure  the  couple  which  is  acting  on  ns  when  the  magnets  are  at  a 
given  distance,  D,  apart.  Then  by  varying  D  we  can  test  whether  the 
couple  varies  inversely  as  d'.  We  may  also  see  if,  for  a  given  value  of  D, 
the  couple,  when  the  magnets  are  in  the  A  position,  is  twice  as  great  as 
the  couple  when  they  are  in  the  B  position. 

Also  by  using  two  magnets,  of  which  the  moments  are  M  and  m",  we 
may  measure  the  couple  they  exert  when  used  separately  at  a  distance  D. 
We  may  then  use  them  both  simultaneously,  placed  at  the  distance  D,  one 
on  either  side  of  the  needle,  and  show  that  the  couples  produced  when 
they  act  so  as  to  oppose  each  other,  and  also  when  they  act  to  assist  each 
other,  and  the  couples  which  they  each  produce  separately  are  in  the  ratio 
of  M  -  m"  ;  M  +  M"  :  M  :  M". 
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This  method  of  testing  the  truth  of  Coulomb's  law  can  be  made  more 

accurate  than  can  the  method  with  the  torsion  balance,  where  the  effect 

of  the  one  pole  is  often  modified  by  that  of  the  other. 

\     427*.  Time  of  Vibration  of  a  Magnet  when  Suspended  In  a 

Magnetic  Field.— We  have  seen  in  §  425  that  if  a  magnet  NS  (Fig.  413) 

of  which  the  moment  is  if/,  is  suspended  in  a  magnetic 

I         field  of  strength  H,  and  if  the  axis  of  the  magnet  makes 

an  angle  0  with  the  direction  ab  of  the  field,  the  couple 
acting  on  the  magnet,   and  tending  to  turn  it  into  the 

direction  AB,  is  MH  sin  6.  Thus  if  the  magnet  lies  with 
its  axis  parallel  to  the  direction  of  the  field,  and  with  its 
north  pole  pointing  in  the  positive  direction,  it  will  be  in 
stable  equilibrium,  and  when  it  is  displaced  from  this 
position  through  an  angle  ft  the  couple  tending  to  re- 
store it  to  its  undisturbed  position  will  be  MH  sin  6, 
Hence  if  the  magnet  is  displaced  and  then  set  free,  it 
will,  under  the  influence  of  this  couple,  move  back  towards 
its  position  of  equilibrium.  It  will,  during  this  motion,  gain  kinetic 
energy,  so  that  it  will  pass  through  its  equilibrium  position  and  be  dis- 
placed on  the  other  side,  and  so  on ;  in  fact,  it  will  execute  oscillations 
about  its  position  of  equilibrium. 

Now  in  §  113  we  found  that  when  a  simple  pendulum  is  displaced 
from  its  position  of  rest,  the  force  tending  to 
bring  it  back  to  that  position  was  given  by  mg 
sin  ft  where  m  is  the  mass  of  the  bob.  The 
similarity  between  this  expression  and  that  ob- 
tained in  the  case  of  the  magnet  is  obvious,  and 
we  can  at  once  see  that  if  the  simple  pendulum 
performs  isochronous  vibrations,  the  suspended 
magnet  will  do  so  also.  As  we  have  already 
seen,  the  pendulum  only  performs  isochronous 
oscillations  when  the  maximum  displacement 
{6)  is  small,  so  that  we  may  at  once  infer  that 
the  same  will  be  the  case  with  the  suspended 
magnet. 

In  order  to. find  an  expression  for  the  periodic 
time  T  of  the  oscillations  performed  by  the 
magnet,  let  ab  (Fig.  414)  represent  the  position 
of  equilibrium  of  the  magnet,  and  NS  the  position 
of  the  magnet  when  at  its  maximum  elongation. 
Now  for  small  displacements  {$)  the  restoring 
force  will  be  equal  to  AfHO,  since,  as  was  shown 
in  §  14  for  small  values  of  ft  sin  6  may  be  taken  as  equal  to  6,  Hence, 
for  vibrations  of  small  amplitude,  the  restoring  force  is  proportional  to 


Digitized  by 


Google 


§  427]  Period  of  a  Suspended  Magnet  613 

the  displacement,  and  therefore  the  magnet  will  execute  a  simple  har- 
monic motion  (§  50).  Now  in  §  51  we  have  shown  that  in  a  S.H.M,  the 
maximum  linear  velocity,  that  is,  the  velocity  when  the  body  is  passing 
through  its  position  of  rest,  is  equal  to  iitalTy  where  a  is  the  amplitude  of 
the  vibration  and  7  is  the  period.  Hence  the  kinetic  energy  of  a  particle 
of  mass  m\  when  passing  through  its  position  of  rest,  is  2it^a^m'IT\ 

Now  the  amplitude  {d)  of  a  particle  at  a  distance  r  from  the  point  o, 
about  which  the  magnet  rotates,  is  given  by 

d         r      T.r 

where  (AS)  stands  for  the  arc  as,  and  /  is  the  length  of  the  magnet. 

Therefore  the  kinetic  energy  of  this  particle,  when  passing  through 
its  position  of  rest,  is 

Thus  the  total  kinetic  energy  of  all  the  particles  which  build  up  the 
magnet  is 

where  K  is  the  moment  of  inertia  (§  85)  of  the  magnet  about  an  axis 
through  o. 

Now  when  the  magnet  is  at  its  extreme  elongation  the  energy  is 
entirely  potential.  This  potential  energy  is  equal  to  the  work  which  has 
to  be  done  to  move  the  poles  N  and  s  into  their  new  positions  against 
the  action  of  the  field.  Considering  the  pole  S,  we  might  take  it  from 
A  to  S  along  the  paths  AC,  CS,  where  SC  is  perpendicular  to  ab,  and  there- 
fore also  perpendicular  to  the  lines  of  force  of  the  field.  During  the 
portion  CS  of  the  path,  since  the  direction  of  motion  is  perpendicular  to 
the  force,  no  work  is  done.  During  the  passage  from  A  to  C,  since  the 
force  acting  on  the  pole  is  tnH^  where  m  is  the  strength  of  the  pole,  the 
work  done  is  jnH.AC,     Hence  the  potential  energy  due  to  both  poles 

when  the  magnet  is  at  NS  is  

2mH.AC. 

Now  the  triangles  ACS  and  abs  are  similar.     Therefore 

AC^'AS 

AS^AB 

Thus  the  potential  energy  is  __ 

.    2mH,AS^ 


Equating  the  potential  energy  at  the  extreme  elongation,  when  the 
kinetic  energy  is  zero,  to  the  kinetic  energy  when  the  magnet  is  passing 
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through  its  position  of  rest,  and  therefore  its  potential  energy  is  zero^ 
we  get 

I        ~       f^ 

Now  if  the  amplitude,  ^,  of  the  vibrations  is  small,  the  chord  AS  may 
be  taken  as  equal  to  the  arc  (as).    Then 

428.  Measurement  of  the  Strength  of  a  Masrnetie  Field.— We 

have  seen  in  the  last  section  that  if  a  magnet,  of  which  the  moment  is  M 
and  the  moment  of  inertia  is  K^  vibrates  in  a  magnetic  field  of  strength 
/f,  the  periodic  time  T  of  the  vibrations  is  given  by 


But  ml^M.    Hence 


r=27r 


Sj  ML 


MH 

Hence  if  we  measure  71  and  know  K  and  M^  we  can  calculate  H.  The 
moment  of  inertia  K  can  either  be  calculated,  if  the  magnet  is  of  a  simple 
and  regular  shape,  or  it  can  be  determined  experimentally.  Hence  we 
have  only  M  and  H  to  determine,  so  that  if  by  any  other  experiment  we 


p 


N 


Fig.  4x5. 

can  get  a  second  relation  between  M  and  H^  say  their  ratio,  we  could 
calculate  both  of  them. 

Now  we  have  obtained  in  §  426  expressions  for  the  couple  caused  by 
the  action  of  one  magnet  on  another  when  they  are  placed  in  certain 
relative  positions.  Suppose  now  a  magnetised  needle  ns  (Fig.  415)  is 
suspended  by  a  fine  thread  in  the  given  magnetic  field,  then  it  will  set 


Digitized  by 


Google 


§  428]  Measurement  of  Strength  of  a  Magnetic  Field      615 

itself  parallel  to  the  direction,  ba,  of  the  field     If  now  we  place  the 

magnet,  of  which  we  have  observed  the  period  of  vibration,  in  the  position 

NS,  it  will  exert  a  couple  on  the  needle,  which,  if  the  distance  op  is  great 

2  MM' 
compared  to  the  sizes  of  the  magnets,  is  equal  to  —      -^  and  hence  the 

needle  will  be  turned  into  some  such  position  as  that  shown  in  the  figure, 

and  will  finally  come  to  rest  when  the  deflecting  couple,  due  to  KS,  is 

■**■ 
equal  to  the  couple,  tending  to  bring  it  back  into  the  direction  ba,  due  to 

the  field. 

If  ^  is  the  angle  which  the  axis  of  the  needle  makes  with  the  lines  of 

force  of  the  field  when  it  comes  to  rest  under  the  combined  influence  of 

the  magnet  NS  and  of  the  field,  the  couple  acting  in  the  clockwise  direc- 

tion  due  to  the  magnet  is  — j^-  cos  6y  while  the  couple  acting  in  the 

opposite  direction  due  to  the  field  is  M*H  sin  d.  When  there  is  equi- 
librium these  must  be  equal,  and  hence 

^^    Z)8sin^    ^to«/) 

or  -r;  = 2,= — tan  6^. 

H      2  cos  6       2 

If  then  we  measure  the  distance  between  the  centres  of  the  magnet 

AT 
and  needle  and  the  deflection,  we  can  calculate  the  ratio  --.     But  we 

ri 

have  already  seen  that  the  vibration  experiment  gives  us  the  value  of  the 
product  MHy  and  hence  by  simple  algebra  the  values  of  the  two  quantities 
M  and  H  can  be  calculated.  Therefore  by  measuring  the  periodic  time 
of  a  magnet  of  known  moment  of  inertia,  when  suspended  in  a  given 
magnetic  field,  and  then  determining  the  angle  through  which  a  needle, 
suspended  in  the  same  field,  is  deflected  by  this  magnet  when  placed  at 
a  known  distance,  we  can  obtain  both  the  strength  of  the  field  and  the 
magnetic  moment  of  the  magnet.  Of  course,  when  performing  the  deflec- 
tion experiment,  the  magnet  NS  might  be  placed  in  the  "  B  position,"  in 

which  case  —^L^  tan  ft 
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TERRESTRIAL  MAGNETISM 

429.  The  Magnetic  Elements.— The  most  important  magnetic  field 
with  which  we  have  to  do  is  that  due  to  the  magnetic  state  of  the  earth. 
In  order  to  be  able  to  state  the  condition  of  the  magnetic  field  of  the 
earth,  or  as  we  may  say  for  short  the  earth's  field,  at  any  point  we  require 
to  know  two  things,  (i)  the  direction  of  the  lines  of  force  of  the  field,  and 
(2)  the  strength  of  the  field.  That  is,  we  want  the  direction  in  which  a 
single  unit  north  pole  would  tend  to  move  under  the  influence  of  the  field, 
and  also  the  force  which  would  act  upon  it.  We  have  hitherto  supposed 
that  the  directions  of  the  lines  of  force  of  the  magnetic  fields  with  wluch 
we  have  been  dealing  were  horizontal,  so  that  a  magnetised  needle, 
which  was  suspended  or  pivoted,  so  as  to  turn  about  a  vertical  axis,  was 
able  to  set  itself  parallel  to  the  lines  of  force  of  the  field.  If  a  long  thin 
unmagnetised  bar  of  steel  is  suspended  by  a  fine  thread  so  that  it  hangs 
in  a  horizontal  position,  and  is  then  magnetised,  it  will  set  itself  in  an 
approximately  north  and  south  position,  but  will  no  longer  be  horizontal. 
In  this  part  of  the  globe  the  north  end  will  dip  downwards.  This 
indicates  that  in  these  parts  the  lines  of  force  of  the  earth's  field  are  not 
horizontal,  but  are  inclined  downwards. 

For  most  purposes  it  is  convenient  to  suppose  the  earth's  field  resolved 
into  two  components,  one  of  which  is  horizontal  and  the  other  vertical. 
Since  a  magnetic  field  is  of  the  nature  of  a  force,  having  magnitude  or 
strength  and  direction,  the  field  may  be  resolved  into  two  component  fields, 
just  as  a  force  in  §  67  is  resolved  into  two  component  forces. 

In  order  to  define  each  of  these  components,  we  require  of  course  to 
know  its  direction  and  its  strength.  In  the  case  of  the  horizontal  com- 
ponent its  strength  is  called  the  horizontal  force,  and  is  generally  indicated 
by  the  letter  //,  Since  by  supposition  this  component  is  horizontal,  in 
order  to  define  its  direction  we  only  require  to  know  the  angle  which  it 
makes  with  some  fixed  direction.  The  fixed  direction  chosen  is  the 
geographical  meridian,  and  the  angle  which  the  horizontal  force  makes 
with  the  geographical  meridian  is  called  the  declination^  or  sometimes 
the  variation. 

The  vertical  component  of  the  earth's  field  is  called  the  vertical  force, 

and  is  generally  indicated  by  the  letter  V;  its  direction  is  along  the 

vertical,  t.e.  the  radius  of  the  earth  at  the  point  considered. 
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The  actual  strength  of  the  earth's  field,  which  is  of  course  the  resultant 
of  H  and  K,  is  called  the  total  force.  The  angle  between  the  lines  of 
force  of  the  earth's  field  and  the  horizontal  is  called  the  dip.  Hence  the 
dip  is  also  the  angle  between  the  direction  of  the 
horizontal  component  and  that  of  the  total  force  or 
actual  field  The  three  magnetic  forces,  the  total 
force  and  its  two  components,  H  and  F,  must  of 
course  lie  in  the  same  vertical  plane,  the  angle 
which  this  plane  makes  with  a  vertical  plane  con- 
taining the  place  considered  and  the  axis  about 
which  the  earth  turns,  that  is,  the  meridian  plane, 
is  equal  to  the  declination. 

If  the  plane  of  the  paper  is  taken  as  the  vertical 

plane  in  which  the  total  force  and  its  components 

-♦"     — ►  — ► 

lie,  and  OA,  OB,  and  OC  (Fig.  416)  represent  in 
magnitude  and  direction  the  horizontal  and  vertical  components  and  the 
total  force,  then  the  angle  AOC  or  0  will  be  the  dip.     Hence  if  the  total 

force,  OC,  is  called  /,  we  have  from  the  triangle  AOC — 


Fig.  4x6. 


H 


=  cos  0, 


Also  from  the  triangle  BOC,  since  the  angle  HOC  is  90°  -  5, 


and  finally 


y=  cos  BOC = sin  ^, 
V 


H' 


»tan  Q, 


These  three  expressions  permit  of  our  obtaining  V  and  /  if  we  know 
the  horizontal  component,  //,  and  the  dip,  ^,  or  if  we  know  Kand  H  we 
can  obtain  /  and  0,  * 

Hence  it  is  evident  that  if  we  know  the  declination,  the  horizontal 
component,  and  the  dip,  we  can  deduce  the  direction  and 
strength  of  the  earth's  field.     Since  it  is  generally  most 
convenient  to  measure  these  three  quantities,  they  are 
called  the  magnetic  elements. 

It  is  sometimes  convenient  to  be  able  to  express  the 
direction  and  magnitude  of  the  earth's  field  by  three 
quantities  which  are  all  of  the  same  nature,  and  not,  as 
we  have  done  above,  by  means  of  a  force  and  two  angles. 
Suppose  we  resolve  the  horizontal  component  along  a 
line  which  points  to  the  true  or  geographical  north,  and 
along  a  line  true  west.     If  X  is  the  northerly  component  and  Y  the 


Fig.  417, 
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westerly  component,  then  it  is  at  once  evident,  from  Fig.  417,  that  if  d  is 
the  declination,  „     ,, 

K=/^sind, 

Y 
jp=tan  0. 

Hence,  if  we  know  X  and  K,  we  can  calculate  If  And  8.  Thus  the  values 
of  the  three  components  of  the  force,  Xy  K,  and  W,  are  sufficient  to  com- 
pletely define  its  value  both  in  magnitude  and  direction. 

Before  proceeding  to  consider  the  general  form  of  the  earth's  field  as 
deduced  from  a  study  of  the  measurements  which  have  been  made  of  the 
magnetic  elements  at  different  parts  of  the  earth's  surface,  it  will  be  useful 
to  briefly  consider  the  methods  employed  to  measure  the  magnetic 
elements  at  any  given  place. 

480^  Measurement  of  the  Declination.— The  declination  is  the 
angle  between  the  geographical  meridian  and  the  direction  of  the  hori- 
zontal component.  Thus,  since  a  magnet  when  suspended  by  a  fine 
thread,  so  as  to  turn  freely  about  a  vertical  axis,  will  set  itself  parallel 
to  the  direction  of  the  lines  of  force  of  the  horizontal  component,  the 
declination  can  be  obtained  by  measuring  the  angle  between  the  axis  of 
such  a  suspended  magnet  and  the  meridian. 

The  practical  difficulty  in  performing  the  experiment  lies  in  the  fact 
that  the  magnetic  axis  of  a  magnet  does  not  necessarily  coincide  with  its 
geometrical  axis. 

The  magnet  usually  employed  consists  of  a  hollow  steel  cylinder,  A 
(Fig.  418),  which  is  fixed  in  a  brass  collar  to  which  are  attached  two 
pegs,  B  and  c,  either  of  which  fits  into  a  clip  attached  to  the  end  of  a  fine 

thread  formed  of 
unspun  silk.  At 
one  end  of  the 
hollow  magnet  is 
placed  a  fine  scale, 
s,  engraved  on  a 
piece  of  glass,  while 
at  the  other  end  is 
placed  a  lens,  L. 
The  focal  length  of 
this  lens  is  equal  to 
the  length  of  the  cylinder,  so  that  the  rays  of  light  proceeding  from  any 
point  in  the  scale  s  leave  the  lens  as  a  parallel  pencil.  The  line  joining 
the  central  division  of  the  scale  and  the  optical  centre  (§  348)  of  the  lens 
is  taken  as  the  geometrical  axis  of  the  magnet 

If  AB  (I.,  Fig.  419)  is  the  plan  of  a  magnetic  needle  suspended  by  a 
fine  thread  attached  at  c,  and  of  which  the  magnetic  axis  is  w,  then  it 
will  set  itself  with  the  magnetic  axis  in  the  magnetic  meridian  NS.     In 


Fig.  418. 
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this  case  the  geometrical  axis  of  the  needle  points  to  the  west  of  the 
magnetic  meridian.  If  the  needle  is  reversed,  so  that  what  was  the  lower 
side  is  now  the  upper,  then,  as  is  shown  at  II.,  the  geometrical  axis  AB 
will  point  as  far  to  the  east  of  the  magnetic  meridian  as  it  did  before  to 
the.  west.  Hence  the  magnetic  meridian  is  half-way  between  the  positions 
of  the  geometrical  axis  before  and  after  the  reversal  of  the  magnet. 

The  cylindrical  magnet  shown  in  Fig.  418  is  suspended  in  a  box  fixed 

-to  the  centre  of  a  divided  circle,  while  an  arm  attached  to  the  circle 

carries  a  small  telescope,  in  the  eye-piece  of  which  are  two  intersecting 


IE  ^ 

Fig.  419. 

{Fr»m  fVatsM's  "  EUmttUary  Practical  Physics,'^ 

cross-wires.  The  telescope  is  turned  till  the  centre  division  of  the  scale, 
S,  coincides  with  the  vertical  cross-wire,  first  when  the  magnet  is  suspended 
by  B,  and  then  when  it  is  reversed  and  is  suspended  by  c.  The  mean  of 
the  readings  on  the  divided  circle  corresponding  to  these  two  positions 
gives  the  reading  corresponding  to  the  magnetic  axis  of  the  magnet  The 
reading  corresponding  to  the  geographical  meridian  is  obtained  either  by 
turning  the  telescope  to  view  some  object  the  bearing  of  which  is  known, 
or  by  observing  the  time  of  transit  of  a  star  or  the  sun  over  the  vertical 
cross-wire 
V  481.  Determination  of  the  Dip  or  Inclination.— When  determin- 
ing the  declination  by  means  of  a  magnet  suspended  by  a  thread,  the 
effects  of  gravity  on  the  magnet  do  not  influence  the  observations,  for  the 
weight  of  the  magnet  will  have  no  effect  in  producing  a  rotation  about  the 
thread  as  an  axis. 

In  order  to  determine  the  dip,  however,  we  have  to  support  a  magnet 
so  that  it  can  turn  freely  about  a  horizontal  axis,  and  then  measure  the 
angle  which  its  magnetic  axis  makes  with  the  horizontal.  If  the  axis 
about  which  the  magnet  is  allowed  to  turn  passes  through  the  centre  of 
gravity  of  the  magnet,  the  weight  will  have  no  moment  round  this  axis, 
and  will  therefore  not  affect  the  position  of  the  magnet.  Since,  however, 
it  is  practically  impossible  to  secure  this  condition,  the  observations  have 
to  be  so  arranged  that  errors  due  to  small  departures  from  this  condition 
may  be  eliminated.  The  principle  is  similar  to  that  employed  in  the 
case  of  the  determination  of  the  declination,  viz.  to  take  readings  in  pairs, 
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such  that  the  error  in  the  separate  readings  affects  the  result  in  the 
opposite  way,  and  hence  the  mean  of  the  two  readings  gives  the  true 
value. 

Suppose  AEBD  (Fig.  420)  is  the  needle,  the  axle  being  at  c,  while  the 
centre  of  gravity  is  at  G,  a  point  which  does  not  coincide  with  c  We 
may  consider  the  effect  of  this  displacement  of  the  centre  of  gravity  as 

split  up  into  two  parts,  one  a 

displacement  along  the  axis  of 

the  needle  to  K,  and  the  other 

_       j^  a  displacement  at  right  angles 

First  consider  the  displace- 
ment of  the  centre  of  gravity 
at  right  angles  to  the  axis  of 
the  needle,  ue,  to  H.  If  the 
end  A  is  dipping,  that  is,  in  the  northern  hemisphere,  if  A  is  a  north  pole, 
and  the  needle  is  placed  in  its  bearings,  so  that  H  is  above  C,  the  effect 
of  the  weight  of  the  needle  will  be  to  increase  the  measured  dip,  while  if 
the  needle  is  reversed  in  its  bearings,  so  that  H  is  below  c,  the  weight  will 
decrease  the  measured  dip  by  the  same  amount.  Hence  the  mean  of  the 
readings  obtained  tvill  be  free  from  error  due  to  the  displacement  of  the 
centre  of  gravity  at  right  angles  to  the  axis. 

As  long  as  the  end  A  is  dipping,  the  displacement  of  the  centre  of 
gravity  along  the  axis  to  K  will  always  increase  the  measured  angle  of 
dip.  If,  however,  we  remagnetise  the  needle,  so  that  the  end  B  dips, 
then  the  displacement  of  the  centre  of  gravity  to  K  will  decrease  the 
measured  dip,  so  that  by  reversing  the  polarity  of  the  needle  this  error 
can  be  eliminated.  The  fact  that  the  magnetic  axis  of  the  needle  may 
not  coincide  with  the  line  joining  ab  is  eliminated  by  the  reversal  of  the 
needle  when  eliminating  the  effect  of  the  displacement  of  the  centre  of 
gravity  perpendicular  to  the  axis,  for  the  same  reasons  as  in  the  case  of 
the  declination. 

In  order  to  measure  the  angle  of  dip,  the  needle  is  placed  with  its  axle 
resting  on  two  small  horizontal  agate  knife-edges,  K,  K'  (Fig.  421),  so  that 
the  axle  is  at  the  centre  of  a  graduated  circle,  any  slight  want  of  agree- 
ment between  the  position  of  the  axle  and  the  centre  of  the  circle  being 
eliminated  by  reading  the  position  of  both  ends  of  the  needle  by  means 
of  the  two  microscopes,  M,  m'.  When  not  in  use  the  needle  is  raised 
from  the  agates  by  means  of  two  V-shaped  supports,  LL',  which  can  be 
raised  by  turning  the  knob  E. 

The  only  remaining  source  of  error  which  may  occur,  owing  to  the 
imperfect  adjustment  of  the  instrument,  is  that  due  to  the  fact  that  the 
line  joining  the  zero  gradations  on  the  circle  may  not  be  truly  horizontal 
The  error  due  to  this  cause  can  be  eliminated  by  taking  two  sets  of  read- 
ings with  the  instrument  turned  so  that  the  graduated  side  of  the  circle 
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faces  first  east  and  then  west.  For  the  measured  dip  will  in  one  case  be 
greater  than  the  true  dip,  and  in  the  other  case  less  by  the  angle  which 
the  line  joining  the  zero  makes  with  the  horizontal. 

The  angle  between  the  magnetic  axis  of  the  needle  and  the  horizontal 
is  only  equal  to  the  dip  when  the  vertica]  plane  in  which  the  needle  can 
turn  coincides  with  the  magnetic  meridian,  that  is,  when  the  axle  of  the 
needle  points  due  magnetic  east  and  west.  In  order  to  secure  this  condi- 
tion, the  circle  is  turned  till  the  needle  is  vertical.    The  needle  being 


Fig.  421. 


vertical  shows  that  in  the  plane  in  which  it  can  move  there  is  no  horizontal 
component  of  the  earth's  magnetic  field.  Now  obviously  this  can  only 
occur  when  the  plane  in  which  the  needle  moves  is  at  right  angles  to  the 
direction  of  the  horizontal  component,  that  is,  at  right  angles  to  the  mag- 
netic meridian.  We  may  also  see  that  this  must  be  so  from  the  follow- 
ing reasoning  :  When  the  axle  about  which  the  needle  turns  is  parallel  to 
the  horizontal  component,  this  component  can  have  no  moment  tending 
to  produce  rotation  about  the  axle-     Hence,  when  the  plane  in  which 
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the  needle  turns  is  at  right  angles  to  the  magnetic  meridian,  the  vertical 
component  is  the  only  one  which  has  a  directive  influence  on  the  needle, 
which  therefore  sets  itself  in  a  vertical  position.  The  position  of  the 
circle  when  the  needle  is  vertical  is  read  off  on  a  horizontal  divided  circle, 
FG,  attached  to  the  stand,  and  then  by  means  of  this  same  horizontal 
circle  the  vertical  circle,  and  with  it  the  uprights  carrying  the  needle,  is 
turned  through  90°,  which  brings  its  plane  into  the  magnetic  meridian. 

482.  Measurement  of  the  Horizontal  Force.— In  order  to  measure 
the  horizontal  force,  the  usual  method  employed  is  that  given  in  §  428. 
The  magnet  shown  in  Fig.  418  is  first  allowed  to  oscillate,  and  its  period 
of  vibration  is  determined  ;  it  is  then  used  to  deflect  another  suspended 
magnet,  and  the  value  of  H  is  deducted  from  the  results  of  these  two 
experiments  by  the  method  given. 

The  moment  of  inertia  of  the  magnet  used  in  the  vibration  experiment 
is  obtained  by  taking  the  period  when  a  brass  cylinder,  the  moment  of 
inertia  of  which  can  be  calculated,  is  placed  in  the  tube  D  (Fig.  418), 
and  also  taking  the  period  without  this  brass  cylinder.  From  these 
two  observations  the  moment  of  inertia  of  the  magnet  and  its  appendages 
can  be  calculated. 

438.  Terrestrial  Magnetic  Lines.— The  magnetic  state  of  the  earth 
is  best  shown  by  constructing  magnetic  maps,  in  which  lines  are  drawn 
through  the  places  at  which  the  element  considered  has  the  same  value. 
In  the  case  of  declination,  lines  drawn  so  that  the  declination  is  the 
same  at  all  places  through  which  they  pass  are  called  IsogoncU  Lines^  or 
Lines  of  equal  Variation  or  Declination. 

The  form  of  the  isogonals  for  the  year  1900  is  shown  in  Fig.  422,  which 
represents  the  earth  on  Mercator's  projection.  The  full  lines  indicate 
westerly  declination,  i.e,  the  north  end  of  the  needle  points  to  the  west 
of  true  north,  while  the  dotted  curves  indicate  easterly  declination. 

The  thick  lines,  which  separate  the  regions  in  which  the  declination 
is  westerly  from  the  regions  in  which  it  is  easterly,  are  lines  where  the 
declination  is  zero,  and  therefore  the  compass-needle  points  due  north. 
These  lines  are  called  the  agonic  lines. 

There  are  two  distinct  agonic  lines.  One  of  these  runs  down  the 
west  side  of  North  America,  cuts  off  a  part  of  South  America,  and  then 
passes  to  the  Antarctic  Ocean  ;  reappearing  on  the  other  side,  it  passes 
through  the  extreme  west  of  Australia,  through  the  Persian  Gulf,  near 
the  Crimea,  and  finally  enters  the  Arctic  Ocean  near  the  North  Cape, 
and  presumably  joins  the  other  branch  in  North  America.  The  other 
agonic  line  forms  an  oval  curve,  the  greater  part  of  which  lies  in  Siberia, 
and  is  known  as  the  Siberian  Oval. 

The  lines  of  equal  dip  are  called  isoclinal  lines^  and  their  form  for  the 
year  1900  is  shown  in  Fig.  423. 

It  will  be  seen  that  the  line  of  zero  dip,  or,  as  it  is  called,  the  magnetic 
equator,  forms  a  circle  which  agrees  approximately  with  the  geographical 
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equator,  and  thiit  the  dip  increases  with  the  latitude,  the  north  pole  of 
the  needle  dipping  in  the  northern  hemisphere,  and  the  south  pole  in  the 
southern  hemisphere. 

At  two  points  on  the  earth's  surface  the  dip  is  90",  t,e,  the  dipping- 
needle  is  vertical,  this  indicating  that  the  horizontal  component  is  zero, 
so  that  the  compass -needle,  which  indicates  the  direction  of  the  horizontal 
component,  will  not  set  itself  at  these  points  in  any  definite  direction. 
These  points  are  often  called  the  magnetic  poles.  The  north  magnetic 
pole  lies  in  lat.  70*  5'  N.  and  long.  96*  43'  W.,  while  the  south  magnetic 
pole  is  at  lat.  73*  30'  S.  and  long.  147"*  30'  E. 

The  agonic  line  passes  through  the  magnetic  poles. 

The  lines  of  equal  horizontal  force  are  shown  in  Fig.  424,  and  it  will 
be  seen  that  the  horizontal  force  is  a  maximum  near  the  equator,  and  is 
zero  at  the  magnetic  poles. 

The  curves  of  equal  total  force  are  called  isodynamic  lines.  The 
total  force  is  not  a  maximum  at  the  magnetic  poles,  but  there  exist 
in  the  northern  hemisphere  two  points  at  which  the  total  force  is  a 
maximum,  while  two  similar  points  exist  in  the  southern  hemisphere. 
These  points  of  maximum  force  are  called  magnetic  foci.  One  of  the 
northern  foci  is  situated  in  North  America  at  lat.  52°  N.,  and  long.  90* 
W.  The  other  northern  focus  is  at  lat.  70°  N.  and  long.  1 1 5'  E.,  and  is 
called  the.  Siberian  focus.  The  two  southern  foci  are  situated  much 
nearer  together  than  are  the  northern  ones,  their  positions  being  approxi- 
mately lat.  65**  S.,  long.  140°  E.,  and  lat.  50"  S.,  long.  130**  E. 

The  positions  of  the  terrestrial  lines  for  the  whole  globe  are  neces- 
sarily only  roughly  known,  for.  there  are  very  large  tracts  where  few,  if 
any  at  all,  determinations  of  the  magnetic  elements  have  been  made. 
In  the  case  of  some  more  or  less  restricted  portions  of  the  earth,  notably 
Great  Britain,  the  magnetic  elements  have  been  determined  with  great 
accuracy  at  a  large  number  of  places,  and  hence  the  terrestrial  lines  are 
known  with  some  accuracy.  In  Fig.  425  the  lines  of  equal  declination, 
dip,  and  horizontal  force  are  given  as  obtained  in  an  extensive  magnetic 
survey  conducted  by  Professors  Rucker  and  Thorpe.  These  lines  are 
obtained  by  combining  the  results  of  the  measurements  made  at  a 
number  of  stations  which  are  grouped  together  so  as  to  eliminate  the 
effects  of  any  local  abnormality  in  the  value  of  the  elements  at  any  one 
point,  and  hence  they  give  what  may  be  considered  as  the  normal 
distribution  of  the  lines.  The  value  of  the  elements  at  any  given  spot 
do  not,  however,  in  general  agree  exactly  with  the  values  as  deduced 
from  these  curves.  This  difference  is  due  to  the  fact  that  at  the  place 
considered  there  may  exist  slight  abnormalities,  owing  to  the  presence 
of  magnetic  material  in  the  neighbouring  portions  of  the  earth's  crust. 
The  extent  to  which  these  disturbing  causes  may  affect  the  even  trend 
of  the  terrestrial  lines  is  well  shown  in  Fig.  426,  which  gives  the  form  of 
the  true  isogonal  lines,  that  is,  the  lines  passing  through  the  places  at 
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which  the  actual  measured  declination  is  the  same.  Here  the  effects 
of  local  disturbances  h£tve  not  been  eliminated  by  lumping  the  stations 
together  in  groups  so  as  to  eliminate  the  effects  of  these  disturbances,  at 
any  rate  when  they  do  not  affect  any  large  area. 

From  the  amount  of  the  differences  between  the  values  of  the  elements 
as  obtained  from  the  smooth  curves  and  the  actual  measured  values,  an 
idea  of  the  position  and  extent  of  the  magnetic  masses  which  cause  these 
differences  has  been  made  by  Professor  Riacker,  so  that  the  value  of  the 
magnetic  field  on  the  surface  of  the  earth  is  employed  to  get  an  idea  of 
the  geology  of  the  portions  of  the  earth's  crust  below  the  actual  surface 
layers. 

4  484.  Continuous  Magnetic  Records.— In  a  certain  number  of 
observatories  a  continuous  record  of  the  values  of  the  magnetic  elements 
is  kept  by  means  of  self-recording  instruments.  The  records  are  ob- 
tained by  means  of  the  trace  left  by  a  spot  of  light  reflected  from  a 
mirror  attached  to  a  magnet  on  a  sheet  of  photographic  paper,  which  is 
kept  in  uniform  movement  by  means  of  clockwork.  In  the  case  of  the 
declination,  the  mirror  is  simply  attached  to  a  magnet  which  is  suspended 
by  a  long  fine  thread,  so  that  it  can  turn  freely  about  a  vertical  axis,  and 
so,  by  always  setting  itself  in  the  magnetic  meridian,  gives  a  record  of 
the  changes  that  take  place  in  the  position  of  this  meridian,  that  is, 
shows  the  changes  in  the  declination. 

The  changes  in  the  horizontal  force  are  recorded  by  means  of  a 
magnet  which  is  suspended  by  a  bifilar  suspension  (§  119).  The  top  of 
the  bifilar  is  turned  till  the  magnet  sets  itself  at  right  angles  to  the 
magnetic  meridian,  under  which  circumstances  the  earth's  field  exerts 
a  turning  couple  on  the  magnet  equal  to  mh  (§  425),  this  couple  being 
balanced  by  the  couple  due  to  the  bifilar.  If  the  value  of  the  horizontal 
force  H  alters,  the  couple  due  to  the  magnetic  forces  alters  also  in  the 
same  proportion,  and  the  magnet  turns  about  a  vertical  axis  till  the 
couple  due  to  the  bifilar  becomes  equal  to  the  new  couple  due  to  the 
magnetic  forces.  Changes  in  the  declination  will,  however,  not  affect 
the  position  of  the  magnet,  since  it  is  at  right  angles  to  the  magnetic 
meridian. 

Since  no  satisfactory  way  of  recording  the  changes  that  take  place  in 
the  dip  has  been  devised,  it  is  usual  to  record  the  changes  in  the  vertical 
force.  For  this  purpose  a  magnet  is  balanced  on  knife  edges  in  such 
a  way  that  it  is  in  an  approximately  horizontal  position.  If,  say,  the 
vertical  force  decreases,  then  the  downward  force  acting  on  the  north 
pole  and  the  upward  force  actings  on  the  south  pole  both  decrease,  and 
hence  the  north  pole  of  the  balanced  magnet  rises  and  the  south  pole 
falls,  just  as  when,  in  a  balance,  the  load  of  one  pan  is  increased  and 
that  of  the  other  is  decreased.  The  motions  of  such  a  balanced  magnet 
will  therefore  indicate  the  changes  that  take  place  in  the  vertical  force, 
and  since  the  magnet  with  the  bifilar  suspension  gives  the  changes  that 
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take  place  in  the  horizontal  force,  the  changes  in  dip  and  in  the  total 
force  can  be  immediately  calculated  from  the  records  given  by  the  two 
instruments. 

485.  Diurnal  Range. — As  a  result  of  a  study  of  the  records  of  the 
magnetographs,  as  the  self-recording  magnetic  instruments  are  called, 
it  is  at  once  evident  that  the  values  of  the  magnetic  elements  undergo 
small  daily  changes  in  value,  the  magnitude  of  this  diurnal  range  de- 
pending on  the  position  of  the  place  and  the  time  of  year.    The  form 


Fig.  427. 

of  the  diurnal  range  curves  for  Kew  for  the  summer  months  are  shown 
in  Fig.  427,  which  gives  the  variation  of  each  element  from  its  mean 
value  for  the  whole  twenty-four  hours.  The  fact  that  the  curve  is  above 
the  zero  line  means  that  the  corresponding  element  is  greater  than  its 
mean  value. 

436.  Annual  and  Secular  Change.— In  addition  to  the  diurnal 
range,  the  magnetic  elements  undergo  a  periodic  change  of  which  the 
period  is  a  year,  which  is  called  the  annual  range. 

Slow  changes  of  which,  if  they  are  periodic,  the  period  must  be  many 
centuries,  also  take  place  in  the  values  of  the  elements,  and  these  are 
called  secular  changes.  In  Fi^.  428  the  change  in  the  value  of  the  declina- 
tion at  London  during  the  last  three  hundred  years  is  shown  by  means 
of  a  curve.  It  will  be  seen  that  the  declination  attained  a  maximum 
westerly  value  in  18 10,  while  in  1660  the  declination  was  zero,  so  that  in 
that  year  the  agonic  line  passed  through  London. 

A  very  elegant  method  of  showing  the  changes  due  to  the  secular 
variation  has  been  introduced  by  L.  A.  Bauer.     If  we  suppose  a  magnet 
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suspended  in  such  a  way  that  it  is  free  to  set  itself  parallel  to  the  lines  of 
force  of  the  earth's  field,  then,  owing  to  secular  change  in  the  declination 
and  in  the  dip,  the  north  pole  of  the  magnet  would  describe  a  curve  in 
space.    The  fonn  of  the  curve  in  the  case  of  a  magnet  in  London  is  shown 
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Fig.  428. 
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in  Fig.  429.  From  this  curve,  and  similar  ones  drawn  for  other  places, 
Bauer  was  able  to  show  that  the  north  end  of  such  a  freely  suspended 
needle  describes  a  curve  such  that,  to  an  observer  situated  at  the  centre  of 
the  needle,  the  curve  is  described  in  the  same  direction  as  that  in  which 
the  hands  of  a  watch  move.    The  form  of  the  curve  given  in  Fig.  429 


Fig.  429. 

seems  also  to  indicate  that  the  curve  described  by  the  pole  of  the  needle 
will  be  dosed,  the  time  taken  for  the  needle  to  complete  a  whole  cycle 
being  about  470  years. 

437.  Magrnetic  Storms. — In  addition  to  the  regular  changes  in  the 
magnetic  elements  which  we  have  been  considering,  sudden  disturbances 
of  these  elements  sometimes  occur,  which  are*  often,  especially  when  the 
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phenomenon  called  the  aurora  borealis  is  seen,  of  considerable  magnitude. 
The  character  of  such  magnetic  storms,  as  they  are  called,  is  shown  by 
the  copy  of  the  photographic  trace  of  the  self-recording  declination 
magnetograph  of  Greenwich  Observatory  during  a  magnetic  storm  and 
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Fig.  430 
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also  during  an  ordinary  quiet  day,  reproduced  in  Fig.  430.  The  cause 
of  these  magnetic  storms  has  not  yet  been  discovered,  although  there 
seems  to  be  some  connection  between  them  and  the  condition  of  the 
sun,  for  whenever  there  are  a  large  number  of  spots  on  the  sun  there 
always  seem  to  be  a  number  of  magnetic  disturbances. 
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PART    II— ELECTRO-STATICS 
CHAPTER     III 

:blbctrO'STatjc  attraction  and  repulsion-^ 
coulomb's  la  w 

488.  Fundamental  Experiment.— Thales,  who  lived  about  6qo  b.c., 
discovered  that  amber  when  rubbed  acquires  the  property  of  attracting 
light  bodies,  such  as  pieces  of  pith  or  cork.  Towards  the  end  of  the 
sixteenth  century  Gilbert  showed  that  this  property  was  also  possessed 
by  other  bodies,  such  as  wax,  sulphur,  and  glass.  AH  such  phenomena 
arc  studied  in  the  science  of  electricity,  the  name  being  derived  from 
the  Greek  name  for  amber. 

A  body  which  has  acquired  this  property  of  attracting  other  bodies, 
the  attraction  considered  being  of  course  different  from  the  gravitational 
attraction  which- all  bodies  exert  one  on  the  other,  is  said  to  be  electrified, 
or  to  possess  electrification.  Electrification,  unlike  mass,  is  not  a  funda- 
mental property  of  matter,  since  under  ordinary  circumstances  matter  is 
unelectrified,  and  it  is  only  after  the  electrification  has  been  produced  by 
certain  causes,  which  we  shall  examine  in  detail  later  on,  that  it  becomes 
electrified. 

The  most  usual  manner  of  causing  the  electrification  of  a  body  is  that 
referred  to  above,  namely,  friction  with  a  suitable  rubber.  Thus  a  stick 
of  sealing-wax,  when  rubbed  with  a  dry  piece  of  flannel,  becomes  electrified, 
as  also  does  a  rod  of  glass  when  rubbed  with  silk. 

489.  Conductors  and  Non-Condaetors.— All  substances  may  be 
roughly  divided  into  two  classes,  called  conductors  and  non-conductors. 
In  a  conductor  the  electrification  spreads  all  over  the  body,  so  that  if 
one  point  of  the  body  is  by  any  means  electrified,  this  electrification 
immediately  spreads  all  over  the  body.  In  the  case  of  a  non-conductor, 
or  insulator,  as  such  bodies  are  also  called,  the  electrification  does  not 
spread  in  this  way,  but  remains  in  the  neighbourhood  of  the  point  where 
the  electrification  took  place. 

The  best  conductors  are  the  metals  and  solutions  of  most  salts  in 
water,  while  the  best  non-conductors  are  ebonite,  glass,  shellac,  sulphur, 
paraffin,  sealing-wax,  and  silk.  There  is,  however,  no  hard  and  fast  line 
of  demarcation  between  the  two  classes,  for  such  bodies  as  dry  wood 
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and  paper  have  intennediate  properties,  and  are  sometimes  called 
semi-conductors.  In  the  study  of  electricity  it  is  of  much  importance  to 
have  a  good  non-conductor,  for  by  this  means  we  are  able  to  support  a 
body  in  such  a  way  that  any  electrification  communicated  to  it  will  not 
spread  to  neighbouring  bodies  through  the  support.  Although  no  body 
is  known  which  is  a  perfect  insulator,  yet  glass,  particularly  when  it  has 
been  boiled  in  water  and  is  then  kept  in  a  dry  atmosphere,  paraffin,  and 
fused  quartz  are  sufficiently  good  insulators  for  all  practical  purposes. 
When  a  body  is  supported  on  an  insulating  stand,  we  shall  speak  of  it  as 
being  insulated. 

440.  Two  Kinds  of  Eleetriflcation — If  a  rod  of  sealing-wax  is 
electrified  by  rubbing  with  flannel,  and  is  then  suspended  by  an  insulating 
thread,  such  as  silk,  and  a  second  rod  of  sealing-wax  is  also  electrified 
in  the  same  way  and  brought  near  the  first,  they  will  repel  each  other. 
We  have  here  a  case  then  of  two  electrified  bodies  repelling  one  another. 
In  the  same  way,  if  two  rods  of  glass  are  electrified  by  being  loibbed  with 
silk,  and  one  of  them  is  suspended  by  the  silk  thread  and  the  other 
brought  near,  repulsion  will  take  place.  If,  however,  a  rod  of  sealing-wax, 
electrified  by  friction  with  flannel,  is  brought  near  the  glass  rod,  which 
has  been  electrified  by  friction  with  silk,  the  two  will  attract  one  another. 
We  thus  see  that  we  have  here  to  do  with  two  kinds  of  electrification,  in 
the  same  way  that  in  the  case  of  magnets  we  had  to  do  with  two  kinds 

of  poles.    The  kind  of  electrification  that  is  developed  in  glass  when  it  ^y^ 
is  rubbed  with  silk  is  distinguished  by  being  called  positive  electrification,  '\ 
while  the  kind  of  electrification  produced  in  sealing-wax  by  friction  with 
flannel  is  called  negative.  -  —^^ 

W^e  may  then  state  the  law  of  electrical  attraction  and  repulsion  as 
follows  :  Bodies  electrified  in  the  same  manner  repel  one  another,  while 
bodies  electrified,  one  positively,  and  the  other  negatively,  attract  one 
another. 

Whenever  electrification  of  one  kind  is  produced  in  any  way,  electri- 
fication of  the  opposite  kind  is  also  produced  at  the  same  time.  Thus  in 
the  case  of  the  glass  electrified  by  friction  with  silk,  while  the  glass  will 
attract  a  negatively  electrified  rod  of  sealing-wax,  the  silk  used  to  rub 
the  glass  will  repel  the  sealing-wax,  thus  indicating  that  the  silk  has 
become  negatively  electrified. 

The  kind  of  electrification  developed  in  a  body  depends  on  the  nature 
of  the  body  with  which  it  is  rublxid  ;  thus  while  glass  becomes  positively 
electrified  when  it  is  rubbed  with  silk,  it  becomes  negatively  electrified 
when  it  is  rubbed  with  a  cat's  skin.  The  kind  of  electrification  pro- 
duced is  also  dependent  on  the  state  of  polish  of  the  surface,  on  the 
temperature,  &c. 

441.  The  Gold-Leaf  Electroscope.— In  order  to  study  the  sign,  and 
to  a  certain  extent  the  magnitude  of  the  electrification  produced  in  a 
given  body,  the  instrimient  shown  in  Fig.  431,  and  called  the  gold-leaf 
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Fig.  431. 

(From  tfatsoHS  "  KUtntntary 

PtacHcal  Pkysits") 


electroscope,  is  often  convenient.  It  consists  of  a  glass  flask,  in  which 
hang  two  gold  leaves,  CC,  which  are  in  conducting  communication  with  a 
metal  disc.  A,  by  means  of  a  metal  rod,  the 
rod  being  insulated  by  a  coating  of  shellac,  D. 
When  the  metal  disc  or  cap  of  the  instru- 
ment is  put  in  conducting  communication 
with  an  electrified  body,  the  gold  leaves 
both  become  electrified  with  the  same  kind 
of  electrification  as  the  body ;  and  since 
two  bodies  electrified  in  the  same  ivay  repel 
one  another,  they  diverge  as  shown  in  the 
figure,  the  amount  of  the  divergence  being 
a  rough  measure  of  the  amount  of  the 
electrification  of  the  body. 

442.  Electrification  by  Induction.— If 
an  electrified  body  is  brought  near  the  cap  of 
a  gold-leaf  electroscope,  it  will  be  found  that 
the  leaves  diverge,  showing  that  they  have 
become  electrified  before  the  electrified  body 
has  come  into  conducting  communication 
with  the  cap.  On  the  removal  of  the  electri- 
fied body  the  leaves  again  collapse,  showing 
that  they  have  lost  the  electrification  they  possessed  when  the  electrified 
body  was  near.  This  electrification,  caused  by  the  proximity  of  a  charged 
body,  is  said  to  be  produced  by  induction. 

If  the  inducing  body  is  charged  positively,  the  part  of  the  insulated 
body  nearest  to  the  inducing  charge  will  be  negatively  electrified,  while 
the  part  furthest  from  the  inducing  charge  will  be  positively  electrified. 
That  this  is  so  can  easily  be  shown  by  means  of  a  small  piece  of  metal 
attached  to  an  insulating  handle,  and  called  a  proof- plane,  which  is 
brought  into  contact  with  diflferent  parts  of  the  body  on  which  the 
induced  charges  are  produced.  The  sign  of  the  charge  carried  away 
by  the  proof-plane,  after  contact  with  any  given  part  of  the  body,  can 
be  found  by  means  of  the  gold-leaf  electroscope.  In  this  way  it  can 
be  shown  that  whenever  an  insulated  conductor  is  placed  in  the  neigh- 
bourhood of  a  charged  body,  the  conductor  will  become  electrified  by 
induction,  the  electrification  at  the  end  nearest  the  charged  body  being 
of  the  opposite  kind  to  that  of  the  charged  body,  while  the  electrification 
on  the  end  furthest  from  the  charged  body  is  of  the  same  kind  as  that 
of  the  inducing  charge.  If,  while  an  insulated  conductor  is  in  the  neigh- 
bourhood of  a  charged  body,  so  that  it  is  charged  by  induction,  it  is 
placed  in  conducting  communication  with  the  earth,  the  electrification 
of  the  same  kind  as  that  of  the  inducing  charge  will  be  destroyed.  If 
the  connection  with  earth  is  now  broken,  and  the  inducing  charge  is 
then  removed,  it  will  be  found  that  the  conductor  is  now  electrified  with 
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the  opposite  kind  of  electrification  to  that  of  the  inducing  body.  In  the 
case  when  the  inducing  charge  is  removed  before  the  conductor  has 
been  put  to  earth,  the  reason  why,  on  the  removal  of  the  inducing 
charge,  the  conductor  was  unelectrified  was  that  the  two  kinds  of 
electrification,  produced  in  equal  quantities  by  the  induction,  neutralise 
each  other.  We  shall  return  to  the  consideration  of  the  subject  of 
induction  after  we  have  dealt  with  the  quantitative  measurement  of 
electrification. 

443.  Coulomb's  Law.— By  means  of  the  torsion  balance,  Coulomb 
was  able  to  show  that  the  force  exerted  on  one  another  by  two  charged 
conductors  is  directly  proportional  to  the  product  of  their  charges,  and 
inversely  proportional  to  the  square  of  the  distance  between  the  bodies. 

Hence,  as  in  the  case  of  the  unit  magnetic  pole,  we  may  define  the 
unit  electrification  or  charge  as  such  that  if  two  small  bodies,  each 
charged  with  a  unit,  are  placed  at  one  centimetre  apart  in  air,  the  force 
they  will  exert  on  one  another  will  be  one  dyne.  The  reason  the  medium 
air  is  specified  is  that,  as  we  shall  see  later,  the  force  exerted  between 
two  charged  bodies  depends  on  the  nature  of  the  medium  which  fills 
the  space  between  them,  while  the  reason  the  bodies  on  which  the 
charges  are  supposed  to  exist  are  taken  as  small  is  that  if  the  bodies 
were  of  appreciable  magnitude  the  distribution  of  the  electrification 
would  be  altered  by  the  action  of  the  one  charge  on  the  other. 

Suppose  then  we  had  two  points,  charged  with  e  and  /  units  of 
electricity  respectively,  placed  at  a  distance  r  apart  in  air,  the  force,  /% 
which  they  would  exert  one  on  the  other,  due  to  their  electrification,  will 
be  given  by  the  equation — 

The  force  will  be  an  attraction  if  the  charges  e  and  /  are  of  opposite 
sign,  and  a  repulsion  if  they  are  of  the  same  sign.  In  the  case  of  the 
unit  of  electrification,  as  we  shall  see  later,  we  meet  with  a  case  where 
there  are  two  separate  relations  commonly  employed  to  connect  the 
quantity  to  be  measured  with  the  fundamental  units  (§  8).  Hence,  in 
order  to  distinguish  the  unit  as  defined  above,  which  depends  for  its 
definition  on  the  force  exerted  between  two  charged  bodies,  and  another 
unit  which  we  shall  consider  later,  and  which  depends  for  its  definition 
on  another  physical  property  of  a  charged  body,  the  unit  above  defined 
is  called  the  electrostatic  unit  of  quantity  of  electricity  or  charge. 
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CHAPTER  IV 
THE    ELECTRICAL    FIELD 

444.  Electrical  Lines  of  Force.— If  a  small  body,  charged  with 
the  unit  positive  charge,  is  brought  into  the  neighbourhood  of  a  charged 
body,  this  unit  charge  will  be  acted  upon  by  an  electrical  force,  which 
at  every  point  of  the  space  surrounding  the  charged  body  will  have  a 
definite  magnitude  and  direction.  As  in  the  case  of  magnetism,  a  line, 
such  that  its  direction  at  every  point  is  the  same  as  the  direction  of 
the  force  acting  on  the  unit  charge  when  placed  at  the  point,  is  called 
a  line  of  force.  The  direction  in  which  a  line  of  force  is  supposed  to 
run  is  the  direction  in  which  a  small  positively  electrified  body  would 
tend  to  move.  Hence  a  line  of  force  will  always  start  from  a  body 
which  is  positively  electrified  and  end  on  a  body  which  is  negatively 
electrified. 

If  we  take  an  area  on  the  surface  of  a  positively  electrified  body, 
such  that  this  portion  of  the  surface  contains  a  unit  of  electricity,  and, 
starting  froni  all  points  on  the  curve  bounding  this  area,  draw  the  lines 
of  force,  these  lines  of  force  will  enclose  a  tuTje-shaped  space  which  is 
called  a  tube  of  force.  Since  each  of  the  lines  of  force  must  terminate 
on  a  negatively  electrified  body,  we  see  that  every  tube  of  force  must 
end  on  a  negatively  electrified  body,  and  it  can  be  shown  that  the 
quantity  of  electricity  on  that  portion  of  the  surface  enclosed  by  the 
tube  of  force  will  be  a  unit  of  negative  electricity.  By  means,  there- 
fore, of  tubes  of  force,  we  can  indicate  the  distribution  of  the  electrifica- 
tion on  the  surface  of  a  charged  body,  for  the  greater  the  charge  the 
smaller  will  be  the  cross-section  of  the  tubes  of  force,  and  hence  the 
larger  the  number  of  them  which  will  leave  each  square  centimetre  of 
the  surface  of  the  charged  body.  Since  it  would  be  rather  inconvenient 
to  draw  a  series  of  tubes,  it  is  usual  to  suppose  that  a  single  line  of 
force  is  drawn  along  the  axis  of  each  unit  tube  of  force,  that  is,  that 
from  the  centre  of  each  element  of  the  surface  of  the  positively  electrified 
body  on  which  the  unit  quantity  of  positive  electricity  exists  we  draw  a 
line  of  force.  Under  these  circumstances  the  number  of  these  lines  of 
force  which  leave  the  surface  of  the  charged  body  will  represent  the  charge 
on  the  surface.  If  a  body  is  charged  with  e  units  of  electricity,  then 
B  lines  of  force  will  leave  the  surface  of  the  body,  while  if  the  body  is 
charged  with  e  units  of  negative  electricity,  e  lines  of  force  will  terminate 
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on  the  surface  of  the  body.  It  will  thus  be  seen  that  if  a  body  is  charged 
with  e  units  of  positive  electricity,  so  that  e  lines  of  force  leave  the  body 
and  must  tenninate  on  a  negatively  charged  body,  somewhere  or  other 
there  must  necessarily  exist  e  units  of  negative  electricity.  This  negative 
charge  may,  however,  be  so  far  removed  from  the  spot  where  we  are 
making  our  experiments  that  it  does  not  in  any  way  affect  the  results,  and 
hence  we  are  able  to  perform  experiments  in  which  we  practically  have 
only  to  deal  with  one  kind  of  electrification.  Here  we  have  a  marked  dif- 
ference between  magnetism  and  electricity,  for  in  the  case  of  magnetism 
we  are  unable  to  obtain  a  body  which  has  only  one  pole,  and  so  cannot 
deal  with  a  single  pole. 

The  space  in  the  neighbourhood  of  electrified  bodies  in  which  elec- 
trical phenomena,  such  as  attraction,  are  exhibited  is  called  an  electrical 
field.  A  field  in  which  the  force  acting  on  a  small  electrified  body  is 
everywhere  the  same  both  in  magnitude  and  direction  is  called  a  uniform 
field.  In  a  uniform  field  the  lines  of  force  must  be  everywhere  parallel, 
and  therefore  the  tubes  of  force  must  everywhere  have  the  same  cross- 
section. 

The  quantity  of  electrification  on  the  unit  of  area  of  the  surface  of  an 
electrified  body  is  called  the  surface  density  of  the  electrification,  and,  as 
we  have  seen,  the  number  of  lines  of  force  which  leave  or  tenninate  on 
the  unit  of  area  of  the  surface  is  also  equal  to  the  charge  on  the  unit  area. 
Hence  the  surface  density  may  also  be  defined  as  the  number  of  lines  or 
tubes  of  force  which  leave  or  terminate  on  the  unit  area  of  the  surface  of  the 
electrified  body.  In  the  case  where  the  electrification  of  the  body  is  not 
uniform,  the  surface  density  at  a  given  point  is  defined,  as  in  the  case  of 
other  variable  quantities,  as  the  quantity  of  electricity  on  a  small  element 
of  surface  surrounding  the  given  point  divided  by  this  area. 

The  lines  of  force  in  the  case  of  two  small  bodies,  one  of  them  positively 
and  the  other  negatively  electrified,  and  placed  at  a  very  great  dis- 
tance from  all  other  conductors,  so  that  all  the  lines  of  force  which 
leave  the  positively  electrified  body  terminate  on  the  negatively  electrified 
body,  are  shown  in  Fitj.  432,^  while  in  Fig.  433  the  lines  of  force  in  the 
case  where  the  two  bodies  are  electrified  with  the  same  kind  of  electrifi- 
cation are  shown. 

As  in  the  corresponding  case  in  magnetism,  we  may  account  for  the 
attraction  which  takes  place  in  the  one  case,  and  the  repulsion  in  the 
other,  if  we  suppose  that  there  exists  a  tension  along  the  lines  of  force, 
and  that  something  of  the  nature  of  an  hydrostatic  pressure  acts  at  right 
angles  to  the  direction  of  the  lines,  so  that  they  repel  one  another. 

When  the  electrical  charge  on  any  system  of  conductors  alters  its 
distribution,  we  may  consider  that  each  unit  of  the  charge,  as  it  moves 
over  the  surface  of  the  conductors,  drags  the  end  of  its  tube  of  force  after 

1  The  lines  of  force  are  symmetrical  about  the  line  joining  the  charges,  and  so  to 
save  space  only  half  arc  shown. 
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Fig.  432. 


it,  but  that,  on  account  of  the  tension  acting  along  the  tube,  the  tendency 
is  for  the  tube  to  become  as  short  as  possible.  When  the  two  conductors, 
on  which  any  given 
tube  terminates,  are 
separated  by  a  non- 
conductor, the  tube  of 
force  cannot  shorten 
indefinitely,  for  the 
ends  of  the  tube  can- 
not leave  the  conduc- 
tors. If,  however,  the 
two  conductors  are 
placed  in  conducting 
communication,  say  by 
being  joined  by  a  wire, 
the  ends  of  the  tube 
can  now  move  along 
this  wire,  so  that  the 
tube  can  shorten  in- 
definitely, and  ulti- 
mately vanish. 

Thus  by  supposing 
that  not  only  does  the 
tension  along  the  lines 
of  force  give  rise  to  a 
mechanical  force  act- 
ing on  the  matter  on 
which  the  electrifica- 
tion exists,  but  also 
that  this  tension  causes 
the  electricity  of  the 
two  opposite  kinds 
which  exist  at  the  two 

ends  of  the  line  of  force  to  tend  to  approach  e«ich  other,  and  can  only  be 
kept  apart  by  the  interposition  of  a  non-conductor,  we  shall  be  able  to 
explain  how  it  is  that  one  of  the  kinds  of  electricity  produced  by  induction 
remains  on  the  body  when  the  latter  is  put  to  earth,  while  the  other  kind 
of  electrification  escapes  to  earth. 

In  Fig.  434  let  A  represent  the  inducing  body,  which  we  may  suppose 
charged  with  positive  electricity,  and  B  be  an  insulated  conductor  which 
is  electrified  by  induction  by  A.  Then  some  of  the  lines  of  force  (shown 
by  the  full  lines)  which  leave  A  will  terminate  on  B,  and  B  will  therefore 
be  negatively  electrified  at  the  part  where  these  lines  meet  the  surface.  In 
addition  a  number  of  lines  of  force  will  leave  B,  and  terminate  on  sur- 
rounding conductors,  such  as  the  walls  of  the  room  in  which  the  two 


Fig.  433. 
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bodies  are  placed.  The  part  of  B  where  these  lines  leave  the  surface  will 
be  positively  electrified,  the  corresponding  negative  charge  being  on  the 
walls.  The  lines  of  force  which  stretch  from  A  to  B,  by  their  tension, 
cause  the  negative  charge  on  B  to  accumulate  on  the  side  next  A.  The 
whole  charge  does  not  accumulate  at  the  nearest  point,  however,  because 
of  the  mutual  repulsion  which  the  lines  of  force  exert  on  one  another.    It 


Fig.  434. 


is  owing  to  this  repulsion  between  the  lines  that  the  lines  leaving  the 
body  B  accumulate  at  the  other  end. 

When  the  body  B  is  put  in  conducting  communication  with  the  earth, 
i.e.  >vith  the  bodies  on  which  the  lines  of  force  which  leave  it  terminate, 
owing  to  the  action  of  the  tension  on  the  electrification  itself,  the  latter 
will  escape,  but  the  negative  electrification  corresponding  to  the  lines  of 
force  which  leave  A  and  terminate  on  B  will  not  be  able  to  reach  A,  since 
these  two  bodies  are  not  in  conducting  communication.    The  distribution 
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of  the  charges  will  then  be  as  shown  by  the  lines  of  force  in  Fig.  435, 
where  there  are  no  lines  of  force  leaving  B,  indicating  that  the  charge  on 
B  is  everywhere  negative. 


Fig.  435. 


^  446.  Faraday's  Ice-Pail  Experiment.— The  production  of  electri- 
fication by  induction  can  be  very  clearly  investigated  by  means  of  the 
arrangement  shown  in  Fig.  436.  Faraday,  to  whom  these  experiments 
are  due,  used,  in  place  of  the  hollow  metal  sphere  A,  a  metal  ice-pail,  and 
owing  to  this  circumstance  it  is  generally  known  as  Faraday's  ice-pail 
experiment.  The  hollow  metal  sphere  has  an  opening  B,  through  which 
a  small  charged  sphere  D  can  be  lowered  into  the  interior.  The  hollow 
sphere  is  supported  on  an  insulating  stand,  and  is  connected  with  an 
electroscope  C.  Let  A  be  unelectrified,  and  suppose  that  we  introduce 
the  small  sphere  D,  which  is  suspended  by  an  insulating  thread,  and  is 
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charged  with  Q  units  of  positive  electrification.  Before  D  was  introduced 
within  A,  the  tubes  of  force  which  start  from  the  charged  sphere  ter- 
minated on  the  walls  of  the  room  and  on 
neighbouring  conductors.  When,  how- 
ever, D  is  introduced  within  A  we  shall 
have  two  sets  of  tubes,  one  set  starting 
from  D  and  terminating  on  the  inside  of  A, 
and  the  other  starting  from  the  outside  of 
A  and  terminating  on  the  walls  of  the 
room.  In  other  words,  the  conducting 
shell  A  has  divided  each  of  the  tubes  of 
force  which  leaves  the  charged  body  D  into 
two  parts. 

Fig.  436.  The  tubes  of  force  which  leave  the 

outside  of  A  correspond  to  a  positive 
electrification,  and  the  magnitude  of  this  electrification  is  indicated  by 
the  magnitude  of  the  divergence  of  the  gold  leaves  of  the  electroscope. 
If  now  the  vessel  A  is  put  in  conducting  communication  with  the  earth, 
the  tubes  of  force  which  stretch  from  its  outer  surface  to  the  walls  will 
be  able  to  contract,  the  ends  running  along  the  conductor  used  to  put 
A  to  earth.  The  tubes  which  terminate  on  the  inside  surface  will,  how- 
ever, not  be  able  to  shrink,  for  the  sphere  D  is  not  in  conducting 
communication  with  the  vessel  A.  Next  let  the  vessel  A  be  again 
insulated,  and  then  lower  the  sphere  D  till  it  touches  the  inside  of  A. 
Now  the  tubes  of  force  between  D  and  the  inside  of  A  are  able  to  shrink 
and  vanish.  When  the  vessel  A  was  put  to  earth  the  leaves  of  the 
electroscope  collapsed,  showing  that  the  vessel  A  had  lost  its  free  charge, 
and  they  remain  collapsed  even  when  the  charged  sphere  is  allowed 
to  touch  the  inside  of  the  vessel  A.  This  therefore  shows  that  the 
positive  charge  on  I)  is  exactly  equal  to  the  induced  negative  charge 
on  A.  Hence  the  charge  induced  on  the  inside  of  A  is  -  Q,  Also,  since 
there  were  Q  tubes  of  force  leaving  I),  and  each  of  these  tubes  must 
have  terminated  on  the  inside  of  A,  that  is,  on  a  surface  on  which  the 
charge  is  -  j2,  we  see  that  this  experiment  proves  that  the  charge  on  the 
portion  of  the  surface  on  which  each  tube  terminated  was  a  unit  of 
negative  electricity. 

Next  remove  D  and  again  charge  it  with  Q  units  of  positive  electricity, 
that  is,  give  it  the  same  charge  as  before,  and  again  introduce  it  within 
the  vessel  A.  If  now  the  sphere  i)  be  lowered  till  it  touches  the  inside  of 
A,  it  will  be  found  that  the  separation  of  the  leaves  of  the  electroscope 
remains  unaltered.  We  have  now  communicated  a  charge  +  {2  to  A,  and 
since  this  produces  the  same  deviation  of  the  electroscope  leaves  as  did 
the  induced  charge  produced  by  the  body  charged  with  +  Q  units  placed 
inside,  we  see  that  the  positive  charge  produced  by  induction  is  equal  to 
Q  units.     But  the  previous  experiment  showed  that  the  negative  charge 


Digitized  by 


Google 


§44^]  Potential  643 

produced  by  induction  on  the  inside  of  A  is  also  equal  to  Q  units.  Hence 
we  see  that  the  positive  and  negative  charges  produced  by  induction  are 
equal.  Thus  our  assumption  that  every  tube  of  force  starts  from  a  portion 
of  a  conductor  on  which  there  is  a  unit  positive  charge,  and  terminates  on 
a  portion  on  which  there  is  a  unit  negative  charge,  is  justified. 

Since  every  tube  of  force  must  have  both  a  beginning  and  an  end,  it 
therefore  follows  that  to  every  positive  charge  there  must  exist  an  equal 
negative  charge,  this  charge  being  situated  on  the  bodies  on  which  the 
tubes  of  force  which  leave  the  positively  charged  body  terminate.  From 
this  it  follows  that  whenever  we,  by  any  means  whatever,  give  a  charge  of 
one  sign  to  a  body  an  equal  and  opposite  charge  must  at  the  same  time 
be  produced.  This  deduction  may  be  proved  experimentally  by  means 
of  Faraday's  ice-pail  experiment,  for  if  a  small  piece  of  sealing-wax  is 
attached  to  an  insulating  handle  and  introduced  within  the  vessel  A,  and 
is  electrified  by  rubbing  with  a  flannel  pad  attached  to  a  second  insulat- 
ing handle,  the  electroscope  will  be  unaffected.  *  The  reason  is  that  the 
charges  produced  on  the  sealing-wax  and  the  flannel  are  equal  and 
opposite,  and  therefore  they  induce  equal  and  opposite  charges  on  the 
outside  of  the  vessel  A.  On  removing  either  the  sealing-wax  or  the 
flannel  the  electroscope  will  be  affected,  for  now  the  inducing  charge 
inside  A  is  all  of  one  sign,  and  hence  so  also  is  the  charge  induced  on  the 
outside. 

We  can  by  this  arrangement  give  the  vessel  A  a  charge,  the  magni- 
tude of  which  is  any  given  number  of  times  the  magnitude  of  some  given 
charge.  Thus  suppose  we  have  a  negatively  charged  sphere,  and  that  we 
bring  the  sphere  D  to  within,  say,  six  inches  and  then  put  it  momentarily 
to  earth.  In  this  way  D  will  obtain  a  charge  of  positive  electricity  of 
magnitude  Q^  say.  Next  introduce  D  inside  A,  and  let  it  touch  the  bottom. 
In  this  way  we  shall  communicate  a  charge  of  j2  to  A.  If  now  D  is  again 
brought  to  within  six  inches  of  the  negatively  charged  sphere  earthed  and 
then  introduced  within  A  as  before,  a  further  charge  of  Q  will  be  com- 
municated to  A,  so  that  the  total  charge  is  2  Q^  and  so  on. 

446.  Difference  of  Potential.— If  two  conductors,  one  of  which 
is  charged  positively  and  the  other  is  charged  negatively,  are  put  in 
conducting  communication,  their  state  of  electrification  will  become 
changed,  so  that  if  they  originally  possessed  equal  charges  they  will 
both,  after  being  connected,  exhibit  no  signs  of  electrification.  If  the 
charge  on  one  was  greater  than  that  on  the  other,  then,  after  being 
connected,  the  sign  of  the  charge  on  the  two  will  be  the  same  as  the 
sign  of  the  charge  which  was  originally  the  greater,  while  the  sum  of  the 
charges  now  possessed  will  be  equal  to  the  difference  of  the  two  original 
charges.  If,  however,  two  bodies,  each  of  which  is  charged  with 
electricity  of  the  same  kind,  are  put  in  conducting  communication,  it 
does  not  follow  that  the  charge  on  the  body  which  was  originally  elec- 
trified with  the  larger  charge  will  be  decreased  and  that  of  the  other 


Digitized  by 


Google 


644  Magnetism  and  Electricity  [§  446 

increased,  for  a  small  sphere  charged  with  one  unit  of  positive  electricity, 
when  put  in  conducting  communication  with  a  sphere,  of  which  the  radius 
is  three  times  that  of  the  other  and  which  is  charged  with  two  units  of 
positive  electricity,  will  lose  electrification.  There  must  evidently,  there- 
fore, be  some  other  condition  besides  the  magnitude  of  the  charge  which 
decides  whether,  when  two  charged  bodies  are  put  in  communication,  the 
charge  of  one  or  other  of  them  becomes  increased. 

Two  conductors  are  said  to  be  at  different  potentials  if,  when  they  are 
put  in  conducting  communication,  the  distribution  of  electrification  on 
the  conductors  changes.  The  body  on  which  the  positive  electricity 
decreases  is  said  to  be  at  the  higher  potential. 

This  idea  of  electrical  potential  is  of  the  same  nature  as  the  idea  of 
temperature  in  the  case  of  heat,  or  of  level  in  the  case  of  the  flow  of  water 
in  a  pipe,  for,  as  we  have  seen,  heat  always  flows  from  a  body  at  a  higher 
temperature  to  a  body  at  a  lower  temperature,  and  water  only  flows  from 
places  at  a  higher  level  fo  places  at  a  lower  level. 

The  difference  in  potential  between  two  charged  conductors  is 
measured  by  the  work  that  would  have  to  be  done  on  a  small  body 
charged  with  a  unit  of  positive  electricity  when  the  body  is  moved  from 
the  immediate  neighbourhood  of  the  conductor  at  the  lower  potential 
to  the  immediate  neighbourhood  of  the  conductor  at  the  higher  potential 

For  all  practical  purposes  the  measure  of  the  available  energy  of  a 
waterfall  is  known  if  the  available  head  and  the  quantity  of  water  which 
passes  in  a  second  are  known,  for  the  variation  in  the  value  of  the 
acceleration  due  to  gravity  (f)  is  comparatively  small.  It  would  be  quite 
otherwise,  however,  if  the  value  of  g  varied  to  any  great  extent  from  one 
place  to  the  other  on  the  surface  of  the  earth.  Thus  suppose  that  we 
had  to  do  with  two  waterfalls  in  which  the  quantity  of  water  which 
passed  per  second  was  the  same,  but  the  fall  was  different  and  the  value 
of  g  was  twice  as  great  at  one  place  as  at  the  other.  Then  the  work 
which  could  be  obtained  from  the  unit  mass  of  water  as  it  passed  from 
the  top  to  the  bottom  of  the  fall  would  be  gh^  in  the  one  case  and  ^gh^  in 
the  other.  Hence,  as  far  as  the  quantity  of  energy  available  is  con- 
cerned, the  height  through  which  the  water  falls,  that  is,  the  difference 
in  level  between  the  water  above  and  below  the  CeiII,  is  not  a  measure  of 
the  value  of  the  fall  If,  however,  we  measured  this  difference  of  "  level" 
by  the  quantity  of  work  which  must  be  done  to  raise  unit  mass  of  the 
water  from  the  bottom  of  the  fall  to  the  top,  then  the  available  energy 
of  any  fall  would  be  simply  obtained  by  multiplying  this  quantity  by  the 
quantity  of  water  which  passes  over  the  fall  in  a  unit  of  time.  Now 
although,  as  has  been  mentioned  above,  the  changes  in  g  are  so  small 
as  to  make  it  quite  unnecessary  to  adopt,  in  the  case  of  waterfalls,  any 
such  device,  yet  it  will  be  seen  why  the  method  adopted  for  measuring 
the  diff*erence  of  potential  between  two  charged  bodies  is  quite  a  reason- 
able  one. 
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When  considering  the  absolute  scale  of  temperature  in  §  261  we  used 
a  very  similar  method,  for  the  difference  in  temperature  between  two 
bodies  was  measured  by  the  work  which  could  be  done  by  a  reversible 
engine  when  working  between  these  two  temperatures,  and  taking  a 
given  quantity  of  heat  from  the  hotter  body.  Thus  in  this  case  also  a 
quantity  of  work  is  used  as  a  measure  of  the  difference  of  the  quantity 
(temperature)  which  decides  in  which  direction  heat  will  flow  when  two 
bodies  are  placed  in  thermal  communication,  and  is,  therefore,  analogous 
to  potential  in  the  electrical  problem. 

The  amount  of  work  done  on  the  unit  of  positive  electricity  as  it  is 
carried  from  the  neighbourhood  of  one  charged  body  to  that  of  the  other 
is  the  same,  whatever  the  path  by  which  it  is  moved.  If  it  were  not,  so 
that  it  were  possible  to  pass  from  a  point  A  (Fig.  437)  to  another  point  B 
at  a  lower  potential,  in  such  a  way  that  the 
work  w^  done  on  the  unit  charge  when 
taken  along  the  path  acb  was  greater  than 
the  work  w^  done  when  the  unit  is  moved 
along  the  path  ADB,  then  by  taking  the 
body  with  the  unit  charge  from  A  to  B  by 
the  path  ACB,  and  bringing  it  back  by  the 
path  BDA,  the  whole  system  would  have 
performed  a  cycle,  for  the  initial  and  final 

states  are  the  same,  while  an  amount  of  work  equal  to  w^—w^  would 
have  been  done  without  the  supply  of  any  external  energy.  This  being 
contrary  to  the  doctrine  of  the  conservation  of  energy,  it  follows  that  w^ 
must  be  equal  to  w^  that  is,  the  work  done  when  the  unit  charge  is 
carried  from  A  to  B  must  be  independent  of  the  path  by  which  it  is 
carried. 

We  have  defined  the  difference  between  the  potential  of  two  points 
and  shown  how  it  is  measured,  and  we  have  now  to  choose  some  fixed 
potential  as  the  zero  of  potential.  The  potential  of  the  earth  is  usually 
taken  as  the  zero  of  potential,  so  that  the  potential  of  a  positively 
electrified  body  is  positive,  and  that  of  a  negatively  electrified  body  is 
negative,  for  a  positively  electrified  body  will  repel  a  body  charged  with 
a  unit  of  positive  electricity,  and  so  work  will  be  done  on  the  unit  charge 
as  it  is  moved  from  the  electrified  body  to  the  earth,  while  if  the  body  is 
negatively  electrified,  work  must  be  supplied  to  move  the  unit  charge 
.from  the  electrified  body  to  the  earth. 

^  447.  Equipotential  Surfaces.— An  equipotential  surface  is  a  surface 
such  that  the  potential  of  all  points  upon  it  is  the  same.  No  work  is 
therefore  done  when  a  charged  body  is  moved  along  a  path  which  lies 
in  an  equipotential  surface.  It  follows  at  once  that  the  lines  of  force 
must  always  cut  an  equipotential  surface  at  right  angles.  If  a  line  of 
force  did  not  cut  an  equipotential  surface  at  right  angles,  then  the  force 
which  acts  in  the  direction  of  the  line  of  force  can  be  resolved  into  two 
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components,  one  along  the  surface  and  the  other  normal  to  the  surface. 
If  an  electrified  body  were  placed  at  the  point  where  the  line  of  force 
cuts  the  equipotential  surface,  it  would  be  acted  upon  by  the  component 
parallel  to  the  surface,  and  if  it  were  moved  in  the  direction  in  which 
this  component  acts,  work  would  either  be  done  on  or  by  the  electrified 
particle.  But  by  the  definition  of  an  equipotential  sur^ce  no  work  is 
done  when  a  charged  body  is  moved  from  one  point  of  such  a  surface  to 
any  other  point  on  the  surface.  Hence  it  follows  that  the  component  of 
the  force  parallel  to  the  surface  of  the  equipotential  surface  must  be  zero, 
or,  in  other  words,  that  the  direction  of  the  line  of  force  must  be  perpen- 
dicular to  the  surface  at  the  point  where  it  cuts  the  surface. 


Fig.  438. 

Since  in  the  case  of  a  conductor  the  electrification  is  not  prevented 
from  spreading  itself  over  the  surface  of  the  body,  no  change, in  the 
distribution  of  the  electrification  would  take  place  by  connecting  any  two 
points  of  the  surface  by  a  conducting  wire,  and  so  all  parts  of  the  surface 
must  be  at  the  same  potential.  The  surface  of  a  conductor  must  there- 
fore be  an  equipotential  surface,  and  hence  the  lines  offeree  must  always 
cut  the  surface  of  a  conductor  at  right  angles  to  the  surface. 

In  Fig.  438  the  lines  of  force  and  the  equipotential  surfaces  for  a 
positively  charged  body  A  are  shown,  the  traces  of  the  equipotential 
surfaces  being  shown  by  the  dotted  lines.     If  an  insulated  uncharged 
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conductor  B  is  placed  in  the  neighbourhood  of  the  charged  conductor, 
this  conductor  will  become  electrified  by  induction.  Now  if  the  con- 
ductor B  could  be  brought  near  the  charged  body  A  without  producing 
any  change  in  the  distribution  of  the  charge  on  the  conductor  or  chang- 
ing the  state  of  the  electrical  field  in  the  space  now  occupied  by  the 
conductor,  that  is,  if  the  lines  of  force  and  the  equipotential  surfaces 
were  to  remain  as  in  Fig.  438  after  the  introduction  of  the  conductor, 
then  those  parts  of  the  conductor  B  furthest  from  A  would  be  at  a  lower 
potential  than  the  parts  nearer  A.  Hence,  since  it  is  impossible  for 
different  parts  of  a  conductor  to  be  at  different  potentials  so  long  as  the 
electrification  is  not  changing,  some  change  in  the  electrical  conditions 
must  take  place  so  as  to  raise  the  potential  of  the  more  distant  parts  of 
the  conductor  B,  or  lower  the  potential  of  the  nearer  parts.  This  will 
occur  if  the  more  distant  parts  become  positively  electrified  and  the 
nearer  parts  negatively  electrified,  for  under  these  circumstances  a 
greater  repulsive  action  will  be  exerted  on  a  unit  of  positive  electricity 
when  placed  near  to  the  further  surface  of  B,  and  hence  a  greater 
amount  of  work  will  be  done  on  this  unit  while  it  is  being  moved  from 
this  position  to  the  neighbourhood  of  the  earth.  In  the  same  way,  less 
work  will  have  to  be  done  to  move  a  unit  charge  from  the  near  side  to 
the  neighbourhood  of  the  earth,  so  that  the  potential  of  the  near  side 
will  be  reduced  by  the  presence  of  the  induced  negative  electrification. 
This  lowering  of  the  potential  on  the  near  side  of  B,  itself  involves  a 
lowering  of  the  potential  of  the  near  side  of  the  conductor  A,  and  hence 
also  of  the  far  side.  This  lowering  of  the  potential  of  the  far  side  is 
produced  by  the  accumulation  of  the  positive  electrification  of  A  on  the 
side  near  B. 

The  form  of  the  lines  of  force  and  of  the  equipotential  surfaces  under 
the  new  conditions  is  shown  in  Fig.  434.  It  will  be  seen  that  the  change 
in  the  distribution  of  the  charge  on  A,  as  well  as  the  distribution  of  the 
induced  charge  on  B,  is  such  that  the  surfaces  of  the  two  conductors  are 
equipotential  surfaces.  If  the  insulated  conductor  is  earthed,  then  the 
electrification  on  both  conductors  is  altered,  but  in  such  a  way  that,  as 
shown  in  Fig.  435,  the  surfaces  of  the  conductors  remain  equipotential 
surfaces.  We  thus  see  that  the  fact  that  the  distribution  of  the  electrifica- 
tion on  the  body,  when  placed  in  the  neighbourhood  of  a  charged  body, 
is  not  uniform  is  not  inconsistent  with  the  surface  of  the  conductor  being 
an  equipotential  surface,  but  is  in  fact  the  distribution  which,  in  conjunc- 
tion with  the  inducing  charge,  insures  the  fulfilment  of  this  condition. 

If  A  and  B  are  two  points  on  a  line  of  force,  they  must  necessarily  be 
at  different  potentials.  Let  the  potential  of  A  be  ^i,  and  that  of  B  be  V^ 
(Fj  being  greater  than  V^  ;  then  if  a  small  body  carrying  the  unit  charge 
of  positive  electricity  is  moved  along  the  line  of  force  from  A  to  B,  the 
work  done  will  be  equal  to  K,  -  V^  for  the  difference  in  potential  between 
two  points  is  measured  by  the  work  done  on  the  unit  charge  when  it  is 
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moved  from  one  point  to  the  other.  If  the  points  A  and  B  are  very  close 
together,  the  force  Fy  which  acts  on  the  unit  charge  in  the  direction  from 
A  to  B,  as  it  is  moved  from  A  to  B,  may  be  supposed  to  remain  constant, 
and  to  be  equal  to  the  average  force  that  acts.  The  work  done  by 
the  unit  charge  as  it  is  moved  from  A  to  B  will  therefore  be  equal  to  /->, 
where  s  is  the  distance  from  A  to  B,  measured  along  the  line  of  force, 
that  is,  the  distance  through  which  the  charge  is  moved  along  the  line  of 
action  of  the  force  F,  Hence  the  work  done  on  the  unit  charge  is  -  Fs. 
Equating  the  two  expressions  we  have  now  obtained  for  the  work  done 
on  the  unit  charge  when  it  is  moved  from  A  to  B,  we  get 

s 

Now  the  expression  on  the  right-hand  side  of  this  equation  is  the 
difference  of  potential  between  the  two  points  divided  by  the  distance 
between  the  points  measured  along  a  line  of  force,  or,  in  other  words,  is 
/the  rate  of  change  in  the  potential  along  the  line  of  force  at  the  points 
A  and  B,  which  are  by  supposition  very  close  together.  Hence  the  force 
which  acts  on  a  unit  charge  of  positive  electricity,  when  placed  in  an 
electrical  field,  is  equal  to  minus  the  rate  of  change  of  the  potential  along 
the  line  of  force  at  the  given  point.  If  the  force  acting  on  the  unit 
charge  is  constant,  it  follows  that  the  rate  of  change  of  the  potential 
must  also  be  constant  Hence  in  a  uniform  electrical  field  (§  444)  the 
rate  of  change  of  the  potential  in  the  direction  of  the  lines  of  force  must 
be  constant,  and  thus  the  length  of  a  line  of  force  intercepted  between 
two  consecutive  equipotential  planes  will  be  the  same,  if  the  difference 
of  potential  between  consecutive  equipotential  planes  is  itself  constant. 

448.  ElectPifleation  Confined  to  the  Surface  of  a  Conduetor.— 
If  a  hollow  conducting  vessel  is  electrified,  the  whole  of  the  charge  is 
confined  to  the  outside  surface  of  the  conductor.  That  thi^  is  so  may 
be  shown  by  touching  the  inside  surface  with  a  proof- plane,  then 
removing  the  proof-plane,  taking  care  not  to  touch  the  sides  of  the 
orifice  of  the  charged  vessel,  when  it  will  be  found  on  testing  tlie  proof- 
plane  that  it  has  not  carried  away  any  charge.  Another  way  of  proving 
that  the  charge  is  entirely  on  the  outside  is  to  lower  a  small  charged 
sphere,  attached  to  an  insulating  thread,  into  a  hollow  conductor,  and 
allow  it  to  touch  the  inside  of  the  conductor,  and  then  withdraw  it,  when 
it  will  be  found  to  have  completely  lost  its  charge.  When  the  charged 
sphere  was  allowed  to  touch  the  inside  of  the  hollow  conductor,  it,  for 
the  time  being,  formed  part  of  this  conductor  ;  and  since  it  entirely  lost 
its  charge,  we  can  infer  that  the  charge  on  a  conductor  is  entirely  con- 
fined to  the  outside  surface. 

449.  Foree  Exerted  on  a  Charsred  Body  placed  within  a 
Hollow  Charged  Conduetor.— Since  the  surface  of  a  charged  con- 
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ductor  is  an  equipotential  surface,  the  whole  of  the  space  within  must  be 
at  the  same  potential,  so  long  as  there  are  no  charged  bodies  within  the 
conductor.  For,  suppose  that  within  the  surface  of  the  conductor  there 
were  an  equipotential  sur£eice  corresponding  to  a  higher  potential  than 
the  potential  of  the  surface  of  the  conductor,  then  there  would  be  lines 
of  force  running  everywhere  to  the  outer  equipotential  surface  from  this 
inner  one ;  and  since  these  lines  of  force  must  of  necessity  start  from 
a  positively  electrified  body,  it  would  follow  that  there  must  be  a 
positively  electrified  body  within  the  conductor,  which  is  contrary  to 
our  original  supposition.  In  the  same  way  it  would  follow  that,  if 
there  existed  an  equipotential  surface  of  lower  potential  than  that  of 
the  surface  of  the  conductor,  there  must  be  a  negatively  electrified  body 
within  the  conductor.  We  are  therefore  led  to  the  conclusion  that 
there  can  be  no  point  within  a  closed  conductor  at  a  different  potential 
from  that  of  the  surface,  unless  there  are  charged  bodies  within  the 
conductor. 

Since  the  strength  of  an  electrical  field  is  equal  to  minus  the  rate  of 
change  of  the  potential,  it  follows  that  if  the  potential  is  constant,  that 
is,  if  its  rate  of  change  is  zero,  there  will  be  no  electrical  force  exerted 
within  the  conductor.  We  thus  see  that  it  follows,  from  the  fact  that  the 
charge  of  a  conductor  is  confined  to  the  outside  surface,  that  there  is  no 
force  exerted  within  a  charged  conductor ;  and  it  can  be  shown  that  this 
condition  can  only  be  fulfilled  if  Coulomb's  law  (§  443),  that  the  force 
exerted  between  two  charged  bodies  varies  inversely  as  the  square  of 
the  distance,  is  true. 

Take  the  case  of  a  uniformly  electrified  sphere,  and  suppose  we 
require  to  find  the  force  at  a  point  P  (Fig.  439).  Through  P  draw  a 
series  of  lines  forming  a  cone  with  P  as  vertex,  and  intersecting  the 
sur&ce  of  the  sphere  in  the  small  areas  s  and  s.  Then  it  can  be  shown  ^ 
that,  if  r  and  R  are  the  distances  of  these  areas  from  the  point  P,  then  s 
is  to  S  as  f^  is  to  R*.  Hence,  as  the  density  a-  of  the  charge  on  the  sphere 
is  uniform,  the  charges  on  the  areas  s  and  s  are  proportional  to  these 
areas,  that  is,  in  the  ratio  of  r*  to  R*.  If  now  the  force  exerted  is  in- 
versely as  the  square  of  the  distance,  the  ratio  of  the  forces  exerted  at  P 

1  Since  the  tangents  at  s  and  s  make  equal  angles  with  the  chord  jps,  they  must 
make  equal  angles,  0,  with  lines  drawn  through  the  p>oints  a  and  ^  at  right  angles  to 
the  chord.  If  u  is  the  solid  angle  of  the  cone  at  P,  the  area  of  a  cross  section  of  this 
cone  made  by  a  plane,  ac,  at  right  angles  to  the  axis  of  the  cone  is  wr*.  Hence  the 
area  intercepted  by  the  cone  on  a  plane  inclined  at  an  angle  6  to  the  axis  is  wr*/cos  0. 
If  the  angle  <a  is  small,  the  area  intercepted  on  the  tangent  plane  is  the  same  as  the 
area  intercepted  on  the  sphere,  and  so  the  area,  j,  of  the  surface  of  the  sphere  inter- 
cepted by  the  cone  is  wr^/cos  0.  In  the  same  way  the  area,  S,  intercepted  by  the 
cone  is  equal  to  mrVcos  0,     Hence 
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by  the  charges  on  the  surfaces  s  and  s  will  be  as  ^  :  ^.     Hence  we  see 

that,  if  the  inverse  square  law  holds,  the  forces  exerted  at  the  point  P  by 
the  charges  on  the  portions  of  the  surface  of  the  sphere  intercepted  by 
the  cone  are  equal  and  opposite,  so  that  they  neutralise  each  other.  The 
same  will  hold  for  the  charges  on  the  portions  of  the  surface  intercepted 
by  any  other  cone  drawn  through  P  ;  and  since  the  whole  surface  of  the 


Fig.  439. 

sphere  can  be  divided  up  into  pairs  of  cones  of  equal  aiigle  and  having 
a  common  vertex  at  P,  and  if  the  inverse  square  law  holds,  the  forces 
due  to  the  charges  on  the  portions  of  the  surface  intercepted  by  each 
pair  of  cones  just  neutralise  each  other,  the  whole  electrified  surface  will 
exert  no  force  at  the  point  P.  Since  experiment  shows  that  there  is  no 
force  exerted  at  P,  we  infer  that  the  supposition  that  the  inverse  square 
law  is  true  is  correct,  for  if  the  force  varied  as  any  other  power  of  the 
distance,  there  would  be  some  force  exerted  at  P. 


Digitized  by 


Google 


CHAPTER  V 
CAPACITY-^ELECTRICAL  ENERGY 

460.  Capacity  of  a  Conduetor.— There  is  a  constant  relation  be- 
tween the  charge  of  a  conductor  and  its  potential,  for  if  the  density  of 
the  charge  at  every  point  of  a  conductor  is  doubled  the  total  charge  will 
also  be  doubled,  and  the  force  exerted  on  a  unit  charge,  placed  anywhere 
in  the  neighbourhood  of  the  charged  conductor,  will  also  be  doubled,  so 
that  the  work  done  in  removing  the  unit  charge  from  the  neighbourhood 
of  the  conductor  to  a  place  of  zero  potential  will  be  doubled,  that  is,  the 
potential  of  the  conductor  will  be  doubled.  This  constant  ratio  of  the 
charge  of  a  conductor  to  its  potential  is  called  the  capacity  of  the  con- 
ductor. Thus  if  a  charge  Q  raises  the  potential  of  a  conductor  to  K,  the 
capacity,  C,  is  given  by  the  relation  C=  Q\  V,  If  the  conductor  is  charged 
to  unit  potential,  then  K=  i  and  the  capacity  is  numerically  equal  to  the 
charge  necessary  to  charge  the  conductor  to  unit  potential.  Hence  we 
may  also  define  the  capacity  of  a  conductor  as  the  charge  which  must  be 
communicated  to  it  to  raise  its  potential  by  one  unit 

461,  Condensers.— We  have  seen  in  §  447  that  if  an  uninsulated 
conductor  is  brought  near  a  charged  body,  the  potential  of  this  latter  is 
diminished  on  account  of  the  induced  charge  on  the  uninsulated  conductor. 
Hence  the  potential  of  the  insulated  conductor  produced  by  a  given  charge 
is  less  when  the  uninsulated  conductor  is  near  than  it  is  when  this  con- 
ductor is  absent ;  in  other  words,  the  effect  of  bringing  the  uninsulated 
conductor  near  the  charged  one  is  to  increase  the  capacity  of  this  latter. 

We  may  consider  the  same  problem  in  a  somewhat  more  direct  way,  if 
we  suppose  that  a  given  conductor,  say 
a  plane  AB  (Fig.  440),  is  insulated  and     x  ^ 
then  charged  to  a  potential  Kwhen  at  a 
distance  from  all  other  conductors. 

Let  a  second  plane,  which  is  con- 
nected with  earth,  be  placed  at  such  a 
distance  from  AB  that  its  presence  does 
not  appreciably  affect   the   electrical  ^ 

condition  of  AB.    Then  the  work  that  ^  p,Q      ^ 

is  done  in  carrying  a  unit  of  positive 
electricity  from  a  point  P  near  ab  to  a  point  P*,  which  is  at  zero  potential, 
is  equal  to  V,    Next  suppose  that  the  uninsulated  plane  is  moved  near  to 

AB,  into  the  position  CD,  so  that  an  appreciable  charge  is  induced  on  it. 
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The  work  that  must  now  be  done  to  move  the  unit  charge  from  P  to  P'  by 
the  same  path  as  before  will  be  less  than  before,  for,  on  account  of  the 
attraction  exerted  on  the  unit  charge  by  the  negative  charge  induced  on 
CD,  the  force  exerted  on  the  unit  is  everywhere  less  than  it  was  before. 
Hence  the  potential  of  AB  is  less  than  it  was  before.  As  the  plane  CD  is 
moved  nearer  to  ab  the  amount  of  t}ie  induced  negative  charge  increases, 
and  the  influence  of  this  negative  induced  charge  in  diminishing  the 
repulsive  force  exerted  on  the  unit  charge  becomes  greater  and  greater, 
and  hence  the  potential  of  ab  becomes  less  and  less.  The  charge  on  ar 
remains  however  the  same,  and  therefore,  since  the  potential  to  which 
this  charge  is  capable  of  raising  ab  diminishes  as  the  imcharged  and 
uninsulated  conductor  CD  is  brought  near,  it  follows  that  the  capacity  of 
AB  must  increase  as  the  conductor  CB  is  brought  near,  I^  instead  of 
keeping  the  charge  on  ab  constant,  we  had  kept  the  potential  constant, 
then  we  should  have  had  to  increase  the  charge  on  ab  as  the  conductor 
CD  was  brought  up. 

An  arrangement  of  two  conductors,  one  of  which  is  insulated  and  the 
other  is  uninsulated,  placed  near  one  another  with  an  insulator  between, 
is  called  a  condenser.  The  name  condenser  was  given  to  such  an 
arrangement  on  account  of  the  fact  that  the  presence  of  the  second 
uninsulated  conductor  appears  to  exert  a  condensing  action  on  the 
electrical  charge  on  the  insulated  conductor,  so  that  for  a  given  potential 
it  can  receive  a  much  greater  charge  than  it  could  without  the  presence 
of  the  uninsulated  conductor. 

The  capacity  of  a  condenser  is  the  charge  which  must  be  communi- 
cated to  the  insulated  conductor  to  raise  its  potential  through  one  unit  of 
potential.  The  two  conductors  of  a  condenser  are  sometimes  called  the 
armatures  of  the  condenser. 

The  commonest  form  of  condenser  is  that  shown  in  Fig.  441,  and  is 
called  a  Leyden  jar.  It  consists  of  a  glass  jar,  the 
interior  of  which  is  coated  with  tinfoil  up  to  within  an 
inch  or  so  of  the  top,  and  a  metal  knob  which  is  in 
conducting  communication  with  this  inside  coating. 
This  tinfoil  forms  the  insulated  armature  of  the 
condenser,  the  uninsulated  armature  being  formed 
by  a  coating  of  tinfoil  on  the  outside  of  the  jar. 

Another  form  pf  condenser  which  is  commonly 
used  consists  of  a  plate  of  glass  or  some  other 
insulating  material,  which  is  coated  on  each  side 
with  a  sheet  of  tinfoil  or  some  other  conductor,  a 
margin  of  an  inch  or  so  being  allowed  all  round  the 
edge  of  the  glass.  One  coating  is  connected  with 
earth,  and  the  other  forms  the  insulated  armature  of  the  condenser.  This 
arrangement  is  sometimes  called  a  fulminating  pane. 

If  the  insulated  armature  of  a  condenser  is  charged  to  a  potential  of 


Fig.  44  t. 
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F,  the  other  armature  being  at  a  potential  zero,  and  this  armature  is  then 
insulated,  while  the  armature  which  was  at  first  insulated  is  put  to  earth, 
this  armature  will  not  lose  much  of  its  charge,  as  now  the  roles  of  the  two 
armatures  are  reversed,  for  what  was  originally  the  induced  charge  is  now 
the  inducing  charge,  while  the  former  inducing  charge  is  now  the  induced 
charge.  When  a  condenser  is  charged,  most  of  the  lines  of  force  stretch 
across  from  one  armature  to  the  other,  few  stretching  from  the  insulated 
armature  to  surrounding  objects.  Now,  in  order  to  discharge  a  charged 
conductor,  the  bodies  on  which  the  other  ends  of  the  tubes  of  force  which 
leave  the  conductor  terminate  must  be  put  in  conducting  communication 
with  the  conductor.  For  we  may  imagine  that  when  a  charged  body  is 
put  to  earth  by  means  of  a  conducting  communication,  such  as  a  wire, 
that  the  two  ends  of  each  tube  of  force  travel  along  the  conducting  wire 
towards  one  another,  the  tube  of  force  shortening  up  in  virtue  of  the 
tension  which  exists  along  every  such  tube,  until  the  two  ends  come 
together  and  the  tube  of  force  shrinks  to  nothing.  In  the  case  of  the 
condenser,  if  the  two  armatures  are  put  in  conducting  communication  all 
the  tubes  of  force  are  able  to  shrink  to  nothing,  that  is,  the  condenser 
becomes  completely  discharged.  If,  however,  after  charging  the  unin- 
sulated armature  is  insulated,  and  the  other  armature  is  put  in  conducting 
communication  with  earth,  only  those  tubes  of  force  which  stretch  from 
this  armature  to  the  surrounding  uninsulated  conductors,  such  as  the 
walls  of  the  room,  will  be  able  to  shrink  and  vanish.  The  great  majority 
of  the  tubes  which  stretch  from  one  armature  to  the  other  will  not  be  able 
to  shrink,  for  the  armatures  are  not  in  conducting  communication. 
i  452.  Specilie  Induetive  CajMielty.— If  a  condenser  is  formed  by 
two  conducting  plates  ab  and  CD  (Fig.  442),  placed  parallel  to  one 
another,  the  intervening  insulator  being  air,  the  capacity  will 
have  a  definite  value,  say  C  If  now,  while  the  two  armatures  A  C 
are  kept  at  the  same  distance  apart,  the  air  between  the  plates 
is  replaced  by  some  other  insulator,  say  parafBn,  the  capacity 
of  the  condenser  will  be  altered,  in  the  case  taken  the  capacity 
will  be  increased.  We  thus  see  that  the  capacity  of  a  condenser 
depends  not  only  on  the  geometrical  conditions  of  the  armatures, 
such  as  their  size,  shape,  and  distance  apart,  but  also  on  the 
nature  of  the  medium  which  fills  the  space  between  the  plates. 
This  fact  is  expressed  by  saying  that  dielectrics,  as  the  media  p  -^ 
between  the  armatures  are  called,  have  different  specific  indue-  "  ^ 
tive  capacities.  Fig.  442. 

The  specific  inductive  capacity,  of  the  air  is  taken  as  unity, 
and  that  of  any  other  dielectric  is  measured  by  the  ratio  of  the  capacity 
of  a  condenser,  of  which  the  given  substance  is  the  dielectric,  to  the 
capacity  of  the  same  condenser  when  the  given  medium  is  replaced 
by  air. 

Thus  if  the  capacity  of  a  given  condenser  with  air  as  the  dielectric  is  C, 
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its  capacity  when  the  air  is  replaced  by  a  dielectric  of  which  the  specific 
inductive  capacity  is  IC  will  be  CK. 

In  order  to  compare  the  specific  inductive  capacities  of  different 
dielectrics,  Faraday  used  a  condenser  of  the  form  shown  in  Fig.  443.  It 
consisted  of  an  outer  brass  sphere,  PQ,  made 
up  of  two  hemispheres,  which  fitted  accurately 
together.  This  formed  the  uninsulated  arma- 
ture of  the  condenser,  the  other  armature  being 
formed  by  a  brass  sphere,  c,  which  was  held 
in  a  position  concentric  with  the  outer  sphere 
by  means  of  an  insulating  rod,  A.  A  metal 
wire  passing  down  through  A  allowed  the  inside 
sphere  to  be  charged. 

Two  exactly  similar  condensers  of  this  form 
were  made,  and  one  of  them  was  charged  by 
means  of  the  rod  B,  the  outside  hollow  sphere 
being  connected  to  earth.  The  magnitude  of 
the  charge  imparted  to  the  condenser  was  then 
determined  by  touching  B  with  a  proof-plane, 
the  charge  taken  away  by  the  plane  being 
measured  with  the  torsion  balance.  The  knob 
B  was  then  connected  with  the  similar  knob  of 
the  other  condenser,  so  that  the  two  shared 
the  charge.  The  charge  of  each  was  then 
tested  by  means  of  the  proof-plane  as  before, 
and  was  found  to  be  the  same,  thus  showing 
that  the  capacity  of  the  two  condensers  was 
the  same,  as  from  their  equal  size  and  shape 
ought  to  be  the  case. 
Next  the  space,  w«,  between  the  inside  and  outside  spheres  in  one 
of  the  condensers  was  filled  with  the  medium  of  which  the  specific  induc- 
tive capacity  was  to  be  determined.  The  other  condenser  was  then  again 
charged,  the  amount  of  the  charge  being  measured  as  before.  The  knobs 
of  the  two  condensers  were  then  connected  together,  and  the  potential 
again  measured.  In  the  case  of  such  a  dielectric  as  paraffin,  the  f>otential 
of  the  two  is  considerably  le^  than  half  the  potential  of  the  air-condenser 
before  the  two  are  put  into  communication,  hence  the  paraffin-condenser 
has  taken  more  than  half  the  charge  of  the  air-condenser ;  and  since 
when  they  are  connected  the  potential  to  which  they  are  charged  must 
be  the  same,  it  follows  that  the  capacity  of  the  condenser  in  which  the 
dielectric  is  paraffin  must  be  greater  than  that  of  the  one  in  which  the 
dielectric  is  air.  In  order  to  calculate  the  specific  inductive  capacity.  A', 
of  the  paraffin,  suppose  that  the  potential  to  which  the  air-condenser  was 
originally  charged  was  F,,  while  the  potential  of  the  two  condensers  when 
joined  together  is  Fg.     If  C,  and  C^  are  the  capacities  of  the  condensers 
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of  which  the  dielectrics  are  air  and  paraffin  respectively,  then  the  original 
charge  of  the  air-condenser  is  Cj  F,,  while  its  charge  after  it  has  been  put 
into  communication  with  the  paraffin- condenser  is  VjOy  The  charge  of 
the  paraffin- condenser  is  equal  to  V%C^  but  this  must  also  be  equal  to 
the  charge  lost  by  the  air-condenser,  that  is,  to  F^Q  -  V^Cy  Thus  the 
specific  inductive  capacity  of  the  paraffin,  which  by  definition  is  equal  to 
the  ratio  of  the  capacity  of  a  condenser  of  which  the  dielectric  is  paraffin 
to  the  capacity  of  the  same  condenser  when  the  dielectric  is  air,  can  be 
found.    For 

so  that  K^  -^  =    '^    I 

As  we  shall  see  later,  the  determination  of  the  specific  inductive  capacity 
of  different  dielectrics  is  of  great  interest  from  its  bearing  on  the  electro- 
magnetic theory  of  light.  In  the  following  table  the  values  of  the  specific 
inductive  capacity  of  some  dielectrics  are  given.  The  values  obtained 
depend,  in  the  case  of  solids,  on  the  physical  condition  of  the  solid  as 
well  as  on  the  duration  of  the  electrical  charge  employed  in  the  measure- 
ment. 

Specific  Inductive  Capacity. 
Ebonite  .  .  .  2.5 
Glass  ....  6.0 
Shellac  .  .  .  .  3.3 
Sulphur  ...  3.0 
Mica      ....    8.0 

468.  Energy  of  a  Charged  Condenser.— Suppose  that  a  condenser 

of  capacity  C  is  charged  to  a  potential   K,  the  uninsulated  armature 

being  at  the  potential  zero.     Since  the  potential  of  the  one  armature  is 

K,  and  that  of  the  other  is  (?,  the  work  done  in  moving  a  unit  charge 

from  one  armature  to  the  other  will  be  V.     Hence  if  we  suppose  that  the 

condenser  is  discharged  by  the  process  of  carrying  the  charge,  one  unit 

at  a  time,  from  one  armature  to  the  other,  the  wor1c  done  during  the 

transference  of  the  first  unit  will  be  V^     On  account  of  the  loss  of  this 

amount  of  the  charge  the  potential  will  be  reduced  to  V-  ijC,  for  the 

original  charge  was  /^C,  and  the  charge  after  the  abstraction  of  one  unit 

is   VC-  I,  and  this  charge  will  raise  the  potential  of  a  condenser  of 

FC- 1 
capacity'  C  to  a  potential  — rr,-    .     Hence  the  work  done  in  carrying  the 

second  unit  from  one  armature  to  the  other  will  be  F-  i/C,  and  so  on. 

1  It  will  really  be  a  little  loss  than  V,  since  the  removal  of  the  first  unit  will  reduce 
the  charge  on  the  armature.  If,  however,  I'is  great,  so  that  the  removal  of  a  single 
unit  makes  littlb  effect,  or  if  we  remove  less  than  a  unit  each  time,  the  error  on  this 
account  can  be  made  negligable. 


Benzine      .     . 

2.3 

Air   ....     i.oooo 

Ethyl  alcohol 

25.0 

Carbon  dioxide  1.0004 

Petroleum  .     . 

31 

Hydrogen      .    0.9997 

Turpentine 

2.2 

Vaseline     .    . 

2.2 
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Since  i/CKof  the  original  charge  is  removed  each  time,  after  n  times, 
where  n  is  numerically  equal  to  VCy  the  condenser  will  be  completely 
discharged.     Hence  the  total  amount  of  work  done  in  the  discharge  is 

the  sum  of  the  series  ^+  (  ^-  ^•)  +  (  ^-  ^')  +  (  ^'- 1')  +  +  (  V  -  ^. 
This  series  is  an  arithmetical  progression,  and  the  sum  of  the  terms  is 
equal  to  half  the  sum  of  the  first  and  last  terms  multiplied  by  the  number 
of  terms,  that  is,  the  total  work  done  in  the  discharge  is  \  FC(  F-  0\ 
or  \V^C,    This  expression  may  also  be  written  in  the  forms  jQKand 

^y,,  where  Q  is  the  original  charge  of  the  condenser.     Since  the  work 

done  in  the  discharge  must  be  equal  to  the  work  done  during  the  charge, 
the  above  expressions  also  express  the  work  done  in  charging  a  con- 
denser ;  in  fact,  these  expressions  give  the  energy  of  a  charged  condenser 


Fig.  444. 

{From  Ganofs  "  Pkysict  ") 

due  to  the  charge.  We  may  look  upon  a  charged  condenser  as  possess- 
ing stored-up  energy  due  to  the  strain  which  is  set  up  in  the  dielectric, 
just  as  the  coiled-up  spring  of  a  watch  possesses  energy  due  to  the  state 
of  strain  it  is  in  due  to  its  deformation. 

The  spark  and  the  accompanying  noise  on  the  discharge  are  both 
evidence  of  the  energy  which  is  set  free  when  a  condenser  is  discharged. 
The  heat  produced  by  the  discharge  of  a  condenser  may  be  shown  and 
roughly  measured  by  means  of  the  arrangement  shown  in  Fig.  444,  and 
called  Riess*s  electric  thermometer.  It  consists  of  a  glass  globe  to  which 
is  attached  a  narrow-bore  glass  tube,  the  end  of  which  is  connected  to 
a  reservoir  containing  some  coloured  water.  A  fine  platinum  wire  is 
stretched  across  the  bulb  between  two  metal  terminals  which  arc  brought 
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through  the  sides  of  the  bulb.  The  pressure  of  the  air  in  the  bulb  is 
adjusted  so  that  the  liquid  in  the  tube  comes  to  near  the  top,  and  then 
a  charged  condenser  is  discharged  through  the  wire  by  attaching  one 
terminal  to  the  outside  coating,  and  then  bringing  the  knob  of  the  inside 
coating  near  the  other  termmal.  On  the  passage  of  the  discharge  the 
wire  becomes  heated,  and  the  air  in  the  thermometer  expands,  forcing 
the  liquid  down  the  tube. 

If  a  condenser  of  capacity  Q  is  given  a  charge  g,  it  will  possess  a 
quantity  of  electrical  energy  2"/2Q-  If  now  it  is  caused  to  share  its 
charge  with  a  second  condenser  of  capacity  Cj,  by  connecting  together 
the  two  outside  coatings,  and  then  bringing  the  inside  coatings  into  con- 
ducting communication,  the  charge  will  be  shared  by  the  two  jars.  The 
combined  charge  will  now  be  equal  to  the  original  charge  of  the  first  jar, 
while  the  combmed  capacity  is  Cj  +  Cg.  Hence  the  energy  of  the  two 
condensers  is  (?/2(C,  +  C2).  Since  Cj  +  Cj  must  necessarily  be  greater 
than  Ci,  it  follows  that  the  energy  of  the  two  condensers  is  less  than  that 
of  the  one  before  it  had  shared  its  charge  with  the  other.  This  loss  of 
energy  is  represented  by  the  energy  spent  as  heat  in  the  spark  which 
always  passes  when  the  charge  of  the  one  jar  is  shared  with  the  other. 
If,  instead  of  one  of  the  condensers  being  originally  uncharged,  they  are 
both  charged,  and  their  inner  coatings  are  then  connected  together,  so 
that  they  share  their  charges,  it  can  be  shown  that  there  is  always  less 
energy  in  the  combined  charges  after  they  have  been  brought  to  the 
same  potential  than  there  was  originally  in  the  two  separate  charges, 
except  in  the  case  when  they  were  originally  at  the  same  potential,  when, 
of  course,  no  communication  of  charge  from  one  to  the  other  takes  place 
on  their  being  put  in  communication,  and  thus  no  energy  is  wasted  in 
the  formation  of  a  spark. 

454.  Condition  of  the  Dielectric  in  an  Electrical  Field.— The 
important  part  played  by  the  dielectric  in  the  case  of  a  Leyden  jar  may 


Fig.  445. 

[From  Canofs  " Physiii.") 


be  shown  in  a  very  striking  manner  by  means  of  a  jar  such  as  is  shown 
in  Fig.  445,  of  which  the  armatures  are  removable.      If  such  a  jar  is 

2  T 

Digitized  by  CjOOQIC 


6s 8  Magnetism  and  Electricity  [§  454 

charged,  and  then  the  inner  and  outer  armatures  are  removed  with  a  pair 
of  insulating  tongs,  discharged,  and  then  replaced,  it  is  found  that  the 
discharge  which  can  be  obtained  from  the  reconstructed  jar  is  almost  as 
strong  as  if  the  armatures  had  not  been  removed.  This  experiment 
shows  how  the  charge  of  the  jar  is  really  due  to  some  change  which  has 
been  produced  in  the  dielectric.  If,  after  the  removal  of  the  coatings,  the 
glass  itself  is  discharged  by  passing  it  through  a  flame,  no  discharge  can 
be  obtained  when  the  jar  is  put  together  again. 

The  phenomenon  of  absorption  also  illustrates  the  fact  that  the  energy 
of  a  charged  Leyden  jar  is  stored  up  in  the  dielectric.  If  a  jar  is  charged, 
then  discharged  by  connecting  its  two  coatings  for  a  second,  after  a  short 
time  it  will  be  found  possible  to  obtain  a  further  discharge,  and  after  some 
time  another,  and  so  on,  each  discharge  being  feebler  than  the  previous 
one.  These  residual  charges,  as  they  are  called,  seem  to  show  that  the 
electrical  charge  produces  in  the  dielectric  something  of  the  nature  of  a 
sub-permanent  set  or  strain,  and  that  the  complete  recovery  from  this 
strain  takes  time. 

The  fact  that  the  dielectric  between  two  charged  bodies  is  in  a  state 
of  strain  is  shown  by  some  experiments  which  are  due  to  Kerr.  We  have 
seen,  when  dealing  with  the  subject  of  light,  that  when  an  isotropic  body 
is  placed  between  crossed  Nicols  (§  410)  no  light  passes  through  the 
analysing  Nicol.  If,  however,  the  isotropic  body  is  put  into  a  state  of 
strain,  it  becomes  temporarily  double-refracting,  and  the  light  is  able  to 
pass  through  the  analyser.  We  may,  therefore,  use  a  pair  of  crossed 
Nicols  to  detect  the  presence  of  a  state  of  strain  set  up  in  an  isotropic 
medium  under  any  given  conditions.  Kerr  immersed  two  flat  metal 
plates,  P  and  N  (Fig.  446),  in  carbon  bisulphide 
and  passed  through  the  liquid  between  the  plates 
a  beam  of  plane  polarised  light  in  a  direction 
perpendicular  to  the  paper.  The  principal  plane 
of  the  polarising  Nicol  was  parallel  to  AB,  and  on 
turning  the  analysing  Nicol  till  its  principal  plane 

Nwas  parallel  to  CD,  all  the  light  was  cut  off.    When, 
however,  the  plates   p  and  N  were  brought  to 
different  potentials,  so  that  an  electric  fleld  was 
1^  produced  in  the  carbon  bisulphide  through  which 

Fig.  446.  the  plane  polarised  light  was  passing,  the  lines  of 

force  of  the  field  being  parallel  to  xx',  and  there- 
fore perpendicular  to  the  direction  of  propagation  of  the  light,  and  inclined 
at  an  angle  of  45°  to  the  principal  planes  of  the  Nicols,  the  light  was  able 
to  pass  through  the  second  Nicol.  This  experiment  shows  that  the  carbon 
bisulphide,  which  under  ordinary  conditions  is  perfectly  isotropic,  becomes 
doubly  refracting  under  the  influence  of  the  electrical  field.  It  also  shows 
that  the  supposition  as  to  the  existence  of  a  tension  along  the  lines  of 
force  and  a  pressure  at  right  angles  to  the  lines  is  justified. 
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Since  the  dielectric  plays  such  an  important  part  in  all  electrical 
phenomena,  it  is  of  great  importance  to  examine  in  detail  the  condition 
of  the  dielectric  in  an  electrical  field.  In  order  to  form  a  mental  picture 
of  the  state  of  the  dielectric  in  an  electrical  field,  Faraday,  who  first 
drew  attention  to  the  important  part  played  by  the  dielectric,  imagined 
the  system  of  lines  and  tubes  of  force  of  which  we  have  already  made 
some  use.  In  the  following  section  we  shall  study  more  in  detail  the 
property  of  Faraday's  tubes  of  force,  and  we  shall  find  that  they  very 
completely  represent  the  state  of  an  electrical  field  not  only  in  a  qualita- 
tive way  but  also  quantitatively. 

465.  Tubes  of  Force. — Suppose  that  a  very  small  conducting  sphere 
A  is  charged  with  q  units  of  positive  electricity,  then  \i  A  is  removed 
from  the  neighbourhood  of  other  conductors,  the  tubes  of  force  will 
spread  out  from  the  charged  sphere  radially  in  all  directions,  being  uni- 
formly spaced.  If  an  imaginary  sphere  were  described  with  A  as  centre 
and  a  radius  r  (r  being  considerably  greater  than  the  radius  of  the 
charged  sphere),  the  area  intercepted  by  each  tube  of  force  on  this 
surface  would  be  the  same.  Since  the  charged  body  is  charged  with 
q  units  of  positive  electricity,  q  tubes  of  force  will  leave  its  surface,  and 
hence  q  tubes  of  force  will  cut  the  sphere  of  radius  r.  Therefore,  since 
the  area  of  a  sphere  of  radius  r  is  4^/^,  the  number  of  tubes  of  force 
which  cut  the  unit  area  of  this  sphere  is  qj^irf^.  Now  if  the  sphere  A 
is  sufficiently  small,  we  may  regard  the  charge  as  concentrated  at  a 
point,  namely  the  centre,  and  therefore  the  force  exerted  on  a  unit 
charge  at  a  distance  r  from  the  centre  is  qjr^.  But  the  force  exerted 
on  the  unit  charge  is  what  we  call  the  strength  of  the  field,  so  that  the 
strength  of  the  electrical  field  at  the  surface  of  the  sphere  of  radius  r 
is  qjf^.  We  have  just  seen  that  the  number  of  tubes  of  force  per  square 
centimetre  at  the  surface  of  this  sphere  is  ^/4ff^.  Hence  the  strength 
of  the  field  is  numerically  equal  to  the  product  of  the  number  of  tubes 
of  force  per  square  centimetre  into  4ir.  This  result  may  be  put  in  a 
somewhat  different  form,  for  the  number  of  tubes  of  force  being  ^,  and 
the  area  over  which  they  are  spread  being  4ffr*,  the  cross-section  of 
each  tube,  where  it  cuts  the  sphere  of  radius  r,  is  4irr^/q.  Hence  the 
strength  of  the  field  is  equal  to  the  quotient  of  4w  by  the  cross-section, 
taken  at  right  angles  to  the  lines  of  force  ^  of  the  tube  of  force  passing 
through  the  given  point.  Thus  if  s  is  the  cross-section  of  the  tube  of 
force  passing  through  a  point  /*,  the  strength  of  the  field  at  P  being  Fy 
we  have  the  following  relation  : — 

F=47r/j. 

If /^i  is  the  strength  of  the  field  at  one  point  of  a  tube  of  force  where 

'  Since  the  lines  of  force  cut  an  equipotential  surface  at  right  angles,  j  is  the  area 
intercepted  by  the  tube  of  force  on  the  equipotential  surface  passing  through  the  given 
point. 
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the  cross-section  is  jj,  and  F^  is  the  strength  of  the  field  at  another  part 
of  the  tube  where  the  cross-section  is  jg,  we  have 

Thus  the  product  of  the  strength  of  the  field  at  any  point  along  a  tube 
of  force  into  the  cross-section  of  the  tube  of  force  at  the  point  is  con- 
stant. Now  the  product  of  the  electrical  force  in  a  direction  at  right 
angles  to  a  surface  into  the  area  of  that  surface  is  called  the  electrical 
induction  through  the  surface.  Thus  the  induction  through  a  normal 
cross-section  of  a  tube  of  force  is  constant,  for,  as  we  have  seen  above, 
the  product  of  the  force  into  the  area  of  the  normal  cross-section  is 
constant,  and  is  equal  to  47r.  Since  the  induction  throughout  a  tube  of 
force  is  constant,  such  a  tube  may  be  called  a  tube  of  induction.  If 
we  define  a  unit  tube  of  induction  as  one  in  which  the  induction  is  unity, 
each  of  our  unit  tubes  of  force  will  be  equal  to  47r  unit  tubes  of  induction. 
Thus  on  each  square  centimetre  of  the  surface  of  a  conductor  which  is 
charged  to  a  surface  density  <r  there  will  end  4iro-  unit  tubes  of  induction. 

456.  Action  of  a  Uniformly  Charged  Sphere  on  an  External 
Point. — Suppose  we  have  a  conducting  sphere  of  radius  r,  which  is  at 
a  great  distance  from  all  other  conductors  and  is  charged  with  Q  units 
of  positive  electricity,  and  we  require  to  find  the  strength  of  the  field 
at  an  external  point  at  a  distance  R  from  the  centre.  Since  the  sphere 
is  uniformly  charged  and  is  at  a  great  distance  from  all  other  conductors, 
the  lines  of  force  must  everywhere  be  radial,  while  the  tubes  of  force 
will  be  cones  having  their  apexes  at  the  centre  of  the  sphere,  and  will 
all  be  of  the  same  dimensions.  If  a  sphere  were  described  having  the 
same  centre  as  the  charged  sphere  and  of  radius  A*,  each  of  the  tubes 
of  force  would  intercept  the  same  area  on  this  sphere,  while  it  would  cut 
each  of  the  tubes  at  right  angles.  Now  Q  tubes  leave  the  charged  sphere, 
so  that  the  area  intercepted  by  each  tube  on  the  sphere  of  radius  R  will 
be  4'^/^IQ^  Hence  if  F  is  the  strength  of  the  field  at  any  point  on  the 
sphere  of  radius  /(*,  since  the  force  is  equal  to  4ir  divided  by  the  normal 
cross-section  of  the  tubes  where  they  cut  this  sphere,  we  have — 

F^4rr^4^RyO==Q!R'. 

But  if  the  whole  charge,  Q,  of  the  sphere  were  concentrated  at  the  centre, 
the  force  exerted  at  a  point  at  a  distance  A'  would  be  QI/\^.  Hence  the 
force  exerted  at  an  external  point  by  a  uniformly  charged  sphere  is  the 
same  as  would  be  exerted  if  the  whole  charge  were  concentrated  at  the 
centre  of  the  sphere. 

457.  Distribution  of  Energ-y  in  a  Field.— Suppose  that  we  have 
two  conducting  surfaces,  A  and  I>,  forming  a  condenser,  and  that  they 
are  at  such  a  distance  from  all  other  conductors  that  all  the  lines  of 
force  which  leave  the  one  surface  terminate  on  the  other.  The  potential 
of  the  plate  B  being  kept  zero,  let  the  plate  A  be  charged  with  Q  units 
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of  positive  electricity,  so  that  its  potential  is  V.  Now  the  energy  of  the 
charged  condenser  is  Qy\i  and  the  total  number  of  tubes  of  force  in 
the  field  is  g,  so  that  the  quotient  of  the  energy  of  the  charged  con- 
denser by  the  number  of  tubes  of  force  is  K/2.  Next  suppose  that  the 
distance  between  the  plates  is  decreased.  The  result  will  be  that  the 
capacity  of  the  condenser  will  be  increased,  ahd  so,  if  the  charge  Q  on 
the  plate  A  remains  the  same,  its  potential  will  decrease.  Let  us,  how- 
ever, increase  the  potential  of  A^  that  of  B  being  still  kept  zero,  till  the 
potential  of  A  has  its  previous  value  K,  and  let  the  new  charge  on  A 
be  Q*  The  energy  of  the  condenser  is  now  j2'F/2,  while  Q  tubes  of 
force  occupy  the  field.  Hence  the  quotient  of  the  energy  by  the  number 
of  tubes  is  F/2,  that  is,  has  the  same  value  as  before.  If  we  suppose 
that  each  tube  of  force  contributes  an  equal  amount  to  the  energy  of 
the  field,  then  the  contribution  by  each  tube  is  the  same  in  the  two 
cases,  namely  V]i,  The  question,  however,  arises :  Are  we  justified  in 
supposing  that  each  tube  contributes  an  equal  amount  to  the  energy  of 
the  field;  for  some  of  the  tubes  will  be  short  and  stretch  almost  straight 
from  one  plate  to  the  other,  while  others  may  be  quite  long  and  sweep 
round  in  a  great  curve  from  one  plate  to  the  other.  Now  we  have  seen 
above  that  as  long  as  the  difference  of  potential  of  the  plates,  that  is, 
the  difference  of  potential  between  the  two  ends  of  the  tubes  of  force, 
is  kept  the  same,  the  quotient  obtained  by  dividing  the  energy  by  the 
number  of  tubes  is  the  same  whatever  the  relative  positions  of  the  plates. 
For  instance  we  get  the  same  result  whether  the  plates  are  placed  near 
together  and  parallel  to  one  another,  so  that  almost  all  the  tubes  stretch 
straight  from  one  plate  to  the  other,  or  the  plates  are  turned  so  that  one 
is"  at  right  angles  to  the  other,  and  hence  a  large  proportion  of  the  tubes 
have  to  curve  round  from  one  plate  to  the  other.  Considerations  such  as 
these  lead  us  to  infer  that  each  tube  of  force  in  an  electrical  field  con- 
tributes an  equal  amount  to  the  energy  of  the  field. 

We  have  next  to  see  how  the  energy  stored  up  in  a  tube  of  force  is 
distributed  along  its  length.  Consider  a  single  tube  ;  this  will  start  from 
a  small  area  of  the  plate  A^  on  which  there  will  be  a  unit  of  positive 
electricity.  Now  if  it  were  possible  to  move  this  portion  of  the  surface  of 
A  along  the  tube  of  force  to  the  plate  B^  this  tube  of  force  would  be 
annihilated.  In  the  first  place  let  us  suppose  that  the  removal  of  this 
portion  of  the  charge  of  A  does  not  affect  the  potential  of  the  plate. 
Under  these  circumstances  the  work  done  in  carrying  the  unit  from  one 
end  of  the  tube  to  the  other  would  be  V.  Thus  the  destruction  of  the 
tube  of  force  has  been  accompanied  by  the  performance  of  V  units  of 
work,  while  the  energy  contained  within  the  tube  we  have  seen  is  only 
half  this  quantity.  The  reason  for  this  difference  is  that  the  supposition 
we  have  made  as  to  the  potential  of  A  remaining  the  same  after  the 
removal  of  the  unit  is  erroneous.*  As  the  portion  of  the  plate  A  carrying 
the  unit  charge  is  moved  away  from  the  plate  A  the  potential  will  gradu- 


Digitized  by 


Google 


662  Magnetism  and  Electricity  [§  458 

ally  fall.  The  result  of  this  fall  of  the  potential  of  A  is  that  the  quantity 
of  energy  stored  up  in  each  of  the  tubes  which  are  left  stretching  from  A 
to  B  is  reduced.  Now  it  can  be  shown  that  the  loss  on  this  account  is 
exactly  equal  to  the  loss  on  account  of  the  destruction  of  the  tube,  and, 
further,  that  the  rates  at  which  the  losses  occur  as  the  tube  is  gradually 
destroyed  by  the  motion  of  the  portion  of  the  plate  A  carrying  the  end  is 
the  same  in  the  two  cases.  Hence  the  work  done  during  the  movement 
of  the  unit  charge  from  a  point  P  of  the  tube  to  a  neighbouring  point  Q 
is  equal  to  the  sum  of  the  energy  contained  within  the  portion  of  the  tube 
included  between  P  and  (2>  and  the  loss  of  energy  of  the  condenser  owing 
to  the  decrease  of  the  difference  of  potential  between  its  plates.  Since 
these  two  losses  of  energy  are  equal,  the  energy  contained  in  the  part  of 
the  tube  between  P  and  Q  is  half  the  work  which  is  done  when  the  unit  is 
carried  from  P  to  Q,  Now  the  electrical  force,  /%  varies  along  the  tube, 
but  if  we  consider  the  two  points  P  and  Q  sufficiently  near  together,  we 
may  consider  that  F  remains  constant  over  this  distance.  Hence  the 
work  done  in  carrying  the  unit  from  P  to  Q  will  be  F,  PQ,  for  the  force  F 
acts  alone  the  tube,  that  is,  along  the  direction  of  the  path  PQ.  Thus  the 
energy  included  in  the  tube  of  force  between  P  and  Q  is  F.PQI2,  Hence 
the  energy  stored  in  unit  length  of  the  tube  is  Fl2^  so  that  the  energy 
stored  up  in  unit  length  of  a  tube  of  force  is  numerically  equal  to  half  the 
electrical  force  at  the  part  of  the  tube  considered. 

The  cross-section  of  a  tube  of  force  at  a  point  where  the  force  is  F 
being  ^ttJF^  the  volume  of  unit  length  of  thp  tube  in  this  part  of  the  field 
is  ^TTJF,  But  the  energy  stored  up  in  unit  length  of  the  tube  is  Fjz, 
Hence  417/ Fee,  of  the  field  contains  F/2  units  of  energy,  i.e.  ergs.  There- 
fore the  energy  contained  in  unit  volume,  that  is,  one  cc,  of  the  field,  at  a 
part  where  the  electrical  force  is  F,  is  /^/8ir. 

If  the  difference  of  potential  between  the  ends  of  a  tube  of  force  is  Vy 
and  we  draw  the  equipotential  surfaces  so  that  the  difference  of  potential 
between  consecutive  surfaces  is  one  unit,  these  surfaces  will  divide  each 
tube  into  K  small  portions  or  cells.  The  whole  energy  stored  up  in  the 
tube  being  F/2,  the  energy  stored  in  each  cell  will  be  half  an  erg. 

As  we  shall  see  later,  the  method  of  looking  upon  the  energy  possessed 
by  a  charged  conductor  as  stored  up  in  the  field  leads  to  many  important 
generalisations,  and  the  calculations  we  have  made  above  will  help  to  give 
the  reader  some  mental  grasp  of  what  is  implied  when  a  certain  region  is 
said  to  be  a  field  of  electrical  force,  and  to  appreciate  how  completely 
this  field  is  mapped  out  by  the  tubes  of  force. 

458.  Strengfth  of  the  Field  near  a  Charged  Conductor.— If  the 
density  of  the  charge  at  a  given  point  of  the  surface  of  a  charged  con- 
ductor is  cr,  then  <r  tubes  of  force  will  start  frotn  the  unit  of  area  of  the 
surface  of  the  conductor,  and  since  the  tubes  of  force  intersect  a  conduct- 
ing surface  at  right  angles,  the  cross-section  of  a  tube  in  the  immediate 
neighbourhood  of  the  surface  will  be  1/0-.     If  the  surface  density  is  not 
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uniform,  the  same  will  still  hold  good  in  virtue  of  the  manner  in  which  we 
have  defined  the  measure  of  the  surface  density  when  it  is  variable,  for  if  ^ 
is  the  charge  on  a  small  element  of  surface,  ha^  surrounding  the  given  point, 
the  surface  density  is  hql^  ;  but  since  hq  tubes  of  force  leave  the  small  area 
hOy  the  cross-section  of  a  single  tube  is  ^jhq.  Now  we  have  seen  in  §  455 
that  the  strength  of  a  field  is  equal  to  47r/j,  where  s  is  the  cross- section  of 
the  tube  of  force  of  the  field  at  the  given  point.  Hence  the  strength  of 
the  field  in  the  immediate  neighbourhood  of  a  charged  conductor,  at  a 
point  where  the  surface  density  of  the  charge  is  cr,  is  4Tr<r.  We  have  in 
the  above  argument  assumed  that  the  tubes  of  force  leave  the  surface  of 
the  conductor  at  the  point  considered  on  one  side  only,  as  would  be  the 
case  if  the  portion  of  the  surface  considered  forms  part  of  the  outside  of 
a  closed  surface,  for  under  these  conditions  there  is  no  force  within  the 
surface,  and  so  all  the  tubes  of  force  must  leave  the  portion  of  the  con- 
ductor on  the  one  side.  In  the  case  of  an  unclosed  conductor,  such  as  a 
plane,  there  are  two  ways  of  regarding  the  problem.  If,  as  is  usual,  we 
take  cr'  as  the  charge  on  both  sides  of  unit  area  of  the  plane,  then  the 
lines  of  force  will  start  out  equally  from  each  side  of  the  plane,  so  that 
the  number  of  tubes  of  force  leaving  each  square  centimetre  on  either  side 
will  be  0-72,  and  the  cross-section  of  a  tube  of  force  in  the  immediate 
neighbourhood  of  the  surface  will  be  2/0-'.  Hence  in  this  case  the  strength 
of  the  field  will  be  given  by  /"=27r(j-'. 

459.  Mechanical  Force  Exerted  on  each  Unit  of  Area  of  a 
Charged  Surface.— Let  /fBc  (Fig.  447)  represent  a  section  of  a  closed 
conductor  which  is  charged  so  that  the  surface  density  over  a  small  area 
of  the  surface  at  AC  is  <r.  Let  us  consider  the 
electrical  force  at  two  points,  Pj  and  Pg,  one 
just  outside  and  the  other  just  inside  the  surface 
of  the  conductor.  We  may  consider  that  the 
force  at  these  two  points  is  made  up  of  two 
parts,  namely,  the  force  due  to  the  portion  AC 
of  the  charged  surface  and  that  due  to  the 
part  CBA.  Let  the  force  at  the  point  Pj,  due  to 
the  portion  cba,  be  F^t  then,  since  the  two 
points  Pi  and  Pj  are  by  supposition  very  near 
together,  the  force  due  to  the  part  cba  of  the 
conductor,  which   is  at  a  comparatively  great  ZT     ^ 

distance  from  both  points,  will  be  the  same  for 
both,  namely  Fy,  Also,  since  the  portion  AC  of  the  surface  is  small,  it  is 
practically  plane,  and  so  the  force  exerted  at  the  two  points  Pj  and  Pj, 
which  are  similarly  situated,  will  be  equal  in  magnitude  but  opposite  in 
direction.  Thus  if  the  force  due  to  AC  at  P^  is  F^  acting  along  the  outward 
drawn  normal  to  the  surface,  the  force  at  Pj  will  be  -  F^*  Hence,  adding 
together  the  two  component  forces  for  each  point,  we  get  that  the  force  at 
Pi  is  F^  +  F^  while  the  force  at  P,  is  F^  -  F^    But  the  point  Pj  being  within 
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a  closed  conductor,  the  force  there  is  zero,  while  we  have  just  seen  that 
the  force  at  a  point,  such  as  Pj,  just  outside  the  surface  of  a  conductor 
charged  to  a  surface  density  cr,  is  4^0-.    We  therefore  get  that 

^\  +  F^—^itfT  and  F^  —  F^=0, 

Now  Fi  is  the  force  at  P^  or  Pj  due  to  the  portion  CBA  of  the  charged 
conductor,  and  therefore  if  we  imagine  that  the  portion  AC  of  the  surface 
were  disconnected  from  the  rest,  without  in  any  way  altering  the  distribu- 
tion of  the  charge,  the  electrical  force  acting  at  the  point  where  this 
portion  of  the  surface  is  situated  is  Fi  or  2rr<r.  Now  if  a  is  the  area  of 
the  portion  AC,  the  charge  on  this  portion  is  a-a,  and  so  the  mechanical  force 
in  the  direction  of  the  normal,  which  this  portion  of  the  conductor  would 
experience  owing  to  the  action  of  the  rest  of  the  conductor,  is  <ra.  Fy  or 
2ff<r*cu 

Although  for  clearness  we  have  supposed  the  portion  considered  to  be 
separated  from  the  rest  of  the  surface,  the  same  force  is  exerted,  although 
this  division  does  not  occur.  We  thus  see  that  in  the  case  of  a  charged 
conductor,  on  every  small  element  of  area,  a,  there  is  exerted  an  outward 
force  2iro'*tf,  where  <r  is  the  density  of  the  charge  on  the  element  in  ques- 
tion. This  force  acts  everywhere  normally  to  the  surface,  for.the  force  at 
the  point  Pj  is  normal  to  the  surface,  since  the  lines  of  force,  as  has  been 
shown,  everywhere  cut  a  conducting  surface  at'right  angles.  The  outward 
normal  force  exerted  on  the  unit  of  area  is  2ira^,  This  force  is  of  the 
nature  of  an  hydrostatic  pressure,  and  if  the  conductor  is  expansible,  as 
for  instance  is  the  case  with  a  soap-bubble,  it  will  cause  the  conductor  to 
expand  when  it  is  electrified. 

The  electrical  force,  F,  at  Pj,  that  is,  the  force  due  to  the  whole  charged 
conductor,  being  47r<r,  we  get  that  the  mechanical  force  experienced  by 
unit  area  of  the  surface  of  the  conductor  is  a-Fl2  or  F^j^ir, 

460.  Tension  along  the  Tubes  of  Force.— We  have  seen  in  the 
last  section  that  each  unit  of  area  of  a  charged  conductor  experiences  an 
outward  mechanical  force,  due  to  the  charge,  which  amounts  per  unit 
area  to  /•>/2,  where  F  is  the  electrical  force  just  outside  the  portion  of 
the  charged  surface  considered,  and  <r  is  the  density  of  the  charge  on 
this  portion  of  the  surface.  Now  the  number  of  tubes  of  force  which 
start  from  unit  area  of  the  surface  is  o-,  and  hence,  if  we  suppose  that 
each  of  these  tubes  exerts  a  tension  on  the  surface  of  the  conductor  equal 
to  /'/2,  the  total  tension  exerted  on  unit  area  will  be  /V/2,  that  is,  is  of 
the  actual  amount  which  occurs.  Hence  we  are  able  to  account  for  the 
mechanical  forces  which  act  on  bodies  when  placed  in  an  electric  field, 
if  we  suppose  that  each  of  the  tubes  of  force  is  in  a  state  of  tension,  the 
magnitude  of  the  tension  being  at  each  point  equal  to  half  the  electrical 
force  at  that  poinL 
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If  we  take  a  unit  of  area  on  an  equipotential  plane,  passing  through  a 
point  /*,  that  is,  at  right  angles  to  the  tubes  of  force,  the  number  of  tubes 
which  cross  this  unit  of  area  will  be  Fj^tt^  where  F  is  the  force  at  P, 
Hence,  as  the  tension  along  each  tube  of  force  is  Fli^  the  tension  in  the 
air  across  the  unit  of  area  is  F^JSir, 

As  we  have  already  mentioned,  this  tension  is  not  alone  sufficient  to 
account  for  the  distribution  of  the  tubes  of  force,  but  it  can  be  shown 
that  if  in  addition  we  imagine  that  there  exists  a  pressure  at  right  angles 
to  the  lines  of  force,  of  which  the  magnitude  is  I'^/Stt  per  unit  area,  then 
this  distribution  can  be  accounted  for. 

461.  Dielectrics  other  than  Air.— We  have  hitherto  confined  our 
discussion  of  the  state  of  the  electric  field  to  the  case  where  the  only 
dielectric  present  was  air,  and  we  have  now  to  proceed  to  consider  what 
alterations  will  have  to  be  made  in  the  expressions  we  have  deduced, 
when  the  whole  or  part  of  the  field  is  occupied  by  other  dielectrics. 

Suppose  that  we  have  two  infinite  planes,  A  and  7?,  placed  parallel  to 
one  another  at  a  distance  ii  apart,  and  that  the  plane  A  is  given  a 
positive  charge,  such  that  the  surface  density  is  o-.  Let  the  plane  J?  be 
kept  at  zero  potential,  and  the  potential  of  ^  be  ^a  when  the  dielectric 
separating  the  planes  is  air,  and  Vjk  when  the  dielectric  separating  the 
planes  has  a  specific  inductive  capacity  /C» 

Since  the  planes  are  infinite,  the  field  of  force  between  the  planes 
must  be  uniform,  so  that  the  tubes  of  force  are  all  parallel,  stretching 
straight  across  from  one  plane  to  the  other,  and  have  everywhere  the 
same  cross-section.  Since  the  density  of  the  charge  on  the  plane  A  is  o-, 
the  number  of  tubes  of  force  which  leave  unit  area  of  the  surface  is  c,  and 
hence  the  cross-section  of  each  tube  is  i/tr.  The  cross-section  of  the 
tubes  will  be  the  same  whatever  the  dielectric,  for  we  suppose  that  the 
density  of  the  charge  on  the  plane  A  is  kept  the  same  in  all  cases. 

Now  the  capacity  of  unit  area  of  the  plane  A  will  bear  the  same 
ratio  to  the  capacity  of  the  whole  plane  as  does  unit  area  to  the  total 
area  of  the  plane,  so  that  we  may,  if  we  like,  confine  our  attention  to 
unit  area  taken  on  each  of  the  planes.  The  capacity  being  the  ratio  of 
the  charge  on  one  plate  of  a  condenser  to  the  diflferencc  of  potential 
between  the  plates,  the  capacity  Ca  of  unit  area  of  the  planes,  when  the 
dielectric  is  air,  is  given  by 

for  the  charge  on  unit  area  of  either  plane  is  o-,  and  the  difference  of 
potential  between  the  planes  is  J  a. 

In  the  same  way  the  capacity  of  unit  area,  when  the  dielectric  is  not 
air,  is  given  by 

Now  the  specific  inductive  capacity  of  the  dielectric  is  defined  as  the 
ratio  of  the  capacity  of  a  condenser  having  the  given  dielectric  separating 
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the  plates  to  the  capacity  of  the  same  condenser  when  the  dielectric  is 
air.  Hence  we  have,  if  K  is  the  specific  inductive  capacity  of  the 
dielectric, 

If /^,  is  the  electrical  force  at  any  point  between  the  planes,  when  the 
dielectric  is  air,  the  work  which  would  have  to  be  done  to  carry  unit 
charge  from  one  plane  to  the  other  would  be  Fa4y  so  that  the  difference 
of  potential  Va  between  the  planes  is  given  by 

Va^Fad. 

In  the  same  way,  if  Fk  is  the  electrical  force  at  any  point  between  the 
planes,  when  the  dielectric  has  a  specific  inductive  capacity  A^,  and  Vk  is 
the  difference  of  potential,  we  have 

Vk--Fkd. 
Hence  /^^/F««  Vk\  Va  =  i/ZT, 

or  Fk^FalK. 

Now  if  s  is  the  cross-section  of  the  tubes  of  force,  which,  as  we  have 
seen,  will  be  the  same  in  the  two  cases,  we  have 

Fa^^TP\s. 

H  ence  Fk = \ir\Ks. 

Thus  in  the  case  of  a  dielectric  of  specific  inductive  capacity  Ky  the 
electrical  force  at  a  point  is  \\K  of  the  quotient  of  ^ir  by  the  cross- 
section  of  the  tube  of  force  at  the  point.  Putting  K  equal  unity,  that 
is,  dealing  with  air  as  the  dielectric,  we  obtain  the  expression  already 
found. 

If  N  is  the  number  of  tubes  which  pass  through  unit  area  taken  at 
right  angles  to  the  lines  of  force,  we  have 

Proceeding  in  the  same  way,  we  may  show  that  the  energy  stored  up 
in  each  centimetre  of  a  tube  of  force  is  Fhl^^  and  the  energy  per  cubic 
centimetre  of  the  dielectric  is  F^KIZtt,  Also  the  tension  in  each  tube  is 
/^t/2,  and  the  tension  across  unit  area,  taken  at  right  angles  to  the  lines 
of  force,  is  Fk^K/Sir,  The  proof  of  these  expressions  we  will,  however, 
leave  as  an  exercise  for  the  reader. 

462*.  Force  exerted  between  Two  Small  Charged  Bodies  when 
surrounded  by  a  Dieleetric  other  than  Air.^-Suppose  that  two  small 
bodies,  A  and  By  charged  with  d  and  Q^  units  of  electricity  respectively, 
are  placed  at  a  distance  r  apart,  and  are  immersed  in  a  dielectric  of 
specific  inductive  capacity  /C.     If  the  body  A  were  alone  present,  then 
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the  tubes  of  force  which  start  from  it  will  be  uniformly  distributed,  and 
therefore  since  there  are  j2i  tubes,  the  cross- section  ^  of  one  of  these 
tubes,  at  a  distance  r  from  the  charged  body,  will  be  prr^/Qi^  Hence  if 
F  is  the  electrical  force  at  a  point  P,  at  a  distance  r  from  the  charged 
body,  we  have,  as  shown  in  the  last  section, 

Now  F  is  the  force  which  would  be  exerted  on  the  unit  charge  if  placed 
at  /*,  and  therefore  if  a  body  charged  with  Ca  units  were  placed  at  /',  the 
force  exerted  upon  it  will  be  FQ^  or  QiQ^Kr^,  Hence  the  force  exerted 
between  two  small  charged  bodies,  when  immersed  in  a  dielectric  of 
specific  inductive  capacity  A',  is  ijK  th  of  the  force  which  would  be 
exerted  if  they  were  placed  at  the  same  distance  apart  in  air. 

463*.  Parallel  Plate  Condenser  in  which  the  Dielectric  is 
partly  Air  and  partly  another  Material.— Suppose  that  we  have 
as  in  §  461,  two  infinite  parallel  conducting  planes,  A  and 
B  (Fig.  448),  placed  at  a  distance  ^  apart,  and  that  between 
them  is  placed  an  infinite  parallel-faced  slab,  CD,  of  a 
dielectric  of  specific  inductive  capacity  /f,  the  thickness  of 
the  slab  being  /.  Let  the  plane  A  be  charged  to  a  surface 
density  v^  and  let  its  potential  be  Kj,  that  of  the  plane  B 
being  kept  at  zero.  The  planes  being  infinite,  the  tubes 
of  force  will  have  everywhere  the  same  cross-section,  j,  for 
the  lines  of  force  will  all  be  parallel  and  at  right  angles  to 
the  planes.  Thus  the  electrical  force  F„^  between  A  and 
C  and  between  D  and  B,  where  the  dielectric  is  air,  will  be 
given  by 

Fa  =  \ffls^\irvy 


B 


Fig.  448. 


while  the  force  Fk  within  the  slab  of  the  dielectric  will  be 
given  by 

Fk = ^trlKs = ^irajK, 

Now  suppose  that  the  unit  charge  is  carried  from  near  the  plane  A  to 
near  the  plane  B  along  a  line  of  force.  The  distance  moved  through  in 
air  will  be  d-t^  and  the  work  done  during  this  part  of  the  path  will  be 
{ii-t)Fa,  or  47r(r(d-t).  The  distance  moved  through  in  the  dielectric  is 
/,  and  the  work  done  during  this  part  of  the  path  is  Fjt.t  or  ^ivfTtjK. 
Thus  the  total  work  done  when  the  unit  charge  is  carried  from  A  to  B  is 
4n(r{d-t+tlK}.  But  this  is  equal  to  the  difference  of  potential  between 
the  planes,  hence 

Fi=47r<r{^-/-f//Al 

=4^^-/(1 -i/AO). 

Suppose  now  that  the  slab  of  dielectric  were  removed,  the  sur- 
face density  of  the  charge  on  A  remaining  as  before.     The  work  which 
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would  have  to  be  done  to  carry  the  unit  from  A  to  B  would  now  be 
47r<r</,  that  is,  if  V^  is  the  new  potential  of  A,  that  of  B  being  still  zero, 
we  have — 

F,=47r«r^ 

Thus  the  difference  of  potential  produced  by  a  given  charge  is  less  when 
the  slab  of  dielectric  is  introduced,  that  is,  of  course,  supposing  the 
specific  inductive  capacity  K  of  the  slab  is  greater  than  that  of  air,  and 
hence  the  capacity  of  the  condenser  is  greater.  The  potential,  and 
therefore  also  the  capacity  of  the  condenser,  with  air  only  as  the 
dielectric  will  be  the  same  as  that  when  the  slab  is  in  place,  if.  the 
distance  between  the  plates  is  reduced  to  d-t+tjK^  for  under  these 
circumstances  the  work  done  when  the  unit  charge  is  carried  from  A  to 
B  will  be  47r<r{ti-/+tlA'\  that  is,  the  difference  of  potential  will  have  the 
same  value  as  when  the  distance  between  the  plates  was  d,  but  the  slab 
was  between  the  plates. 

464*.  Capacity  of  a  Sphere  when  at  a  great  Distance  from 
all  other  Conductors. — Suppose  that  we  have  a  sphere  of  radius  /^, 
surrounded  by  a  dielectric  of  specific  inductive  capacity  /C,  and  placed 
at  a  great  distance  from  all  other  conductors.  Now  we  have  seen  in 
§  456  that  the  force  exerted  by  a  uniformly  charged  sphere  at  all  external 
points  is  the  same  as  would  be  exerted  if  the  charge  were  concentrated 
at  the  centre.  Hence  the  force  exerted  on  the  unit  charge,  when  placed 
at  a  distance  d  from  the  centre,  is  QIKd\  Suppose  that  we  take  one  of 
the  lines  of  force  of  the  sphere,  that  is,  a 

J •    •    • straight  line  which  is  the  prolongation  of  a 

r  *}|  Q2  ^3  radius  of  the  sphere,  and  that  starting  from 

Fig.  449.  ^  point  Qj  (Fig.  449)  on  this  line  we  carry  the 

unit  charge  along  the  line  to  an  infinite  dis- 
tance from  the  sphere,  that  is,  to  a  point  where  the  potential  is  zero. 
The  work  which  will  have  to  be  done  to  carry  the  unit  charge  from  Qj  to 
infinity  will  be  equal  to  the  potential  of  the  point  Qj. 

Suppose  that  the  path  is  divided  into  a  number  of  small  elements 
Q1Q2,  Q2Q3,  &c.,  the  distances  of  the  points  Qj,  Q2,  &c.,  from  the  centre 
of  the  sphere  being  //,  //j,  d^^  &c.  Then  the  force  acting  on  the  unit 
charge  when  at  Qi  is  Q,'A'^d\  while  the  force  acting  on  it  when  it  is  at 
Q2  is  Q\Kd^.  If  then  the  points  Qj  and  Q^  are  very  near  together  the 
force  at  Q.^  and  Qj  will  be  very  nearly  the  same,  and  the  work  done  while 
the  unit  charge  is  carried  along  QjQj  will  be  very  nearly  equal  to  the 
product  of  the  force  at  either  of  these  points  into  the  distance  between 
the  points.  The  actual  amount  of  the  work  will  be  rather  less  than 
would  be  the  case  if  the  force  acting  was  all  along  equal  to  the  value 
it  has  at  Q„  and  somewhat  greater  than  if  the  force  had  everywhere  the 
value  that  it  has  at  Qg.  Thus  we  shall  obtain  a  better  approximation 
to  the  truth  if  we  assume  that  the  value  of  the  force  acting,  while  the 
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charge  is  moved  from  Qi  to  Q^,  has  a  value  intermediate  between  the 
values  it  has  at  Qx  and  Qg.  Such  an  intermediate  value  will  be  obtained 
by  taking  the  geometrical  mean,  QjKdd^,  of  the  forces  at  Qi  and  Q^ 
Thus  the  work  done  while  carrying  the  charge  from  Qi  to  Qj  will  be 

&,  <•'•-'>■ 

In  the  same  way,  the  work  done  while  carrying  the  unit  charge  from  Qj 
to  Q5  will  be 

and  so  on« 

Adding  together  the  work  done  over  all  the  elements  of  the  path  we 
shall  obtain  the  whole  work,  that  is,  the  potential,  K,  of  the  point  Qj. 
Thus 

Now  it  will  be  seen  that  in  this  expression  the  distance  of  each  of  the 
points  Q2,  Q3,  &c.,  occurs  twice,  once  positively  and  once  negatively, 
so  that  when  we  add  together  all  the  terms  these  positive  and  negative 
values  will  cancel,  and  we  are  left  with  the  first  term  only,  for  the  value 
of  the  last  term  i/oo  is  zera     Thus 

Hence  the  potential  at  a  point  at  a  distance  d  from  a  uniformly  charged 
sphere  is  numerically  equal  to  the  charge  on  the  sphere  divided  by  A' 
times  the  distance  of  the  point  from  the  centre  of  the  sphere.  If  the 
medium  surrounding  the  sphere  is  air,  the  potential  is  obtained  by  putting 

A'- I. 

If  the  point  Qj  is  taken  close  to  the  surface  of  the  sphere,  the  work 
which  has  to  be  done  to  carry  the  unit  charge  from  Qj  to  infinity  is  the 
measure  of  the  potential  of  the  sphere.  Thus  the  potential  of  a  sphere, 
when  at  a  great  distance  from  all  other  conductors  and  charged  with  Q 
units,  is  QjRfC^  or,  if  the  medium  is  air,  is  QjR,  Now  the  capacity  of  a 
conductor  is  the  ratio  of  the  charge  to  the  potential  to  which  the  con- 
ductor is  raised  by  that  charge.  Thus  the  capacity  of  the  sphere  is 
KRy  or,  if  surrounded  by  air,  is  /i*,  that  is,  the  capacity  of  a  sphere  in 
air  is  numerically  equal  to  the  radius. 

465*.  Capacity  of  a  Spherical  Condenser.— The  problem  of  cal- 
culating the  capacity  of  a  system  of  conductors  of  given  form  is  in 
general  very  difficult  to  solve  ;  the  case  however  of  a  condenser,  such  as 
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that  shown  in  Fig.  443,  where  the  two  coatings  are  concentric  spheres, 
can  be  readily  obtained.  Let  R  be  the  radius  of  the  outside  sphere  which 
is  connected  to  earth,  and  r  the  radius  of  the  inside  sphere.  Let  the 
charge  on  the  inside  sphere  be  g,  and  the  difference  of  potential  between 
the  two  spheres  be  K  Then  Q  lines  of  force  leave  the  inside  sphere, 
and,  since  each  of  these  tubes  of  force  terminates  on  the  inner  surface  of 
the  outside  sphere,  there  must  be  a  charge  of  Q  units,  but  of  opposite 
sign  to  the  charge  on  the  inside  sphere,  induced  on  the  outside  sphere. 
If  the  charge  on  the  outside  sphere  alone  were  present,  the  potential 
within  this  sphere  would  be  everywhere  constant,  and  equal  to  the  value 
it  has  at  the  surface  of  the  sphere,  for,  as  we  have  shown  in  %  449, 
the  potential  inside  a  charged  conductor  is  everywhere  equal  to  the 
potential  at  the  surface  of  the  conductor.     Hence,  owing  to  the  charge 

on  the  outside  sphere,  the  potential  everywhere  inside  is  -  ^^,  for  this  is 

the  potential  to  which  a  charge  -  Q  will  raise  a  sphere  of  radius  /?,  the 
capacity  of  such  a  sphere  being  numerically  equal  to  the  radius.  If  the 
charge  on  the  inside  sphere  were  alone  present,  the  potential  at  its 
surface  would  be  Q\r.  Since  the  potential  at  any  point  due  to  the 
simultaneous  action  of  two  charges  is  the  sum  of  the  potentials  which 
each  would  produce  if  it  acted  alone,  the  potential,  F,  of  the  inside 
sphere,  when  the  outer  sphere  is  present,  is  given  by 


V^Qlr-QlR^Q{l-]y^. 


But  the  capacity,  C,  of  the  condenser  is  equal  to  Ql  V.     Hence 

^     A'-r 

If  the  dielectric  separating  the  two  spheres,  instead  of  being  air,  has  a 
specific  inductive  capacity  A',  the  capacity  will  be 

KrR 
R-r 

If  the  thickness,  ^  -  r,  of  the  dielectric  is  small,  the  radii  R  and  r  will 
be  very  nearly  equal,  so  that,  if  d  is  the  thickness  of  the  dielectric, 

C——r-'     If  5  is  the  surface  of  the  inside  sphere,  we  have  5'=47r^,  or 

R!^^SI/^tr,     Hence  under  these  circumstances  the  capacity,  C,  can  be 

written  C——  -.. 
47ra 

Although  this  formula  only  strictly  applies  to  the  case  of  a  spherical 

condenser,  yet  it  holds  approximately  in  the  case  of  the  ordinary  form  of 

Leyden  jar,  in  which  the  outside  coating  does  not  completely  surround 
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the  inside  coating,  and  it  is  sometimes  of  use  for  calculating  the  approxi- 
mate capacity  of  jars. 

The  expression  for  the  capacity  of  a  spherical  condenser  can  be 

fr 

written  in  the  form  C«    _    . .,»     If  m  this  expression  we  make  R  infinite, 

we  get  C=r,  which  corresponds  to  the  case  of  a  sphere  removed  from  all 
other  conductors.  Hence  this  case  may  be  regarded  as  a  condenser  in 
which  the  outer  coating  has  been  removed  to  an  infinite  distance.  This 
corresponds  to  what  was  said  in  §  444,  as  to  the  fact  that  the  lines 
of  force  which  leave  a  charged  body  must  terminate  on  some  body,  and 
that  where  they  terminate  will  be  found  a  charge  equal  in  magnitude, 
but  opposite  in  sign  to  the  charge  on  the  electrified  body. 
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CHAPTER  VI 


Fig.  450. 


ELECTROMETERS  AND  ELECTRICAL  hf  A  CHINES 

466.  The  Attracted  Disc  Electrometer.— Suppose  that  two  con- 
ducting planes,  AB  and  ced  (Fig.  450),  are  placed  parallel  to  one  another, 
and  at  a  distance  li  apart,  so  small  compared  to  their  size  That  the  dis- 
turbing effect  of  their  edges  produces  no  effect  at  the  central  portions, 

so  that  the  field  of  force  between 
the  plates  is  in  these  parts 
unifoi-m.  We  require  to  find 
the  attraction  exerted  on  a 
portion,  E,  of  the  one  plane  of 
area  5,  when  the  two  planes 
are  charged  to  a  difference  of 
potential,  l\  the  dielectric  being  air.  Suppose  that  the  surface  density 
of  the  charge  on  AB  is  +  o-,  and  that  on  CD  is  -  <r,  then  a-  tubes  of  force 
will  tenninate  on  each  square  centimetre  of  the  plane  CD,  or  at  any  rate 
on  each  square  centimetre  .of  the  central  portion,  E.  Hence,  since 
these  tubes  are  all  normal  to  the  surface  of  i-:,  and  each  exerts  a 
mechanical  force  /'/i  (§  460),  the  total  attraction  exerted  on  E  by  the 
charged  plate  AB  is  FS<rl2, 

Now  the  cross-section  of  each  tube  of  force  being  i/<r,  the  electrical 
force,  /*',  acting  at  any  point  between  the  plates  is  47r<r.  Hence  the 
attraction,  /,  acting  on  E  is  given  by 

/=27r5cr2. 

Since  the  electrical  force,  F,  acting  on  the  unit  charge  anywhere 
between  the  plates  is  pro;  the  work  that  must  be  done  to  carry  the  unit 
charge  from  one  plane  to  the  other  is  4ir(rif,  and  therefore  F=4ro'^/. 
Hence  a-=  Vjj^Trd^  and  substituting  this  value  for  <r  in  the  expression  for 
the  attraction  exerted  on  E,  we  get 


87r^2 


''-■J-s 


fc,/y 


Hence  by  measuring  the  force  exerted  on  a  portion  of  area  S  of  the 
plate  CD,  when  the  distance  between  the  plates  is  //,  and  they  are 
charged  to  a  difference  of  potential  l\  we  can  calculate  the  value  of  this 
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difference  of  potential.  This  then  gives  a  method  of  obtaining  the  value 
of  a  given  difference  of  potential  in  terms  of  the  units  of  mass,  time 
(involved  in  the  value  of  the  force),  and  length,  that  is,  of  determining  a 
difference  of  potential  in  absolute  units  (§  8). 

The  portion  of  the  plate  CD,  which  surrounds  the  part  E  on  which  the 
attractive  force  is  measured,  is  called  by  Lord  Kelvin,  to  whom  the 
arrangement  is  due,  the  guard  ring.  The  functions  of  the  guard  ring  are 
simply  to  insure  that  the  electrical  field  at  the  part  of  the  plates  where 
the  attracted  part  £  is  placed  shall  be  uniform. 

In  the  instrument  depending  on  this  principle  invented  by  Lord 
Kelvin,  and  called  the  attracted  disc  electrometer,  or  the  absolute 
electrometer,  the  part  E  on  which  the  force  is  measured  consists  of  a 
metal  disc  supported  by  three  springs,  so  that  it  lies  concentrically 
within  a  circular  hole  in  the  guard  ring,  to  which  it  is  electrically 
connected.  The  springs  are  so  arranged  that  when  the  attracted  disc 
is  attracted  with  a  certain  force  by  the  opposite  plate,  AB,  it  lies  exactly 
in  the  plane  of  the  guard  ring,  as  indicated  by  means  of  two  sights  which 
are  attached.  The  plate  ab  can  be  moved  in  a  direction  parallel  to  its 
normal  by  means  of  a  micrometer  screw.  When  using  the  instrument 
the  guard  ring  and  attracted  disc 
are  connected  with  earth,  so  that 
their  potential  is  zero,  and  the 
other  plate  is  connected  with  the 
body  of  which  the  potential  is  to 
be  measured  The  distance  be- 
tween the  two  plates  is  then 
altered  till  the  disc  comes  into 
its  sighted  position.  The  force 
necessary  to  bring  the  disc  into 
its  sighted  position  is  deter- 
mined once  for  all  by  placing 
weights  on  it,  and  hence,  know- 
ing this  quantity  (/  in  the 
formula),  and  also  knowing  the 
distance  between  the  plates  from 
the  reading  of  the  micrometer 
screw,  the  potential  can  be 
obtained. 

467.  The  Quadrant  Electro- 
meter.— The  absolute  electro- 
meter, although  it  permits  of  our 
measuring  a  given  potential  in 
absolute  measure,  is  not  very  sensitive,  and  is  not  at  all  suited  for 
comparing  two  small  differences  of  potential,  or  for  detecting  the 
existence  of  a  small  difference  of  potential     Hence  another  form  of 
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electrometer,  called  the  quadrant  electrometer,  has  been  invented  by 
Lord  Kelvin.  A  simple  form  of  this  instrument  is  shown  in  Fig.  451. 
A  light  dumb-bell  shaped  aluminium  needle  is  suspended  by  means  of  a 
fine  metallic  wire  from  the  inside  coating  of  a  Leyden  jar,  the  outside 
coating  of  which  is  connected  with  earth.  Immediately  below  the  needle 
four  quadrant-shaped  metal  plates  are  supported  on  insulating  rods. 
The  alternate  plates,  A  and  B  (Fig.  452)  and  C  and  D,  are  connected 
together  by  wires.  The  twist  of  the  suspending  wire  is  so  adjusted  that 
when  all  four  quadrants  are  connected  together,  and  are  therefore  at  the 
same  potential,  the  needle  hangs  symmetrically 
with  reference  to  the  two  pairs  of  quadrants,  as 
shown  in  the  figure.  If  now  the  two  pairs  of 
quadrants  are  disconnected,  and  while  one  set 
are  put  to  earth,  the  other,  say  A  and  B,  are  con- 
nected with  a  body  which  has  a  positive  charge, 
then  the  positive  charge  on  these  two  quadrants 
will  act  on  the  positive  charge  of  the  needle,  and 
cause  it  to  turn  in  the  clockwise  direction  till  the 
couple  due  to  the  torsion  of  the  suspending  wire 
Fig.  452.  j^st  balances  the  deflecting  couple  due  to  the 

action  of  the  charged  quadrants  on  the  needle. 
If  the  potential  to  which  the  needle  is  raised  is  very  great  compared 
to  the  difference  of  the  potentials  of  the  two  sets  of  quadrants,  the 
deflection  of  the  needle  is  proportional  to  the  difference  in  potential 
between  the  quadrants.  Hence  if  the  deflection  produced  by  a  known 
difference  in  potential  is  measured,  the  potential  corresponding  to  any 
other  deflection  can  be  calculated.  The  angle  through  which  the  needle 
turns  is  generally  measured  by  means  of  the  motion  of  a  spot  of  light 
reflected  from  a  small  mirror  attached  to  the  needle  in  the  manner 
explained  in  §  332. 

Since  the  capacity  of  the  quadrants  of  a  quadrant  electrometer  is 
fairly  small,  connecting  them  to  a  charged  condenser,  of  which  the 
capacity  is  generally  enormously  greater,  does  not  appreciably  alter  the 
potential  of  such  a  condenser.  If  the  capacity  of  the  quadrants  is  of 
the  same  order  as  that  of  the  body  whose  potential  is  being  measured,  a 
correction  on  account  of  the  quantity  of  electricity  taken  by  the  quadrants 
must  be  made. 

468.  Electrical  Machines.— We  have  hitherto  refrained  from  con- 
sidering the  methods  by  which  electrification,  in  greater  quantities  than 
can  be  obtained  by  simply  rubbing  a  body,  such  as  a  stick  of  sealing-wax, 
can  be  produced,  since  the  explanation  of  the  manner  in  which  the  more 
efficient  machines  act  involves  a  knowledge  of  the  laws  of  induction.  The 
oldest  form  of  electrical  machine,  as  the  apparatus  for  the  production  of 
electrification  is  called,  consisted  of  a  glass  disc  or  cylinder  against  which  a 
pad  covered  with  silk  was  pressed.    When  the  cylinder  or  disc  was  rotated. 
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the  friction  of  this  pad  against  the  glass  caused  the  glass  to  become 
positively  electrified.  The  electrification  of  the  glass  was  collected  by 
means  of  a  conductor  to  which  were  attached  a  number  of  points  arranged 
so  as  just  to  graze  the  surface  of  the  glass.  On  account  of  the  induction 
of  the  electrified  glass  these  points  become  electrified,  and  since  the 
electrical  density  at  a  sharp  point  is  great,  the  negative  induced  charge  is 
able  to  escape  through  the  air  on  to  the  glass.  This  negative  electricity 
neutralises  the  positive  electrification  on  the  glass,  and  leaves  the  con- 
ductor to  which  the  points  are  attached  positively  electrified.  This  form 
of  machine  only  works  with  any  degree  of  regularity  when  the  surround- 
ing air  is  quite  dry,  and  nowadays  the  only  forms  of  machine  which 
are  employed  depend  on  the  induction  produced  in  a  conductor  by  an 
electrified  body. 

The  simplest  form  of  induction  electrical  machine  is  the  electrophorus. 
This  instrument  is  shown  in  Fig.  453,  and  consists  of  a  disc  of  resin  or 
ebonite,  ab,  and  a  metal  plate,  CD,  which  is  attached  to  an  insulating 
handle,  E,  by  means  of  which  it  can  be  raised 
from  the  disc  and  carried  about.  The  disc  is 
electrified  by  friction,  and  the  plate  is  placed 
on  the  top.  Suppose  that  the  material  of  the 
disc  is  such  that  it  becomes  positively  electri-  ^ 
fied  on  friction,  so  that  when  thus  electrified  we 
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shall  have  a  number  of  tubes  of  force  stretch-    '^  ^ 

ing  from  the  disc  to  the  walls  of  the  room.  pic.  453. 

On  account  of  the  fact  that  the  surface  of  the 

disc  is  never  quite  plane,  when  the  plate  is  placed  on  the  top,  contact 
will  only  take  place  at  a, very  few  points.  Thus  the  plate  does  not 
become  appreciably  electrified  by  conduction  from  the  disc,  for,  as  it  is 
an  insulator,  the  electrification  from  those  parts  which  are  not  in 
immediate  contact  with  the  plate  are  not  able  to  travel  up  the  disc 
Hence  those  tubes  of  force  which,  before  the  plate  was  placed  over  the 
disc,  stretched  from  the  upper  surface  of  the  disc  to  the  walls  of  the  room, 
now  terminate  on  the  lower  surface  of  the  plate,  while  fresh  tubes  start 
from  its  upper  surface  and  stretch  away  to  the  wails.  If  no>y  the  plate 
is  earthed,  that  is,  is  put  in  conducting  communication  with  the  walls,  the 
tubes  which  start  from  the  upper  surface  of  the  plate  will  be  able  to 
shorten  and  vanish  ;  that  is,  there  will  now  only  be  the  tubes  which, 
starting  from  the  upper  surface  of  the  disc,  terminate  on  the  lower  surface 
of  the  plate.  If  now  the  plate  is  lifted  up  from  the  disc  by  its  insulating 
handle,  the  distribution  of  the  tubes  of  force  will  alter.  Some  of  the  tubes 
will  still  stretch  from  the  disc  to  the  plate,  but  as  the  plate  gets  further  and 
further  from  the  disc  the  number  of  these  tubes  gets  less  and  less.  The 
other  tubes  are,  on  account  of  the  repulsion  they  exert  on  one  another, 
driven  out  sideways  till  they  meet  the  walls,  their  positive  ends  still  remain- 
ing on  the  disc  and  their  negative  ends  still  remaining  on  the  plate.  When 
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a  tube  meets  the  wall  it  will  break  in  two,  and  we  shall  have  two  separate 
tubes,  one  starting  from  the  disc  and  ending  on  the  wall,  and  the  other 
starting  from  the  wall  and  ending  on  the  plate.  The  tubes  which  still 
stretch  from  the  disc  to  the  plate  correspond  to  that  fraction  of  the 
charge  of  the  plate  which  is  still  *^ bound"  by  the  charge  on  the  disc, 
while  the  tubes  which  stretch  from  the  plate  to  the  walls  correspond  to 
the  "free"  charge  of  the  plate.  When  the  plate  is  in  contact  with  the 
disc  and  has  been  put  to  earth  its  potential  is  zero.  As  it  is  raised  up 
from  the  plate,  having  been  insulated,  its  potential  will  gradually  increase ; 
that  is,  in  the  case  we  have  supposed,  since  the  charge  of  the  plate  is 
negative,  its  potential  will  fall  more  and  more  below  that  of  the  earth. 

If,  after  having  been  removed  to  a  distance  from  the  disc,  the  plate  is 
put  to  earth,  the  tubes  which  start  on  the  walls  and  terminate  on  the 
plate  will  be  able  to  shorten  and  vanish,  and  the  plate  will  be  discharged. 
Now  in  the  series  of  operations  we  have  performed  the  charge  on  the 
disc  has  not  been  affected,  and  hence  the  plate  may  be  replaced  and  the 
whole  cycle  of  operations  gone  through  again,  and  so  on,  so  that  the 
plate  may  be  charged  any  number  of  times  without  recharging  the  disc. 

It  may  at  first  sight  seem  as  if  in  this  way  we  were  able  to  produce 
an  indefinite  amount  of  electricity  without  doing  any  work,  and  since  we 
have  seen  that  a  charged  conductor  possesses  energy  in  virtue  of  its 
charge,  this  would  be  contrary  to  the  doctrine  of  the  conservation  of 
energy.  It  must,  however,  be  remembered  that  when  the  plate  is  in  con- 
tact with  the  disc  its  potential  is  zero  after  it  has  been  put  in  communica- 
tion with  the  earth,  and  it  does  not  then  possess  any  available  charge. 
It  is  only  after  the  plate  has  been  removed  from  the  vicinity  of  the  induc- 
ing charge  that  it  possesses  any  "free"  change.     Now  in  order  to  move 

the  plate  away  from  the  disc,  work  has  to 
>  be  done  against  electrical  attraction  between 
the  inducing  and  the  induced  charges,  or,  in 
other  words,  work  has  to  be  done  to  stretch 
out  the  tubes  of  force,  and  it  is  this  work 
which  is  the  equivalent  of  the  energy  of  the 
electrical  charge  on  the  plate.  We  are 
therefore  here  directly  converting  the  me- 
chanical work  done  by  our  muscles  when 
we  raise  the  plate  into  electrical  energy. 

In  the  electrophorus  a  number  of  sepa- 
rate operations  have  to  be  gone  through  each 
time  the  plate  is  charged,  and  it  naturally 
occurs  to  one  to  try  and  invent  an  arrange- 
ment by  means  of  which  these  operations 
are  performed  automatically.  The  simplest  of  these  is  that  due  to  Lord 
Kelvin,  which  is  known  as  Thomson's  Mouse  Mill.  It  consists  of  two 
metal  plates,  A  and  B  (Fig.  454),  bent  so  as  to  form  portions  of  a 
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cylindrical  surface,  these  plates  being  carried  on  insulating  supports. 
Two  small  metallic  brushes,  F  and  G,  are  attached  to  the  inside  of  A 
and  B.  Two  other  metallic  plates,  C  and  D,  are  carried  by  an  insulating 
arm,  E,  which  is  pivoted  so  that  it  can  turn  about  an  axis  perpendicular 
to  the  plane  of  the  figure.  Lastly,  there  are  two  other  metal  brushes, 
H  and  K,  which  are  in  metallic  connection  with  one  another  by  the  wire  L. 
The  brushes  are  so  arranged  that  as  E  rotates,  the  plates  c  and  D  make 
contact  with  them. 

Suppose  that  by  means  of  an  electrified  rod  the  plate  A  is  given  an 
initial  small  positive  charge,  while  the  plate  B  is  given  a  small  negative 
charge,  and  that  the  movable  arm  is  in  the  position  shown  in  the  figure. 
Owing  to  the  inductive  action  of  the  charged  bodies  A  and  B,  the  plates 
c  and  D  become  electrified,  one  positively  and  the  other  negatively,  for 
they  form  a  single  conductor  on  account  of  the  connecting  wire  L.  Thus 
we  have  tubes  of  force  starting  from  D  and  ending  on  B.  If  the  arm  E 
is  now  rotated  in  the  direction  of  the  arrows,  the  first  thing  that  happens 
is  that,  as  D  and  C  move  round,  the  connection  between  them  through  the 
brushes  H  and  K  and  the  wire  L  is  broken,  while  the  tubes  of  force  are 
drawn  out.  The  drawn-out  tubes  of  force  will,  on  account  of  their  mutual 
repulsion,  spread  out,  and  so  most  of  them  will  come  in  contact  with  the 
metal  plate  A.  Each  tube,  when  it  touches  A,  will  divide  into  two  parts, 
one  part  stretching  from  D  to  A,  and  the  other  from  A  to  B,  or  even  by 
further  subdivision  from  A  to  the  walls.  As  on  this  account  as  many  new 
tubes  will  enter  A  as  leave  it,  the  charge  on  A  will  be  unaltered.  When 
D  touches  the  brush  F  it  becomes  virtually  a  part  of  the  conductor  A,  and 
thus  the  tubes  which  stretch  from  D  to  A  contract  to  nothing ;  that  is, 
the  tubes  which  terminated  on  A  vanish,  and  so  on  account  of  the  new 
positive  tubes,  which  were  added  to  A  when  the  tubes  stretching  from  D 
to  B  split  up,  the  charge  on  A  is  increased.  In  the  same  way  the  negative 
charge  on  c  is  transferred  to  f.  As  the  rotation  is  continued,  the  plate 
D  comes  into  the  position  in  which  the  plate  C  is  shown  in  the  figure, 
and  the  whole  process  is  repeated.  Thus  by  the  continuous  rotation  of 
the  arm  E  carrying  the  two  plates  the  charges  Qp  the  conductors  A  and  B 
are  increased,  the  one  being  charged  positively  and  the'other  negatively. 

Although  we  have  supposed  an  initial  charge  to  be  given  to  A  and 
B,  the  infinitesimal  citarge  which  is  induced  by  the  friction  of  the 
movable  plates  on  the  brushes  is  generally  sufficient  to  start  the  machine, 
this  small  charge  being  then  increased  in  the  manner  described.  If  the 
movable  arm  is  rotated  in  the  opposite  direction  the  charges  on  A  and  B 
are  decreased,  so  that  the  arrangement  is  used  in  some  instruments  for 
adjusting  the  charge  to  a  given  value,  for,  by  turning  the  mill  in  one 
direction  or  the  other,  the  charge  on  a  body  connected  to  A  or  B  can  be 
increased  or  decreased  at  will. 

The  Holtz  electrical  machine  consists  of  two  glass  discs,  A  and  B 
(Fig.  455),  one  of  which,  A,  is  fixed,  while  the  other,  B,  can  be  rotated  by 
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means  of  a  handle.    The  fixed  plate  is  pierced  by  two  apertures  or 
windows,  ff',  which  are  at  opposite  ends  of  the  same  diameter.     On 

the  face  of  the  plate  A,  and 
on  the  surface  turned  away 
from  the  movable  plate,  two 
pieces  of  tinfoil,  cc',  are 
fixed.  Each  of  these  pieces 
of  foil  has  a  tongue  which 
projects  through  the  window 
in  the  plate  A.  Opposite 
these  pieces  of  tinfoil,  and 
on  the  opposite  side  of  the 
movable  plate  B,  are  placed 
two  metal  combs,  dd',  which 
are  supported  on  insulating 
stands.  The  machine  is 
started  by  charging  one  of 
the  pieces  of  foil,  say  C,  with 
positive  electricity,  and  ro- 
tating the  glass  plate  in  the 
direction  of  the  arrows.  The 
electricity  on  c  acts  induc- 
tively on  the  comb  D,  and  as 
a  consequence  a  negative 
change  becomes  spread  over 
the  surface  of  the  glass  as  it  is 
rotated.  When  this  negative 
electrification  reaches  F',  it 
acts  inductively  on  the  tongue  attached  to  the  piece  of  tinfoil  c',  and 
attracts  an  equal  quantity  of  positive  electricity  to  the  face  of  the  movable 
plate  next  to  A.  Since  the  thickness  of  the  plate  B  is  small,  the  positive 
charge  derived  from  c'  and  the  negative  charge  derived  from  D,  although 
they  are  on  opposite  sides  of  the  plate,  are  so  near  that  they  practically 
neutralise  each  other's  effects  on  any  external  point.  Owing  to  the  in- 
duction and  to  the  loss  of  positive  electricity  from  the  tongue,  the  tinfoil 
c'  becomes  negatively  electrified,  and  this  acting  inductively,  the  comb  d' 
produces  on  the  rotating  glass  plate  a  positive  charge  over  the  upper 
portion,  which  in  its  turn  acts  inductively  on  the  tongue  of  C,  and  draws 
off  a  negative  charge  which  neutralises  the  action  of  its  own  charge  and 
increases  the  positive  charge  of  C  Thus  as  the  plate  rotates  the  charges 
on  c  and  C*  are  increased,  and  these  charges  acting  on  the  combs  charge 
them,  one  positively  and  the  other  negatively,  so  that  a  body  connected 
to  one  or  the  other  may  be  charged  either  positively  or  negatively,  or  a 
spark  may  be  produced  between  the  two  knobs  attached  to  the  combs. 
In  order  to  increase  the  quantity  of  electricity  which  passes  at  each 
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sparky  the  inside  coatings  of  two  small  Leyden  jars  are  connected  to  the 
combs,  the  outside  coatings  being  connected  together.  The  result  is 
that  these  jars  become  charged,  one  positively  and  the  other  negatively, 
and  when  a  spark  passes  between  the  knobs  not  only  the  combs  but 
also  the  jars  connected  with  them  are  discharged,  and  since  the  capacity 
of  the  jars  is  much  greater  than  that  of  the  combs,  the  quantity  of  elec- 
tricity that  passes,  and  hence  also  the  brightness  of  the  spark,  is  in  this 
way  much  increased.  It  must  be  noticed  that  the  addition  of  the  jars 
does  not  produce  any  effect  either  on  the  quantity  of  electricity  produced 
by  the  machine  for  any  speed  of  rotation,  or  on  the  maximum  difference 
of  potential  between  the  two  combs  which  the  machine  can  produce  ;  the 
only  effect  is  to  store  the  electricity  up  till  the  potential  rises  to  the 
sparking  amount  and  to  then  let  it  discharge.  Thus  the  sparks  are 
less  frequent  than  they  would  be  without  the  jars,  but  when  they  do 
occur  they  are  more  intense. 

If  the  combs  of  one  machine  are  connected  to  the  combs  of  a  similar 
machine,  and  the  first  machine  is  then  set  in  motion,  the  other  machine 
will  begin  to  turn,  but  in  the  opposite  direction  to  that  in  which  it  is 
turned  when  it  is  functioning  as  a  generator  of  electricity.  In  the  first 
machine  mechanical  work  is  done  in  turning  the  handle,  and  this  is 
converted  into  electrical  energy,  the  electrical  energy  being  transmitted 
to  the  second  machine,  where  it  is  in  part,  at  any  rate,  reconverted  into 
mechanical  energy. 

Another  form  of  machine  by  which  one  body  can  be  charged  to  a 
greater  potential  than  that  of  another  body,  although  the  electrification 
is  obtained  by  induction  from  this  latter,  is  the  so-called  water-dropper. 
This  consists  of  an  insulated  metallic  cylinder  B  (Fig.  456),  down  the 
axis  of  which  water  falls  in  drops  from  an  uninsulated 
pipe,  A.  Below  this  cylinder  is  placed  a  second  metal 
cylinder,  C,  which  is  fitted  with  a  funnel  of  the  shape 
shown  in  the  figure.  Some  of  the  tubes  of  force  which  ' 
leave  the  charged  cylinder  B  will  terminate  on  the  . 
supply  pipe,  and  of  these  a  few  will  terminate  on  a  I 
drop  of  water  just  as  it  is  leaving  the  pipe.  As  the  ^  I 
drop  falls  it  will  carr>'  one  end  of  the  tube  down  with 
it  into  the  cylinder  C,  thus  increasing  the  number  of 
tubes  which  terminate  on  C ;  that  is,  increasing  its 
negative  charge.  When  the  drop  strikes  c  it  forms 
part  of  this  conductor,  and  the  end  of  the  tubes  brought 
down  by  the  drop  will  immediately  travel  over  the 
surface  of  C  to  the  outside,  for  c  is  very  nearly  a  closed 
conductor.    Thus  when  the  drop  leaves  the  funnel  in  Fig.  456. 

C  no  tubes  of  force  terminate  on  it ;   that   is,  it   is 
uncharged.     In  this  way  the  charge  of  c  is  continually  increased  till  the 
leakage  over  the  insulating  support  of  c  is  equal  to  the  rate  of  supply, 
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or  till  the  cylinder  is  so  strongly  electrified  that  the  falling  drops  are  so 
strongly  repelled  that  they  no  longer  fall  into  the  funnel.  By  having  two 
of  these  arrangements,  the  lower  cylinder  of  the  one  being  connected 
with  the  upper  cylinder  of  the  other,  and  vice  versa^  the  two  will  react 
one  on  the  other  so  that  the  original  charge  on  the  upper  cylinders  will 
be  increased,  and  hence  also  the  change  produced  by  induction  on  each 
drop  of  water. 

The  energy  necessary  to  produce  the  electrification  in  this  apparatus 
is  derived  from  the  energy  of  the  falling  water.  Owing  to  the  repulsion 
between  the  charged  cylinder  C  and  each  drop  which  carries  a  charge  of 
the  same  sign  as  that  on  the  cylinder,  the  resultant  force  acting  on  the 
drop  and  tending  to  move  it  downwards  is  less  than  the  weight  of  the 
drop.  Hence  the  velocity  acquired  by  the  drop  in  falling  is  less  than  it 
would  be  if  the  electrical  forces  were  absent,  so  that  the  kinetic  energy 
of  the  drop,  when  it  strikes  the  funnel,  is  less  than  it  otherwise  would  be, 
and  the  energy  of  the  charge  which  it  imparts  to  C  is  the  equivalent  of 
this  decrease  in  its  kinetic  energy.  If  we  suppose  that  the  charge  on 
each  drop  as  it  leaves  the  supply  pipe  is  the  same,  the  upward  force 
exerted  upon  it  by  the  charge  on  c  will  increase  as  the  charge  on  c 
increases,  so  that  the  loss  of  kinetic  energy  which  a  drop  experiences  will 
increase  as  the  charge  on  c  increases.  This  is  equivalent  to  an  increase 
in  the  electrical  energy  supplied  to  c  by  the  drop. 

As  the  charge  on  c  increases  its  potential  will  increase  in  the  same 
proportion,  and  hence  the  work  that  must  be  done  to  bring  a  given  charge 
from  a  place  where  the  potential  is  zero  to  the  neighbourhood  of  C  will 
increase  proportionally  to  the  increase  in  the  charge.  Now  the  potential 
of  the  end  of  the  pipe  which  is  connected  with  earth  is  zero,  so  that  each 
drop  when  it  starts  to  fall  is  at  a  place  where  the  potential  is  zero,  and  we 
thus  see  how  the  increase  in  the  loss  of  kinetic  energy  of  each  drop  as  the 
potential  of  c  increases  is  accounted  for.  This  example  is  of  interest  on 
account  of  the  very  clear  manner  in  which  the  advantage  of  the  method 
we  have  adopted  for  the  measure  of  a  difference  of  potential  is  brought 
out,  a  method  which  may  at  first  appear  rather  artificial. 
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PART  III— ELECTRO-KINEMATICS 

CHAPTER  VII 
THE  ELECTRIC  CURRENT 

469.  The  EleetriC  Current.— If  we  have  two  conductors  at  different 
potentials,  and  put  them  in  conducting  communication  by  means  of  a 
wire,  there  will  be  a  redistribution  of  the  electrical  charges  on  the  con- 
ductors, positive  electricity  leaving  the  conductor  at  the  higher  potential 
and  increasing  on  the  other.  We  have  also  seen  that  heat  is  developed 
in  the  wire,  by  means  of  which  the  conductors  are  put  into  communication, 
and  we  shall  see  that  during  the  time  that  electricity  is  passing  from  one 
conductor  to  the  other  this  conductor  is  the  seat  of  many  other  phenomena 
which  only  last  while  this  transference  of  electricity  is  going  on.  If  by 
any  means  we  were  able  to  keep  up  the  difference  of  potential  between 
the  two  conductors,  although  they  are  connected  by  the  wire,  then  this 
transference  of  electricity  would  continue,  and  the  wire  would  continue 
to  be  the  seat  of  a  development  of  heat,  &c.  Under  these  circumstances 
the  wire  is  said  to  be  traversed  by  an  electric  current.  The  current  is 
assumed  to  flow  in  the  direction  from  the  body  at  the  higher  potential, 
through  the  wire,  to  the  body  at  the  lower  potential.  The  word  current 
was  originally  used  when  electricity  was  regarded  as  a  fluid  which  flowed 
from  the  conductor  at  the  higher  potential  through  the  wire,  just  as  a 
fluid  flows  from  a  place  at  a  higher  level  through  a  pipe  to  a  place  at  a 
lower  level  As  far  as  we  are  able  to  tell,  however,  the  only  thing  that  does 
pass  is  energy,  this  energy  being  in  the  form  we  call  electricity,  but  of  the 
nature  of  which  we  are  entirely  ignorant ;  and  so  far  from  the  energy  being 
transmitted  by  the  wire  through  which  the  current  is  flowing,  the  accepted 
belief  nowadays  is  that  the  energy  is  really  transmitted  by  the  insulating 
dielectric  which  surrounds  the  wire,  and  that  the  function  of  the  wire  is 
to  direct  the  flow  of  energy.  Keeping  this  warning  in  memory,  it  will  be 
permissible  to  speak  of  a  current  of  electricity  flowing  through  a  wire, 
and  to  refer  to  the  phenomena  in  the  space  surrounding  the  wire  as  due 
to  this  current,  although  we  no  longer  by  these  terms  mean  to  imply  any 
supposition  as  to  electricity  being  of  the  nature  of  a  fluid,  or  as  to  the  wire 
being  the  path  along  which  the  energy  flows. 

The  magnitude  of  the  current  flowing  in  a  wire  can  be  measured  by  the 
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quantity  of  electricity  which  passes  through  the  wire  in  unit  time.  Thus 
suppose  that  a  conductor  is  connected  to  earth  by  means  of  a  fine  wire,  and 
that  in  order  to  keep  it  at  a  constant  potential,  V^  higher  than  the  earth, 
we  must  supply  it  with  Q  units  of  positive  electricity  per  second,  then  the 
wire  connecting  the  conductor  with  earth  will  be  traversed  by  a  current 
in  the  direction  from  the  body  to  the  earth,  and  the  magnitude  of  this 
current,  as  measured  in  the  units  we  have  adopted  above,  is  Q.  If  the 
quantity  Q  is  constant,  the  wire  is  said  to  be  traversed  by  a  constant 
current. 

470.  Electromotive  Force.— The  cause  of  the  electric  current  in 
the  wire  in  the  example  in  the  above  section  is  the  fact  that  the  two  ends 
of  the  wire  are  at  different  potentials,  and  in  such  a  case,  where  the 
effect  of  the  difference  of  potential  is  to  produce  an  electric  current,  that 
is,  tQ  move  positive  electrification  from  one  place  to  another,  it  is  generally 
spoken  of  as  an  electromotive  force.  Thus  what  we  have  hitherto  spoken 
of  as  the  difference  in  potential  between  two  bodies  will  often,  when  we  are 
dealing  with  electro-kinematics,  be  called  an  electromotive  force  between 
the  two  bodies.  It  must,  however,  be  remembered  that  electromotive 
force  and  difference  of  potential  are  two  different  names  for  one  and  the 
same  thing,  and  the  restriction  of  the  one  term  more  or  less  rigorously  to 
electro-statics  and  of  the  other  to  electro-kinematics  is  simply  a  matter 
of  usage. 

In  the  example  given  above  of  the  wire  connecting  a  body  which  was 
kept  at  a  potential  V  to  earth  (the  potential  of  the  earth  being  taken  to 
be  zero),  the  electromotive  force  acting  on  the  wire  and  to  which  the 
current  is  due,  is  K 

The  electromotive  force  in  this  example  might  be  produced  by  con- 
necting the  body  with  one  of  the  terminals  of  an  electrical  machine,  such 
as  are  described  in  §  468,  and  under  these  circumstances  the  electrical 
machine  can  be  regarded  as  a  source  of  electromotive  force.  The  detailed 
study  of  the  other  sources  of  electromotive  force  can  be  undertaken  with 
more  profit  at  a  later  stage,  so  that  for  the  present  it  will  be  sufficient  to 
suppose  that  what  is  called  an  electric  battery  or  voltaic  cell  is  employed. 
One  of  the  simplest  of  such  cells  is  that  due  to  Daniell,  and  consists  of  a 
plate  of  copper  immersed  in  a  solution  of  copper  sulphate,  and  a  plate  of 
zinc  immersed  in  a  solution  of  zinc  sulphate  or  in  dilute  sulphuric  acid, 
the  two  solutions  being  separated  from  one  another  by  a  partition  of 
porous  earthenware.  When  the  copper  plate  is  connected  with  the  zinc 
plate  by  means  of  a  conducting  wire,  this  wire  will  be  traversed  by  a 
current.  If  the  copper  and  zinc  plates  are  connected  with  the  opposite 
quadrants  of  a  quadrant  electrometer  the  needle  will  be  deflected,  showing 
that  the  copper  is  at  the  higher  potential. 

The  consideration  of  the  manner  in  which  the  electromotive  force 
in  this  cell  is  developed  is  entirely  postponed,  but  it  may  be  of  use  to  say 
that  the  energy  necessary  for  the  maintenance  of  the  electric  current  in 
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the  wire  connecting  the  copp>er  to  the  zinc  is  due  to  the  chemical  changes 
which  go  on  in  the  cell  when  a  current  is  passing,  for  the  zinc  is  dissolved 
forming  zinc  sulphate,  while  the  copper  sulphate  solution  is  decomposed, 
the  copper  being  deposited.  We  have  seen  in  §  228  that  in  every 
chemical  reaction  there  is  a  definite  quantity  of  heat  absorbed  or  evolved, 
and  in  this  case  more  heat  would  be  evolved  in  the  conversion  of  a  given 
quantity  of  zinc  into  zinc  sulphate  than  is  absorbed  by  the  splitting  up  of 
the  quantity  of  copper  sulphate  solution  which  occurs  in  the  same  time, 
and  it  is  from  this  surplus  energy  that  the  energy  necessary  for  the 
maintenance  of  the  electric  current  is  derived. 

\  471.  Oersted's  Experiment.— Hitherto  we  have  not  had  to  deal 
with  any  phenomenon  connecting  magnetism  and  electricity,  although 
some  of  the  points  in  which  the  two  classes  of  phenomena  resemble  one 
another  may  have  suggested  that  some  connection  must  exist.  The 
honour  of  being  the  first  to  discover  any  connection  between  electricity 
and  magnetism  belongs  to  Oersted,  who  found  that  a  conductor  in 
which  a  current  is  flowing  exerts  an  action  on  a  neighbouring  magnetic 
needle.  If  a  wire  is  stretched  horizontally  in  the  magnetic  meridian, 
so  as  to  be  vertically  over  a  pivoted  magnetic  needle,  then  Oersted 
founds  that  the  needle  is  deflected  if  a  current  is  passed  through  the  wire, 
and  tends  to  set  itself  at  right  angles  to  the  wire.  On  reversing  the 
direction  in  which  the  current  is  flowing  in  the  wire,  the  direction  in 
which  the  north  pole  of  the  needle  is  deflected  is  also  reversed.  The 
direction  of  the  deflection  is  also  reversed  if^  instead  of  being  placed 
over  the  needle,  the  wire  is  placed  below  the  needle. 

A  number  of  rules  have  been  given  to  remember  the  direction  in 
which  the  needle  is  deflected  by  a  conductor  carrying  a  current  in  a 
given  direction,  the  two  most  commonly  employed  being  the  following : 

1.  Imagine  yourself  swimming  in  the  wire  in  the  direction  in  which 
the  current  is  flowing,  and  facing  the  magnetic  needle ;  then  the  north 
pole  will  be  deflected  towards  your  left  hand,  the  south  pole  being  deflected 
in  the  opposite  direction  (Ampere's  rule). 

2.  Place  your  right  hand  alongside  the  wire,  with  the  fingers  pointing 
in  the  direction  in  which  the  current  is  flowing,  and  the  thumb  stretched 
out,  so  that  the  palm  of  the  hand  is  turned  towards  the  magnet,  then  the 
north  pole  will  be  deflected  towards  the  direction  in  which  the  thumb  points. 

472.  Lines  of  Force  of  a  Conductor  conveying  a  Current.— If 
a  wire  through  which  a  fairly  strong  current  is  passed  is  held  in  a 
vertical  position,  so  that  it  passes  through  a  hole  in  a  horizontal  plate 
of  glass,  and  iron  filings  are  scattered  over  the  glass,  on  tapping  the 
glass  the  filings  will  set  themselves  in  curves  which,  as  in  the  case  of 
the  field  of  a  magnet,  indicate  the  direction  of  the  magnetic  lines  of  force. 
A  series  of  curves  obtained  in  this  way  are  shown  in  Fig.  457,  and  it 
will  be  seen  that  the  lines  of  force  consist  of  a  series  of  circles,  the  axis  of 
the  wire  being  at  the  centre  of  each. 
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Fig.  457. 


The  direction  in  which  the  lines  of  force  run  can  be  at  once  obtained 
from  either  of  the  rules  as  to  the  direction  in  which  a  north  pole  is 
deflected  in  Oersted's  experiment,  given  in 
the  last  section.  Suppose  that  the  current  in 
the  wire  of  Fig.  457  is  running  in  the  direc- 
tion from  beneath  the^  paper  to  above,  then, 
to  a  person  swimming  with  the  current,  a 
north  pole  will  be  deflected  to  the  left  hand  ; 
thus  the  lines  of  force  run  in  the  anticlockwise 
direction.  If  we  imagine  that  a  corkscrew  is 
placed  in  the  place  of  the  wire  conveying  the 
current,  with  its  point  in  the  direction  in 
which  the  current  is  flowing,  and  is  then 
turned  in  the  direction  in  which  it  is  turned 
in  order  to  drive  it  into  a  cork,  it  will  travel  forward  in  the  direc- 
tion in  which  the  current  is  flowing,  and  the  direction  in  which  it  is 
turned  will  be  the  direction  in  which  the  lines  of  force  of  the  current  run. 
Thus  the  direction  of  the  electric  current,  and  the  sense  in  which  the 
lines  of  force  run,  are  related  to  one  another  in  the  same  way  as  arc  the 
direction  of  motion  of  an  ordinary  right-handed  corkscrew,  or  other  kind 
of  screw,  and  the  sense  in  which  it  is  turned.  It  is  of  great  importance, 
for  following  the  forces  in  play  between  a  conductor  conveying  a  current 
and  a  magnet,  or  another  conductor  which  is  also  conveying  a  current, 
to  learn  to  be  able  at  once  to  tell  in  which  direction  the  lines  of  force  in 
the  neighbourhood  of  the  conductors  are  running. 

If,  instead  of  being  straight,  the  conductor  is  bent  into  the  form  of 
a  circle,  the  lines  of  force  all  thread  through  the  space  enclosed  by 
the  conducting  hoop,  and  the  general  form  of  the  lines  is  shown 
in  Fig.  462. 

473.  Strength  of  the  Magnetic  Field  due  to  a  Current— Since 
the  space  in  the  neighbourhood  of  a  conductor  in  which  a  current  is 
flowing  is,  owing  to  the  current,  a  magnetic  field,  and  that  the  strength 
of  this  magnetic  field  can  be  measured  by  the  methods  given  in  the 
preceding  pages,  we  may  take  the  strength  of  the  field  at  a  given 
distance  from  the  conductor,  which  has  a  given  shape,  as  a  measure  of 
the  strength  of  the  current  flowing  in  the  wire.  A  system  of  electrical 
units  has  been  derived  in  this  way,  the  starting-point  being  the  strength 
of  the  magnetic  field  due  to  a  conductor  conveying  the  current.  The 
conductor  is  supposed  to  be  in  the  form  of  an  arc  of  a  circle  of  which  the 
radius  is  one  centimetre,  the  length  of  the  arc  being  also  one  centimetre. 
Then  unit  current  is  such  that  the  magnetic  field  produced  at  the  centre  of 
the  circle,  of  which  the  conductor  is  an  arc,  is  unity.  Hence,  since  the 
unit  magnetic  field  is  such  that  the  unit  north  pole  is  acted  upon  by  a 
force  of  a  dyne,  the  unit  current  may  be  defined  in  this  system  as  such 
that  if  flowing  in  the  arc  of  a  circle  of  which  the  radius  is  one  centi- 
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metre,  the  length  of  the  arc  also  being  one  centimetre,  then  the  force 
exerted  on  a  unit  pole  placed  at  the  centre  of  the  circle  will  be 
a  dyne. 

We  thus  see  that  we  have  two  ways  of  defining  the  strength  of  an 
electric  current,  one  of  them  depending  pn  the  definition  of  the  strength 
of  an  electric  charge,  that  is,  on  the  force  exerted  on  one  another  by  two 
charged  bodies,  and  the  other  on  the  force  which  a  conductor  carrying 
a  current  exerts  on  a  magnetic  pole.  The  magnitude  of  this  latter 
depends  on  the  definition  of  the  unit  pole,  which  is  derived  from  the 
force  with  which  two  magnetic  poles  act  on  one  another.  The  first  of  these 
systems,  namely,  that  depending  on  the  force  exerted  between  charged 
bodies,  is  called  the  electro-static  system  of  electrical  units,  and  the  other 
is  called  the  electro-magnetic  system.  On  either  system  a  consistent 
series  of  electrical  and  magnetic  units  can  be  built  up,  and  in  a  later 
chapter  we  shall  return  to  the  relation  which  these  two  systems  bear 
to  one  another,  but  for  the  present  we  shall  make  use  of  the  electro- 
magnetic system,  not  only  on  account  of  its  greater  adaptability  to  the 
'  subjects  with  which  we  shall  be  dealing,  but  also  since  it  is  this  system 
that  is  exclusively  used  in  practjce. 

The  unit  current,  defined  above,  is  found  to  be  too  large  for  practical' 
purposes,  and  hence  the  unit  ordinarily  employed  is  a  tenth  of  the  above 
unit    This  practical  unit  is  called  the  ampere^  while  the  theoretical  unit 
of  which  it  is  a  tenth  part,  and  which  belongs  to  the  centimetre-gram- 
second  system  of  absolute  units,  is  called  the  cg^s.  unit  of  cun-ent. 

474.  Units  of  Quantity  and  of  Electromotive  Force  on  the 
Electro-magnetic  System*— In  the  electro-magnetic  system  of  units, 
the  unit  quantity  of  electricity  is  the  quantity  of  electricity  which  cfosses 
a  given  section  of  a  wire  in  which  the  unit  current  is  flowing  during  a 
second.  If  the  current  is  one  ampere,  then  the  unit  quantity  as  defined 
above  is  the  practical  unit  of  quantity  and  is  called  the  coulomb.  Thus 
in  one  second  one  coulomb  of  electricity  is  transported  past  a  given 
point  by  a  current  of  one  ampere. 

The  electro-magnetic  unit  of  difference  of  potential  or  of  electro- 
motive force  is  such  that  if  the  unit  electro-magnetic  quantity  of  elec- 
tricity falls  through  this  unit  of  potential,  the  work  done  is  one  erg. 
This  unit  being  very  small,  for  practical  purposes  the  unit  adopted  is  lo^ 
times  this  unit.  This  practical  unit  of  electromotive  force  is  called  a 
volt. 

The  electromotive  force  of  a  Daniell's  cell  is  about  i.i  volts.  In 
order  to  save  writing  the  words  electromotive  force  at  length,  we  shall 
often  use  the  recognised  abbreviation  E.M.F. 

475.  Strength  of  the  Field  due  to  a  Straight  Conductor  in 
which  a  Current  is  Passing.— Suppose  that  ab  (Fig.  458)  is  a  wire 
through  which  a  current  is  passing,  and  that  PCD  is  the  line  of  force  of 
the  current  passing  through  a  point  P,  which  is  at  a  distance  r  from  the 
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wire.  Then  the  direction  of  the  magnetic  field  due  to  the  current  at  the 
point  P  is  tangential  to  the  line  of  force,  ue.  in  the  direction  of  the  arrow. 

The  strength  of  the  field  is 
obviously  proportional  to  the 
strength  of  the  current  in  the 
wire,  for  if  a  second  wire, 
carrying  an  equal  current, 
were  placed  alongside  ab  the 
field  at  P  due  to  this  current 
would  have  the  same  value  as 
the  field  at  this  point  due  to 
the  current  in  AB,  and  hence, 
when  the  two  wires  exist  simul- 
taneously, the  field  at  P  will  be 
twice  as  strong  as  it  is  when  only  one  of  the  wires  is  present  The  two 
wires,  each  carrying  a  current  C,  are  equivalent  to  a  single  wire  in 
which  the  current  is  2C,  so  that  doubling  the  current  has  also  doubled 
the  strength  of  the  field  at  P.  The  rate  at  which  the  strength  pf  the  field 
varies  with  the  distance  r  from  the  wire  can  be  at  once  deduced  from 
*the  experimental  fact  that  if  a  magnet  be  suspended  so  that  its  two  poles 
lie  on  a  line  passing  through  the  wire  and  perpendicular  to  the  wire, 
then  the  magnet  experiences  no  force  tending  to  make  it  rotate  round 
the  wire.  Suppose  that  the  north  pole  of  the  magnet  is  at  P,  at  a 
distance  r  from  the  wire,  while  the  south  pole  is  at  Q,  at  a  distance  R, 
Let  the  strength  of  the  field  at  P  be  -^,  and  that  at  Q  be  H\  then  the 
force  exerted  on  the  north  pole  P  is  mH^  where  m  is  the  strength  of  the 
pole.  The  moment  of  this  force  about  the  axis  of  the  wire,  tending  to 
rotate  the  magnet  in  the  anticlockwise  direction,  is  mHr,  In  the  same 
way,  the  moment  of  the  force  due  to  the  field  of  the  current  on  the  south 
pole  at  Q  is  mH'R^  and  tends  to  rotate  the  magnet  in  the  clockwise 
direction.  Since  experiment  sho>ys  that  the  magnet  exp)eriences  no 
resultant  force  tending  to  make  it  rotate  as  a  whole  round  the  wire, 
these  two  moments  must  be  equal  and  opposite.     Hence 

mHr^mH'R, 
or  HlH'^Rlr, 

Hence  it  follows  that  the  strength  of  the  field  in  the  neighbourhood  of  a 
long  straight  conductor  conveying  a  current  varies  inversely  as  the 
distance  from  the  conductor. 

We  may  therefore  say  that  the  strength  of  the  field  in  the  neighbour- 
hood of  such  a  long  straight  wire,  in  which  a  current  C  is  flowing,  is 
directly  proportional  to  the  strength  of  the  current,  and  inversely  pro- 
portional to  the  distance  of  the  point  considered  from  the  wire,  or 
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where  A'  is  a  constant.  By  making  measurements  of  the  strength  of 
the  field  by  any  of  the  methods  previously  given,  say  by  noting  the 
deflection  of  a  small  magnetic  needle  when  at  a  given  distance  from  the 
wire,  we  can  obtain  the  ratio  of  the  strength  of  the  field  due  to  the 
current  to  the  strength  of  the  earth's  field,  the  value  of  which  is  known, 
it  can  be  shown  that,  if  C  is  measured  in  c.g,s,  units,  the  value  of  the 
constant  K  is  2.  Hence  the  strength  of  the  field  at  a  distance  r  from 
the  wire  is  given  by  //=2(r/r,  if  C  is  measured  in  terms  of  the  c,g,5,  unit 
of  current,  and  is  equal  to  iA\\or  or  ^/sr,  where  A  is  the  value  of  the 
current  measured  in  amperes. 

Since  the  strength  of  the  magnetic  field,  at  a  distance  r  from  a  long 
straight  wire  in  which  a  current  of  C  c.g.s.  units  is  flowing,  is  2(7/^, 
and  the  circumference  of  a  circle  of  radius  r  is  2irr,  the  work  done  in 
carrying  a  unit  pole  round  the  wire  along  the  circle  of  radius  r  will  be 
27rrX2C/r  or  47rC.  Thus  the  work  done  in  carrying  a  pole  round  the 
conductor  is  independent  of  the  radius  of  the  circle  along  which  the 
pole  is  carried,  and  hence  the  work  done  will  be  the  same  whatever  the 
path  traversed  by  the  pole,  so  long  as  it  passes  completely  round  the 
wire  and  then  returns  to  its  starting-point.  That  this  is  so  is  immedi- 
ately evident,  for  we  may  split  up  any  given  path  into  a  number  of  small 
elements  which  are  alternately  parallel  to  the  lines  of  force  and  at  right 
angles  to  the  lines  of  force,  and  the  work  done  along  the  sum  of  the 
portions  in  the  direction  of  the  lines  of  force  will,  by  what  has  been 
already  said,  be  equal  to  4wC,  while  no  work  will  be  done  in  the  short 
paths  which  are  at  right  angles  to  the  lines  of  force, 
since  there  is  no  component  of  the  force  along  these 
paths. 

Although  there  is  no  couple  tending  to  make  a 
magnet  as  a  whole  revolve  round  an  infinitely  long 
straight  conductor  in  which  a  current  is  flowing, 
owing  to  the  fact  that  the  force  acting  on  the  north 
pole  is  exactly  balanced  by  the  force  acting  on  the 
south  pole,  yet  by  using  a  conductor  of  finite  length 
we  may  eliminate  the  effect  of  the  current  on  one  pole, 
and  thus  allow  the  other  pole  to  be  moved  round  in 
the  direction  of  the  lines  of  force  of  the  current. 
One  arrangement  by  which  this  experiment  may  be 
carried  out  is  shown  in  Fig.  459.  A  vertical  axle,  ab, 
is  pivoted  so  that  it  may  turn  freely,  and  to  this  is 
attached  a  magnet,  NS,  which  is  bent  in  the  manner 
shown  in  the  figure.  An  annular  mercury  cup,  c,  is  also  attached  to  the 
middle  of  the  axle,  this  mercury  cup  being  in  conducting  communication 
with  the  axle.  Thus  a  current  can  be  passed  down  the  axle  entering  at 
the  upper  pivot  and  leave  by  means  of  a  wire,  F,  which  dips  in  the  mercury. 
In  the  portion  AG  of  the  axle  there  will  thus  be  a  current  flowing,  and  the 


Fig.  459. 
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north  pole  of  the  magnet  will  be  acted  upon  by  this  current  Since,  how- 
ever, there  is  no  current  in  the  portion  gb  of  the  axle,  the  south  pole,  S, 
will  not  be  within  the  field  of  the  current  Thus  the  magnet  as  a  whole 
will  be  acted  upon  by  a  turning  moment  tending  to  make  it  rotate  about 
the  axle,  the  direction  of  motion,  if  we  look  from  above,  being  clockwise, 
for  the  lines  of  force  of  the  current  from  A  to  G,  when  seen  from  above, 
run  in  the  clockwise  direction. 

\im\s  the  strength  of  the  pole  of  the  magnet  and  the  current  flowing 
is  C7,  the  work  done  by  the  current  on  the  magnet  during  each  complete 
rotation  is  4TmC,  When  the  steady  state  has  been  reached,  that  is, 
when  the  magnet  is  rotating  with  uniform  velocity,  this  quantity  of  work 
is  exactly  equal  to  the  work  done  against  friction  in  moving  the  rotating 
parts  of  the  instrument 

^  476.  Field  due  to  a  Circular  Conductor.— In  the  previous  section 
we  have  dealt  with  the  magnetic  field  of  a  long  straight  conductor  in 
which  a  current  is  flowing,  and  we  have  now  to  consider  the  field  due  to 
conductors  of  other  forms. 

We  may  regard  the  field  at  any  point  as  due  to  the  combined  action 
of  all  the  small  elements  into  which  the  conducting  wire  may  be  supposed 
to  be  broken  up.  The  effect  of  a  small  element,  such  as  we  have  supposed 
the  wire  to  be  split  up  into,  cannot  be  measured  experimentally,  since  it 
is  impossible  to  obtain  such  an  element,  for  the  current  must  be  con- 
ducted to  and  away  from  the  element,  and  the  magnetic  effect  of  these 
conductors  would  have  to  be  taken  into  account  Ampere,  however, 
made  a  long  series  of  experiments  on  the  magnetic  field  of  conductors 
of  different  forms,  and  he  deduced  from  his  results  what  would  be  the 
magnetic  field  of  a  small  element  of  a  wire  in  which  a  current  C  is  flow- 
ing. If  ts  is  the  length  of  the  element,  and  if  the  direction  of  the  length 
of  the  element  makes  an  angle  6  with  the  line  joining  the  centre  of  the 
element  to  the  point  where  the  strength  of  the  field  is  to  be  measured, 
and  the  distance  of  this  point  from  the  centre  of  the  element  is  r,  then 
the  strength  of  the  field  is  C&f .  sin  O/r*. 

Although  the  correctness  of  this  expression  cannot  be  directly  tested 
by  experiment,  yet  by  its  means  we  can  calculate  the  strength  of  the 
field  due  to  conductors  of  certain  fixed  forms,  and  then  if  the  calculated 
result  agrees  with  the  value  obtained  exp>erimentally,  the  correctness  of 
Ampere's  law  will  be  made  more  and  more  probable  as  the  number  of 
experiments  made  is  increased. 

As  an  application  of  the'  law,  we  may  employ  it  to  obtain  the  strength 
of  the  field  near  a  wire  which  is  bent  in  the  form  of  a  circle  of  radius  /^. 
First  let  the  point  at  which  the  force  is  to  be  calculated  be  the  centre  of 
the  circle,  then  the  angle  between  the  element  and  the  line  joining  the 
element  to  the  centre  of  the  circle  is  always  90" ;  hence  sin  ^  is  I  for  all 
the  elements.  The  distance  of  the  point  where  the  strength  of  the  field 
is  to  be  measured  from  the  elements  is  also  constant,  being  R  the  radius 
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of  the  circle.  Hence  the  strength  of  the  field  due  to  each  element  of 
length  hx  is  Cdx/jR^.  Further,  since  the  direction  of  the  lines  of  force 
due  to  each  element  are  at  right  angles  to  the  length  of  the  element,  the 
direction  of  the  lines  of  force  at  the  centre  of  the  circle  are  all  parallel  to 
the  axis  of  the  circle.  Thus  the  strength  of  the  field  due  to  the  combined 
effect  of  all  the  elements  is  obtained  by  simply  adding  the  strength  due 
to  each  of  them  separately.  The  factor  Cf/^  being  common  to  all  the 
elements,  we  have  simply  to  add  together  the  lengths  of  the  different 
elements  of  the  wire  and  then  multiply  the  sum  by  C//?*.  But  the  sum  of 
the  lengths  of  the  elements  is  the  circumference  of  the  circle,  that  is,  27r/?. 
Hence  the  strength  of  the  field  at  the  centre  of  the  circle  is  2irC/y?.  If, 
instead  of  being  a  complete  circle,  the  wire  only  occupies  an  arc  of  which 
the  length  is  equal  to  the  radius  7?  of  the  circle,  the  strength  of  the  field 
at  the  centre  is  CjR.  If,  further,  the  radius  of  the  circle  is  one  centimetre, 
the  length  of  the  wire  also  being  one  centimetre,  the  strength  of  the 
field  at  the  centre  is  C.  Hence  if  the  strength  of  the  field  at  the  centre 
is  unity,  the  current  in  the  wire  is  also  unity,  and  this  result  agrees  with 
our  definition  of  the  unit  current. 

If  instead  of  the  wire  only  forming  a  single  turn  there  are  n  turns,  all 
of  radius  /\\  and  a  current  C  is  sent  through  them  all,  since  the  field  due 
to  all  the  turns  will  be  parallel,  and  the  strength  at  the  centre  due  to 
one  turn  is  2irC/A*,  the  strength  of  the  field  due  to  the  n  turns  will  be 
2TmCIR.  If,  instead  of  being  measured  in  r.f.j.  units,  the  current  is 
measured  in  amperes,  the  strength  of  the  field  produced  at  the  centre  by 
a  current  of  A  amperes,  when  flowing  in  a  circular  coil  of  radius  R  and 
having  n  turns,  is  irnAi  ^R. 

To  obtain  the  strength  of  the  field  at  any  point  on  the  axis  of  the 
circle,  other  than  the  centre,  we  may  proceed  as  follows.  Let  A  and  B 
(Fig.  460)  represent  the  cross-section  of  the  circular  conductor  by  a  plane 
(that  of  the  paper)  passing  through  the 
centre  C,  Let  the  distance  of  the  point  P 
from  the  plane  of  the  circle  be  dy  and  the 
angle  made  by  a  line  joining  P  to  any  point 
on  the  circumference  of  the  circle  with  the 
axis  be  6.  Consider  an  element  of  the  wire 
of  length  8.r  at  A  ;  the  strength  of  the  field 
due  to  this  element  at  P  will  be  C8;r/AP-, 
since  the  line  APjs  at  right  angles  to  the 
element.      Also    AP*=A'2  +  r/*,   so  that  the  Fig.  460. 

force  due  to   the  element  is  Cdxj{R'-\-d^). 

Since  the  lines  of  force  of  the  element  are  circles  in  the  plane  of  the 
paper  with  A  as  centre,  the  direction  of  the  force  at  P  is  tangential  to 
the  circle  in  the  plane  passing  through  P  perpendicular  to  the  element 
described  about  A  as  centre  and  with  AP  as  radius,  that  is,  it  is  along  PD, 
where  PD  is  at  right  angles  to  ap.     This  force  may  be  resolved  into  two 
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components,  one  along  the  axis  of  the  circle  and  the  other  along  the  line 
PF  at  right  angles  to  the  axis.  Since  PD  is  at  right  angles  to  AP,  and  PF 
is  at  right  angles  to  CP,  the  angle  FPD  is  equal  to  B.     Hence  the  com- 

ponent  of  F  along  the  axis  is  -^ — — ^  sin  ft  and  the  component  at  right 

angles  to  the  axis  is  — g-  ^  cos  B,     If  we  proceed  in  the  same  way  for 

the  element  of  length  hx  at  B,  the  component  along  the  axis  will  also  be 

== —  -  sin  ft  and  the  component  at  right  angles  to  the  axis  will  be 
A^  +  a' 

-g — -^cos  ft  but  in  the  opposite  direction  to  the  component  due  to  the 

element  at  A.  Thus  the  components,  at  right  angles  to  the  axis,  of  the 
fields  due  to  these  two  elements  are  equal  and  opposite,  and  hence 
are  in  equilibrium  and  neutralise  each  other.  Since  the  whole  circle 
may  be  split  up  into  pairs  of  elements  which  bear  to  one  another  the 
same  relation  as  do  the  elements  at  A  and  B,  the  components  at  right  angles 
to  the  axis  will  on  the  whole  neutralise  one  another,  and  in  calculating 
the  strength  of  the  field  at  P  we  have  only  to  consider  the  components 
parallel  to  the  axis.  The  term  C  sin  6i(f^  +  ^)  is  common  to  all  the 
axial  components  of  all  the  elements,  and  thfe  sum  of  the  lengths  of  the 
elements  is  the  circumference  of  the  circle,  that  is,  titR,  Hence  the 
strength  of  the  field  at  P  is  7.vRC  sin  ^/(7?'  +  r/*),  or,  since  sin  ^  =  ac/ap= 
Rl  ^/{R  +  d\  this  may  be  written  2TrR^CI{R*  +  tt^)h  If  there  are  n  turns, 
the  strength  of  the  field  at  P  is  2TnR!^C/{R^-\-d^)l 

477.  Galvanometers. — The  deflection  of  a  magnetic  needle  from  its 
position  of  equilibrium  in  a  magnetic  field,  either  that  of  the  earth  or  that 
due  to  the  combined  field  of  the  earth  and  a  magnet,  by  the  action  of  the 
field  due  to  a  wire  in  which  a  current  is  flowing  is  the  commonest  way  of 
detecting  and  of  measuring  a  current.  An  instrument  consisting  essenti- 
ally of  a  magnetic  needle  and  a  conducting  wire,  so  arranged  that  when 
a  current  flows  in  the  wire  the  needle  is  deflected  and  used  for  detecting 
or  measuring  an  electric  current,  is  called  a  galvanometer.  Galvano- 
meters may  be  divided  into  two  great  classes,  namely,  those  used  for 
simply  detecting  the  passage  of  a  current  or  of  comparing  the  magnitude 
of  two  currents  and  those  in  which,  from  the  magnitude  of  the  deflection, 
we  can  calculate  the  magnitude  of  the  current.  In  the  first  class  the  chief 
requisite  is  sensitiveness,  that  is,  that  a  very  small  current  should  produce 
a  measureable  deflection  of  the  needle  ;  while  in  the  second  class  sensi- 
tiveness has  to  be  subordinate  to  the  requirement  that  we  must  be  able 
to  calculate  from  the  dimensions  of  the  coil,  &c.,  the  value  of  the  field 
produced  at  the  centre  by  unit  current. 

As  we  have  seen  in  the  last  section,  the  strength  of  the  field  at  the 
centre  of  a  circular  coil  varies  inversely  as  the  radius  of  the  coil,  and 
hence  if  we  wish  to  make  the  field  produced  by  a  given  current  as  great 
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as  possible,  we  must  make  the  radius  of  the  coil  small.  Further,  since 
the  strength  of  the  field  is  directly  proportional  to  the  number  ff  turns, 
the  sensitiveness  will  obviously  increase  as  the  number  of  turns  increases. 

Suppose  that  the  plane  of  the  galvanometer  coil  is  made  to  coincide 
with  the  magnetic  meridian,  so  that  the  field  due  to  the  coil  is  at  right 
angles  to  the  magnetic  meridian,  then  the  direction  in  which  a  magnetic 
needle  suspended  at  the  centre  of  the  coil  will  set  itself  will  be  the  direc- 
tion of  the  resultant  of  the  field  of  the  coil  and  that  of  the  earth.  If, 
then,  by  means  of  an  auxiliary  magnet  the  strength  of  the  field,  in  which 
the  needle  hangs  when  no  current  is  passing,  is  decreased,  the  resultant 
of  this  field  and  that  due  to  the  current  in  the  coil  will  be  nearer  to  the 
direction  of  the  field  due  to  the  coil.  The  deflection  of  the  needle  will 
therefore  be  greater  for  a  given  strength  of  the  coil  field. 

The  sensitiveness  of  the  galvanometer  is  also  sometimes  increased  by 
employing  what  is  called  an  astatic  system  for  the  needle.  An  astatic 
system  consists  of  two  magnetic  needles  of  almost  the  same  magnetic 
moment,  fixed  to  a  stem  to  which  is  attached  the  fibre  by  which  they 
are  suspended  in  such  a  way  that  their  poles  are  turned  in  opposite 
directions,  as  shown  in  Fig.  461.  If  the  magnetic 
moment  of  the  magnet  ns  is  w,  while  that  of  «V  is  ;//+;f, 
where  jt  is  a  small  quantity,  the  system  will  set  itself  in  the  5  |  Ji 
magnetic  meridian  with  the  pole  n'  towards  the  north,  for 
the  magnet  n's'  is  the  stronger.  If  the  system  is  deflected 
through  an  angle  Q  from  the  meridian,  the  couple  tending 


to  bring  the  needle  //V  back  into  the  meridian  is  (§  425)   /t  — 


-S' 


{m-\-x)H  sin  ^,  while  the  couple  tending  to  turn  the         Fig.  461. 
magnet  ns  out  of  the  meridian  is  viH  sin  0.     Hence 
the  resultant  couple  tending  to  bring  the   system   into  the  meiidian 
is  xH  sin  6, 

By  making  the  quantity  x  small,  this  couple  can  be  made  as  small  as 
we  like,  so  that  if  the  needles  are  of  almost  the  same  magnetic  moment, 
the  directive  couple  acting  on  the  astatic  system,  due  to  the  field  in 
which  the  system  is  suspended,  is  very  small 

In  the  application  of  an  astatic  system  to  the  galvanometer,  the  coil 
of  wire  is  either  made  to  surround  one-  needle  only,  or  two  coils  are 
employed,  one  round  each  needle,  but  the  current  is  sent  round  the  two 
coils  in  opposite  directions,  so  that  the  field  due  to  the  coils  in  each  case 
tends  to  deflect  the  needles  in  the  same  direction.  Thus  while  the 
deflecting  couple  due  to  the  field  of  the  galvanometer  coils  remains  the 
same,  the  directing  couple  which  tends  to  bring  the  needles  into  the 
meridian,  and  hence  opposes  the  deflection  of  the  needle,  is  reduced,  and 
the  deflection  produced  by  a  given  current  in  the  coils  of  the  galvano- 
meter IS  increased. 

In  sensitive  galvanometers  the  deflection  of  the  needle  is  read  by 
means  of  a  light  mirror,  whicj^   is  attached  to  the  needle  system,  a 
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telescope  and  scale  being  employed  as  described  in  §  332,  or  the  image 
of  a  slit^  which  is  illuminated  by  a  lamp,  is  thrown  on  a  divided  scale 
after  reflection  at  the  mirror.  The  image  is  either  produced  by  using  a 
concave  mirror,  or  by  placing  a  lens  in  front  of  the  plane  mirror.  In 
both  cases  the  angle  through  which  the  reflected  beam  is  deflected  is 
twice  as  great  as  the  angle  through  which  the  needle  is  turned. 

478.  The  Tangent  Galvanometer.— In  the  form  of  galvanometer 
described  in  the  last  section,  the  fleld  due  to  the  coils  at  the  place  where 
the  needles  are  placed  is  very  irregular,  on  account  of  the  crowding 
together  of  the  turns  of  wire,  so  that  as  the  needle  turns  under  the 
influence  of  a  current  the  strength  of  the  field  due  to  the  current  changes, 


Fig.  462. 

and  thus,  except  for  very  small  deflections,  the  deflection  of  the  needle  is 
not  proportional  to  the  strength  of  the  current  in  the  coils.  In  designing 
a  galvanometer  in  which  the  law  connecting  the  deflection  and  the 
strength  of  the  current  in  the  coils  is  known,  it  is  necessary  to  arrange 
that  the  field  due  to  the  current  at  the  point  where  the  needle  is  placed 
shall  be  as  uniform  as  possible. 

The  most  common  form  of  galvanometer  for  measuring  currents,  as 
distinct  from  detecting  them,  is  the  tangent  galvanometer,  so  called  from 
the  fact  that  the  currents  are  proportional  to  the  tangents  of  the  angles 
through  which  the  needle  is  deflected.  The  coil  of  a  tangent  galvano- 
meter is  made  of  large  radius,  and  th^  turns  of  wire  are  all  wound  in 
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a  small  groove  in  a  metal  or  wooden  ring,  the  groove  being  of  small  cross- 
section  compared  with  the  radius  of  the  ring.  In  Fig.  462  the  lines  of 
force  and  the  equipotential  surfaces  for  such  a  coil  are  shown,  and  it  will 
be  noticed  that  the  field  is  very  nearly  uniform  near  the  centre,  so  that 
if  the  needle  is  small,  say  its  length  is  not  more  than  1/20  of  the  dia- 
meter of  the  coil,  the  part  of  the  field  in  which  it  hangs  is  practically 
uniform,  and  for  any  given  current  is  of  the  same  strength  as  the  field 
at  the  centre  of  the  coil.  This  figure  also  illustrates  how  it  is  that  in  a 
galvanometer,  in  which  the  length  of  the  needle  is  almost  as  great  as  the 
diameter  of  the  coil,  the  strength  of  the  field  changes  as  the  needle  is 
deflected. 

•Suppose  that  the  coil  of  the  tangent  galvanometer  is  set  up  in  the 
magnetic  meridian,  and  that  the  value  of  the  earth's  field  at  the  centre 
of  the  coil,  where  the  needle  is  placed,  is  //.  If  there  are  n  turns  in  the 
coil,  and  the  mean  radius  of  the  coil  is  r,  the  cross-section  of  the  coil 
being  so  small  that  the  radius  of  each  turn  differs  but  little  from  the 
mean,  the  strength  of  the  field  at  the  centre  of  the  coil  when  a  current  of 
Cc.g.s,  units  is  passing  is  iirnClr,  and  the  direction  of  the  field  is  at  right 
angles  to  the  magnetic  meridian. 

If,  under  the  influence  of  the  field  due  to  the  current  in  the  galvano- 
meter, the  needle  is  deflected  through  an  angle  B  from  the  meridian,  then, 
as  was  shown  in  §  425,  the  couple  tending  to  bring  the  needle  back  into 
the  meridian  will  be  7nH  sin  6,  where  m  is  the  magnetic  moment  of  the 
needle.  In  the  same  way,  the  couple  due  to  the  field  of  the  coil  is 
2TrnmC  cos  Ojr,  If  the  needle  is  at  rest  under  the  in- 
fluence of  these  two  couples,  they  must  be  equal,  hence         || 

2'n'nmC  cos  0/r=m// sin  6, 

or  C=^  tan  6. 

27rn 

We  might  arrive  at  this  result  directly  without  using 
the  result  obtained  in  §  425,  in  the  following  manner.  Let 
NS  (Fig.  463)  be  the  direction  of  the  magnetic  meridian, 
and  hence  also  the  trace  of  the  plane  of  the  coil,  and 
let  the  position  of  the  needle  when  deflected  by  the 
current  be  son,  making  an  angle  6  with  the  meridian. 
Then  the  force  exerted  on  the  pole  n  of  the  needle 
due  to  the  earth's  field  is  w//,  in  the  direction  nh 
parallel  to  SN.  The  turning  moment  of  this  force 
about  O  is  mH.ut,  But  L«  is  equal  to  o«.sin  ^,  or,  if  2/  is  the  length 
of  the  needle,  to  /  sin  Q.  Hence  the  moment  of  the  force  due  to  H  is 
ItnH  sin  d.  In  the  same  way,  the  coil  has  a  field  of  strength  ^irnQr  in 
the  direction  nf,  and  the  force  on  the  pole  «,  due  to  this  field,  is  iirmnClr. 
The  moment  of  this  force  about  o  is  LO.  2TrmnClr,  or,  since  LO=/  cos  6, 


Fig.  463. 
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the  moment  is  iirlmnC  cos  Q\r,     Hence,  as  before,  the  condition  that  the 
needle  is  in  equilibrium  is 

iirlmnC  cos  0\r—lmH  sin  Oy 


or 


1-n 


It  will  be  seen  that  for  a  given  coil,  and  for  a  given  value  of  the 
earth's  field,  the  current  passing  in  the  coil  is  proportional  to  the  tangent 
of  the  angle  through  which  the  needle  is  deflected.  Since  the  value  of 
the  earth's  field  varies  not  only  from  place  to  place,  but  also  from  time 


Fig.  464. 

to  time  at  the  same  place,  it  is  usual  to  divide  the  expression  for  the 
current  in  terms  of  the  dimensions,  &c,  of  the  coil  into  two  parts.  The 
quantity  r/2T;i,  which  only  depends  on  the  dimensions  of  the  coil  of  the 
galvanometer,  is  called  the  constant  of  the  instrument,  and  is  generally 
indicated  by  i/(7,  so  that  the  expression  for  the  current  which  produces 
a  deflection  $,  is  C—///C7.  tan  6,  The  strengths  of  two  currents  can  be 
compared  without  knowing  the  value  of  either  //  or  (7,  for  if  61  and  6^ 
are  the  deflections  produced  by  the  currents  Cj  and  C'g,  we  have 

Ci-//  tan  ejG  and  C,-//  tan  OJG, 
or  Cj/Cj^tan  BJ  tan  $^ 
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The  value  of  the  constant  G  of  the  galvanometer  can  either  be 
obtained  by  calculation  from  the  measurements  of  the  number  of  turns 
and  of  the  radii  made  when  the  coil  was  wound,  or  it  can  be  obtained 
experimentally  by  passing  a  current  of  which  we  know  the  absolute  value 
through  the  coils  and  noting  the  deflection  B,  Then,  if  the  value  of  the 
earth's  field  H  be  measured  in  the  manner  given  in  §  432,  the  value  of  G 
can  be  calculated  from  the  relation  G—H^BXi  SjC, 

In  Helmholtz's  form  of  tangent  galvanometer  the  uniformity  of  the 
field  near  the  needle  is  yet  fiirther  insured  by  having  two  coils  of  equal 
radii  placed  parallel  to  one  another  at  a  distance  apart  equal  to  the  radius 
of  either.  The  needle  is  suspended  half-way  between  the  two  coils  on 
their  common  axis.  The  form  of  the  lines  of  force  for  such  a  double  coil 
is  shown  in  Fig.  464,  and  by  comparing  this  figure  with  Fig.  462  the 
advantage,  as  far  as  the  uniformity  of  the  field  near  the  centre  is  concerned, 
will  at  once  be  seen. 

479.  The  Sine  Galvanometer.— If  the  coil  of  a  tangent  galvano- 
meter is  mounted  so  that  it  can  be  rotated  about  a  vertical  axis,  and  the 
angle  through  which  it  is  rotated  can  be  read  off  on  a  horizontal  divided 
circle,  another  procedure  for  measuring  a  current  can  be  employed. 
The  coil  is  first  turned  till  it  lies  in  the  magnetic  meridian  and  the  circle 
IS  read.  The  current  is  then  passed,  and  the  coil  rotated  about  the 
vertical  axis  till  the  needle  again  lies  in  the  plane  of  the  coil.  Using  the 
same  notation  as  before,  and  0  now  indicating  the  angle  through  which 
the  coil  has  been  turned,  the  turning  moment  acting  on  the  needle  due 
to  the  earth's  field  and  tending  to  bring  it  back  into  the  meridian  is 
mHl  sin  9  as  before.  The  moment  of  the  force  exerted  by  the  field  of 
the  coil,  which  now  acts  at  right  angles  to  the  needle,  is  27rnmICIr. 
Hence 

2TrnmiCjr  ^^  mHl  s\n  6^ 

or  C=  —  sm  6?=  77-sm  0. 

2Trn  G 

Thus  the  curfent  is  proportional  to  the  sine  of  the  angle  through  which 
the  coil  is  turned. 

The  usual  way  of  performing  the  experiment  is  to  turn  the  coil  till 
the  needle  is  in  the  plane  of  the  coils,  when  the  current  is  passing  in  one 
direction,  and  take  the  reading  on  the  horizontal  circle.  The  current  is 
then  reversed  in  direction,  so  that  the  coil  has  to  be  turned  in  the 
opposite  direction.  The  difference  between  the  reading  of  the  circle 
when  the  needle  is  again  in  the  plane  of  the  coil  and  that  obtained  with 
the  current  in  the  opposite  direction  is  twice  the  angle  0. 
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J      CHAPTER  VIII 

RESISTANCE 

480.  Ohm's  Law.— If  a  current  C  is  passing  from  a  point  ^  in  a  wire 
to  another  point  I>  there  must  be  an  electromotive  force  between  A  and 
£y  and  this  electromotive  force  is  measured  by  the  work  that  has  to  be 
done  against  electrical  forces  to  transport  the  unit  quantity  of  electricity 
from  A  to  B.  The  connection  between  the  electromotive  force  -£", 
between  any  two  points  on  the  wire  and  the  current  which  this  E.M.F. 
causes  in  the  wire,  was  first  given  by  Ohm  in  1827.  Ohm  found  by 
experiment  that  the  ratio  of  J^  to  C  was  constant,  so  long  as  the  physical 
state  (temperature,  &c.)  of  the  wire  between  A  and  B  was  the  same. 
This  constant  ratio  between  the  electromotive  force  and  the  current  is 
called  the  resistance  of  the  conductor.  Calling  this  quantity  /\\  Ohm's 
law  may  be  stated  symbolically  as  follows  : — 

or  C^E/B. 

The  resistance  of  the  wire,  therefore,  does  not  depend  on  the  strength 
of  the  current  which  is  flowing  in  it.  It  does,  however,  depend  on  the 
shape  and  length  of  the  wire,  as  also  on  the  material  of  which  it  is 
composed  and  on  the  physical  state  of  the  material,  such  as  temperature, 
strain,  &c. 

Ohm's  law  is  entirely  an  empirical  law,  since  there  is  rfo  theoretical 
reason  why  it  should  hold.  The  truth  of  the  law  has,  however,  been 
subjected  to  most  careful  investigation,  and  it  has  been  found  that  in  the 
case  of  metals  and  electrolytes  the  law  is  true,  at  any  rate  to  within  one 
part  in  a  hundred  thousand.  In  the  case  of  the  passage  of  electricity 
through  gases  at  a  very  low  pressure  it  does  not,  however,  appear  to 
hold. 

Since  the  resistance  of  a  conductor  is  defined  as  the  ratio  of  the 
electromotive  force  applied  at  its  ends  to  the  current  passing  through 
it,  it  follows  that  a  conductor  has  unit  resistance  when  unit  difference 
of  potential  produces  unit  current  in  it.  In  the  practical  system  the  unit 
of  resistance  is  called  the  oAm^  and  is  such  that  the  difference  in  poten- 
tial, or  the  E.M.F.,  between  the  terminals  of  a  conductor  of  which  the 
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resistance  is  one  ohm  when  a  current  of  one  ampere  is  passed  through  it, 
is  one  volt. 

The  c,g,s,  unit  of  resistance  is  defined  in  the  same  way  with  reference 
to  the  c.g^,  units  of  current  and  E.M.F.  Since  the  ampere  is  i/io  of  the 
c,g^,  unit  of  current  and  the  volt  is  equal  to  10*  cg.s,  units,  it  follows 
that  the  ohm  is  equal  to  lo^  c.g.s.  units. 

481.  Speeifle  Iteslstance.— The  resistance  of  a  given  metallic  con- 
ductor (the  subject  of  the  resistance  of  fluids  is  for  the  present  post- 
poned) depends  not  only  on  the  material  of  which  the  conductor  is 
composed,  but  also  on  the  dimensions  of  the  conductor.  For  a  wire  of 
a  given  material  under  constant  conditions  of  temperature,  &c.,  the 
resistance  is  found  to  be  directly  proportional  to  the  length  and  inversely 
proportional  to  the  cross-section.  Hence,  if  /  is  the  length  and  s  the 
cross-section,  the  resistance  R  is  given  by 

R^k.Hs, 

where  >&  is  a  constant  depending  on  the  nature  of  the  material  of  which 
the  wire  is  composed,  and  is  called  the  specific  resistance  of  the  material. 
If  both  /  and  s  are  equal  to  unity,  the  resistance  is  equal  to  k.  Thus  we 
may  define  the  specific  resistance  of  a  material  as  the  resistance  of  a 
wire  of  the  material  of  which  the  length  is  one  centimetre  and  the  cross- 
section  is  one  square  centimetre,  or  as  the  resistance  between  the 
opposite  faces  of  a  cube  of  the  material  of  which  the  edge  is  one 
centimetre. 

If  the  wire  is  cylindrical  and  of  radius  f,  the  resistance  is  given  by 
R^kljirr^y  since  the  cross- section  is  ^r^. 

It  is  sometimes  useful  to  deal  with  the  reciprocal  of  the  resistance  of 
a  conductor,  and  this  quantity  is  called  its  conductivity.  Thus  if  •S'  is  the 
conductivity  of  a  wire,  Ohm's  law  is  expressed  by  C^SE,  In  the  same 
way  the  specific  conductivity  w  of  a  material  is  the  reciprocal  of  the 
specific  resistance,  and  is  connected  with  the  conductivity  by  the  relation 
5=wj//,  the  conductivity  being  directly  proportional  to  the  cross-section 
and  inversely  proportional  to  the  length. 

In  the  following  table  the  specific  resistance  of  some  pure  metals 
is  given,  but  it  must  be  remembered  that  a  mere  trace  of  an  im- 
purity may  very  largely  influence  the  specific  resistance.  The  specific 
resistance  also  depends  to  a  considerable  extent  on  the  state  of  the 
material  as  to  hardness,  that  is,  as  to  whether  it  has  been  annealed 
or  not,  and  if  so,  under  what  conditions  the  annealing  has  been 
performed. 
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Specific  Resistance. 


1  Resistance  in  Ohms  of  a  Bar  i  cm. 

Metal                        1  Long  and  of  i  cxn.2  Cross-section 

1        at  a  Temperature  of  o**  C. 

Silver |                   1.56  x  io"° 

Copper 

1-3 

Platinum 

8.2 

Iron    . 

8.6 

Tin     . 

9.6 

Zinc    . 

5.8 

Lead. 

19.0 

Aluminium 

3-2 

Carbon  (from  Edison- 

Swan 

incandescent  1 

amp) 

>               4000 

^  482.  Effect  of  Temperature  on  the  Specific  Resistance  of 
Metals.— In  the  case  of  pure  metals  the  specific  resistance  always  in- 

25000 r 


-200° 


TEMPERATURE 

FiG.  465. 


+100'    'i-eoorc 


creases  with  increase  of  temperature.  The  change  of  the  specific 
resistance  with  temperature  of  some  metals,  as  determined  by  Fleming 
and  Dewar,  is  shown  by  means  of  a  series  of  curves  in  Fig.  465.  The 
range  of  temperature  employed  was  from  about  -  200**  C.  to  +  200°  C. 
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If  any  of  the  curves  are  produced  backwards  till  they  intersect  the  axis 
of  X^  that  is,  till  they  reach  the  point  on  the  curve  corresponding  to  zero 
resistance,  the  curious  result  is  obtained  that  in  almost  all  cases  the 
temperature  corresponding  to  zero  resistance  is  -  273"  C.  Thus  at  the 
absolute  zero  of  temperature  the  resistance  of  all  pure  metals  would  be 
zero. 

On  account  of  the  fact  that  the  change  in  the  resistance  of  a  platinum 
wire  is  often  used  to  measure  the  temperature  to  which  it  is  subjected, 
the  change  in  resistance  of  this  metal  with  temperature  has  been  very 
carefully  studied.  As  a  result  it  has  been  found  that  if  Et  is  the  resist- 
ance of  a  platinum  wire  at  the  temperature  f  C.  on  the  air  thermometer, 
and  Ro  is  the  resistance  at  a  temperature  of  o**  C,  then  the  connection 
between  these  quantities  can  be  expressed  by  an  equation  of  the  form 

RtlRo^i^-ai-^bt^ 

In  this  expression  a  and  b  are  constants  which  vary  slightly  from  one 
specimen  of  wire  to  another.  The  value  of  these  constants  is  determined 
by  measuring  the  resistance  of  the  wire  when  it  is  at  three  known  tem- 
peratures, say  in  melting  ice,  boiling  water,  and  boiling  sulphur. 

Over  comparatively  small  ranges  of  temperature  the  increase  of 
resistance  of  pure  metals  is  very  nearly  proportional  to  the  increase  in 
temperature.  Hence  \i  Ro  is  the  resistance  at  a  standard  temperature, 
say  o*  C,  and  Rt  the  resistance  at  a  temperature  /,  then  we  may  express 
the  relation  between  Ro  and  Rt  by  an  expression  of  the  form 

The  coefficient  a  is  called  the  temperature  coefficient  of  the  material. 
For  all  pure  metals  the  temperature  coefficient  has  almost  the  same 
value,  namely  0.00366.  Since  the  coefficient  of  expansion  of  a  perfect 
gas  is  0.00366,  it  is  seen  how  it  is  that  the  resistance  becomes  zero  at  the 
absolute  zero. 

488.  Specifie  Resistance  of  Alloys^— As  far  as  their  electrical 
properties  depend  on  those  of  their  constituent  metals,  alloys  may  be 
divided  into  two  classes.  Alloys  containing  lead,  tin,  zinc,  or  cadmium 
have  a  specific  resistance  which  can  be  calculated  from  that  of  the  con- 
stituent metals  if  we  know  the  proportions  in  which  the  constituent 
metals  are  present.  Thus  the  specific  resistance  of  an  alloy  containing 
equal  masses  of  lead  and  tin  will  be  the  mean  of  the  specific  resistance 
of  the  constituent  metals.  In  the  case  of  most  other  metals  the  specific 
resistance  of  the  alloy  is  much  higher  than  would  be  calculated  in  this 
manner.  Not  only  is  the  specific  resistance  of  such  an  alloy  greater 
than  that  of  the  constituents,  but  the  temperature  coefficient  is  less  than 
that  of  the  constituents.  This  is  an  important  property  of  alloys  from 
the  point  of  view  of  the  construction  of  standards  of  resistance,  for  the 
smaller  the  temperature  coefficient  of  the  material  used,  the  less  will 
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variations  in  the  temperature  of  the  standard  affect  its  resistance.  It 
has  been  found  that  by  using  manganese  as  a  constituent  of  an  alloy,  it 
is  possible  to  prepare  a  material  of  which  the  temperature  coefficient 
at  ordinary  temperatures  is  either  zero  or  even  negative ;  that  is,  the 
resistance  of  the  material  decreases  with  rise  of  temperature. 

434.  Standards  of  Resistance.— Since,  as  we  shall  see  later,  the 
resistance  of  two  conductors  can  be  compared  with  a  very  high  degree 
of  accuracy,  whenever  possible  all  electrical  measurements  are  reduced 
to  the  measurement  of  a  resistance ;  and  the  manufacture  of  material 
standards  of  which  the  resistance  is  known,  and  of  such  a  material  that 
the  resistance  does  not  alter  with  time,  is  of  considerable  importance. 
Where  great  accuracy  is  desired,  the  forms  of  standard  shown  in  Fig.  466 


ia) 


Fig.  466. 


are  used.  The  form  shown  at  {a)  is  that  adopted  by  the  Committee  of 
the  British  Association,  and  consists  of  a  coil  of  insulated  wire  embedded 
in  paraffin  wax  and  protected  by  a  brass  case.  The  ends  of  the  wire  are 
attached  to  two  thick  copper  rods,  by  means  of  which  the  standard  can 
be  connected  with  any  piece  of  measuring  apparatus,  the  ends  of  these 
rods  being  amalgamated  and  dipping  into  small  mercury-cups.  The 
alloy  used  for  the  wire  is  composed  of  two  parts  of  silver  to  one  part  of 
platinum.  The  constancy  of  this  alloy  seems  all  that  can  be  desired,  but 
it  has  the  disadvantage  of  a  somewhat  high  temperature  coefficient,  and 
is  very  expensive.  The  form  of  coil  shown  at  {b)  is  that  adopted  by  the 
German  National  Physical  Laboratory,  and  consists  of  a  wire  which  is 
coated  with  silk  and  shellac,  and  wound  on  the  outside  of  a  brass  cylinder, 
the  ends  of  the  wire  being  connected  to  stout  copper  connecting-rods. 
The  wire  is  composed  of  an  alloy  of  copper,  nickel,  and  manganese, 
called  manganine,  which  has  a  very  small  temperature  coefficient.    This 
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fact,  combined  with  the  fact  that  the  wire  not  being  buried  in  a  mass  of 
paraffin  can  easily  take  up  the  temperature  of  a  liquid  bath  in  which  the 
coil  is  placed,  renders  this  form  of  coil  less  liable  to  uncertainties  as  to 
the  true  temperature,  and  hence  the  resistance  of  the  wire,  than  is  the 
English  form. 

For  measurements  in  which  the  greatest  attainable  accuracy  is  not 
desired,  sets  of  coils  are  employed  which  are  so  arranged  that  by  remov- 
ing a  metal  plug  the  resistance  corresponding  to  any  coil  is  brought  into 
the  circuit. 
\  486.  Resistance  of  Systems  of  Conductors.— If  any  number  of 
conductors  are  arranged  so  that  the  current  goes  through  them  all  one 
after  the  other  (under  these  circumstances  the  conductors  are  said  to  be 
arranged  in  series),  the  resistance  of  the  arrangement  is  equal  to  the  sum 
of  the  resistances  of  the  conductors  separately.  That  this  is  so  follows  at 
once  from  Ohm's  law,  for  the  potential  of  the  end  of  one  conductor  is  the 
potential  at  the  beginning  of  the  next,  and  if  iTj,  E^  E^^  &c.,  are  the 
electromotive  forces  between  the  ends  of  the  conductors  when  a  current 
C  is  passed  through  them  all,  then  E^^R^C^  E>^  —  R,iC^  E^^R^C,  &c., 
where  R^^  R^  R^  .  ,  .  are  the  resistances  of  the  conductors.  But 
^1  +  -Ej  +  ^3  +  .  .  .  =E,  the  difference  of  potential  between  the  two  ends 
of  the  compound  conductor.  Hence,  C  being  common  to  all  the  con- 
ductors, ElC=Ri'^R^-\-R^+  .  .  .  But-£'/(7is  the  resistance  of  the  com- 
bined conductors,  and  hence  the  resistance  is  the  sum  of  the  separate 
resistances  of  the  conductors. 

Next  let  us  consider  the  case  of  two  conductors  of  resistance  r^  and 
r^  which  are  joined  together  at  each  end.  Conductors  arranged  in  this 
way  are  said  to  be  joined  in  parallel,  or  in  multiple  arc  Let  E  be  the 
E.M.F.  acting  between  the  two 
points  where  the  conductors  join, 
and  let  the  current  in  ABE  (Fig.  467) 
be  c,  and  that  in  ADE  be  Cj.  Then 
from  Ohm's  law  we  have  Ci  =  E/ri 
and  C2=E/r2.  The  total  current,  c, 
flowing  through  the  combined  wires 
is  C=Ci  +  C2.  Substituting  the  values  for Ci  and  C,,  we  get  c  =  E(i/ri  +  ijr^. 
Hence,  as  far  as  the  current  C  through  the  combination  is  concerned, 
the   two  wires  behave  as  if  they  were   replaced  by  a  wire  of  which 

the  resistance  was   —. r— ,  or  — ^*-.      Since  the  reciprocal  of  the 

i/rj+i/rj'        ri  +  r, 

resistance  of  a  wire  is  the  conductivity,  this  expression  amounts  to  a  state- 
ment that  the  conductivity  of  two  wires,  when  they  are  arranged  in  parallel, 
is  equal  to  the  sum  of  their  conductivities  when  considered  separately. 

We  can  express  the  currents  in  the  two  branches  in  terms  of  the 
current  c  passing  through  the  two  wires,  and  the  resistances  of  the  two 
branches  for  Cj  =  c  -  C2  =  c  -  'E.jr^ 
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Hence,  substituting  for  £  in  terms  of  C  and  the  combined  resistance, 
^''^''^  Cf  rr    \ 


or 


In  the  same  way 


If  there  are  more  than  two  conductors  arranged  in  parallel,  it  can  be 
shown  in  the  same  way  that  the  conductivity  of  the  arrangement  is  the 
sum  of  the  conductivities  of  the  branches  separately. 

486.  Shunts. — If  we  know  the  resistance  of  each  of  two  conductors 
which  are  arranged  in  parallel  and  measure  the  current,  C*|,  in  one  branch, 
we  can  calculate  the  current,  C,  which  is  passing  through  the  two  branches. 
This  proposition  is  made  use  of  for  the  purpose  of  measuring  currents  which 
are  too  large  to  be  passed  through  the  coils  of  any  available  galvanometer. 
A  resistance  Sy  called  in  this  case  a  shunt,  is  connected  in  parallel  with 
the  coils  of  the  galvanometer,  of  which,  say,  the  resistance  is  g.  Then  if 
C  is  the  current  passing  through  the  shunt  and  galvanometer,  />.  the 
current  to  be  measured,  and  c  is  the  current  indicated  by  the  galvano- 
meter,  we  have,  by  the  relation  found  in  the  last  section, 

s 

Very  often  a  galvanometer  is  supplied  with  a  set  of  shunts  of  which 
the  resistances  are  ^/9,  ^^99,  &c.     Hence  the  current  in  the  galvano- 
meter is  i/io,  i/ioo,  &C.,  of  the 
current  to  be  measured. 

487.  Wheatstone's  Net- 
work of  Conductors.— A  sys- 
tem of  conductors,  AE,  EC,  AD, 
DC,  arranged  as  in  Fig.  468,  the 
points  A  and  C  being  connected 
with  the  poles  of  a  battery,  B, 
and  the  points  D  and  E  being 
connected  through  a  galvano- 
meter, G,is  called  a  Wheatstone's 
network  of  conductors.  If  the 
resistances  of  the  separate  con- 
ductors are  as  shown  on  the 
figure,  and  these  resistances  are 
so  adjusted  that  no  current 
passes  through  the  galvanometer,  then  the  following  relation  holds  : — 
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Since  there  is  no  current  through  the  galvanometer,  the  potential  of 
the  points  E  and  D  must  be  the  same.  If  ^i  is  the  current  in  the 
branch  aec,  and  c^  is  that  in  the  branch  ADC,  we  have  from  Ohm's  law 
that,  if  ^rl  is  the  E.M.F.  between  A  and  E,  and  so  on  for  the  other 
conductors, 

Since  the  two  conductors  ad  and  AE  are  in  contact  at  A,  the  potential  at 
this  point  must  be  the  same  for  both,  and  we  have  seen  that  when  no 
current  is  passing  through  the  galvanometer  the  points  E  and  D  are  at 
the  same  potential ;  hence  the  difference  of  potential  between  A  and  E 
must  be  the  same  as  that  between  A  and  D  or  e^—e^.  In  the  same  way 
e^—e^.  Hence,  substituting  for  ^1,  e^  ^3,  ^4,  in  terms  of  the  currents  and 
the  resistances,  we  get 

'■i^i  =  ^3^2>  and  r^i^r^c^ 

Dividing  one  of  these  equations  by  the  other, 

or  r^r^^^r^^. 

This  may  be  written  r^^rg.-^  which  shows  that  if  we  know  the  value  of 

the  resistance  rj,  and  also  the  ra/io  of  the  resistances  r^  and  r^,  we  can 
calculate  the  value  of  the  resistance  r,.  Thus  if  we  know  the  value  of  one 
resistance  and  the  ratio  of  two  others,  which,  when  arranged  together 
with  an  unknown  resistance  so  as  to  form  a  Wheatstone's  net,  give  no 
current  in  the  galvanometer,  we  can  immediately  calculate  the  value  of 
the  unknown  resistance. 

488.  Wheatstone's  Bridge. —An  arrangement  of  resistances  to 
facilitate  the  measurement  of  a  resistance  by  an  application  of  the  results 
obtained  in  the  last  section  is  called  a  Wheatstone's  bridge.  The  simplest 
foim  of  Wheatstone's  bridge  is  shown  in  Fig.  469,  and  is  called  the  slide- 
wire  bridge,  or  sometimes,  since  the  wire  is  often  made  a  metre  long,  the 
metre  bridge.  In  this  arrangement  the  resistances  ^-3  and  ri,  the  ratio  of 
whose  resistances  is  required,  are  formed  by  the  two  portions  of  a  uniform 
wire,  AC,  which  is  stretched  alongside  a  divided  scale.  The  galvanometer 
contact,  which  corresponds  to  the  point  D  in  Fig.  468,  is  formed  by  a 
sliding  contact,  D,  which  can  be  moved  to  different  parts  of  the  wire,  and 
thus  the  ratio  of  r^  to  r^  can  be  altered  at  will.  Since  the  wire  is  uniform, 
the  ratio  of  r^  to  r^  is  the  same  as  the  ratio  of  the  lengths  of  the  wire  on 
the  two  sides  of  the  sliding  contact  D.  The  ends  of  the  wire  are  soldered  to 
two  thick  copper  strips  F  and  H.  The  battery  used  to  supply  the  current 
is  connected  to  two  binding-screws,  Bj  and  Bj,  on  these  strips.  The  other 
terminal  of  the  galvanometer  is  attached  to  another  copper  strip,  i.  The 
resistance  to  be  measured  is  connected  between  the  two  binding-screws, 
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Pj  and  Pj,  or  the  terminals,  if  it  is  of  the  form  shown  in  Fig.  466,  dip  into 
small  mercury-cups  at  these  points.     The  standard  resistance,  rj  in  the 

formula  r^  =  n.  ^  is  connected  with  the  binding-screws  Q^  ^d  Q2  by 

thick  copper  strips  or  dips  into  mercury-cups  attached  to  I  and  H.  In 
performing  an  experiment,  the  resistances  r^  and  r^  being  arranged  as 
described,  the  slider  D  is  moved  along  the  wire  till  the  galvanometer  is 
undeflected  on  pressing  the  key,  by  means  of  which  the  slider  is  put  into 
conducting  communication  with  the  wire.  If  the  length  of  the  wire  on 
the  side  next  the  unknown  resistance  be  a,  and  that  on  the  side  next  the 
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standard  be  ^,  and  the  resistance  of  this  latter  be  -^,  then  the  resistance  r 
of  the  unkno^^^l  resistance  will  be  given  by 

Another  form  of  Wheatstone's  bridge,  known  as  the  Box  or  Post- 
Office  form  of  bridge,  has  no  stretched  wire.  In  this  form  the  ratio  of 
the  resistances  rg  and  r^  is  not  capable  of  being  given  any  value  we  please, 
but  the  bridge  is  supplied  with  a  number  of  coils  by  means  of  which 
certain  fixed  ratios  can  be  obtained,  the  usual  ratios  being  1:1,  1:10, 
1:100,  1:1000,  1000:1,  100:1,  10:1.  In  addition  to  these  ratio  coils, 
there  are  a  set  of  coils  by  means  of  which  the  resistance  in  the  arm  £C 
can  be  made  any  whole  number  of  ohms  between  i  and  10,000.  If  the 
ratio  of  the  proportional  arms  is  1:1,  then  the  resistance  unplugged  in 
the  third  arm  will  be  equal  to  the  resistance  being  measured.     If  the 
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ratio  of  the  proportional  arms  is  1:10^  then  the  resistance  being  measured 
is  ten  times  the  resistance  unplugged  in  the  third  arm  ;  while  if  the  ratio 
is  10:1,  then  the  resistance  is  one-tenth,  and  so  on. 

489.  The  Platinum  TheFmometer.— For  measuring  temperatures 
much  above  300"  the  mercury  thermometer  is  quite  unsuited,  and  although 
the  air  thermometer  can  be  employed,  yet  its  use  is  accompanied  by  so 
many  experimental  difficulties  as  to  render  it  only  suited  for  standardising 
other  more  handy  forms  of  thermometer.  The  fact  that  the  resistance 
of  a  conductor  can  with  comparative  ease  be  measured  with  a  very  high 
degree  of  accuracy,  renders  a  thermometer  which  depends  on  the  change 
of  resistance  of  a  metal  wire  with  temperature  par- 
ticularly handy  and  accurate ;  the  only  requisite 
being  to  find  a  material  which  the  resistance  at 
any  given  temperature  does  not  change  with  time. 
Further,  if  the  temperature  coefficient  is  fairly  large, 
and  the  material  will  stand  a  high  temperature  without 
change,  so  much  the  better.  Callendar  and  Griffiths 
have  found  that,  if  suitable  precautions  are  taken  as 
to  the  material  on  which  the  wire  is  wound,  and  it  is 
properly  protected  from  the  action  of  certain  gases, 
platinum  fulfils  these  conditions  thoroughly  well. 

The  form  of  platinum  thermometer  which  they 
have  devised  is  shown  in  Fig.  47a  It  consists  of  a 
wire  of  pure  platinum  wound  on  a  thin  mica  frame 
and  enclosed  in  a  glass,  or,  if  it  is  required  for 
measuring  high  temperatures,  in  a  porcelain  tube. 
The  ends  of  the  wire  are  connected  to  two  thick 
platinum  leads,  Pj,  P,,  by  welding  the  platinum 
together.  Flexible  copper  wires  are  used  to  connect 
the  platinum  leads  to  a  Wheatstone's  bridge,  by 
means  of  which  the  resistance  of  the  wire  can  be 
measured. 

Since  any  change  of  temperature  would  affect  the 
resistance  of  the  platinum  and  copper  leads,  while 
what  we  require  to  measure  is  the  change  of  resistance 
of  the  coil  of  thin  wire  only,  Callendar  and  Griffiths  have  introduced  a 
compensating  device.  This  consists  of  a  second  pair  of  leads,  Cj,  Cj, 
of  exactly  the  same  resistance  as  the  others,  but  which  are  connected 
together  at  A.  These  dununy  leads  are  connected,  by  means  of  a  pair  of 
flexible  copper  leads  of  the  same  resistance  as  the  others,  with  the  adjacent 
arm  of  the  Wheatstone's  bridge  to  that  in  which  the  platinum  thermo- 
meter is  placed.  Hence,  as  both  sets  of  leads  are  placed  close  together, 
their  temperature  will  always  be  the  same,  and  so  any  change  in  resist- 
ance produced  by  a  variation  of  the  temperature  of  the  room  will  affect 
both  equally.    But  an  equal  small  increase  in  the  resistance  in  the  adjacent 
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arms  of  the  bridge  will  not  affect  the  galvanometer,  and  so  the  arrange- 
ment will  be  independent  of  any  change  in  the  temperature  of  the  leads. 
It  has  been  found  that  a  platinum  thermometer  gives  consistent 
results  up  to  a  temperature  of  about  1000*"  C,  and  it  has  been  used  with 
much  success  to  measure  the  melting-point  of  metals. 

490.  Fall  of  Potential  along  a  Wire  in  which  a  Current  is 
Passing. — When  a  current  C  is  passed  through  a  uniform  wire  the  fall 
of  potential  along  the  wire  is  regular,  the  difference  in  the  potential  of 
any  two  points  on  the  wire  being  proportional  to  the  length  of  wire 
between  them.  This  follows  at  once  from  the  fact  that,  since  the  wire 
is  uniform,  the  resistance  per'  centimetre  is  the  same  at  all  points,  and 
since  the  current  is  the  same  throughout,  it  follows  from  Ohm's  law  that 
the  drop  of  potential  per  centimetre  is  the  same  throughout     The  drop 

of  potential  in  a  conductor,  or  system 
of  conductors,  conveying  a  current 
can  be  very  clearly  indicated  by  means 
of  a  diagram  in  which  the  distance 
measured  from  some  point  along  the 
conductor  is  taken  as  the  abscissa, 
and  the  potential  at  the  point  is  the 
ordinate.  Thus  in  Fig.  471,  if  ao 
represents  the  potential,  measured 
from  some  arbitrary  zero,  at  one  end 
of  a  uniform  wire  of  which  the  length 
is  represented  by  OM,  and  the  potential  at  the  other  end  is  represented 
by  BM,  then,  since  the  drop  of  potential  is  uniform,  the  potential  at  any 
point  P  will  be  equal  to  the  length,  PC,  of  the  ordinate  drawn  through  P  to 
meet  the  straight  line  joining  A  and  R  The  whole  fall  of  potential  along  the 
wire  is  represented  by  AN,  where  N  is  the  point  in  which  the  line  drawn 
parallel  to  OX  through  B  meets  the  axis  of  Y.  If  C  is  the  current  passing 
through  the  wire,  and  R  is  its  resistance,  then  the  fall  of  potential  or  the 

E.M.F.  between  the  ends  will  be 
CR^  and  hence  AN  represents  CR. 
Next  suppose  that  two  wires 
of  the  same  length,  but  one  of 
which  has  a  resistance  per  centi- 
metre twice  as  great  as  the  other, 
are  put  in  series  and  a  current  C 
is  passed  through  the  combina- 
tion. The  fall  of  potential  is 
shown  in  Fig.  472,  where  AB 
shows  the  fall  of  potential  in  the 
wire  of  smaller  resistance,  and  BC 
that  in  the  other  wire.  Since  the  wires  are  of  equal  length,  OL  is  equal 
to  i.M  ;  and  since  the  resistance  of  the  one  is  twice  as  great  as  that  of 
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the  other,  kn  is  twice  ak,  for  the  fall  of  potential  in  the  wire  of  greater 
resistance  will  be  twice  as  great  as  in  the  other.  As  before,  the  fall  of 
potential  in  each  wire  separately  will  be  represented  by  a  straight  line. 
The  E.M.F.  between  two  points,  such  as  P  and  Q,  will  be  represented 
byDj. 

Returning  to  the  case  of  a  single  uniform  conductor,  if  two  wires  are 
connected  to  the  conductor  at  the  points  o  and  P  (Fig.  471),  hut  are 
insulated  everywhere  else,  then,  since  there  is  no  current  passing  through 
either  of  these  wires,  the  potential  throughout  will  be  same,  and  hence 
the  difference  of  potential  between  the  free  ends  will  be  the  same  as  that 
between  the  points  o  and  P,  that  is,  will  be  represented  by  ad.  Suppose 
now  we  have  two  other  wires  which  are  connected  to  the  two  poles  of 
some  arrangement  for  producing  a  difference  of  potential,  say  a  battery, 
and  that  we  join  the  wire  connected  to  the  pole  at  the  higher  potential  to 
the  point  O.  Then  if  the  difference  in  potential  between  the  poles  of  the 
battery  is  less  than  the  difference  of  potential  between  O  and  M,  there 
will  be  some  point  on  the  wire  through  which  the  current  is  flowing 
which  will  be  at  the  same  potential  as  the  wire  conpected  to  the  other 
pole  of  the  battery.  Since  when  two  points  at  the  same  potential  are 
connected  no  current  passes,  if  we  connect  the  wire  with  this  point  P, 
no  current  will  pass  through  the  branch  circuit  containing  the  battery, 
the  difference  of  potential  between  the  points  O  and  P  being  just  equal 
to  that  due  to  the  battery  in  the  branch  circuit,  acting  in  the  opposite 
directioa  Hence  if  a  galvanometer  is  included  in  the  branch  circuit,  it 
will  indicate  no  current  when  the  difference  of  potential  between  o  and  P, 
due  to  the  passage  of  the  current  C,  is  exactly  equal  to  this  E.M.F. 
Hence  if  we  know  the  current  passing  in  the  wire  0M>  and  the  resistance 
of  the  wire  between  the  points  o  and  P,  we  can  calculate  the  drop  of 
potential,  for  it  is  equal  to  the  product  of  the  current  into  the  resistance, 
and  hence  we  have  the  E.M.F.  of  the  battery  in  the  branch  circuit.  This 
method  of  measuring  an  E.M.F.  is  called  Poggendorff's  method. 

If  we  only  wish  to  compare  two  E.M.F.'s  it  is  no  longer  necessary  to 
measure  the  current,  for  if  a  steady  current  is  passed  through  a  uniform 
wire,  or  a  set  of  resistance  coils  which  can  be  altered  by  a  small  quantity 
at  a  time,  and  the  resistance  noted  which  has  to  be  intercepted  between 
the  terminals  of  a  secondary  circuit  in  which  the  E.M.F.'s  and  a  sensitive 
galvanometer  are  included  in  succession,  so  that  there  is  no  deflection  of 
the  galvanometer,  the  ratio  of  the  resistances  intercepted  in  the  two  cases 
will,  since  the  current  is  constant,  be  the  same  as  the  ratio  of  the 
E.M.F.'s  which  are  to  be  compared.  In  the  case  where  the  current  is 
passed  through  a  uniform  wire,  the  ratio  of  the  lengths  of  wire  intercepted 
will  give  the  ratio  of  the  E.M.F.'s. 

491.  Lines  of  Flow  in  a  Condnctinsr  Sheet—In  the  foregoing 
considerations  of  the  flow  of  currents  in  wires  we  have  tacitly  assumed 
that  the  current  was  uniform  over  the  cross-section  of  the  conductor,  and 
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since  we  have  been  dealing  with  the  flow  in  wires,  where  the  length  of 
the  wire  was  great  compared  with  its  cross-section,  this  was  justified.   We 

have  now  to  consider  the  flow  of  a 
current  in  a  conducting  sheet,  such 
as  a  sheet  of  tinfoil.  Suppose  that 
by  means  of  wires  attached  to  the 
foil  a  current  is  caused  to  flow  into 
the  sheet  at  a  point  A  (Fig.  473),  and 
to  leave  the  sheet  at  the  point  B,  so 
that  there  is  a  difference  of  potential 
of  E  between  A  and  B.  The  potential 
will  fall  along  the  sheet  from  A  to  B, 
and  if  we  draw  a  series  of  lines  on 
the  surface  joining  all  points  which 
are  at  the  same  potential  we  shall 
get  a  series  of  equipotential  lines. 
The  form  of  these  equipotential  lines 
can  be  determined  ^experimentally  by  using  two  needle-points  attached 
by  wires  to  the  terminals  of  a  galvanometer.  One  point  is  put  in  contact 
with  the  sheet  at  a  point  such  as  P,  and  the  other  is  moved  about  till  a 
point  Q  is  found  such  that,  when  contact  is  made  there,  no  current  passes 
through  the  galvanometer.  The  fact  that  no  current  passes  through  the 
galvanometer  indicates  that  the  points  P  and  Q  are  at  the  same  potential, 
and  are  therefore  on  the  same  equipotential  line.  Proceeding  in  this 
way  a  number  of  points  can  be  found,  all  of  which  are  on  the  same 
equipotential  line  as  P,  and  hence  this  line  can  be  drawn.  Then  by 
moving  the  conductor  from  P  to  some  other  point  at  which  the  potential 
is  different,  a  new  equipotential  line  can  be  drawn,  and  so  on. 

In  Fig.  473  the  equipotential  lines  are  shown  for  a  sheet  which  is 
large  in  length  and  breadth  compared  with  the  distance  between  the 
points  A  and  B,  at  which  the  current  enters  and  leaves  the  sheet 

Since  no  current  will  flow  from  any  point  on  a  given  equipotential 
line  to  any  other  point  on  this  line,  it  is  evident  that  the  current  must 
flow  everywhere  at  right  angles  to  the  equipotential  lines,  the  reasoning 
being  exactly  the  same  as  that  adopted  in  §  447.  Hence  the  lines  shown 
dotted  in  the  figure,  which  everywhere  cut  the  equipotential  lines  at  right 
angles,  will  represent  the  directions  in  which  the  current  will  flow  in  the 
sheet. 

492\  The  Hall  Phenomenon.— If,  in  the  case  of  strip  shown  in 
Fig.  474,  two  conducting  wires  which  are  attached  to  the  terminals  of  a 
sensitive  galvanometer  are  joined  to  two  points  P  and  Q,  which  are  on 
the  same  equipotential  line,  no  current  will  pass  through  the  galvano- 
meter. If,  however,  the  sheet  is  placed  between  the  poles  of  a  very 
powerful  magnet,  so  that  the  lines  of  force  of  the  magnetic  field  produced 
by  the  magnet  are  at  right  angles  to  the  plane  of  the  sheet,  then  the 
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galvanometer  will  be  deflected,  showing  that  the  points  P  and  Q  are  no 
longer  equipotential.  The  effect  of  the  magnetic  field  is  to  distort  the 
lines  of  flow  and  the  equipotential  lines  in  the  sheet  in  the  way  shown  in 
Fig.  475,  which  corresponds  to  the  case  of  a  sheet  of  bismuth  in  which 
the  lines  of  force  of  the  magnetic  field  are  passing  from  above  the  page 
to  below,  the  direction  of  the  main  current  in  the  sheet  being  as  shown 
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Fig.  474. 

by  the  arrows.  In  the  case  of  other  metals,  such  as  gold,  the  direction 
in  which  the  equipotential  lines  and  lines  of  flow  are  deflected,  and  hence 
the  direction  of  the  current  in  the  galvanometer,  is  the  opposite  to  that 
in  the  case  of  bismuth. 

This  phenomenon  is  referred  to  as  Hall's  phenomenon,  from  the 
name  of  the  discoverer.  We  shall  see  later  that  a  conductor  conveying  a 
current,  when  placed  in  a  magnetic  field,  experiences  a  mechanical  force 
tending  to  move  it  at  right  angles  to  the  lines  of  force  of  the  field     But 


Fig.  475. 

this  effect  on  the  conductor  conveying  the  current  must  be  carefully 
distinguished  from  the  Hall  effect,  which  refers  to  the  current  in  the 
conductor. 

The  magnitude  of  the  Hall  effect  is  excessively  small,  and  it  is  only 
with  very  strong  magnetic  fields  and  a  very  delicate  galvanometer  that  it 
can  be  detected  at  all 
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JOULES     LAW 

498.  Joule's  Law.— We  have  defined  the  E.M.F.  between  two  points, 
A  and  B^  on  a  conductor  through  which  a  current  is  flowing  as  being 
equal  to  the  work  done  in  transporting  the  unit  quantity  of  electricity 
from  one  of  these  points  to  the  other.  We  have  also  seen  that,  if/?  is 
the  resistance  between  the  points  and  C  is  the  current  passing,  the 
E.M.F.  between  the  points  is  given  by  £=CA*.  Now  a  current  C  will 
transport  C  units  of  electricity  past  each  point  of  the  conductor  in  the 
unit  of  time,  hence  the  work  done  in  a  second  in  driving  the  current  from 
the  point  A  to  the  point  B  is  given  by  EC  or  RCC^  that  is,  RC^.  If  the 
current  continues  for  a  time  /,  the  work  done  will  be  represented  by  the 
equation  W=^  RC^t.  The  work  thus  done  appears  as  heat  developed  in 
the  conductor  through  which  the  current  is  flowing. 

In  order  to  get  the  amount  of  heat  developed  in  the  conductor  in 
thermal  units  we  have  to  divide  this  result  by  the  mechanical  equivalent 
of  heat,  that  is,  by  4.19  X  10'  (§  250).  Hence  the  quantity  of  heat,  //, 
developed  in  a  wire  of  which  the  resistance  is  R  cg.s,  units  by  a  current 
of  C  c.g.5.  units  in  /  seconds  is  given  by 

H=    ^—-   ,  calories 
4.19  xio' 

=0.2387  X  io~'^,RC^t  calories. 

If  the  electrical  quantities  are  measured  in  the  practical  units,  since  a 
current  of  C  c,g.s.  units  is  equal  to  10  C  amperes,  and  a  resistance  of  R 
c.f^.s,  units  is  equal  to  lO'^R  ohms,  the  heat  developed  in  a  conductor  of 
which  the  resistance  is  O  ohms,  by  a  current  of  A  amperes,  in  a  time  / 
seconds,  will  be  0.2387  OA^t  calories.  The  work  done  in  one  second  by 
a  current  of  one  ampere  when  passing  through  a  resistance  of  one  ohm, 
that  is,  when  passing  between  two  points  between  which  there  exists  a 
difference  of  potential  of  one  volt,  is  10^  ergs,  or  in  thermal  units  0.2387 
calories,  and  is  called  a  joule. 

The  law  that  the  heat  developed  in  a  conductor  is  proportional  to  the 
square  of  the  current  and  to  the  resistance  was  discovered  experimentally 
by  Joule  in  1841,  and  hence  is  known  as  Joule's  law. 

The  quantity  of  energy  which  becomes  converted  into  heat  when  a 
given  current  flows  through  a  given  conductor  is  independent  of  the  direc- 
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tion  in  which  the  current  flows^  for,  as  the  current  always  flows  from  the 
point  at  the  higher  potential  to  the  point  at  the  lower  potential,  if  we 
reverse  the  direction  in  which  the  current  is  flowing,  this  means  that  we 
have  reversed  the  direction  in  which  the  E.M.F.  is  acting ;  and  since  the 
resistance  of  a  conductor  is  independent  of  the  direction  in  which  the 
current  is  flowing,  the  conditions,  as  far  as  the  work  done  by  the  current 
and  hence  the  heat  developed,  are  exactly  the  same  wjien  the  current  is 
reversed  as  they  were  before.  Thus  the  passage  of  a  current  through  a 
conductor  of  finite  resistance  is  always  accompanied  by  the  conversion  of 
a  definite  quantity  of  electrical  energy  into  the  form  of  heat.  Since  when 
the  current  is  reversed  the  conversion  into  heat  continues  at  the  same 
rate  as  before  this  conversion  of  electrical  energy  into  heat,  when  a 
current  passes  through  a  conductor,  is  an  irreversible  process.  As  we 
shall  see  later,  there  are  conditions  under  which  heat  developed  at  a 
given  point  due  to  the  passage  of  a  current  is  a  reversible  process,  so  that 
on  reversing  the  current  heat  is  now  absorbed  at  the  point ;  in  the  case  of 
heat  developed  according  to  Joule*s  law,  however,  thid  is  never  the  case. 
Since  in  many  cases  the  heat  produced  according  to  Joule's  law  is 
simply  a  waste  of  energy,  it  is  important  to  reduce  it  to  a  minimum. 
This  can  be  done,  if  we  suppose  that  a  given  current  has  to  be  trans- 
mitted, by  reducing  the  resistance  of  the  conducting  wires.  Since,  as  we 
have  seen,  the  resistance  of  a  pure  metal  at  the  absolute  zero  appears  to 
be  zero,  a  current  could  be  passed  through  such  a  conductor  at  the 
absolute  zero  without  the  production  of  any  heat  and  the  consequent  loss 
of  electrical  energy. 

404.  The  Meehanieal  Equivalent  of  Heat  derived  A*om  Electrieal 
Experiments. — Since  the  heat  developed  by  a  current  of  A  ampere^  in 
a  wire  of  resistance  O  ohms,  in  a  time  /  seconds,  is  equal  to  OA^tx  10^ 
ergs  or  OAHx  ic?IJ  calories,  where /is  the  value  of  Joule's  equivalent, 
if  we  measure  the  heat  developed  by  means  of  a  calorimeter,  and  also  the 
current  A  and  the  resistance  O  of  the  wire,  or,  what  comes  to  the  same 
thing,  the  E.M.F.  between  the  ends  of  the  wire,  we  can  at  once  calculate 
the  value  of  J,  A  most  careful  determination  of  the  value  of  J  by  this 
method  has  been  carried  out  by  Grifliths.  His  apparatus  consisted  of  a 
coil  of  platinum  wire  through  which  the  current  could  be  passed,  and 
which  had  two  wires  attached,  so  that  the  diff*erence  of  potential  between 
the  ends  of  the  coil  could  be  compared  with  the  E.M.F.  of  a  standard 
Clark  cell  (§  554),  by  the  method  given  in  §  49a  This  coil  was  contained 
inside  a  closed  calorimeter,  which  was  itself  placed  inside  a  large  steel 
chamber,  the  space  between  the  outside  of  the  calorimeter  and  the  walls 
of  this  vessel  being  exhausted  of  air  so  as  to  reduce  the  loss  of  heat  due 
to  convection.  The  calorimeter  contained,  in  addition  to  the  coil,  a  stirrer, 
which  was  rotated  at  a  high  speed,  so  as  to  insure  the  water  inside  being 
thoroughly  well  mixed.  The  temperature  of  the  water  in  the  calorimeter 
was  measured  with  a  platinum  thermometer,  and  the  resistance  of  the 
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coil  at  different  temperatures  was  determined,  so  that,  knowing  the  E.M.F. 
between  the  terminals  and  the  temperature,  the  resistance  of  the  coil 
and  the  rate  at  which  heat  was  being  developed  by  the  current  could  be 
calculated.  A  certain  amount  of  heat  was  also  developed  by  the  friction 
of  the  stirrer  against  the  water.  The  amount  of  heat  thus  developed  at 
different  rates  of  stirring  was  determined  by  making  observations  of  the 
rise  in  temperature  of  the  calorimeter,  due  to  the  stirring  alone,  when  no 
current  was  passing  through  the  coiL  The  water  value  of  the  calorimeter 
and  of  the  stirrer  and  coil  was  determined  by  making  experiments  with 
various  quantities  of  water  in  the  calorimeter. 

As  has  been  given  already,  the  value  obtained  for  the  mechanical 
equivalent  of  heat  was  4.1940x10^  ergs  per  calorie.  The  accuracy  of 
this  value  depends,  of  course,  on  the  accuracy  with  which  the  values  of  the 
electrical  quantities  are  known  in  terms  of  the  fundamental  units. 

495.  The  Incandescent  Electric  Lamp.--The  heat  developed  in  a 
conductor  by  the  passage  of  an  electric  current  is  made  use  of  in  the  electric 
incandescent  lamp.  The  modem  form  of  lamp  consists  of  a  fine  carbon 
filament  enclosed  in  a  glass  globe  from  which  the  air  has  been  exhausted. 
The  resistance  of  a  carbon  filament  being  fairly  great,  the  heat  developed 
is  sufificient  to  raise  the  temperature  to  such  a  point  that  the  filament 
glows  with  a  bright  white  light. 

The  energy  which  becomes  converted  from  the  electrical  form  in  the 
filament  is  partly  given  out  from  the  lamp  in  the  form  of  light  and  partly 
as  heat.  The  object  of  the  lamp-maker  is  to  produce  a  lamp  in  which 
the  proportion  of  the  energy  used  up  to  produce  heat,  and  which  as  far 
as  the  production  of  light  is  concerned  is  completely  wasted,  is  reduced  to 
a  minimum.  It  is  found  that  the  energy  which  has  to  be  supplied  to  a 
lamp  in  order  to  produce  a  light  of  one  candle-power  decreases  as  the 
temperature  of  the  filament  is  increased,  so  that  firom  this  point  of  view  it 
is  an  advantage  to  run  the  lamps  as  bright  as  possible.  It  is,  however, 
found  that  when  the  temperature  is  raised  above  a  certain  pK>int  the 
filament  soon  gives  way,  so  that  the  life  of  the  lamp  is  short.  The 
resistance  of  the  filaments  of  the  lamps  are  adjusted  so  that  when  the 
E.M.F.  between  the  ends  of  the  filament  has  certain  definite  values,  such 
as  100  volts  or  200  volts,  the  current  which  passes,  according  to  Ohm's 
law,  will  raise  the  temperature  of  the  filament  to  the  greatest  value  which 
will  not  endanger  its  life.  With  most  of  the  incandescent  lamps  of  good 
make  the  energy  consumed  to  produce  a  light  of  one  candle-power  is 
about  four  watts,  or,  since  one  watt  is  equal  to  10^  ergs  per  second,  is 
about  4  X  10^  ergs  per  second. 

The  number  of  watts  required  per  candle-power  increases  very  rapidly 
as  the  E.M.F.  between  the  ends  of  the  filament  is  reduced  below  the  value 
for  which  the  lamp  is  intended,  so  that  it  is  very  wasteful  to  run  the  lamps 
at  a  low  voltage,  although  by  this  means  the  life  of  the  filament  may  be 
increased. 
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^  496.  The  Arc  Lamp.— Another  source  of  light  which  depends  on 
the  conversion  of  electric  energy  into  light  is  the  arc  lamp.  When  two 
rods,  composed  of  the  carbon  which  is  deposited  inside  the  retorts  used 
in  the  manufacture  of  illuminating  gas,  connected  to  two  conductors 
which  are  at  a  difference  of  potential  of  about  60  volts,  are  first  brought 
into  contact  and  are  then  gradually  separated  for  a  short  distance  the 
current  continues  to  pass,  and  where  it  crosses  the  air  space  between  the 
carbon  rods  an  intense  light  is  emitted.  This  arrangement  constitutes 
an  electric  arc,  and  it  is  found  that  the  carbon  rod  which  is  at  the  higher 
potential,  that  is,  from  which  the  current  goes,  is  eaten  away  more 
rapidly  than  the  other  carbon.  If  an  image  of  the  arc  is  projected  on  a 
screen,  it  is  seen  that  the  carbon  which  is  at  the  higher  potential,  the 
positive  carbon  as  it  is  usually  called,  is  worn  slightly  hollow,  and  that 
the  greater  proportion  of  the  light  is  emitted  from  this  hollow,  which  is 
called  the  crater  of  the  arc.  The  end  of  the  negative  carbon,  i.e.  that  at 
the  lower  potential,  becomes  worn  to  somewhat  of  a  point.  In  order  to 
allow  for  the  wearing  away  of  the  carbon  rods,  they  are  held  in  an 
arrangement  by  which  they  are  automatically  brought  nearer  together  as 
the  ends  wear  away,  so  that  the  length  of  the  arc  is  maintained  constant. 
If  by  chance  the  distance  between  the  carbons  becomes  too  great  the 
current  will  cease  to  pass,  and  the  arc  cannot  again  be  started  till  the 
carbons  are  brought  into  contact  and  then  separated.  Hence  the  lamp 
is  fitted  with  an  electrical  arrangement  by  which,  directly  the  current 
ceases,  the  rods  are  first  brought  together,  and  then,  when  the  current 
passes,  are  again  separated  to  the  correct  distance. 

An  ordinary  arc  requires  about  one  watt  for  each  candle-power 
produced,  so  that  the  energy  consumed  in  order  to  produce  a  given 
quantity  of  light  by  means  of  an  arc  is  much  less  than  is  required  when 
incandescent  lamps  are  used. 

497.  The  Electric  Furnace.  — The  temperature  of  the  arc  is 
extremely  high,  it  having  been  estimated  to  be  about  8000°  C,  and  this 
high  temperature  has  been  utilised  for  melting  refractory  substances 
and  for  conducting  chemical  processes  which  require  a  very  high 
temperature. 

The  form  of  electric  furnace  used  by  Moissan  on  his  important 
researches  at  high  temperatures  consists  of  a  block  of  lime  or  fireclay 
through  which  pass  two  thick  rods  of  carbon,  which  act  as  electrodes  for 
the  supply  of  the  current.  The  arc  is  formed  between  the  ends  of  these 
rods  just  above  the  substance  which  is  to  be  heated,  which  is  contained 
in  a  small  crucible  placed  in  a  cavity  cut  in  the  block  of  lime. 
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PART  IV.— THERMO-ELECTRICITY 

CHAPTER  X 
THERMO-ELECTRICITY 

498.  Thermo-Eleetric  Junction.— In  1821,  while  making  experi- 
ments on  the  difference  of  potential  which  appears  to  exist  between  two 
different  metals  when  placed  in  contact  (see  §  545),  Seebeck  noticed  that 
if  a  circuit  is  formed  which  is  composed  of  two  wires  of  different  metals 
joined  together  at  their  ends,  and  if  the  junctions  are  at  different 
temperatures,  a  current  will  in  general  be  produced  in  the  circuit.  Thus 
if  two  copper  wires,  which  are  connected  to  the  terminals  of  a  gal- 
vanometer, are  connected  at  their  other  ends  to  a  piece  of  iron  wire, 
and  one  of  the  junctions  of  the  copper  and  iron  is  heated,  a  current  will 
be  indicated  by  the  deflection  of  the  galvanometer.  The  direction  of 
the  current  will  be  from  the  hot  to  the  cold  junction  in  the  iron.  This 
current  is  said  to  be  a  thermo-electric  current. 

If,  while  the  cold  junction  is  kept  at  a  constant  temperature,  the 
temperature  of  the  hot  junction  is  gradually  raised,  the  current  in  the 
circuit  will  gradually  increase  up  to  a  certain  point,  this  temperature 
being  called  the  neutral  point  for  the  two  given  metals.  If  the  tem- 
perature of  the  hot  junction  is  raised  above  the  neutral  point  the  current 
in  the  circuit  will  decrease,  till,  when  the  temperature  of  the  hot  junction 
is  as  much  above  the  neutral  point  as  that  of  the  cold  junction  is  below, 
there  will  be  no  current  in  the  circuit ;  while  if  the  temperature  of  the 
hot  junction  is  yet  further  raised,  the  direction  of  the  current  will  be 
reversed. 

It  is  possible  to  arrange  the  metals  in  a  series  such  that  if  wires  of 
any  two  of  them  are  joined  together  to  form  a  circuit,  and  one  of  the 
junctions  is  heated,  the  thermo-electric  current  will  in  the  first  metal  on 
the  list  go  from  the  hot  junction  to  the  cold,  it  being  supposed  that  the 
mean  temperature  of  the  hot  and  cold  junctions  has  some  given  value. 
The  following  is  such  a  thermo-electric  series  for  a  mean  temperature 
of  about  50"  C.  :  antimony,  iron,  zinc,  silver,  tin,  copper,  bismuth.  Of 
course  the  order  of  the  metals  will  vary  with  the  temperature,  for  the 
neutral  temperature  for  some  of  the  combinations  is  quite  low,  and  the 
neutral  points  for  the  different  combinations  vary  very  much. 
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'^  499.  Thermo-Electric  Power  and  Thermo-Electric  Diagrams.— 

If  we  take  some  metal  as  a  standard — lead  is  the  one  usually  taken — 
and  form  a  thermo-electric  couple  between  this  metal  and  another,  and 
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Fig.  476. 

attach  a  lead  wire  to  the  other  end  of  this  second  metal,  then,  if  while 
the  temperature  of  one  of  the  lead-metal  junctions  is  kept  constant,  say 
at  0°  C,  the  temperature  of  the  other  junction  is  raised  to  different 
temperatures,  there  will  be  produced  a  difference  of  potential  between 
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the  free  ends  of  the  lead  wires.  This  difference  of  potential  is  the 
thermo-electric  E.M.F.  due  to  the  temperature  difference  between  the 
hot  and  cold  junctions.  If  a  series  of  measurements  of  this  thermo- 
electric E.M.F.  is  made  for  different  temperatures  of  the  hot  junction, 
that  of  the  cold  junction  being  kept  constant  at  o^  C,  and  the  results  are 
plotted  on  a  curve,  the  temperatures  of  the  hot  junction  being  taken  as 
abscissae  and  the  corresponding  E.MF.'s  as  ordinates,  a  curve  of  the 
form  of  those  shown  in  Fig.  476  will  be  obtained.  These  curves  repre- 
sent the  thermo-electric  E.M.F.'s  of  some  metals  taken  with  reference  to 
lead  in  terms  of  microvolts,  />.  lo"^  volts,  and  degrees  Centigrade. 

Since  in  each  case  the  temperature  of  the  one  junction  is  kept 
constant  at  o^  C,  and  that  when  the  temperatures  of  the  two  junctions 
is  the  same  the  thermo-electric  E.M.F.  is  zero,  all  the  curves  must  pass 
through  the  origin  of  co-ordinates.  The  temperatures  at  which  the 
curves  have  a  horizontal  tangent,  that  is,  when  the  E.M.F.  is  a  maximum 
in  one  direction  or  the  other,  is  the  neutral  temperature  for  the  given 
metal  taken  with  reference  to  lead.  Thus  the  temperature  of  the  neutral 
point  for  a  platinum-lead  couple  is  -  1 50**,  and  that  for  a  zinc-lead  couple 
is  -200°. 

It  is  found  that  the  curves  showing  the  relation  between  the  thermo- 
electric E.M.F.,  Ey  and  the  temperature,  /,  of  the  hot  junction,  the  other 
junction  being  at  o**,  is  approximately  a  parabola.  Hence,  since  the 
equation  of  a  parabola  can  be  written  in  the  form 

where  a  and  b  are  constants,  the  relation  between  the  thermo-electric 
E.M.F.  and  the  temperature  can  be  expressed  by  a  formula  of  the  form 

E^at-^^t^ 
2 

where  the  values  of  a  and  b  depend  on  the  nature  of  the  metal.  Those 
who  are  acquainted  with  analytical  geometry  will  see  that  the  maximum 
value  of  E  occurs  when  /  is  equal  to  -alb.  Hence  there  exists  the 
following  relations  between  the  constants  a  and  b,  the  neutral  tempera- 
ture /,  and  the  E.M.F.  JE*  of  the  junction,  when  one  junction  is  at  o*  and 
the  other  is  at  the  neutral  temperature — 

In  the  following  table  the  values  of  the  coefficients  a  and  b  for  a  few 
metals  are  given.  The  sign  of  a  is  such  that  when  at  the  hot  junction 
the  current  passes  from  lead  to  the  given  metal  a  is  positive,  or,  in  other 
words,  when  a  is  positive  the  current  flows  in  the  metal  considered  from 
the  hot  junction  to  the  cold.    The  values  of  the  constants  are  so  chosen 
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that  if  /  is  measured  in  degrees  Centigrade  the  thermo-electro-motive 
force  is  given  in  microvolts,  that  is,  in  lo"*  volts. 


Copper 

Zinc 

Cadmium 

Iron 

* 

Nickel  . 

Cobalt  . 

Mercury 

Platinum 

Suppose  that  the  thermo-electric  E.M.F.  between  a  given  metal,  A^  and 
lead  when  the  cold  junction  is  at  o*"  and  the  hot  junction  is  at  a  tempera- 
ture /]  is  Ey  then  we  have  seen  that 

2 

Suppose  now  that  the  temperature  of  the  hot  junction  is  raised  through 
a  small  interval  5/,  so  that  it  becomes  /+£/,  then,  if  the  new  value  oi  E  is 
called  E+8E,  we  have 

or,  since  by  supposition  8/  is  very  small,  we  may  neglect  the  term  which 
involves  the  product  of  the  square  of  this  very  small  quantity  into  ^,  which, 
as  will  be  seen  from  the  table,  is  itself  small.     Hence 

E-h8E=at+-t  +  a8t+dM 

2 

If  now  we  subtract  the  value  of  the  E.M.F.  at  /from  that  at  /+^,  we  get 

8E=a8/-^dM 

That  is,  an  increase,  8/,  in  the  temperature  of  the  hot  junction  produces 
an  increase  of  BE  or  adt  +  ^/8/  in  the  E.  M.  F.  Now  the  ratio  of  the  increase 
in  the  E.M.F.  produced  by  a  small  rise  in  the  temperature  of  the  hot 
junction  to  this  increase  in  temperature,  or,  in  other  words,  the  rate  of 
increase  of  E.M.F.  with  temperature,  is  called  the  ihertnO'eleciric  power 
of  the  metal  A  with  respect  to  lead  at  the  temperature  /.  \i  Qv&  the 
thermo-electric  power,  then 

This  expression  shows  that  the  thermo-electric  power  varies  as  the  first 
pK>wer  of  the  temperature,  so  that  if  a  curve  is  drawn  such  that  the 
abscissae  are  temperatures  and  the  ordi nates  are  the  corresponding  values 
of  the  thermo-electric  pK>wer,  this  curve  will  be  a  straight  line.  This  is 
at  once  evident  if  the  constant  term  a  is  subtracted,  which  is  equivalent 
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to  decreasing  all  the  ordinates  by  the  same  amount,  when  the  new  ordi- 
nates  will  be  b  times  the  corresponding  abscissae,  that  is,  the  ordinates 
are  directly  proportional  to  the  abscissae,  and  hence  the  curve  must  be  a 
straight  line. 

In  Fig.  477  the  lines  showing  the  connection  between  the  thermo- 
electric power  and  the  temperature  are  given.  Such  a  series  of  curves 
is  called  a  thermo-electric  diagram,  and  from  it  we  can  deduce  the 
different  thermo-electric  properties  of  varibus  combinations  of  metals. 

Before  considering  this  diagram  in  detail,  we  must  consider  two  laws 
which  have  been  found  by  experiment  to  hold  in  all  thermo-electric 
circuits.  The  first  of  these  is  that  if  Ey^  is  the  E.M.F.  acting  round  a 
circuit  composed  of  two  metals  when  the  temperature  of  the  cold  junction 
is  /i  and  that  of  the  hot  junction  is  t^  and  E^  is  the  E.M.F.  when  the 
temperature  of  the  cold  junction  is  /g  and  that  of  the  hot  junction  is  /g, 
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Fig.  477. 

then  the  E.M.F.  when  the  temperature  of  the  cold  junction  is  /,  and  that 
of  the  hot  junction  is  /g  will  be  £"1  +  E^  But  we  have  seen  that  if  the 
temperature  of  the  hot  junction  is  increased  by  5/ the  E.M.F.  is  increased 
by  28/,  where  Q  is  the  thermo-electric  power  at  the  temperature  /. 
Hence  the  E.M.F.,  when  the  temperature  of  the  hot  junction  is  /,  will  be 
the  sum  of  the  quantities  obtained  by  multiplying  the  values  of  Q  for 
each  interval  8/,  starting  at  the  temperature  of  the  cold  junction,  by  the 
interval  and  continuing  the  process  up  to  the  temperature  /. 

The  second  law  is  that  if  we  have  a  circuit  containing  three  metals,  Ay 
B,  and  C,  and  keep  the  junctions  BC  and  CA  both  at  the  same  tempera- 
ture, /i,  while  the  junction  AB  is  kept  at  the  temperature  t^  then  the 
E.M.F.  acting  in  the  circuit  will  be  the  same  as  that  which  would  exist 
in  a  circuit  composed  of  the  metals  A  and  B  alone,  in  which  one  junction 
was  kept  at  the  temperature  /|  and  the  other  at  /j.    Thus  the  inter- 
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position  of  one  or  more  intermediate  metals,  so  long  as  the  junctions  at 
each  end  of  each  of  these  additional  metals  are  at  the  same  temperature, 
has  no  influence  on  the  thermo-electric  E.M.F.  developed  by  the  other 
two  metals  when  their  junction  is  at  a  given  temperature  above  or  below 
that  of  all  the  other  junctions. 

Returning  to  the  thermo-diagram,  since  it  is  drawn  for  the  different 
metals  with  respect  to  lead,  the  axis  of  temperatures  will  represent  the 
thermo-electric  line  for  this  metal.  The  point  where  the  line  for  any 
metal  cuts  the  line  for  any  other  metal  corresponds  to  the  neutral  point 
for  these  two  metals ;  thus  from  the  diagram  the  temperature  of  the 
neutral  point  can  immediately  be  read  off. 

In  order  to  find  from  the  diagram  the  thermo-electric  E.M.F.  de- 
veloped in  a  circuit,  say  of  copper  and  iron,  when  the  cold  junction  is  at 
a  temperature  of  20*  and  the  hot  junction  is  at  100*,  we  draw  the  ordi- 
nates  corresponding  to  the  temperatures  20°  and  100*.  Then  the  thermo- 
electric power  of  the  junction  at  20'  is  given  by  the  difference  of  tlie 
ordi  nates  of  the 
iron  and  copper 
lines,  that  is,  by  the 
length  <i^  (Fig.  478). 
If  the  temperature 
of  the  hot  junc- 
tion were  20  +  8/, 
the  E.M.F.  acting 
would  be  gS/,  where 
Q  is  the  thermo- 
electric power  of 
the  combination  at 

a  temperature  /.  But  Q^t  is  the  area  of  the  small  strip  enclosed  between 
the  iron  and  copper  lines  and  the  ordinates  for  the  temperatures  /  and 
/+8/,  that  is,  the  small  strip  shaded  in  the  figure.  Next,  if  the  tempera- 
ture of  the  cold  junction  were  /  +  S/,  and  that  of  the  hot  /+  28/,  the  E.  M.F., 
in  the  same  way,  would  be  represented  by  the  area  of  the  strip  between 
the  iron  and  copper  lines  and  the  ordinates  corresponding  to  the  tem- 
peratures /+8/  and  /+28/,  and  so  on.  But  by  the  law  given  above  the 
E.M.F,,  when  the  temperatures  of  the  junctions  are  the  same  as  the 
extreme  temperatures  considered  in  these  small  steps,  will  be  the  same 
as  the  sum  of  the  E.M.F.*s  in  the  steps.  Hence  the  E.M.F.,  when  the 
junctions  are  at  the  temperatures  t^  and  /j,  will  be  represented  by  the 
sum  of  all  the  small  strips  similar  to  ab^  that  is,  will  be  represented  by 
the  area  abed  Since  this  figure  is  a  trapezium,  its  area  is  given  by 
MN(ail2-¥7dl2)  ;  that  is,  the  E.M.F.  acting  will  be  equal  to 

(/i-^)(ei  +  fi2)/2, 
where  Q^  and  Q^  are  the  thermo-electric  powers  of  the  two  metals  at 
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the  temperatures  t^  and  t^  In  the  example  taken,  we  get  in  this  way 
from  the  curve  -E«(ioo-2o)  '912+3.9;  2  =  524 nuciovolts.  If  the  fines 
of  the  metals  intersect  between  the  ordinates  corresponding  to  the  two 
temperatuies,  that  is,  if  the  neutral  point  is  indnded  betwtcn  these 
temperatures,  the  areas  on  the  two  sides  of  the  intersection  most  be 
subtracted  one  from  the  other  to  give  the  E.M.F. 

500*.  The  Peltiep  Effeet— The  Thomsoii  EffeeL— In  a  thermo- 
dectric  circuit  of  which  the  junctions  are  at  different  temperatures,  there 
is  a  current  flowing ;  and  we  have  seen  in  §  493  that  the  passage  of  a 
current  through  a  conductor  involves  the  expenditure  of  some  energy, 
which  appears  as  heat,  according  to  Joule's  law.  The  question  now 
arises  in  what  manner  the  energy  necessary  for  the  maintenance  of 
the  current  in  the  thermo-electric  circuit  is  supplied.  Thb  question  is 
answered  by  a  discovery  made  in  1834  by  Peltier,  who  found  that  when 
an  electric  current  is  passed  through  a  thenno-electric  junction,  ix.  a 
junaion  of  two  different  metals,  there  will  be  either  a  development  of 
heat  at  the  junction  or  an  absorption,  according  to  the  direction  in  which 
the  current  is  passed. 

The  Peltier  efiect  difllers  from  the  Joule  heating  already  considered, 
in  that  while  the  Joule  heating  is  proportional  to  the  square  of  the 
current,  and  is  independent  of  the  direction  of  the  current,  the  heat 
developed  at  a  junction  of  two  metals  is  proportional  to  the  first  power 
of  the  oirrent,  and  depends  on  the  direction  of  the  current 

The  Peltier  effect  can  be  shown,  and  its  magnitude  measured  by 
means  of  the  apparatus  shown  in  Fig.  479.     It  consists  of  two  glass 
^  bulbs,  M  and  N,  which  are  con- 

nected together  by  a  narrow  tube, 
in  which  a  small  drop  of  liquid 
is  placed  to  serve  as  an  index. 
A,  A,  and  B  are  rods  of  two  metals 
which  pass  through  corks  which 
fit  lur-tight  in  the  tubulures  of 
the  bulbs,  in  such  a  way  that  the 
junctions  m  and  n  are  at  the 
centres  of  the  bulbs.  The  portions 
of  the  rods  A  and  B  within  the 
two  bulbs  are  of  the  same  size, 
resistance,  &c.,  and  the  bulbs  are 
also  of  the  same  size ;  thus  the 
development  of  heat  according  to  Joule's  law  is  the  same  in  both, 
so  that,  as  far  as  this  source  of  heat  is  concerned,  the  air  in  the  two 
bulbs  becomes  equally  wanned,  and  hence  the  pressure  is  the  same  in 
both  of  them,  and  the  index  does  not  tend  to  move  in  either  direction. 
The  Peltier  effect  will,  however,  be  different  in  the  two  bulbs,  for  while 
in  one  the  current  will  be  passing  at  the  junction  from  the  metal  A  to  B, 


Fig.  479. 
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at  the  other  junction  it  will  be  passing  from  B  to  A.  Hence  while  heat 
will  be  developed  at  one  junction,  and  the  air  in  the  bulb  will  be  heated 
and  its  pressure  increased,  at  the  other  junction  heat  will  be  absorbed, 
and  therefore  th6  air  will  on  this  account  be  cooled  and  its  pressure 
decreased,  causing  the  liquid  index  to  move  towards  the  junction  where 
the  heat  is  absorbed.  If  the  metal  A  is  copper  and  B  is  iron,  the  current 
being  passed  in  the  direction  from  copper  to  iron  at  the  junction  ///, 
then  heat  will  be  absorbed  at  m  and  produced  at  n.  On  reversing  the 
direction  of  the  current,  the  direction  in  which  the  index  moves  will  also 
be  reversed. 

In  the  following  table  the  magnitude  of  the  Peltier  effect  for  some 
metals  is  given.  The  current  is  supposed  to  pass  from  copper  to  the 
metal  mentioned  in  the  first  column,  and  in  the  second  column  is  given 
the  quantity  of  heat  liberated  by  one  ampere  in  one  second  at  the 
junction,  expressed  in  calories. 

Peltier  Effect. 


Metal.  Calories  per  Coulomb. 


Iron       ....  -    1.7  X  lo"* 

Platinum  .  +  0,9  x  lo"^ 

Silver    ....  -    i.ixio'* 

Zinc       .         .        .        .     '  -    1.6x10"* 

Nickel  .        .         .        .     !  +i2.ixio~* 
1 


Now  let  us  consider  a  thermo-electric  circuit  composed  of  iron  and 
copper,  and  suppose  that  one  of  the  junctions  is  immersed  in  a  mixture 
of  ice  and  water,  while  the  other  junction  is  placed  in  a  beaker  of  water 
at  a  temperature  /.  Then  we  know  that  a  current  will  flow,  the  direction 
of  which  at  the  hot  junction  will  be  from  the  copper  to  the  iron,  while  at 
the  cold  junction  it  will  be  flowing  from  the  iron  to  the  copper.  Now 
when  a  current  flows  from  copper  to  iron  there  is,  according  to  Peltier's 
observation,  an  absorption  of  heat,  while  when  a  current  flows  from  iron 
to  copper  there  is  a  liberation  of  heat.  Hence  in  our  example  there  will 
be  an  absorption  of  heat  at  the  hot  junction,  which  will  be  supplied  from 
the  heat  of  the  hot  water,  while  there  will  be  a  liberation  of  heat  at  the 
cold  junction,  which  will  melt  some  of  the  ice.  We  thus  see  that  the 
production  of  a  thermo-electric  current  is  accompanied  by  a  transfer  of 
heat  from  the  source  which  is  used  to  maintain  the  temperature  of  the 
hot  junction  to  the  refrigerator  used  to  cool  the  cold  junction.  If  then 
the  heat  given  up  to  the  refrigerator,  or  the  condenser,  as  we  may  call  it 
from  the  analogy  with  the  thermal  engines  considered  in  the  sections  on 
thermo-dynamics,  is  less  than  the  quantity  absorbed  from  the  source  by 
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the  amount  of  heat  developed  in  the  circuit  according  to  Joule's  law,  the 
maintenance  of  the  current  is  at  once  accounted  for.  We  are  thus  led 
to  look  upon  a  thermo-electric  circuit  as  an  ordinary  heat  engine  in  which 
a  certain  quantity  of  heat  is  taken  in  at  a  given  temperature ;  some  of 
this  heat  used  up  by  the  engine  in  this  case  is  first  converted  into 
electric  energy,  and  then  reconverted  into  heat,  according  to  Joule's  law, 
but,  as  we  shall  see  later,  might  in  part  at  least  be  converted  into 
mechanical  work,  while  the  remainder  of  the  heat  taken  from  the  source 
is  given  out  to  a  condenser  which  must  be  at  a  lower  temperature  than 
the  source. 

In  addition,  a  certain  amount  of  heat  will  pass  from  the  source  to 
the  refrigerator  by  conduction  along  the  wires  which  form  the  circuit. 
Now  of  these  three  thermal  processes  two,  namely,  the  heat  developed, 
according  to  Joule's  law,  and  the  heat  conducted  along  the  wire,  are 
irreversible  (§  264),  for  if  we  reverse  the  direction  of  the  current  in  the 
circuit,  heat  will  still  be  developed  in  the  circuit,  and  heat  will  still  pass 
from  the  hot  end  of  the  circuit  to  the  cold  by  conduction.  The  heat 
transfer,  owing  to  conduction,  is  quite  independent  of  the  quantity  of 
electricity  which  passes  round  the  circuit,  and  hence  we  shall  neglect 
this  effect  when  treating  the  circuit  as  a  heat  engine.  We  may,  of 
course,  if  we  like,  render  the  conduction  of  heat  quite  inappreciable,  by 
making  the  conducting  wires  forming  the  circuit  very  long.  As  to  the 
heat  developed  according  to  Joule's  law,  this  not  being  directly  pro- 
portional to  the  quantity  of  electricity  passing  round  the  circuit,  and 
further,  since  by  making  the  resistance  of  the  circuit  sufficiently  small, 
we  may  make  the  quantity  of  heat  produced  as  small  as  we  please,  we 
shall  also  neglect  this  effect.  Thus  when  we  are  considering  the  con- 
nection between  the  E.M.F.'s  which  act  at  the  junctions,  that  is,  the 
work  done  when  unit  quantity  of  electricity  passes  round  the  circuit,  and 
the  thermal  effects  which  accompany  the  passage  of  the  electricity,  we 
shall  only  consider  the  reversible  processes,  and  shall  treat  the  circuit  as 
a  reversible  engine  (§  261). 

Let  Px  be  the  heat  liberated  at  the  cold  junction  of  a  thermo-electric 
circuit,  of  which  the  temj)erature  on  the  absolute  scale  (§  261)  is  7\,  when 
unit  quantity  of  electricity  crosses  the  junction,  and  P^  be  the  heat 
absorbed  at  the  hot  junction  which  is  at  an  absolute  temperature  7^. 
The  quantities  of  heat  P^  and  P^  being  expressed  in  mechanical  units, 
/'i  will  represent  the  mechanical  equivalent  of  the  heat  liberated  at  the 
cold  junction,  and  P^  that  of  the  heat  absorbed  at  the  hot  junction  when 
unit  quantity  of  electricity  flows  round  the  circuit  Now  if  W  is  the 
work  done  when  the  unit  quantity  of  electricity  flows  round  the  circuit, 
we  have  by  the  equations  found  in  §  261 — 
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But  the  work  done  when  unit  quantity  of  electricity  flows  round  the 
circuit  is  equal  to  E,     Hence 


or  E^(T,-T,)PJT,, 

Hence  if  the  temperature  7i  of  the  cold  junction  is  kept  constant,  this 
reasoning  would  lead  us  to  expect  that  the  E.M.F.  in  the  circuit  would 
be  proportional  to  the  difference  between  the  temperatures  of  the  hot 
and  cold  junctions.  We  have,  however,  seen  that  if  the  temperature  of 
the  hot  junction  is  raised,  the  E.M.F.  will  increase  at  first,  but  will 
eventually  reach  a  maximum  value,  and  when  the  temperature  of  the 
hot  junction  is  as  much  above  the  neutral  temperature  as  that  of  the 
cold  one  is  below,  the  E.M.F.  will  be  zero.  From  considerations  of 
this  nature  Lord  Kelvin  was  led  to  infer  that  in  a  thermo-electric  circuit 
there  must  be  other  reversible  thermal  effects  due  to  the  current  besides 
the  Peltier  effect,  and  these  effects  must  account  for  the  discrepancy 
between  the  expression  we  have  found  above  on  the  supposition  that 
the  Peltier  effects  were  the  only  reversible  ones  in  the  circuit  and  the 
observed  facts.  He  then  made  a  series  of  experiments  with  a  view  to 
discover  such  effects,  and  found  that  when  a  current  flows  along  a  wire 
of  which  the  temperature  varies  from  point  to  point,  heat  is  liberated  at 
a  given  point  of  the  wire  when  the  current  flows  in  one  direction,  and  is 
absorbed  at  this  point  when  the  direction  of  the  current  is  reversed.  Of 
course  the  liberation  of  heat  here  spoken  of  is  additional  to  the  heat 
liberated  according  to  Joule's  law.  The  relative  directions  of  the  current 
and  of  the  temperature  gradient,  in  order  that  there  may  be  absorption 
of  heat>,  depend  on  the  metal  Thus  in  the  case  of  copper  heat  is 
absorbed  when  the  current  is  flowing  from  the  cold  part  of  the  wire  to 
tbe  hot,  while  in  the  case  of  iron,  on  the  other  hand,  heat  is  absorbed 
when  the  current  is  flowing  from  the  hot  part  of  the  wire  to  the  cold  ; 
that  is,  in  the  same  direction  as  the  flow  of  heat  due  to  conduction  in  the 
Mrire.  In  each  case  reversing  the  direction  of  the  current  changes  the 
absorption  of  heat  into  a  liberation.  This  reversible  thermal  effect, 
produced  when  a  current  flows  along  an  unequally  heated  conductor,  is 
called  the  Thomson  effect. 
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^    PART   v.— MAGNETIC    INDUCTION 

CHAPTER  XI 
MAGNETIC  INDUCTION 

501.  Intensity  of  Magnetisation.— We  have  already  referred,  in 
§  417,  to  the  fact  that  a  piece  of  iron  when  placed  in  a  magnetic  field 
becomes  magnetised  by  induction,  and  we  now  have  to  investigate  this 
phenomenon  of  induced  magnetism  in  more  detail. 

We  have  defined  the  magnetic  force  at  a  given  point  in  air  as  the 
force  in  dynes  which  would  act  on  a  unit  pole  placed  at  the  point,  and 
we  have  seen  how  the  direction  of  the  force  which  would  act  on  a  north 
pole  when  placed  anywhere  in  the  air  surrounding  a  magnet  may  be 
mapped  out  by  means  of  magnetic  lines  of  force.  We  also  found  that  in 
the  air  surrounding  the  magnet  these  lines  of  force  ran  from  the  north 
pole  of  the  magnet  to  the  south  pole.  In  the  case  of  electro-static  lines 
of  force,  since  there  is  no  force  exerted  within  a  closed  conductor,  we 
did  not  have  to  consider  the  forms  of  the  lines  of  force  within  a  conduct- 
ing body,  so  that  a  line  of  force  originated  at  a  positively  electrified 
conductor  and  ended  at  the  surface  of  a  negatively  electrified  body.  In 
the  case  of  the  magnetic  lines  of  force  due  to  an  electric  current  (§  472) 
we,  however,  found  that  they  consisted  of  closed  curves,  that  is,  each  line 
of  force  is  continuous,  and  has  neither  beginning  nor  end.  We  are  thus 
led  to  consider  whether  the  lines  of  magnetic  force  due  to  magnets  are 
like  lines  of  electro-static  force,  originating  at  a  north  pole  and  ending  up 
at  a  south  pole,  or  whether  they  are  like  the  magnetic  lines  of  force  of  a 
current  and  are  continuous  curves.  Suppose  that  a  long  thin  steel  rod 
is  magnetised  uniformly,  then  there  will  be  a  pole  at  each  end  and 
magnetic  lines  of  force  will  run,  in  the  surrounding  air,  from  the  north 
pole  to  the  south  pole.  Now  suppK>se  that  the  magnet  is  bent  into  the 
form  of  a  circle,  the  two  poles  being  brought  into  contact  with  one 
another.  Before  the  poles  were  brought  into  contact  there  were  a 
number  of  lines  of  force  passing  through  the  air,  but  when  the  poles  are 
in  contact  practically  no  lines  of  force  pass  through  the  air.  The  magnet, 
however,  is  still  magnetised,  for  if  the  poles  are  separated,  or  if  it  is  cut 
at  any  other  place  and  the  ends  are  separated,  lines  of  force  will  at  once 
pass  through  the  air.    We  are  thus  led  to  conclude  that  the  magnetic 
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lines  of  force  exist  even  when  they  do  not  pass  through  the  air,  and  that 
when  the  poles  are  in  contact  the  lines  run  round  the  steel  ring  thus 
formed.  When  the  poles  are  separated  the  lines  of  force  still  form  con- 
tinuous lines,  the  direction  in  the  air  being  from  the  north  pole  to  the 
south,  while  for  the  remainder  of  their  course  they  run  in  the  substance 
of  the  steel,  the  direction  here  being  from  the  south  pole  to  the  north. 

Just  as  in  the  case  of  electro-static  lines  of  force  we  were  able  by 
means  of  the  consideration  of  tubes  of  force  to  represent  the  strength  of 
the  electro-static  field  at  any  point,  so  by  the  consideration  of  tubes  of 
magnetic  force  we  can  represent  the  strength  of  the  magnetic  field  at 
every  point.  A  unit  magnetic  tube  of  force  is  bounded  by  lines  of  mag- 
netic force,  and  is  such  that  the  product  of  the  magnetic  force  at  any 
point  of  the  tube  into  the  cross-section  of  the  tube  at  that  point  is  equal 
to  unity. 

Attention  must  be  paid  to  the  difference  between  the  methods  in 
which  the  electro-static  and  the  magnetic  unit  tubes  are  defined.  Since 
the  electro-static  tube  starts  and  ends  at  given  points,  we  are  able  to 
define  the  unit  tube  by  the  quantity  of  electrification  at  the  ends.  Thus 
defined,  we  have  seen  that  the  product  of  the  electric  force  at  a  point  in 
a  tube  into  the  cross-section  of  the  tube  at  that  point  is  equal  to  4?r.  In 
the  magnetic  case,  on  the  other  hand,  the  tubes  being  endless,  we  have 
to  adopt  another  method  of  defining  the  unit  tube,  namely,  that  the 
product  of  the  magnetic  force  into  the  cross-section  should  be  constant. 
The  constant  usually  adopted  being,  however,  not  47r,  but  unity.  Greater 
uniformity,  no  doubt,  would  be  secured  by  altering  the  definition  of  the 
electro-static  unit  tube  so  as  to  conform  to  the  definition  of  the  magnetic 
tube  in  the  manner  given  at  the  end  of  §  455.  Usage  having  decreed 
that  the  definitions  we  have  adopted  should  be  used,  it  seems  hopeless 
to  attempt  to  make  any  change.  The  difference  in  the  definitions  will 
account  for  the  frequent  occurrence  of  the  quantity  4ir  in  formulae  dealing 
with  one  kind  of  tube,  but  not  in  the  corresponding  formula  dealing  with 
the  other  kind  of  tube. 

If  a  long  thin  magnet  is  taken  of  which  the  pole  strength  is  m  and  a 
sphere  of  radius  r,  where  r  is  small,  be  described  with  the  pole  as  centre, 
the  force  at  any  point  on  this  sphere  is  f////^,  since  the  other  pole  is  at  a 
great  distance,  so  that  it  exerts  no  appreciable  force.  If  a  is  the  cross- 
section  of  a  tube  of  force  at  the  surface  of  the  sphere,  then  by  the  defini- 
tion of  the  unit  tube  we  have 

«.»f/r*«i, 
or  fl = r*/w. 

Hence,  since  the  area  of  the.  surface  of  a  sphere  of  radius  r  is  47rr*,  the 

number  of  tubes  of  force  which  cross  the  surface  of  the  sphere  is  ^ — ,  or 

a 

Aiam  ;  that  is,  there  are  4irm  tubes  of  force  which  leave  the  north  pole  of 
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a  magnet,  of  which  the  pole  strength  is  /w.  Since  all  these  tubes  of  force 
return  to  the  north  pole  through  the  substance  of  the  iron,  there  will  be 
4ir;«  tubes  of  force  passing  through  the  magnet,  these  tubes  of  force 
being  all  due  to  the  magnetism  of  the  magnet  itself. 

If  we  accept  the  hypothesis  of  molecular  magnets  (§  420),  the  strength 
of  the  pole  in  either  measures  the  strength  of  the  molecular  magnets,  or,  if 
we  assume  that  they  are  of  constant  strength,  the  proportion  of  them  which 
are  turned  with  their  axes  in  one  direction.  Hence  for  a  given  magnet 
the  degree  to  which  the  steel  is  magnetised  will  depend  on  the  number  of 
tubes  of  force  which  pass  through  the  substance  of  the  magnet,  that  is,  on 
the  closeness  of  the  packing  of  the  tubes.  This  closeness  depends  on  the 
strength  of  the  poles  of  the  magnet  and  also  on  the  cross-section  of  the 
magnet.  If  then  s  is  the  cross-section  of  the  magnet,  and  ;//  is  the 
strength  of  either  of  the  poles,  the  degree  to  which  the  steel  is  magnetised 
is  measured  by  \iFm\s,  Now  if  /  is  the  length  of  the  magnet,  and  its 
magnetic  moment  is  M^  we  have  m = M\L  Hence  the  degree  of  magnetisa- 
tion of  the  steel  is  measured  by  ^irMjls^  or  since,  if  V  is  the  volume  of 

the  magnet,  F«/jby4ir— .     Thus  the  degree  of  magnetisation  of  the 

steel  is  proportional  to  the  quotient  of  the  magnetic  moment  by  the 
volume,  and  this  quantity  is  called  the  intensity  of  magnetisation  of  the 
steel.  That  the  value  of  this  quantity  does  not  depend  on  the  form  of 
the  magnet  can  be  seen  by  the  following  considerations.  If  a  magnet 
were  taken  of  length  //2  and  cross-section  2J,  so  that  the  volume  was  the 
same  as  before,  and  were  magnetised  so  that  its  moment  was  3/,  the 
strength  of  each  pole  would  be  2A///,  that  is,  2m,  and  the  number  of  tubes 
of  force  passing  through  the  magnet  would  be  /^trm  x  2,  and  the  number 
of  tubes  of  force  passing  through  unit  area  of  the  cross-section  would  be 
ZwmJ2s  or  4irmls,  which  is  the  same  number  as  obtained  before.  Since 
the  moment  and  the  volume  are  the  same  as  before,  the  intensity  of 
magnetisation  is  the  same  as  before,  and  we  have  just  seen  that  the 
closeness  of  the  tubes  of  force  is  the  same. 

The  number  of  tubes  of  force  which  pass  through  the  magnet  is  4irw, 
and  the  number  of  tubes  per  unit  area  of  cross-section  is  4'jrmfsy  but  the 
number  of  tubes  per  unit  area  of  the  cross-section  is  also  equal  to  4ir/, 
Hence  /=  m/s.  The  quantity  m/s,  which  is  the  pole  strength  per  unit 
area,  is  called  the  surface  density  of  the  magnetisation,  and  from  the 
above  relation  it  is  seen  that  this  quantity  is  numerically  equal  to  the 
intensity  of  magnetisation,  /.  Thus  if  a  disc  of  iron,  of  which  the  area  of 
the  face  is  5,  is  magnetised  transversely,  the  intensity  of  magnetisation 
being  /,  then  the  pole  strength  of  either  side  will  be  IS, 
S  502.  Hagnetie  Induction. — We  have  seen  that  when  a  piece  of  iron 
is  placed  in  a  magnetic  field  it  becomes  magnetised  owing  to  induction, 
and  we  have  now  to  consider  how  the  intensity  of  the  induced  magnetism 
depends  on  the  conditions  under  which  the  induction  takes  place. 
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In  any  portion  of  a  magnetic  field  which  is  filled  with  non-magnetic 
medium,  all  the  tubes  of  force  are  due  to  causes  (currents,  magnets,  &c.) 
which  are  external  to  the  portion  of  the  medium  considered.  If  we 
assume,  and  we  shall  see  later  to  what  extent  this  assumption  is  justified, 
that  in  a  magnetic  medium  the  molecules  of  the  medium  are  already 
magnetised,  and  that  the  act  of  magnetising  any  given  portion  of  the 
medium  consists  of  turning  these  molecular  magnets  in  a  given  direction, 
then  when  such  a  medium  is  unmagnetised  the  molecular  magnets  will  be 
turned  in  all  directions.  Each  molecular  magnet  will  have  its  tubes  of 
force,  just  as  a  large  magnet,  but  in  the  unmagnetised  state  these  tubes  of 
force  will  be  turned  in  all  directions,  so  that  on  the  whole  there  will  be  as 
many  tubes  passing  through  any  element  of  area,  taken  in  the  medium, 
in  one  direction  as  in  the  opposite  direction.  Where,  however,  a  magnetic 
medium  is  placed  in  a  magnetic  field  a  certain  proportion  of  the  molecular 
magnets  will  be  turned  in  the  direction  of  the  lines  of  force  of  the  field, 
so  that  their  tubes  of  force  all  point  in  the  same  direction.  This  effect 
is  shown  in  Fig.  407,  which  represents  the  result  of  sprinkling  iron  filings 
over  a  sheet  of  glass  on  which  were  placed  a  number  of  small  magnets, 
the  axes  of  which  were  arranged  irregularly  in  all  directions.  In  Fig.  408 
the  corresponding  figure  is  shown  for  the  same  magnets,  but  here  they 
have  been  all  arranged  with  their  axes  pointing  in  one  direction.  It  will 
be  observed  that  now  there  are  lines  of  force  extending  to  some  distance 
from  the  group  of  magnets. 

Thus  within  a  magnetisable  medium,  which  is  placed  in  -a  magnetic 
field,  we  have  to  do  with  two  sets  of  tubes  of  force — (i)  those  which  are 
due  to  the  magnetising  field,  and  which  would  exist  if  the  magnetic 
medium  were  replaced  by  a  non-magnetic  medium  ;  (2)  those  due  to  the 
magnetism  of  the  molecules  of  the  medium  itself. 

Suppose  that  a  long  unmagnetised  cylindrical  bar  of  soft  iron  of 
cross-section  s  is  placed  in  a  uniform  magnetic  field  of  strength  //,  with 
its  length  parallel  to  the  lines  of  force  of  the  field.  Then  if  theTcylinder 
were  of  an  unmagnetisable  material,  the  number  of  tubes  of  force  due 
to  the  field  which  would  cross  the  cross-section  of  the  cylinder  is  sH. 
Owing,  however,  to  the  fact  that  the  cylinder  becomes  magnetised  by 
induction,  there  will  be  in  addition  a  certain  number  of  tubes  of  force 
both  within  the  cylinder  and  in  the  air  outside,  due  to  this  induced 
magnetism. 

Owing  to  the  induction,  poles  will  be  induced  at  the  ends  of  the  iron 
and  these  poles  will  in  general  produce  a  force  within  the  material  of  the 
iron  which  will  tend  to  diminish  the  strength  of  the  inducing  field. 
This  disturbing  action  of  the  induced  poles  causes  a  considerable  com- 
plication in  the  consideration  of  the  problem,  and  so  we  shall  at  first 
consider  the  case  of  a  very  long  cylinder  of  comparatively  small  cross- 
section.  In  this  case,  if  we  confine  ourselves  to  a  consideration  of  the 
state  of  the  iron  near  the  middle  of  the  cylinder,  the  influence  of  the 
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poles,  which  are  by  supposition   at  a  considerable  distance,  may  be 
neglected. 

\{in\s  the  strength  of  the  poles  induced  in  the  iron,  then,  as  we  have 
seen  in  the  last  section,  there  will  be  /^irm  lines  of  force  due  to  this 
induced  magnetism.  Since  that  end  of  the  cylinder  which  points  in  the 
direction  in  which  the  lines  of  force  of  the  field  run  becomes  a  north 
pole,  the  induced  lines  of  force  will  run  in  the  air  in  the  opposite 
direction  to  the  lines  of  force  of  the  field,  but  within  the  iron  they  will 
run  in  the  same  direction  as  the  lines  of  force  of  the  field  The  number 
of  tubes  which  pass  through  the  iron  is  therefore  sH  tubes,  due  to  the 
inducing  field,  and  ^vm  tubes,  due  to  the  induced  magnetisation,  or 
sH+^Trm  in  all.  Hence  the  number  of  tubes  of  force  which  cross  unit 
area  of  the  cross-section  of  the  iron  is  N-^^irm/s.  But  the  intensity  of 
magnetisation  of  the  iron  is  equal  to  m/s,  for  the  lines  of  force  due  to  the 
field  alone  have  nothing  to  do  with  the  magnetism  of  the  material,  and 
in  fact  remain  the  same  whatever  the  nature  of  the  material  of  which  the  , 
cylinder  is  composed.  Hence  if  /  is  the  intensity  of  the  magnetism 
induced  in  the  iron,  the  number  of  lines  of  force  which  cross  unit  area  of 
the  cross-section  of  the  cylinder  is  //+47r/.  This  quantity  is  called  the 
induction^  B,  in  the  iron,  so  that 

We  have  in  the  above  spoken  of  the  tubes  of  force  due  to  the 
magnetising  field,  and  to  the  induced  magnetism  which  is  induced  in 
the  iron,  and  we  have  defined  the  induction  as  the  number  of  tubes  of 
force  which  cross  unit  area  at  right  angles  to  the  tubes.  Now  although 
in  the  example  we  have  taken  we  have  for  simplicity  supposed  that  the 
cylinder  of  iron  was  placed  with  its  length  parallel  to  the  lines  of  force 
of  the  magnetising  field,  and  was  entirely  magnetised  by  induction,  so 
that  inside  the  iron  the  lines  of  force  due  to  the  field  and  those  due  to 
the  induced  magnetism  were  parallel,  this  is  not  always  so.  Thus  if 
the  cylinder  had  been  placed  with  its  length  inclined  to  the  lines  of 
force  of  the  magnetising  field,  and  been  permanently  magnetised,  the 
lines  of  force  within  the  iron  due  to  the  permanent  magnetism  of  the 
iron  would  not  be  parallel  to  those  due  to  the  field. 

Since  in  the  iron  we  have  always  to  do  with  the  resultant  of  the  two 
sets  of  tubes,  that  is,  with  the  induction,  it  is  usual  to  speak  of  the  tubes 
of  induction  within  any  magnetisable  material  Thus  a  line  of  induction 
is  a  curve  drawn  so  that  it  everywhere  indicates  the  direction  of  the 
induction,  that  is,  of  the  resultant  of  the  field  causing  the  induced  mag- 
netisation and  that  of  the  magnetisation,  both  permanent  and  induced, 
of  the  material.  A  tube  of  induction  is  a  portion  of  space  bounded  by 
lines  of  induction,  and  such  that  the  induction  across  every  cross-section 
of  the  tube  is  equal  to  unity. 

If  there  are  no  magnetisable  materials  in  the  field,  then  there  will  be 
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no  lines  of  force  due  to  induced  or  permanent  magnetism,  and  the  lines 
and  tubes  of  induction  will  be  the  same  as  the  lines  and  tubes  of  force. 
In  cases  where  we  wish  to  distinguish  between  the  two  sets  of  tubes 
within  a  magnetisable  material,  we  shall  take  the  terms  lines  and  tubes 
of  force  as  referring  to  the  lines  or  tubes  which  would  occupy  the  space 
if  the  magnetisable  material  were  removed  and  were  replaced  by  a 
non-magnetisable  substance  such  as  air,  reserving  the  terms  lines  and 
tubes  of  induction  for  the  resultant  of  the  magnetising  and  induced 
fields. 

In  the  case  of  a  magnet  placed  in  a  region  where  there  are  no 
external  magnetic  forces,  the  tubes  of  induction  within  the  magnet  will 
spread  out  into  the  air  from  the  north  pole,  curving  round  and  entering 
the  magnet  at  the  south  pole,  then  travelling  through  the  substance  of 
the  magnet  to  the  north  pole. 

When  we  come  to  the  question  as  to  how  the  magnetic  induction 
within  a  mass  of  iron  is  to  be  measured,  we  are  met  with  the  difficulty 
that  we  are  not  able  to  bring  the  unit  pole  to  a  point  within  the 
substance  of  the  iron  without  making  a  cavity  in  the  iron,  and  the 
question  arises,  what  will  be  the  effect  of  such  a  cavity  on  the  induction  ? 
Suppose  that  we  return  to  the  case  of  the  cylinder  of  cross-section  x, 
before  considered,  which  is  placed  in  a  field  of  strength  //",  with  its 
length  parallel  to  the  lines  of  force  of  the  field,  and  that  we  cut  the 
cylinder  in  two  by  a  plane  at  right  angles  to  its  axis,  and  separate  the 
halves  by  a  very  small  amount.  Then,  if  the  gap  between  the  parts  is 
sufficiently  small,  practically  the  whole  of  the  tubes  of  induction  which 
leave  one  portion  will  enter  the  opposing  face  of  the  other  portion. 
Where  the  tubes  of  induction  leave  the  face  at  one  side  of  the  air  gap  a 
north  pole  will  be  produced,  while  on  the  other  side  of  the  gap,  where 
they  enter  the  iron  again,  there  will  be  a  south  pole.  These  poles  will, 
however,  be  so  very  near  that,  being  of  the  same  strength,  they  will 
exactly  neutralise  each  other's  effect,  except  in  the  air  gap.  Let  F  be 
the  value  of  the  field  in  the  gap,  that  is,  the  force  which  would  act  on 
the  unit  pole  if  placed  there,  then,  as  the  field  will  be  uniform,  the 
number  of  tubes  of  force  which  cross  the  gap  will  be  sF^  for  the  cross- 
section  of  the  gap  is  s.  Now  the  number  of  tubes  of  induction  which 
.  enter  the  air  gap  from  the  iron  on  the  one  side  and  re-enter  the  iron  on 
the  other  side  is*  sB^  where  B  is  the  induction  within  the  iron.  Hence, 
since  each  of  the  tubes  of  force  in  the  air  gap  is  the  continuation  of  one 
of  the  tubes  of  induction  in  the  iron,  we  must  have  the  same  number  of 
each,  that  is,  sB^sF  or  B^F.  The  magnetic  induction  is  therefore 
equal  to  the  strength  of  the  magnetic  field  in  a  small  crevasse  cut  in  the 
iron  at  right  angles  to  the  lines  of  induction  in  the  iron. 

503.  Ma^etising  Force.— When  considering  the  case  of  the  cylinder 
of  iron  magnetised  inductively  in  the  last  section,  we  assumed  for  sim- 
plicity that  the  length  was  very  great,  and  were  thus  able  to  neglect  the 
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magnetic  force  within  the  iron  due  to  the  poles  which  are  induced  at  the 
ends,  and  we  have  now  to  consider  what  influence  these  will  have  on  the 
results  obtained. 

If  the  length  of  the  bar  is  finite,  so  that  the  influence  of  the  poles 
induced  at  the  ends  has  to  be  taken  into  account,  the  magnetising  force 
at  any  given  point  of  the  bar  will  consist  of  two  parts,  that  due  to  the 
field  when  the  iron  is  not  present,  and  that  due  to  the  poles  which  are 
induced  at  the  ends.  If  it  were  possible  to  keep  the  induced  poles  in  the 
place  which  they  occupy  and  yet  remove  the  iron,  then  the  field  due  to 
the  poles  would  be  opposite  in  direction  to  that  due  to  the  inducing  field, 
for  the  induced  north  pole  is  turned  towards  the  direction  in  which  the 
lines  of  force  of  the  field  run  and  the  lines  of  force  due  to  the  two  induced 
poles  run  from  the  north  pole  to  the  south.  The  resultant  of  the  two 
fields  is  the  field  which  is  actually  eflicacious  in  producing  the  induced 
magnetisation  of  the  iron,  and  is  called  the  magnetising  force.  Since 
the  operation  of  removing  the  iron  without  moving  the  poles  is  impossible, 
we  have  to  consider  some  other  method  of  measuring  the  magnetising 
force. 

Suppose  a  long  thin  cylindrical  cavity  to  be  made  in  the  iron  with  its 
axis  parallel  to  the  direction  in  which  the  iron  is  magnetised.  Then, 
since  the  axis  of  the  cylinder  is  parallel  to  the  direction  of  magnetisation, 
all  the  molecular  magnets  will  be  arranged  parallel  to  the  sides  of  the 
cavity,  so  that  there  will  be  no  free  poles  developed  on  the  sides  but  only 
on  the  ends.  Hence,  if  the  length  is  very  great  compared  to  the  dia- 
meter, the  force  due  to  these  free  poles,  produced  by  the  magnetisation  of 
the  iron  on  the  ends  of  the  cavity,  will  be  negligible,  and  a  unit  pole 
placed  inside  the  cylindrical  cavity  will  experience  a  force  which  is  due 
solely  to  the  inducing  field  and  to  the  poles  induced  at  the  ends  of  the 
iron  cylinder.  In  other  words,  the  force  acting  on  the  unit  pole  will  be 
equal  to  the  magnetising  force  which  is  acting  inductively  on  the  iron 
and  which  produces  its  induced  magnetisation,  and  not  in  any  way  due 
to  the  influence  of  the  neighbouring  iron.  Hence  in  the  equation 
-5=  //+47r/,  in  the  case  where  the  iron  is  of  such  a  length  that  the  poles 
induced  at  the  ends  exert  an  appreciable  magnetic  force  at  the  point  in 
the  iron  considered,  H  must  be  taken  to  be  the  force  which  would  act 
on  the  unit  pole  if  placed  inside  a  very  long  cylindrical  cavity  at  the- 
given  point,  the  axis  of  the  cavity  being  parallel  to  the  direction  in  which 
the  iron  is  magnetised. 

We  have  seen  that  the  effects  of  the  poles  induced  at  the  ends  of  the 
iron  is  to  reduce  the  magnitude  of  the  magnetising  force,  so  that  if  the 
external  field  is  removed  the  force  due  to  these  induced  poles  will  tend  to 
demagnetise  the  bar.  The  longer  the  bar,  the  smaller  will  be  their  de- 
magnetising force,  so  that  it  is  better,  when  making  permanent  magnets, 
to  use  long  thin  bars  of  steel  than  short  and  broad  ones.  In  most 
experiments  on  the  strength  of  the  magnetism  induced  in  iron  rods  the 
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length  is  taken  so  great  that  the  demagnetising  force,  due  to  the  poles 
induced  at  the  ends,  is  negligible,  so  that  the  magnetising  force  will  be 
equal  to  the  strength  of  the  field  before  the  introduction  of  the  iron,  and 
the  argument  in  the  last  section  will  hold  good 
\  504.  Susceptibility— Permeability.— If  the  magnetism  of  a  piece 
of  iron  is  entirely  induced,  the  magnetisation  and  the  induction  are 
parallel  to  the  direction  of  the,  magnetising  force  ;  and  if  H  is  the  mag- 
netising force,  B  the  induction,  and  /  the  intensity  of  magnetisation, 
we  have 

The  ratio  of  the  intensity  of  the  induced  magnetisation  to  the  magne- 
tising force,  or  ////,  is  called  the  magnetic  susceptibility^  and  is  generally 
indicated  by  the  letter  k. 

The  ratio  of  the  induction  to  the  magnetising  force,  or  BjH^  is  called 
the  magnetic  permeability^  and  is  generally  indicated  by  the  letter  m- 
Hence 

/=>t//'and^=/i//. 

Substituting  these  values  in  the  equation  for  B^  we  get 

fi=i+47r^. 

The  permeability,  /x,  has  the  same  relation  to  magnetism  as  the 
specific  inductive  capacity  has  to  electro-statics.  There  is,  however,  this 
impoitant  difference,  that  while  the  specific  inductive  capacity  of  a 
dielectric  is  independent  of  the  electro-static  force  acting  and  of  the 
values  of  the  force  which  have  previously  been  acting,  the  contrary  is  the 
case  with  the  permeability.  Thus  in  the  case  of  iron  the  value  of  the 
permeability,  at  any  rate  for  magnetising  forces  above  about  0.02  c,g^. 
units,  depends  not  only  on  the  value  of  the  magnetising  force  actually 
acting,  but  also  on  what  magnetising  forces  have  previously  acted  on 
the  iron. 

In  Fig.  480  is  given  a  curve  showing  the  relation  between  the  mag- 
netising force  and  the  magnetic  induction  for  a  particular  sample  of  iron. 
It  will  be  seen  that  the  curve  for  small  magnetising  forces  is  nearly 
straight ;  after  this  it  bends  sharply  upwards,  and  then  gradually  becomes 
flatter  and  flatter  till,  for  large  values  of  the  magnetising  force,  it  is  again 
straight 

In  the  figure  the  scale  adopted  for  B  is  very  much  smaller  than  that 
for  /^,  since  the  changes  in  B  are  so  very  much  greater  than  are  those  in 
H.  If  the  same  scale  is  adopted  for  the  two,  the  curve  for  large  values 
of  H  is  a  straight  line  inclined  at  45*"  to  the  two  axes,  indicating  that  the 
change  in  B  is  equal  to  the  change  in  H. 

If  we  consider  any  point  P  on  the  curve,  then,  since  the  permeability 
is  the  ratio  of  the  induction  to  the  magnetising  force,  the  value  of  the 
permeability  for  the  magnetising  force  corresponding  to  P  is  given  by 
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the  ratio  of  the  ordinate  of  P  to  the  abscissa,  or,  what  comes  to  the  same 
thing^  by  the  tangent  of  the  angle  Q  between  the  line  joining  P  to  the 
origin  and  the  axis  of  //. 

Since  for  very  small  values  of  H  the  curve  is  straight,  the  tangent  of 
the  angle  B  is  constant,  that  is,  the  permeability  is  constant.  As  H 
increases  Q  increases,  and  hence  the  permeability  also  increases.  At  the 
point  Q  on  the  curve  the  value  of  ^  is  a  maximum  ;  thus  for  the  corre- 
sponding value  of  Hy  that  is,  4.8  cg.s.  units,  in  the  case  of  the  sample  of 
iron  for  which  the  curve  is  drawn,  the  permeability  is  a  maximum. 
For  greater  values  of  H^  6^  and  therefore  also  the  permeability,  decreases. 

Since  for  high  values  of  //  the  curve  is  a  straight  line  inclined  at  45* 
to  the  axis  of//",  for  all  points  on  this  portion  the  curve  we  have  B^H+a^ 
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where  a  is  a  constant  Comparing  this  relation  with  that  between  B,  H^ 
and  /,  namely,  B = H  •\-  /^irl^  we  see  that  it  indicates  that  4ir/  has  become 
constant  Hence  the  intensity  of  magnetisation  does  not  increase  in- 
definitely as  the  strength  of  the  magnetising  field  is  increased,  but 
eventually  reaches  a  constant  value.  Under  these  circumstances  the 
iron  is  said  to  be  saturated.  In  the  case  of  a  specimen  of  soft  iron 
examined  by  Ewing,  saturation  was  produced  by  a  magnetising  force  of 
less  than  2,000  c.g.s,  units.  The  magnetising  force  required  to  saturate 
steel  is  very  much  greater  than  that  required  in  the  case  of  soft  iron. 
Thus  Ewing  found  that  a  magnetising  force  of  15,000  units  was  not 
sufficient  to  saturate  one  specimen  of  steel.  In  Fig.  481  the  curve 
showing  the  relation  between  the  magnetising  force  and  the  permeability 
is  given  for  the  sample  of  iron  for  which  the  curve  in  Fig.  480  is  drawn. 
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The  permeability  for  very  weak  fields  is  almost  constant,  then  increases 
rapidly  to  a  maximum,  then  decreases— at  first  rapidly,  then  more 
slowly.    The  curve  showing  the  connection  between  the  intensity  of 
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Fig.  481. 

magnetisation  and  the  magnetising  force  is  similar  to  the  B-  H  curve, 
since  the  intensity  of  magnetisation  is  practically  equal  to  ^/47r,  the 
values  of  H  being  very  small  compared  to  B. 

505.  Effects  of  Temperature  on  the  Magnetic  Properties  of 
Magnetic  Metals. — When  a  piece 
of  iron  or  steel  is  heated  to  a  bright 
red  it  loses  its  power  of  becoming 
magnetised,  or,  if  permanently  mag- 
netised, all  this  permanent  magne- 
tism will  be  lost.  A  similar  change 
takes  place  in  the  case  of  nickel  and 
cobalt. 

The  temperature  at  which  a  par- 
ticular sample  of  a  magnetic  metal 
loses  its  magnetic  properties  is  called 
the  critical  temperature  for  that 
metal.  This  temperature  must  not 
be  confused  with  the  critical  tem- 
perature in  the  case  of  gases,  which 
has  reference  to  an  entirely  different 
property  (see  §  232). 

With  small  values  of  the  magne- 
tising force  the  loss  of  the  magnetic 
properties  of  soft  iron,  as  the  tem- 
perature reaches  the  critical  point, 
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Fig.  482. 
is  much  more  sudden  than  with  strong  magnetising  forces.    In  Fig.  482  the 
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relation  between  the  permeability  of  soft  iron  and  the  temperature,  as 
obtained  by  Morris,  for  different  magnetising  forces  is  shown.  • 

For  low  magnetising  forces  it  will  be  seen  that  the  permeability  in- 
creases slowly  with  rise  of  temperature  up  to  a  temperature  of  about  600*  ; 
the  increase  then  becomes  very  much  more  rapid,  till  at  about  750*  the 
curve  becomes  almost  vertical.  The  permeability  reaches  a  maximum 
value  for  a  temperature  of  775'.  Above  this  temperature  there  is  a  sudden 
decrease  of  the  permeability,  and  at  a  temperature  of  785*  the  permea- 
bility is  practically  unity,  that  is,  the  iron  has  lost  its  magnetic  properties. 
For  large  magnetising  forces  (of  4.0  c,g.s.  units  and  over)  there  is  no 
increase  of  the  permeability  as  the  temperature  increases,  and  the  decrease 
of  the  permeability  as  the  critical  temperature  is  approached  is  very  much 
more  gradual  and  commences  at  a  temperature  of  about  670°. 

Similar  results  are  obtained  in  the  case  of  steel,  although  the  loss  of 
magnetic  properties  is  not  so  sudden  as  in  the  case  of  wrought  iron. 

For  nickel  the  critical  point  is  at  about   300",  and    the   general 
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character  of  the  changes  which  go  on  with  rise  of  temperature  are 
similar  to  those  in  the  case  of  iron. 

Some  very  remarkable  results  were  obtained  by  Hopkinson  for  a 
specimen  of  steel  containing  25  per  cent  of  nickel  Under  ordinary 
circumstances  this  alloy  is  unmagnetisable  at  ordinary  temperatures  ;  if, 
however,  it  is  cooled  down  to  a  temperature  a  few  degrees  below  zero,  it 
becomes  magnetisable.  If  now  the  temperature  is  raised,  the  magnetic 
property  is  retained  till  a  temperature  of  580**  is  reached,  when  it  again 
becomes  non-magnetic,  and  remains  in  this  state  till  it  has  been  again 
cooled  below  zero.  The  connection  between  the  induction  produced  by 
a  magnetising  force  of  6.7  c.g.s,  units  and  the  temperature  is  shown  in 
Fig.  483.  It  will  be  seen  that  at  temperatures  between  o*  and  580*  this 
alloy  can  exist  in  two  distinct  magnetic  conditions,  both  of  which  are 
stable,  one  condition  changing  into  the  other  only  when  the  temperature 
of  the  body  passes  through  one  of  two  fixed  values. 

In  the  case  of  iron  the  critical  point  is  marked  by  the  sudden  change 
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of  several  other  of  its  physical  properties  in  addition  to  the  change  in  its 
magnetic  condition.  Thus  there  is  a  rapid  change  in  the  rate  at  which 
the  electrical  resistance  of  iron  changes  with  temperature  near  the 
critical  point,  as  well  as  a  change  in  the  thermo-electric  properties  of  the 
substance.  That  some  sudden  change  takes  place  in  the  physical  state 
of  the  substance  at  this  temperature  is  shown  very  clearly  by  the  pheno- 
menon of  recalorescence.  If  a  piece  of  iron  or  steel  is  heated  to  a  bright 
redness  and  then  allowed  to  cool  slowly,  it  is  found  that  the  temperature 
gradually  falls  till  the  critical  temperature  is  reached,  when  the  rate  of 
cooling  becomes  very  much  less,  and  in  some  cases  the  temperature,  at 
any  rate  of  the  surface  layers,  may  even  rise  although  the  loss  of  heat  by 
radiation  is  going  on  all  the  time.  This  effect  may  be  compared  to  the 
check  in  the  rate  of  the  fall  of  the  temperature  of  a  body  which  is 
changing  its  state,  such  as  when  a  mass  of  metal  solidifies,  so  that  this 
evolution  of  heat  at  the  critical  point  indicates  that  some  considerable 
change  in  state  occurs  at  this  temperature.  The  evolution  of  heat  in  the 
case  of  hard  steel  is  so  great  that  it  produces  a  visible  increase  in  the 
ibrightness  of  the  cooling  mass  of  metal. 
^  606.  Hysteresis.— We  have  already  referred  to  the  fact  that  the 
permeability  of  a  given  sample  of  iron  depends  not  only  on  the  magne- 
tising force  to  which  it  is  at  the  time  exposed,  but  also  depends  in  some 
measure  on  the  nature  of  the  magne- 
tising forces  to  which  it  has  been 
previously  exposed.  In  order  to  avoid 
the  discussion  of  this  effect  in  the  two 
previous  sections,  we  have  always  as- 
sumed that  we  started  with  a  specimen 
of  iron  which  had  not  been  previously 
magnetised,  and  that  the  magnetising 
force  was  then  gradually  increased  to  the 
maximum  value,  the  intermediate  values 
of  the  induction,  &c.,  being  measured  as 
the  magnetising  force  was  being  in- 
creased. 

Suppose  now  that,  starting  with  an 
unmagnetised  bar  of  iron,  we  gradually 
increase  the  magnetising  force  and  de- 
termine the  corresponding  values  of  the 
induction,  we  shall  in  this  way  obtain  a 
curve  OAC  (Fig.  484)  similar  to  the  curve 
given  in  Fig.  481.  If  now  when  the  point 
c  is  reached  the  magnetising  force  is 
gradually  decreased  and  the  value  of  the  induction  is  again  measured  as 
//  decreases,  it  will  be  found  that  the  curve  obtained  does  not  coincide 
with  the  curve  obtained  with  increasing  values  of  H^  but  has  the  form  CD. 
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Thus  when  the  magnetising  force  is  zero,  the  induction,  instead  of  being 
zero,  has  a  value  OD.  This  is  of  course  due  to  the  coercive  force  of  the 
iron  referred  to  in  §  417. 

If  now  the  direction  of  the  magnetising  force  is  reversed,  the  curve 
DEG  will  be  obtained  ;  while  on  decreasing  the  magnetising  force  to  zero, 
and  then  starting  with  it  in  its  original  direction,  the  branch  gkbc  of  the 
curve  will  be  obtained.  It  will  be  seen,  by  a  study  of  this  curve,  that  in 
all  cases  the  magnetisation  appears  to  lag  behind  the  magnetising  force, 
and  to  this  phenomenon  the  name  hysteresis  has  been  applied.  If,  after 
the  value  of  H  has  again  reached  its  maximum  positive  value,  it  is  again 
decreased  to  the  same  negative  value,  then  back  to  the  extreme  positive 
value,  the  curve  obtained  will  be  very  nearly,  if  not  exactly,  coincident  with 
the  curve  cdegkc.  The  magnetising  force  represented  by  OE  or  OK 
represents  the  force  required  to  deprive  the  bar  of  its  residual  mag- 
netisation. It  must,  however,  be  remarked  that  the  condition  repre- 
sented by  the  points  E  and  K,  at  which  the  induction  is  zero,  is  quite 
different  from  the  condition  at  O,  before  any  magnetising  force  had 
been  applied.  If  when  the  bar  is  in  the  condition  represented  by  E 
the  force  is  reduced  to  zero,  the  induction  would  become  positive,  and 
the  condition  would  be  represented  by  the  point  L.  Even  if  the  mag- 
netising field  is  reversed  at  M  and  then  decreased  to  zero,  so  that  the 
condition  of  the  iron  is  represented  by  the  point  O,  where  both  the 
force  and  the  induction  are  zero,  the  condition  of  the  iron  is  different 
from  what  it  was  at  the  start,  for  if  the  magnetising  force  be  gradually 
applied,  the  B-H  curve,  as  these  curves  showing  the  relation  between 
B  and  H  may  be  called,  is  now  along  ON  and  not  along  the  original 
curve  OAB. 

If,  after  the  iron  has  reached  a  condition  represented  by  the  point 
B,  the  magnetising  force  is  gradually  decreased  to  zero,  the  cur\*e  BRS 
is  obtained,  OS  as  before  representing  the  residual  magnetism.  If  now 
the  magnetising  force  is  gradually  increased  in  the  same  direction  as 
before,  the  curve  STB  will  be  obtained.  Thus  in  this  case  also  the  B-H 
curve,  when  the  value  of  H  is  taken  through  a  cycle  of  values,  encloses 
a  loop.  Since  work  has  to  be  done  to  increase  the  induction  in  a  piece 
of  iron,  and  the  greater  the  existing  induction  the  greater  the  work  that 
has  to  be  done  to  increase  the  induction  by  a  given  amount,  and  that 
during  a  cycle  a  greater  magnetising  force  has  to  be  used  to  obtain  a 
given  induction  while  we  are  magnetising  the  iron  than  that  which 
corresponds  to  the  same  induction  when  the  magnetising  field  is  de- 
creasing, it  follows  that  more  work  is  done  during  the  time  that  the 
rod  is  being  taken  from  G  to  c  than  is  done  by  the  magnetism  of  the 
rod  while  it  is  passing  along  CEG.  Hence  a  certain  amount  of  work 
has  to  be  done  to  carry  the  rod  round  the  cycle  represented  by  the 
curve,  and  it  can  be  shown  that  this  amount  of  work  is  represented  by 
the  area  of  the  loop  included  by  the  curve.    The  energy  expended  in 
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doing  this  work  appears  as  heat,  which  is  developed  in  the  iron  as  a 
consequence  of  the  changes  in  its  magnetisation. 

The  fact  that  work  has  to  be  done  to  take  a  piece  of  iron  through  a 
magnetic  circle  can  be  proved  as  follows  : — 

Suppose  we  have  a  long  thin  rod  of  soft  iron,  NS  (Fig.  4^4^z),  inclined 
at  an  angle  Q  to  the  lines  of  force  of  a  uniform  field  of  strength  H.  The 
component  of  the  field  parallel  to  the  length  of  the 
field  is  H  cos  B.  Now  if  the  rod  is  sufficiently  long 
and  thin  we  may  neglect  the  eflfect  of  the  com- 
ponent of  the  field  at  right  angles  to  the  length 
of  the  rod  when  we  are  calculating  the  turning 
couple  acting  on  it  due  to  the  field  H.  Hence  if 
we  call  the  component  of  H  parallel  to  the  length 
of  the  rod  F,  so  that  F  =  Hcos^,  the  intensity  of 
magnetisation  of  the  rod  is  kF^  where  k  is  the  sus- 
ceptibility of  the  iron.  The  magnetic  moment  M 
of  the  rod  being  equal  to  the  product  of  the  volume 
into  the  intensity  of  magnetisation  (§  501),  \iv  is  the 
volume  of  the  rod,  we  have  M  ^vkF—%kH  cos  9. 

But  (§  425)  the  turning  couple  action  on  a 
magnet  of  moment  M  when  inclined  at  an  angle  B 
to  the  lines  of  force  of  a  field  H  is  mh  sin  6.  Hence  the  turning  couple  on 
the  rod  is  vkIP  cos  6  sin  ^,  tending  to  rotate  the  rod  in  a  clockwise  direc- 
tion. Suppose  that  we  now  turn  the  rod  in  an  anticlockwise  direction 
through  a  very  small  angle  hBy  the  work  hw  which  we  shall  have  to  do 
will  be  equal  to  bO  times  the  couple  acting  on  the  rod.  Hence  ^= 
vkH^  cos  e  sin  6.  86, 

As  the  iron  turns  through  the  small  angle  86,  the  component  of  the 
field  parallel  to  the  length  of  the  rod  changes ;  if  8F  is  this  change,  then 

F-8F^// cos  (6+80) 

=  //{cos  6 cos  8^- sin 6  sin  8d\, 

Now  as  8$  is  very  small,  cos  8B=  i  and  sin  86=86.     Hence 

F-  8F=  N\cos6-  sin  6M  \ 

Therefore  since  F=H  cos  6^ 

8F=// sin  6M 

Thus  //  sin  6.if6  is  equal  to  the  decrease  in  F  while  the  rod  has  been 
turned  through  the  angle  86,  thus  substituting  this  value  for  7/ sin  6.86, 
and  Ffor  //cos,  6  we  get  8w=vkF8F,  or  since  the  intensity  of  magne- 
tisation /  is  equal  to  kF,  8w=vl8F, 

In  obtaining  this  expression  we  have  supposed  that  while  the  rod  was 
turned  through  the  very  small  angle  86  the  change  in  F,  that  is,  in  the 
component  of  the  field  parallel  to  the  length  of  the  rod,  was  so  small  that 
we  could  consider  the  susceptibility  k  as  being  constant  throughout  the 
change.     If,  however,  we  wish  to  calculate  the  work  done  while  the  rod 
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is  rotated  through  some  finite  angle,  say  from  B^Biio  6=6t,  then  since 
F  will  vary  considerably  we  can  no  longer  consider  ^  as  a  constant 
(§  504).  To  obtain  the  total  work  done  in  turning  from  0^  to  62  ^^  sup- 
pose the  change  to  take  place  in  a  large  number  of  very  small  steps, 
during  each  of  which  F  changes  by  an  amount  «/",  and  for  each  of  these 
steps  we  calculate  the  value  of  vkFbF^  or  of  vJiF^  and  then  add  all 
these  together  to  obtain  the  total  quantity  of  work. 

In  Fig.  484^  let  P  represent  the  intensity  of  magnetisation  of  the  iron 
when  its  inclination  to  the  field  H  is  6^,  so 
that  OM  represents  F  or  H  cos  6^,  and  let  Q 
represent  the  condition  of  the  iron  when 
the  rod  has  been  turned  so  that  it  makes  an 
angle  d^  with  the  direction  of  H.  Further, 
let  the  curve  pstq  represent  the  connection 
which  holdsbetween  i  and  F  as  F  is  decreased 
from  OM  to  ON.  Now  if  NjNj  represents  one 
of  the  small  steps,  8f,  by  which  F  is  sup- 
posed to  be  decreased,  the  corresponding 
value  of  I  is  N,s  or  NjS,  which  if  NjNg  is 
sufficiently  small  may  be  taken  as  equal. 

Hence    Biv = vIhF=  v .  iV,6' .  l^N^ 
=7/.  X  area  TSN^N^ 

Proceeding  in  this  way  it  is  evident  that  the  total  work  done  while 
the  iron  passes  from  P  to  Q  will  be  represented  by  the  sum  of  all  the  strips 
such  as  TSNjNj  multiplied  by  v,  />.  by  v  limes  the  area  pstqnm. 

Next  allow  the  iron  to  turn  back  to  its  original  position,  so  that  F 
increases  from  H  cos  d%  to  H  cos  6x.  As  the  rod  is  moving  in  the  direc- 
tion of  the  couple,  it  is  able  to  do  external  work  ;  and  to  estimate  its 
amount  we  add  together  all  the  quantities  vldF^  where  the  values  of  I 
will  be  different  from  the  values  used  in  the  corresponding  steps  when  F 
was  decreasing,  since  the  intensity  of  magnetisation  depends  not  only 
on  the  strength  of  the  magnetising  field,  but  also  on  whether  this  field  is 
increasing  or  decreasing.  If  the  rod  has  been  turned  from  dx  to  6^  ^^^ 
back  several  times,  the  curve  connecting  I  and  F  when  F  is  increasing 
will  be  somewhat  like  qrp  (Fig.  484/^),  and  will  meet  the  curve  from 
decreasing  values  of  F  at  Q  and  p.  The  work  done  by  the  rod  when 
turning  from  the  inclination  6^  to  the  inclination  O^  will  then  be  repre- 
sented by  V  times  the  area  QRPMN. 

When  the  iron  is  back  in  the  condition  represented  by  P,  its  state  is 
exactly  the  same  as  at  the  start,  so  that  we  have  taken  it  through  a  cycle 
of  operations.  We  have,  however,  done  more  work  on  it  while  turning 
from  $1  to  $2  than  we  got  out  of  it  while  it  turned  from  0^  to  ^j,  the 
amount  of  this  excess  work  per  unit  volume  of  the  iron  being  represented 
by  the  area  of  the  loop  psqrp.    This  work  represents  the  loss  due  to 
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hysteresis  during  the  cycle,  and  the  corresponding  energy  is  represented 
by  the  heat  developed  in  the  iron. 

607.  Ewlng*s  Holeeular  Theory  of  Magnetism.— Since,  as  we 
have  seen  in  §  420,  if  we  break  up  a  magnet,  each  of  the  parts  into  which 
it  is  broken,  however  small  they  may  be,  is  magnetised,  we  are  led  to 
look  upon  magnetism  as  some  condition  of  the  molecules,  and  that  the 
phenomenon  of  magnetism  consists  of  these  molecular  magnets  being 
placed  with  their  poles  pointing  in  the  same  direction,  the  end  poles 
being  the  only  ones  which  are  free  to  cause  any  external  effect  Assum- 
ing that  in  a  magnet  the  individual  molecules  of  a  magnet  are  themselves 
magnets,  there  are  two  hypotheses  open  to  us ;  either  we  may  suppose 
that  in  the  unmagnetised  state  of  the  bar  the  molecules  themselves  are 
unmagnetised,  and  assume  that  when  the  bar  is  magnetised  the  molectiles 
in  some  way  or  other  becomes  magnetised,  a  supposition  which  does  not 
in  any  way  assist  us  in  explaining  any  of  the  phenomena  we  have  been 
considering  in  the  previous  sections ;  or  we  may  assume  that  the  individual 
molecules  are  always  magnetised,  and  that  what  happens  when  the  bar  is 
magnetised  is  that  these  molecular  magnets  are  turned,  so  that  their  like 
poles  are  turned  in  the  same  direction.  On  this  hypothesis  an  unmag- 
netised bar  is  one  in  which  the  molecular  magnets  are  arranged  with 
their  axes  turned  in  all  directions,  there  being  as  many  with  their  axes  in 
any  one  direction  as  in  any  other,  and  that  the  action  of  magnetising 
the  bar  consists  of  turning  a  certain  proportion  of  the  molecules  so  that 
their  magnetic  axes  all  point  the  same  way ;  the  greater  the  number  of 
molecules  in  the  unit  volume  which  are  in  this  way  turned  into  line,  the 
greater  the  intensity  of  magnetisation  of  the  bar.  This  theory  of  mag- 
netism, which  was  first  due  to  Weber,  has  been  worked  out  by  Ewing, 
who  has  given  an  explanation  as  to  the  causes  of  the  forces  which  must  be 
assumed  to  exist  to  account  for  the  fact  that  all  the  molecular  magnets 
do  not  set  themselves  with  their  axes  in  the  direction  of  the  magnetising 
force,  however  small  this  force  may  be ; 
and,  further,  is  capable  of  explaining  most 
of  the  phenomena  of  magnetism,  such  as 
saturation,  hysteresis,  &c. 

The  main  features  which  any  theory 
of  magnetism  has  to  explain  are  hystere- 
sis, saturation,  and  the  three  characteristic 
portions  into  which  the  curve  showing  the 
connection  between  the  magnetising  force 
and  the  intensity  of  the  induced  magne- 
tisation can  be  divided.  Such  a  curve  for 
iron  is  shown  in  Fig.  485,  and  consists  of 
three  parts.  A,  B,  and  c,  which  mark  three  distinct  stages  in  the  process 
of  magnetisation.  In  the  first  stage.  A,  the  susceptibility  I\H^  is  small, 
the  curve  starting  off  at  a  small  inclination  to  the  axis  of  H.     In  the 
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second  stage,  B,  the  susceptibility  increases  very  rapidly,  that  is,  a  small 
increase  of  the  magnetising  force  produces  a  relatively  large  increase  in 
the  induced  magnetisation.  In  the  third  stage,  C,  the  increase  of  the 
intensity  of  magnetisation  with  increase  of  H  is  slow,  and  for  very  large 
values  of  H  practically  nil  There  is  also  a  marked  difference  as  regards 
hysteresis  between  the  sections  of  the  curve.  In  the  first  section,  on  the 
removal  of  the  magnetising  force,  the  iron  loses  nearly  all  its  induced  mag- 
netism, there  being  hardly  any  hysteresis.  I  n  the  second  portion,  however, 
on  the  removal  of  the  magnetising  force  the  iron  is  able  to  retain  a  con- 
siderable proportion  of  its  magnetism,  while  in  the  third  stage  the  amount 
of  the  residual  magnetism  is  hardly  greater  than  in  the  second  stage. 

As  an  introduction  to  Ewing's  theory,  let  us  consider  the  case  of  two 
small  magnetic  needles,  which  are  supported  on  fixed  pivots  near  each 
other,  but  not  so  near  that  the  poles  of  the  needles  can  come  in  contact 
If  there  is  no  external  field  these  needles  will  take  up  a  position  such  as 

that  shown  at  {a\ 
Fig.  486,  in  which 
^0^^^  the  axes  of  the  mag- 

nets are  parallel  to 
^11  t  II  the  lines  joining  the 

pivots.        Suppose 
^^^^0Jc  now  that  an  exter- 

nal magnetic  force, 


I       / 

,    .  /»»  ^   .  which    IS   at    first 

^«^  '^-^  **'''  weak,  acts  in  the 

Fig.  486.  direction     of    the 

arrow  H.  As  a  re* 
suit  of  this  weak  external  field  the  magnets  will  be  slightly  deflected, 
and  on  the  removal  of  the  field  they  will  return  to  their  original  positions. 
This  corresponds  to  the  stage  A  of  the  I-H  curve.  I(  however,  the  value 
of  H  is  increased  a  stage  will  at  length  be  reached  when  the  magnets  will 
suddenly  fly  round  into  the  positions  shown  at  {c).  On  further  increasing 
//,  the  magnets  will  set  themselves  more  and  more  nearly  with  their  axes 
parallel  to  the  direction  of  the  field.  If  now  the  value  of /fis  gradually 
decreased,  the  inclination  of  the  axes  of  the  magnets  to  the  direction  of  H 
will  gradually  increase,  until  for  some  value  of /T,  which  will  be  less  than 
that  for  which  the  sudden  swing  round  occurred,  the  magnets  will  suddenly 
return  to  the  position  shown  at  {p).  We  have,  therefore,  in  this  excessively 
simple  arrangement,  three  distinct  stages ;  the  first,  in  which  the  mag- 
netising field  only  produces  a  small  deflection,  which  is  such  that  on  the 
removal  of  the  magnetising  force  the  deflection  becomes  zero.  Secondly, 
a  stage  where  the  magnets  reach  an  unstable  position  and  then  suddenly 
swing  round  into  a  new  configuration,  and  where  this  configuration  does 
not  break  up  until  the  deflecting  force  reaches  a  value  smaller  than  that 
for  which  the  unstable  condition  was  reached  when  /f  was  increasing ;  and, 


Digitized  by 


Google 


§  so8]  Para-  and  Dia^tnagnetism  741 

thirdly,  a  stage  when  increase  of  H  only  produces  a  small  increase  in  the 
alignment  of  the  magnets.  Thus  with  only  two  magnets  an  indication 
of  the  chief  peculiarities  of  the  magnetisation  curve  can  be  obtained 

By  considering  much  larger  numbers  of  such  pivoted  magnets  a  much 
nearer  approach  to  the  phenomena  actually  found  in  the  case  of  the 
magnetisation  of  a  magnetic  metal  can  be  obtained.  We  have,  however, 
said  enough  to  indicate  the  line  of  argument  by  means  of  which  Ewing 
supports  his  theor>',  and  for  further  details  we  must  refer  the  reader  to  his 
original  papers  on  the  subject. 

In  order  to  account  for  the  heat  developed  in  iron,  due  to  hysteresis, 
when  it  is  taken  through  a  cycle  of  magnetisation,  Ewing  supposes  that, 
on  the  decrease  of  the  magnetising  force,  the  molecular  magnets  return 
towards  their  undisturbed  positions,  and  in  doing  so  acquire  kinetic 
energy,  so  that  instead  of  immediately  coming  to  rest  they  will  execute 
oscillations  about  their  position  of  rest  till  the  kinetic  energy  thus  acquired 
is  converted  into  heat  due  to  the  currents  induced  in  neighbouring 
molecules  (see  §  516). 

In  the  above  molecular  theory  of  magnetism  no  supposition  has  been 
made  as  to  the  cause  of  the  molecules  being  magnets.  To  account  for  this 
Ampere  put  forward  the  hypothesis  that  the  magnetism  of  the  molecule 
was  really  the  field  of  an  electric  current  which  circulates  continuously 
within  it.  In  order  to  account  for  the  fact  that  these  molecular  currents 
must  continue  without  diminution,  it  is  necessary  to  suppose  that  the 
molecule  offers  no  resistance  to  the  circulation  of  these  intra-molecular 
currents  such  as  occurs  when  a  current  passes  between  one  molecule  and 
another  in  the  phenomenon  of  conduction. 

The  direction  in  which  the  Amp^rian  molecular  currents  must  be 
supposed  to  circulate  can  at  once  be  obtained  from  either  of  the  rules 
given  in  §  471.  Since  if  we  face  a  north  pole  the  lines  of  force  run  from 
the  pole  towards  us,  and  in  a  circle  conveying  a  current  the  lines  of  force 
flow  towards  the  spectator  when  the  current  circulates  in  the  anticlock- 
wise direction,  it  follows  that  when  facing  the  north  pole  of  a  magnet  the 
molecular  currents  must  circulate  in  the  anticlockwise  direction. 

In  the  same  way,  if  we  suppose  that  the  earth's  magnetic  field  is  due 
to  currents  circulating  round  the  earth,  since  the  pole  near  the  geo- 
graphical north  pole  is  what  we  call  in  magnetism  a  south  pole,  it  follows 
that  the  currents  must  flow  in  the  east  to  west  direction,  that  is,  in  the 
same  direction  as  the  apparent  motion  of  the  sun. 

508.  Paramagnetie  and  Diamagnetie  Bodies.— Iron,  nickel,  and 
Vobalt,  the  so-called  magnetic  metals,  are  materials  in  which  the  permea- 
bility is  greater  than  unity,  that  is,  greater  than  the  permeability  of  air. 
In  addition  to  these  bodies  there  are  others  in  which  the  permeability  is 
only  very  little  greater  than  that  of  air.  All  these  substances  are  classed 
together  as  paramagnetic  bodies.  The  great  majority  of  substances,  how- 
ever, have  permeabilities  less  than  that  of  air,  and  are  called  diamagnetic. 
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The  extent  to  which  bodies  exhibit  diamagnetism  is,  however,  very  much 
smaller  than  the  paramagnetism  of  iron,  nickel,  and  cobalt  Thus  bismuth, 
the  most  strongly  diamagnetic  body  known,  has  a  permeability  of  0.9998, 
while  the  permeability  of  iron  under  certain  conditions  is  as  high  as  200a 
If  a  rod  of  a  diamagnetic  material  is  introduced  into  a  magnetic 
field,  it  will  become  magnetised  by  induction,  but  the  poles  will  be  in  the 
opposite  direction  to  what  they  would  be  in  the  case  of  a  paramagnetic 
body,  so  that  the  south  pole  is  turned  towards  the  direction  in  which  the 
lines  of  force  of  the  magnetising  field  are  running. 

The  fact  that  in  diamagnetic  bodies  the  permeability  is  less  than  it  is  in 
air  means  that  the  induction,  Bj  through  the  body  is  less  than  the  value 
of  the  field  which  would  exist  if  the  body  were  removed.  This  can  only 
hold  if  the  tubes  of  force  due  to  the  magnetism  induced  in  the  body  run, 
within  the  body,  in  the  opposite  direction  to  the  tubes  of  force  of  the  field. 
In  order  that  the  tubes  of  force  due  to  the  induced  magnetism  of  the 
body  niay,  in  the  body,  run  in  the  opposite  direction  to  the  tubes  of  force 
of  the  inducing  field,  a  north  pole,  that  is,  a  place  where  tubes  of  force 
leave  the  body,  must  be  fonned  at  the  end  of  the  body  which  is  turned 
towards  the  direction  from  which  the  tubes  of  force  of  the  field  enter  the 
body.     Hence,  when  a  diamagnetic  body  is  introduced  into  a  uniform 

magnetic  field,  the  lines  of  force 
within  the  space  occupied  by  the 
body  are  fewer  than  there  would  be 
in  this  space  were  the  body  removed. 
On  the  other  hand,  outside  the  body 
the  lines  of  force  will  be  more  closely 
packed  than  they  would  be  in  the 
absence  of  the  body,  for  outside  the 
Fig.  487.  ^ody  ^^^  tubes  of  force  due  to  the 

induced  magnetisation  of  the  dia- 
magnetic body  are,  on  the  whole,  in  the  same  direction  as  the  tubes 
of  force  in  the  field.  In  Fig.  487,  the  lines  of  force  of  a  uniform  field 
in  which    a    sphere    of  a    strongly    diamagnetic    material    has    been 

introduced  are  shown.  The  corre- 
sponding case,  where  the  sphere 
is  composed  of  a  paramagnetic 
material,  is  shown  in  Fig.  488.  It 
will  be  noticed  how  in  this  case  the 
lines  of  force  crowd  into  the  sphere, 
and  are  more  widely  spaced  in  the 
region  outside  the  equatorial  por- 
FiG.  488.  tion  of  the  sphere. 

Suppose  that  a  bar  of  a  para- 
magnetic material  AB  (Fig.  489)  is  placed  in  a  magnetic  field  of  strength  H^ 
the  direction  of  which  makes  with  the  length  of  the  bar  an  angle  B,    We 
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may  resolve  the  field  H  into  a  component  H  cos  0  parallel  to  the  axis  of 
the  cylinder,  and  a  component  H  sin  6  perpendicular  to  the  axis.  If  /^  is 
the  intensity  of  the  magnetisation  parallel 
to  the  axis  induced  by  the  component 
H  cos  6^  and  if  k  is  the  susceptibility  of 
the  iron,  and  the  length  of  the  cylinder 
is  so  great  that  the  demagnetising  force 
due  to  the  induced  poles  can  be  neglected, 
we  have  Ii=kH  cos  d.  If  the  length  of 
the  cylinder  is  /and  its  cross-section  is  j, 
the  volume  is  j/,  and  since  the  magnetic 
moment  of  a  magnet  is  equal  to  the 
product  of  its  volume  into  the  intensity 
of  magnetisation,   the   moment  of  the  **  Fig.  489. 

cylinder  due  to  the  magnetisation  in- 
duced by  the  component  of  the  field  parallel  to  the  axis  is  si.  kH  cos  Q. 
Now  in  §  425  it  was  shown  that  the  couple  acting  on  a  magnet,  of  which 
the  moment  is  M^  tending  to  turn  it  into  parallelism  with  a  field  of 
strength  //,  when  its  axis  makes  an  angle  Q  with  the  direction  of  the 
field,  is  MH  sin  d.  Hence  the  couple,  due  to  the  magnetism  induced 
by  the  component  parallel  to  the  axis,  tending  to  turn  the  cylinder  is 

The  component  of  the  magnetising  field  at  right  angFes  to  the  axis 
will  also  induce  a  magnetisation  in  its  own  direction.  In  this  case  the 
magnetising  force  will  be  much  less  than  /T  sin  ^,  on  account  of  the 
demagnetising  force  exerted  by  the  ends,  and  it  has  not  yet  been  found 
possible  to  calculate  exactly  what  this  effect  will  be  in  such  a  case  as  that 
we  are  considering.  If  we  consider  the  bar  as  a  spheroid,  of  which  the 
major  axis  is  very  much  greater  than  the  minor  axis,  the  intensity  of  the 
transverse  magnetisation  can  be  shown  to  be  given  by 

Hence  the  magnetic  moment  is 

Isk      ,,  .     . 

and  the  turning  moment  exerted  by  the  field  is 
j:j^//*sin^cos^, 

and  is  in  the  opposite  direction  to  the  moment  due  to  the  longitudinal 
magnetisation.    The  total  turning  moment  is  therefore  given  by 

In  the  case  of  iron  in  a  magnetising  field  about  equal  to  that  of  the 
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k 
earth  in  these  latitudes  k  is  about  30,  so  that  the  term  >  is  equal  to 

i.6y  and  so  is  small  compared  to  the  term  k.    The  cylinder  of  iron  thus 

tends  to  set  itself  parallel  to  the  direction  of  the  field. 

In  the  case  of  a  diamagnetic  body  the  value  of  k  is  so  small  that 

k 
I  +  2vk  is  practically  unity,  and  the  term  ,  is  very  nearly  equal  to  >&, 

so  that  in  a  uniform  field  there  is  no  measurable  directive  force  exerted 
upon  even  a  cylinder  of  bismuth  {k=  —0.6  io~^.  When  a  diamagnetic 
cylinder  is  placed  between  the  poles  of  a  strong  electro-magnet  it  is, 
however,  found  that  the  cylinder  tends  to  turn  so  as  to  set  itself  with  its 
length  at  right  angles  to  the  lines  of  force.  The  reason  is,  that  the 
field  between  the  poles  of  such  a  magnet  is  not  uniform,  being  stronger 
near  the  centre  than  at  the  edge,  and  the  diamagnetic  body  turns  so 
that  as  much  of  itself  as  possible  is  in  the  weaker  part  of  the  field.  In  a 
diamagnetic  body  the  permeability  is  less  than  unity,  while  the  permea- 
bility of  air  is  unity  and  the  medium  with  the  higher  permeability  tends 
to  force  the  other  away  from  the  stronger  parts  of  the  field,  so  that  the 
greatest  number  of  tubes  of  induction  may  crowd  into  a  given  space. 

Solids  are  not  the  only  bodies  which  exhibit  magnetic  properties ;  thus 
oxygen  and  some  solutions  of  iron  salts  are  paramagnetic,  while  water 
and  alcohol  are  diamagnetic. 

By  means  of  these  liquids  it  can  be  shown  that  the  direction  in  which 
a  cylindrical  tube  filled  with,  say,  a  paramagnetic  liquid  tends  to  set  itself 
depends  on  the  susceptibility  of  the  surrounding  medium.  Thus  a  tube 
containing  a  weak  solution  of  ferric  chloride  will  in  air  or  water  set  itself 
parallel  to  the  direction  of  the  field,  since  its  susceptibility  is  greater  than 
that  of  either  air  or  water.  If,  however,  it  is  surrounded  by  a  stronger 
solution  of  ferric  chloride,  it  will  behave  like  a  diamagnetic  body  and  set 
itself  with  its  length  perpendicular  to  the  direction  of  the  lines  of  force  of 
the  field.  This  effect  is  at  once  explainable  if  we  consider  that  when  the 
tube  containing  the  weak  solution  is  placed  in  the  stronger  solution,  since 
the  permeability  of  the  contents  of  the  tube  is  less  than  that  of  the  sur- 
rounding medium,  the  induction  through  the  tube  will  be  less  than  that 
which  would  exist  if  the  tube  were  removed,  and  the  tube  is  practically 
diamagnetic  with  respect  to  the  surrounding  stronger  solution. 

It  is  therefore  evident  that  in  order  to  account  for  diamagnetism  it  is 
not  necessary  to  assume  that  these  bodies  have  a  negative  susceptibility, 
but  only  that  their  susceptibility  is  less  than  that  of  air,  or,  since  the 
susceptibility  of  air  and  of  a  vacuum  are  very  nearly  the  same,  less  than 
that  of  a  vacuum.  Since  the  susceptibility  and  the  permeability  are 
related  by  the  equation 

and  that  for  the  most  diamagnetic  body  known  the  susceptibility  is  less 
than  i/4ir,  the  permeability  will  in  all  cases  be  greater  than  zero. 
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CHAPTER   XII 

FORCES  ACTING  ON  CONDUCTORS  CONVEYING 
CURRENTS 

509.  Force  acting  on  a  Straight  Conductor  conveying  a 
Current  when  placed  in  a  Magnetic  Field.—!  fa  straight  conductor, 
in  which  a  current  is  flowing,  is  placed  in  a  magnetic  field,  so  that  it  is 
at  right  angles  to  the  lines  of  force  of  the  field,  then,  owing  to  the 
magnetic  field  due  to  the  current,  the  distribution  of  the  lines  of  force  of 
the  field  will  be  altered  In  Fig.  490  are  shown  the  lines  of  force  due  to 
a  conductor  which  h  perpendicular  to  the  plane  of  the  paper  and  passes 
through  the  point  A  when  placed  in  a  uniform  magnetic  field  in  which 
the  lines  of  force  ran  parallel  to  the  line  CD.  Remembering  that  we 
have  every  reason  to  suppose  that  there  exists  a  tension  along  the  lines 
of  force,  and  a  pressure  at  right  angles,  while  the  lines  of  force  act  as  if  they 
were  connected  with  the  body  by  which  they  are  produced,  it  is  evident 
that,  as  a  result  of  the  crowding  of  the  lines  of  force  on  one  side  of  the 
conductor,  and  their  separation  on  the  other,  the  conductor  conveying 
the  current  will  be  acted  upon  by  a  force  in  the  direction  of  the  arrow. 

If  the  current  flows  downwards,  the  lines  of  force  are  circles  which 
run  in  the  clockwise  direction,  and  at  the  upper  part  of  the  diagram  they 
strengthen  the  magnetic  field,  since  they  run  in  the  same  direction  as 
the  lines  of  force  of  the  field.  In  the  lower  part  of  the  diagram  the  lines 
of  force  due  to  the  current  and  to  the  field  are  in  opposite  directions,  and 
therefore  the  resultant  magnetic  field  is  the  difference  of  the  fields  due 
to  the  two  causes.  The  direction  in  which  the  conductor  tends  to  move 
is  therefore  at  right  angles  to  the  direction  of  the  lines  of  the  field,  and 
towards  the  part  of  the  field  where  the  lines  of  force  due  to  the  current 
are  in  the  opposite  direction  to  the  lines  of  force  of  the  field.  Since  the 
direction  of  the  lines  of  force  of  the  current  can  at  once  be  remembered 
by  one  of  the  rules  given  in  §  472,  the  direction  of  the  force  acting  on  a 
conductor  in  a  magnetic  field  can  at  once  be  remembered.  Fleming  has 
given  a  convenient  rule  for  remembering  the  direction  in  which  a  con- 
ductor conveying  a  current  in  a  magnetic  field  will  tend  to  move.  If  the 
index  finger  of  the  /e/f  hand  is  held  pointing  in  the  direction  of  the  lines 
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of  force  of  the  field,  and  the  middle  finger  in  the  direction  of  the  current, 
the  conductor  will  tend  to  move  in  the  direction  of  the  outstretched 


or  romcM  or  rtmco 


Fig.  490. 

thumb,  and  at  right  angles  to  the  lines  of  force  of  the  field.  A  study  of 
Fig.  491  will  make  the  matter  clear.  Thus  a  vertical  wire  in  which  a 
current  was  flowing  downwards  would,  on  account  of  the  earth's  hori- 
zontal component,  be  acted 
upon  by  a  force  tending  to 
move  it  in  an  easterly  direc- 
tion. In  this  case,  according 
to  our  rule,  the  left  hand 
must  be  held  with  the  index 
finger  pointing  towards  the 
north,  since  the  lines  of  force 
of  the  horizontal  component 
of  the  earth's  field  run  from  south  to  north,  and  with  the  middle  finger 
pointing  downwards.  The  outstretched  thumb  will  then  point  towards 
the  east 


oiifmcTtOM  or  ^omcm 

ACTtNQ    Ott  COftOUCTOm 


Fig.  491 
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Ampere,  who  made  a  lengthy  series  of  experiments  on  the  forces 
acting  on  conductors  in  which  currents  are  flowing,  showed  that  if  a 
conductor  of  length  /  is  traversed  by  a  current  of  C  cgs.  units,  and  is 
placed  at  right  angles  to  the  lines  of  force  of  a  uniform  magnetic  field  of 
strength  //,  the  force  acting  on  the  conductor  will  be  equal  to  ICH.  If 
the  current  is  measured  in  amperes,  then,  since  the  ampere  is  one-tenth 
of  a  r./'.j.  unit,  the  force  will  be  one-tenth  of  the  above. 

If  the  conductor  is  not  at  right  angles  to  the  direction  of  the  lines  of 
force  of  the  field,  in  calculating  the  force  we  must  resolve  the  field  into 
two  components,  one  perpendicular  to  the  direction  of  the  current,  and 
the  other  parallel  Then  the  compx>nent  parallel  to  the  direction  of  the 
current  will  produce  no  force  on  the  conductor,  and  the  force  due  to  the 
other  component  is  calculated  by  the  formula  given  above. 

510.  Force  acting  on  a  Rectangular  Ck>il  conveying  a  Current 
when  in  a  Magnetic  Field.— As  an  example  of  the  application  of  the 
fonnula  given  in  the  last  section,  we  may  calculate  the  force  acting  on  a 
rectangular  coil  when  placed  in  a  uniform  magnetic  field.  Suppose  that 
the  field  is  of  strength  //,  and  that  the  lines  of  force  are  horizontal,  and 
run  from  south  to  north.  Let  the  coil,  abcd  (Fig.  492),  consist  of  a  single 
turn  of  wire  in  the  form  of  a  rectangle 
of  length  /  and  breadth  b,  and  let  it 
be  placed  with  its  plane  in  the  vertical 
plane  parallel  to  the  direction  of  the 
field.  Since  the  top  and  bottom 
of  the  rectangle,  ab  and  CD,  are 
parallel  to  the  direction  of  the  lines 
of  force  of  the  field,  they  will  experi- 
ence no  force.  If  a  current  of  C  c,g,s, 
units  is  flowing  round  the  rectangle, 
so  that  its  direction  in  AB  is  from  A  to  H,  the  vertical  side  ad  will  be 
acted  upon  by  a  force  iCH  in  the  direction  of  EF.  In  the  same  way 
the  vertical  side  BC  will  be  acted  upon  by  an  equal  force  in  the  direction 
GK.  The  resultant  of  these  forces,  since  they  are  equal  and  opposite 
parallel  forces,  is  a  couple,  of  which  the  magnitude  is  bJCHy  tending  to 
turn  the  rectangle  round  in  the  anticlockwise  direction,  when  looked  at 
from  above. 

Next  suppose  that  the  rectangle  is  allowed  to  turn  round  under  the 
influence  of  this  couple  into  the  position  a'b'c'd',  in  which  its  plane  is 
perpendicular  to  the  direction  of  the  lines  of  force  of  the  field.  In  this 
position  the  top  a'b'  is  now  perpendicular  to  the  lines  of  force,  and 
therefore  experiences  a  force.  By  the  rule  we  see  that  this  will  be  an 
upward  force  of  bCH,  Since  the  direction  of  the  current  in  the  bottom 
of  the  rectangle  is  opposite  to  that  in  a'b',  this  portion  of  the  circuit  will 
be  acted  upon  by  a  downward  force  bCH^  which  will  produce  equilibrium 
with  the  force  exerted  upon  a'b'.     Since  the  current  in  the  vertical  side 
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k'd'  is  upwards,  the  force  on  this  side  is  still  ICH  in  the  direction  £F, 
while  the  force  on  the  vertical  side  bV  is  ICH  in  the  direction  GK.  Since 
these  two  forces  are  now  not  only  equal  and  opposite,  but  act  in  the 
same  straight  line,  they  are  in  equilibrium.  Thus,  in  this  position,  the 
rectangle  is  in  a  state  of  stable  equilibrium,  and  there  is  no  force,  due  to 
the  magnetic  field,  either  tending  to  move  it  bodily  or  to  turn  it  about 
any  axis. 

From  the  above  investigations  we  see  that  the  rectangle  tends  to  set 
itself  in  such  a  position  that  the  number  of  tubes  of  force  which  pass 
through  it  is  a  maximum,  and  that  the  direction  of  the  lines  of  force 
due  to  the  circuit  is,  inside  the  coil,  the  same  as  that  of  the  lines  of  force 
of  the  field. 

If  from  analogy  with  a  magnet  we  call  the  face  of  a  coil  at  which  the 
lines  of  force  leave  the  space  included  by  the  coil  the  north  surface  of  the 
coil,  then  we  may  express  the  results  to  which  we  have  been  led  as 
follows :  A  circuit  in  which  a  current  is  flowing  tends  to  turn  so  that 
the  number  of  tubes  of  force  due  to  the  field  entering  its  south  face  is  a 
maximum.  Since  the  direction  of  the  lines  of  force  due  to  the  coil  in  the 
position  a'b'  run  inside  the  coil  in  the  same  direction  as  the  lines  of  force 
due  to  the  field,  we  may  also  summarise  the  result  as  follows  :  A  coil  in 
which  a  current  is  flowing  will  tend  to  set  itself  so  that  the  total  number 
of  lines  of  force  which  pass  through  it  are  a  maximum  ;  that  is,  so  that 
the  total  induction  through  the  coil  is  a  maximum. 

511*.  Magnetie  Shell.— A  thin  plate  of  magnetic  material  which  is 
magnetised  so  that  the  direction  of  magnetisation  is  everywhere  per* 
pendicular  to  the  surfaces  of  the  sheet  is  called  a  magnetic  shell.  The 
product  of  the  thickness  of  .the  shell  into  the  intensity  of  magnetisation 
is  called  the  strength  of  the  shell. 

It  can  be  shown  that  the  magnetic  force  exerted  by  a  closed  circuit 
in  which  a  current  C  is  flowing  is  the  same  as  that  which  would  be 
exerted  by  a  magnetic  shell  which  occupied  the  space  bounded  by  the 
circuit,  and  of  which  the  strength  was  equal  to  C  The  side  of  the  shell 
which  is  a  north  pole  must,  of  course,  correspond  to  what  was  called  the 
north  side  of  the  circuit  in  the  last  section.  If  5  is  the  area  of  the  space 
enclosed  by  the  circuit,  so  that  S  is  the  area  of  the  pole  of  the  shell,  the 
strength  of  each  pole  will  be  75,  for,  as  we  have  seen  in  §  501,  the  surface 
density  of  the  free  magnetism  on  the  pole  is  numerically  equal  to  the 
intensity  of  magnetisation.  Hence  the  number  of  tubes  of  force  which 
leave  the  north  face  of  the  shell  and  enter  the  south  face,  completing 
their  course  through  the  substance  of  the  shell,  is 

47r5/. 

The  number  of  tubes  of  force  which  pass  through  any  given  area  is 
called  the  induction  through  that  area ;  or,  to  distinguish  between  this 
use  of  the  term  and  that  in  §  502,  we  may  call  the  total  number  of  lines 
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of  force  passing  through  any  given  area  the  total  induction  through 
the  area. 

The  reason  why  the  magnetic  effect  of  a  shell  is  the  same  as  that  of 
a  current  flowing  in  a  wire  which  has  the  form  of  the  perimeter  of  the 
shell  is  at  once  apparent  if  we  adopt  Ampere's  hypothesis  as  to  the 
magnetism  of  the  molecular  magnets  being  due  to  currents  circulating 
within  the  molecule.  If,  in  Fig.  493,  abcd  represents  one  face  of  the 
shell,  then  if  the  molecular  amperian  currents  are  repre-  . 
sented  by  the  small  rectangles,  the  direction  of  the  currents  ' 
being  indicated  by  the  arrows,  it  will  be  seen  that  the 
molecular  currents  in  the  adjacent  sides  of  any  two  con- 
tiguous molecules  are  in  opposite  directions,  and  hence  they 
neutralise  each  other's  effects  as  far  as  producing  any  ex-  D 
temal  field  is  concerned.  It  is  only  in  the  molecules  which  Fig.  493. 
bound  the  area  ABCD  that  the  molecular  currents  are  able 
to  exert  any  external  force.  But  the  combined  effect  of^the  currents  in 
the  bounding  molecules  will  be  the  same  as  that  of  a  current  flowing 
round  a  wire  which  occupies  the  position  of  the  edge  of  the  shell 

512*.  Magrnetie  Moment  of  a  Gireuit  eonveylnsr  a  Current.— 
Suppose  that  a  conductor  conveying  a  current  C  forms  a  plane  closed 
circuit  which  encloses  an  area  5.  Then  the  magnetic  effects  of  the 
circuit  can  be  represented  by  a  shell  of  which  the  strength  is  F^  and 
which  fills  the  space  enclosed  by  the  circuit.  If  the  thickness  of  the 
shell  is  ^,  and  the  intensity  of  magnetisation  is  /,  then  el^F,  The 
magnetic  moment  of  the  shell  is  equal  to  the  product  of  its  volume  into 
the  intensity  of  magnetisation,  that  is^  M^eS .  /.     But  C=  F—el^  hence 

That  is,  the  magnetic  moment  of  the  shell,  which  is  equivalent  to  the 
circuit,  is  equal  to  the  product  of  the  strength  of  the  current  into  the 
surface  included  by  the  circuit 

We  may  apply  this  result  to  obtain  the  turning  moment  acting  on  the 
rectangle  abcd  in  Fig.  492.  Here  the  area  of  the  circuit  is  ab^  and  hence 
the  magnetic  moment  of  the  equivalent  shell  is  abC,  The  axis  of  the 
magnet  being  at  right  angles  to  the  plane  of  the  coil,  it  is  at  right  angles 
to  the  lines  of  force  of  the  field.  Hence  by  the  formula  obtained  in  §  425 
the  turning  moment  acting  on  the  magnet  is  MH  or  abC.H^  which 
agrees  with  the  result  already  obtained  from  the  consideration  of  the 
forces  which  act  on  the  different  portions  of  the  circuit 

If,  instead  of  being  parallel  to  the  lines  of  force  of  the  field,.the  circuit 
makes  an  angle  Q  with  the  lines  of  force,  then  the  axis  of  the  equivalent 
magnetic  shell  will  make  an  angle  90°-^  with  the  direction  of  the  field, 
and  the  turning  couple  will  be  equal  to  MH  sin  (90°-^)==^!///^  cos  Q 

^scH  cos  e. 

If  the  circuit  consists  of  a  circular  coil  of  n  turns  of  insulated  wire,  the 
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radius  of  each  turn  being  r,  the  moment  of  the  equivalent  shell  will  be 
wr^C,  for  the  area  included  by  each  turn  is  nr*,  and  so  the  area  included 
by  the  n  turns  is  izt*/«. 

513*.  Magnetic  Field  inside  a  Solenoid.— A  cylinder  which  is 
lapped  over  with  insulated  wire,  so  that  the  circuit  consists  of  a 
number  of  equal  circles  with  their  planes  at  right  angles  to  the  axis  of 
the  cylinder,  is  called  a  solenoid.  If,  as  is  generally  the  case  in  practice, 
the  wire  is  coiled  in  a  spiral,  then  it  is  equivalent  to  a  number  of  .cirdes 
placed  in  planes  perpendicular  to  the  axis  and  to  a  straight  conductor 
which  passes  along  the  axis,  for  in  the  helix  not  only  does  the  wire  go 
round  the  cylinder,  but  it  also  is  taken  along  parallel  to  the  axis.  If 
the  solenoid  consists  of  two  layers  of  wire  wound  one  on  the  top  of  the 
other,  the  direction  of  winding  being  the  same  in  the  two  layers,  and 
the  wire  all  in  one  length,  the  longitudinal  portion  of  the  wire  in  the  two 
layers  will  compensate  the  one  for  the  other. 

In  order  to  calculate  the  strength  of  the  magnetic  field  within  a 
solenoid,  the  simplest  way  is  to  make  use  of  the  results  obtained  in 
§  511.  Suppose  that  the  solenoid  consists  of  N  turns,  the  radius 
of  each  turn  being  r,  and  that  the  length  of  the  solenoid  is  Z,  so  that 
there  are  NjL  turns  per  unit  of  length.  Calling  the  number  of  turns 
in  the  unit  of  length  n,  the  length  along  the  axis  of  the  solenoid  occupied 
by  each  turn  is  if  ft.  If  the  current  flowing  through  the  solenoid  is  C, 
then  each  turn  can  be  replaced  by  a  magnetic  shell  of  which  the  peri- 
meter is  a  circle  of  radius  r,  and  the  strength  is  numerically  equal  to 
C,  If  the  thickness  of  each  shell  is  taken  as  equal  to  i/»,  the  intensity 
of  magnetisation  will  be  O/,  for  the  strength  of  the  shell  is  equal  to 
the  product  of  the  thickness  into  the  intensity  of  magnetisation.  Since 
the  effect  of  each  turn  of  the  solenoid  can  be  represented  by  the  effect 
of  such  a  shell,  the  effect  of  the  whole  solenoid  will  be  represented 
by  the  combined  effect  of  N  such  shells  placed  end  to  end.  Since 
the  thickness  of  each  shell  has  been  chosen  as  equal  to  the  distance 
between  two  adjacent  turns  of  the  wire,  the  shells  when  placed  end  to 
end  will  just  occupy  the  space  within  the  solenoid.  The  north  and 
south  faces  of  adjacent  shells,  being  equally  magnetised,  will  exactly 
neutralise  each  other's  effect,  so  that  the  external  effect  will  be  due  to 
the  extreme  faces  only.  Hence  the  magnetic  effect  of  the  solenoid  will 
be  the  same  as  that  of  a  cylindrical  magnet  of  length  /.,  and  of  which 
the  cross  section  is  rr*,  when  magnetised  to  the  intensity  /  or  nC.  The 
total  induction  through  such  a  magnet  will  be  equal  to  4T/.vr^  less 
the  demagnetising  field  produced  by  the  poles  at  the  ends.  If  the 
length  of  the  solenoid  is  very  great  compared  to  its  diameter,  we  may 
neglect  the  effects  due  to  the  ends,  and  the  total  induction  through  any 
cross-section  near  the  middle  will  be  4tV/  or  4ir*r"«C.  The  induction, 
that  is,  the  number  of  tubes  of  induction  per  unit  area  of  cross-section, 
is  4TnC.     Hence  as  the  tubes  of  force,  &c.,  are  the  same  in  the  case 
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of  the  solenoid  as  in  the  case  of  the  magnet  we  have  been  considering, 
we  see  that  if  the  solenoid  is  very  long  compared  to  its  diameter,  the 
number  of  tubes  of  force  which  will  cross  any  cross-section  taken  near 
the  middle  will  be  4ir«C.rr',  or  the  number  of  tubes  that  cross  unit 
area  will  be  4r/f  C  But  the  number  of  tubes  of  force  which  cross  unit 
area  taken  at  right  angles  to  the  direction  of  the  tubes  is  numerically 
equal  to  the  strength  of  the  magnetic  field  at  the  point.  Hence  the 
strength  of  the  field  near  the  middle  of  such  a  long  solenoid  is  equal 
to  4ir«C,  and  so  long  as  we  are  only  considering  a  portion  of  the  sole- 
noid at  some  distance  from  either  end  the  field  will  be  uniform. 

We  have  hitherto  supposed  that  the  interior  of  the  solenoid  is  filled 
with  a  non-magnetic  material,  such  as  air.  If  we  suppose  that  the  sole- 
noid is  filled  with  a  magnetic  material  such  as  iron,  then  if,  as  before, 
we  suppose  that  the  length  is  so  great  that  the  effects  of  the  ends  can 
be  neglected,  the  magnetising  force  acting  on  the  iron  is  4r//C  Hence 
if  AC  is  the  permeability  of  the  iron  for  a  magnetising  field  of  this  strength, 
the  induction,  B^  through  the  iron  will  be  B^iiH^^wtmC,  Thus  the 
efTect  of  the  introduction  of  the  iron  is  to  increase  the  total  induction 
through  the  solenoid  from  i^x^r^nC  to  4irV«C./A. 

When  the  solenoid  was  filled  with  air,  we  saw  that  its  action  could 
be  represented  by  a  magnet  of  the  same  length,  of  which  the  strength 
of  each  pole  was  ft^nC.  This  expression  will  not  be  exactly  true,  for 
some  of  the  tubes  of  force  will  leave  the  solenoid  before  the  end,  passing 
through  the  sides  ;  it  is,  however,  sufficiently  near  the  truth  for  the  con- 
sideration of  the  genera]  magnetic  effect  of  the  solenoid.  When  the 
solenoid  is  filled  with  iron,  the  number  of  tubes  of  induction  leaving  the 
iron  near  the  north  end  of  the  solenoid  will  be  xr^B  or  4»*f*/»0,  and  the 
strength  of  the  pole  at  each  end  will  be  rr^nCfi.  Thus  by  the  introduction 
of  the  iron  the  moment  of  the  magnet  which  would  be  equivalent  to  the 
solenoid  is  increased  in  the  ratio  of  rr^nCfi  to  xr^nC  or  as  /a  :  i. 

Since  the  value  of  /*  may  be  as  high  as  2000,  it  is  evident  to  what 
a  great  extent  the  magnetic  effects  of  the  solenoid  are  increased  by  the 
introduction  of  the  iron. 

Although  the  magnetic  effect  of  a  solenoid  can  be  represented  by  a 
magnet,  yet  there  is  an  important  difference  between  a  solenoid  and  a 
permanent  magnet,  in  that  in  the  case  of  a  solenoid  we  have  to  do  not 
only  with  the  magnetic  field  in  the  space  outside  the  magnet,  but  also 
with  the  space  inside,  the  direction  of  the  lines  of  force  being  opposite  in 
the  two  regions.  In  the  case  of  a  permanent  magnet,  on  the  other  hand, 
we  are  unable  to  utilise  the  magnetic  field  within  the  magnet.  It  might 
at  first  appear  that  the  fields  of  force  due  to  a  solenoid  and  to  a  hollow 
cylindrical  magnet  would  be  of  the  same  nature.  This  is  however  not 
the  case,  for  inside  the  solenoid  the  lines  of  force  run  in  the  opposite 
direction  to  what  they  do  in  the  space  outside  ;  while  in  the  case  of  the 
hollow  magnet  the  lines  of  force  in  the  hollow  run  from  the  north  pole  to 
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the  south,  just  as  they  do  in  the  space  outside.  It  is  only  inside  the 
steel  of  the  magnet  that  the  lines  of  force  run  in  the  opposite  direction  to 
that  in  the  space  outside,  namely,  from  the  south  pole  to  the  north. 

614.  Action  of  CUFFentS  on  Currents.— We  have  already  con- 
sidered the  force  exerted  on  a  neighbouring  magnet  by  conductors  of 
certain  simple  shapes  when  they  convey  a  current,  or,  in  other  words,  the 

strength  of  the  field 
produced  by  these 
conductors.  We  have 
now  to  consider  the 
force  exerted  by  one 
conductor  conveying 
a  current  on  another. 
First  consider  the 
case  of  two  long 
parallel  conductors 
in  which  the  currents 
are  flowing  in  the 
same  direction.  Am- 
pere, who  first  made 
experiments  on  the 
action  of  currents  on 
currents,  showed  that 
under  these  circum- 
stances the  two  conductors  are  attracted  the  one  towards  the  other. 
A  consideration  of  Fig.  494,  which  represents  the  lines  of  force  of  the 

two  conductors,  which 
are  supposed  to  be  per- 
pendicular to  the  paper 
at  the  points  A  and  B, 
will  at  once  indicate 
that  attraction  must  take 
place.  For  if  we  sup- 
pose that  there  exists  a 
tension  along  the  lines 
of  force  and  a  pressure 
at  right  angles,  the  lines 
of  force  which  surround 
the  two  wires  will,  by 
their  tension,  tend  to 
contract  and  thus  to 
p,^^    Q-  force  the  wires  together. 

In  the  case  (Fig.  495) 
where  the  currents  are  flowing  in  opposite  directions,  the  wires  will  be 
repelled,  as  was  also  shown  by  Ampere  to  be  the  case. 
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The  magnitude  of  the  force  exerted  on  unit  length  of  one  of  the 
conductors  due  to  the  other  can  at  once  be  obtained.  Let  the  current 
in  the  conductor  which  passes  through  A  be  Q,  and  that  in  the  conductor 
passing  through  B  be  Q,  both  currents  flowing  upwards,  the  distance 
between  A  and  B  being  d.  Then  the  strength  of  the  field  at  A  due  to 
the  infinite  conductor  passing  through  B  is  by  §  475  iC^d^  and  acts 
through  A  and  in  the  direction  of  the  arrow.  Then  we  have  a  conductor 
passing  through  A  in  which  a  current  Q  is  flowing  at  right  angles  to 
the  direction  of  a  magnetic  field  of  strength  2.C^d\  hence  it  experiences 
per  unit  of  length  a  forceof  2CiC2/^(§  509),  in  a  direction  perpendicular 
to  both  the  direction  of  the  field  and  to  that  of  the  conductor,  that  is, 
parallel  to  the  line  AB.    A  consideration  of  the  rule  given  in  §  509  will 

show  that  the  force  acts  in  the  direction  ab.     If  the  direction  of  one  of 
the  currents  is  reversed  the  magnitude  of  the  force  will  remain  the  same, 

— »- 
but  it  will  now  act  in  the  direction  BA,  that  is,  it  will  be  a  repulsion. 
Since  action  and  reaction  are  equal  and  opposite,  the  force  on  the  con- 
ductor B  will  be  in  every  case  exactly  ecjual  and  opposite  to  the  force 
acting  on  the  conductor  A. 

The  attraction  exerted  by  two  parallel  conductors,  in  which  the 
currents  are  flowing  in  the  same  direction,  can  be  very  strikingly  shown 
by  means  of  a  spiral  of  copper  wire  which  is  suspended  fh)m  a  stand  by 
one  end,  and  is  allowed  to  hang  free  in  such  a  way  that  the  other  end 
of  the  wire  dips  in  a  mercury-cup.  If  a  current  is  sent  through  the 
spiral  by  connecting  the  fixed  end  to  one  pole  of  a  battery  and  the  other 
pole  to  the  mercury,  since  the  diflerent  turns  of  the  spiral  are  parallel, 
and  the  current  is  flowing  in  the  same  direction  in  each,  they  will  attract 
one  another.  As  a  result  the  spiral  will  contract,  and  in  contracting  the 
free  end  will  be  lifted  out  of  the  mercury  and  thus  break  the  circuit  and 
stop  the  current  As  soon  as  the  current  is  broken  the  attraction  be- 
tween the  spirals  will  cease,  and  the  spiral  will  elongate  under  the 
influence  of  gravity,  and  the  end  again  coming  in  contact  with  the 
mercury  the  current  will  be  started,  and  the  whole  cycle  of  operations 
again  be  gone  through.  Not  only  does  this  illustrate  the  attraction 
of  parallel  currents,  but  the  apparatus  is  a  machine  by  means  of  which 
electrical  energy  is  continuously  converted  into  mechanical  energy,  that 
is,  into  the  energy  of  motion  of  the  spiral. 

515.  The  Eleetro-Dynamometer— Eleetrie  Balanee.— The  force 
exerted  by  one  circuit  in  which  a  current  is  flowing  on  another  circuit 
in  which  the  same  current  is  flowing  is  made  use  of  to  measure  the 
strength  of  the  current,  and  instruments  for  measuring  currents  depending 
on  this  principle  are  called  electro-dynamometers. 

One  form  of  electro -dynamometer  consists  of  two  coils  (A  and  B, 
Fig.  496)  df  large  radius,  placed  with  their  planes  parallel  to  one  another 
and  with  their  centres  at  a  distance*  apart  equal  to  the  radius  of  either, 
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thus  forming  a  Helmholtz  galvanometer  (§  478).  The  current  to  be 
measured  is  sent  round  these  two  coils  in  the  same  direction,  and  also 
through  a  small  suspended  coil  c,  which  hangs  in  a  symmetrical  position 
with  respect  to  the  coils,  and  has  its  plane  vertical.    The  small  coil  is 

suspended  by  a  bifilar  sus- 
pension, D  (§  119),  so  that 
it  is  free  to  turn  about 
a  vertical  axis,  the  wires 
of  the  bifilar  suspension 
being  utilised  to  lead  the 
current  into  the  coil.  The 
suspending  wires  are  so 
arranged  that,  when  no 
current  is  passing  through 
the  coils,  the  plane  of  the 
suspended  coil  is  at  right 
angles  to  the  planes  of  the 
large  coils.  When  the  cur- 
rent is  passed  through  the 
fixed  and  suspended  coils 
in  series,  the  plane  of  the 
small  coil  being  at  right 
angles  to  that  of  the  direc- 
tion of  the  field  due  to  the 
large  coils,  there  will  be  a 
turning  couple  acting  on 
the  suspended  coil  which 
will  tend  to  turn  it  into  the 
same  plane  as  the  large 
coils.  The  bifilar  sus- 
pension will  oppose  this 
turning,  and  the  suspended 
coil  will  take  up  a  position 
such  that  the  deflecting 
couple  due  to  the  electro- 
magnetic forces  will  be 
equal  and  opposite  to  the  restoring  couple  due  to  the  bifilar.  The  magni- 
tude of  the  deflecting  couple  can  be  calculated  in  terms  of  the  current  by 
the  processes  we  have  already  given,  for  the  strength  of  the  field  due  to 
the  large  coils  at  the  place  where  the  suspended  coil  is  hung  can  be 
calculated  by  the  method  given  in  §  476,  if  the  radius  of  the  circles  and 
the  number  of  turns  of  the  wire  in  each  is  known,  while  the  couple  acting 
on  the  coil  c,  when  its  axis  makes  any  given  angle  with  the  direction  of 
this  field,  can  be  calculated  by  the  process  given  in  §  512.  The  value  of 
the  couple  due  to  the  bifilar  can  also  be  calculate^  from  the  weight  of  the 
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coil  and  the  length  and  distance  apart  of  the  suspending  wires.  Hence, 
equating  these  two  couples,  the  value  of  the  current,  which  is  the  only 
unknown  quantity,  can  be  calculated. 

In  performing  the  experiment,  account  must  be  taken  of  the  earth's 
field.  This,  however,  may  be  eliminated  if  the  whole  instrument  is 
turned  so  that  when  the  suspended  coil  comes  to  rest  under  the  action 
of  the  current  its  axis  lies  magnetic  north  and  south. 

Another  method  of  determining  the  absolute  value  of  a  current  con- 
sists in  measuring  the  vertical  force  exerted  on  a  small  horizontal  coil  A 
(Fig.  497),  which  is  attached  to  one  of  the  arms  of  a  balance,  owing  to 
the  magnetic  action  of  two  fixed  coils,  c  and  D.  The  current  to  be 
measured  is  passed  through  the  fixed  coils  and  the  suspended  coil  in 
series,  in  such  a  way  that  the  suspended  coil  is  repelled  by  one  of  the 
fixed  coils  and  attracted  by  the  other.     The  force  with  which  the  fixed 


Fig.  497. 

coils  act  on  the  suspended  coil  can  be  calculated  in  terms  of  the  current 
which  is  passing  from  the  dimensions  of  the  coils,  and  hence,  by 
measuring  this  force  by  means  of  the  weights  which  have  to  be  put  in 
the  scale  pan  E  of  the  balance  in  order  to  bring  the  beam  into  the 
horizontal  position,  the  value  of  the  current  can  be  calculated. 

Using  this  method.  Lord  Rayleigh  found  that  the  current,  which  by 
the  balance  was  equal  to  i  ampere,  when  passed  through  an  electrolytic 
cell  (§  539)  containing  a  solution  of  silver  nitrate  with  a  silver  anode 
and  a  platinum  kathode,  deposited  0.001 1 179  grams  of  silver  in  one 
second. 

This  value  for  the  electro-chemical  equivalent  (see  §  539)  of  silver  is 
generally  made  use  of  to  standardise  instruments  for  the  measurement 
of  currents  in  which  the  value  of  the  current  corresponding  to  a  given 
indication  cannot  be  directly  calculated  from  the  dimensions  of  the 
instrument. 
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PART  VII.— ELECTRO-MAGNETIC 
INDUCTION 

C  H  A  PT  E*R    XIII 

INDUCED  CURRENTS 

616.  induced  Currents. — In  1831  Faraday  took  a  ring  of  iron  and 
on  it  wound  two  coils  of  insulated  wire.  Having  connected  one  of  these 
coils  to  the  terminals  of  a  galvanometer,  he  passed  an  electric  current 
through  the  other  coil,  and  then  found  that  at  the  moment  of  starting  the 
current  the  needle  of  the  galvanometer  was  deflected,  showing  that  a 
current  was  passing  in  the  second  closed  circuit  This  deflection  was 
only  momentary,  and  the  galvanometer  immediately  came  back  td  its 
undeflected  position,  although  the  current  in  the  magnetising  coil  was 
still  flowing.  On  breaking  the  current,  however,  another  momentary 
deflection  of  the  galvanometer  took  place,  but  in  the  opposite  direction 
to  that  which  had  occurred  when  the  current  was  started. 

He  next  wound  two  coils  alongside  one  another  on  a  wooden  cylinder, 
and  again  found  that  when  an  electric  current  was  either  started  or 
stopped  in  the  one  coil,  a  galvanometer  connected  with  the  other  coil 
indicated  the  passage  of  a  momentary  current,  the  direction  of  the 
current  when  the  main  current  was  started  being  in  the  opposite  direction 
to  that  obtained  when  the  current  was  stopped. 

Finally  he  found  that  if  a  magnet  is  inserted  into  a  coil,  at  the  instant 
when  the  magnet  is  inserted  a  current  is  produced  in  the  coil,  and  that 
when  the  magnet  is  withdrawn  a  current  in  the  opposite  direction  is  also 
produced.  He  also  found  that  if  a  wire,  the  ends  of  which  are  connected 
to  the  terminals  of  a  galvanometer,  was  passed  between  the  poles  of  a 
powerful  horse-shoe  magnet,  so  that  the  direction  of  motion  of  the  wire 
was  such  that  it  cut  across  the  lines  of  force  of  the  magnet,  then  a  current 
was  produced  during  the  time  that  the  wire  was  being  moved  across  the 
hnes  of  force. 

The  currents  which  are  produced  in  these  ways  in  a  closed  circuit 
when  a  current  in  a  neighbouring  circuit  is  started  or  stopped,  or  by  the 
relative  motion  of  the  circuit  and  a  magnet,  are  called  induced  currents. 

These  results  obtained  by  Faraday,  which,  as  we  shall  see,  are  the 
foundation  on  which  are  based  all  the  modem  methods  of  producing  the 
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currents  that  are  used  in  such  numberless  ways,  such  as  in  the  production 
of  light,  the  moving  of  vehicles,  driving  machinery,  .and  performing  many 
chemical  processes,  can  all  be  summed  up  in  the  folfowing  short  law  : — 

Whenever,  from  any  cause  whatever,  the  number  of  tubes  of  force 
which  thread  through  any  conducting  circuit  is  altered,  an  electromotive 
force  will  be  produced  during  the  change  in  the  number  of  tubes  which 
will  produce  or  tend  to  produce  a  current  in  the  circuit. 

617.  Lenz's  Law. — The  direction  in  which  the  induced  currents  flow 
has  been  put  into  a  concise  form  by  Lenz,  in  what  is  known  as  Lenz's  law, 
and  is  as  follows  : — 

The  direction  of  the  induced  current  produced  in  a  conductor  due  to 
the  movement  of  a  magnet,  or  to  that  of  a  circuit  in  which  a  current  is 
flowing,  is  always  such  as,  by  the  action  of  the  induced  current  on  the 
magnet  or  current-conveying  conductor,  to  produce  a  force  tending  to 
oppose  the  motion. 

Thus  suppose  there  are  two  parallel  conductors,  in  one  of  which  a 
current  is  flowing,  and  that  the  distance  between  the  conductor  is  de- 
creased, then  the  direction  of  the  induced  current  will  be  such  as  to 
oppose  the  motion,  that  is,  will  be  such  as  to  cause  repulsion  between  the 
conductors.  Hence,  since  repulsion  takes  place  when  the  currents  are  in 
opposite  directions,  it  follows  from  Lenz's  law  that,  when  the  conductors 
are  moved  nearer,  the  induced  current  will  be  in  the  opposite  direction 
to  the  inducing  current. 

If,  instead  of  the  distance  between  the  conductors  being  altered,  the 
current  is  either  started  or  its  strength  is  increased,  then  we  may  look 
upon  this  as  being  the  same  thing  as  if  the  conductor  in  which  the 
current  is  started  were  moved  up  to  its  present  position  from  an  infinite 
distance.  While  if  the  current  is  stopped  or  its  strength  decreased,  then 
this  is  equivalent  to  the  conductor  in  which  it  flows  being  removed  from 
the  neighbourhood  of  the  conductor  in  which  the  electro-magnetic  induc- 
tion is  produced.  Hence  it  follows  from  Lenz's  law  that  the  direction  of 
the  induced  current  when  the  current  is  started  or  increased  in  strength 
is  the  same  as  when  the  conductors  are  moved  nearer  together,  namely, 
in  the  opposite  direction  to  that  in  the  inducing  current ;  while  when  the 
current  is  stopped  the  direction  of  the  induced  current  is  the  same  as 
that  of  the  inducing  cuiTent  before  it  was  stopped. 

518.  Electro-magnetic  Induction.— We  will  now  proceed  to  examine 
different  cases  of  the  production  of  induced  currents  from  Faraday's 
point  of  view  as  to  tubes  of  force. 

In  the  first  place,  the  phenomenon  of  the  production  of  induced 
currents  is  said  to  be  due  to  electro-magnetic  induction.  It  is  called 
electro-magnetic  induction  rather  than,  as  is  sometimes  done,  simply  in- 
duction, for  the  sake  of  preventing  confusion  with  the  use  of  the  term 
induction  given  in  §  502. 

The  conductor  in  which  the  inducing  current  flows  is  called  the 
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primary  conductor,  or  simply  the  primary,  while  the  conductor  in  which 
the  induced  current  is  produced,  or  at  any  rate  in  which  an  induced 
electromotive  force  is  developed,  is  called  the  secondary. 

First  let  us  consider  the  case  of  a  primary  which  consists  of  a  single 
circle  of  wire,  P  (Fig.  498),  in  which  a  current  is  caused  to  flow  by  a 
battery,  B,  and  in  which  there  is  a  key,  K,  by  means  of 
which  the  circuit  can  be  closed  or  opened,  and  thus 
the  current  started  or  stopped.  Let  the  secondary,  s, 
consist  of  a  similar  circle  of  wire,  in  which,  if  we  like, 
we  may  suppose  a  galvanometer,  G,  is  included.  If  a 
current  in  the  direction  of  the  arrow  is  flowing  in  the 
primary  circuit,  tubes  of  magnetic  induction  will  thread 
through  the  primary  in  the  direction  shown,  and  some 
of  these  will  also  thread  through  the  neighbouring 
secondary.  Suppose  now  that  the  current  in  the 
primary  is  stopped,  then  all  the  tubes  of  induction  due 
to  this  current  will  vanish.  Hence  the  number  of  tubes 
of  induction  which  thread  through  the  secondary  will  be  diminished, 
so  that  an  induced  current  will  be  produced.  From  Lenz's  law  it  follows 
that  the  directiort  of  this  induced  current  will  be  the  same  as  that  of  the 
current  in  the  primary.  Now  the  induced  current  in  the  secondary  will 
produce  tubes  of  induction,  and  since  the  direction  of  the  induced  current 
is  the  same  as  that  of  the  primary  current,  the  direction  of  the  tubes  of 
induction  due  to  the  induced  current  will  be  the  same  as  those  due  to 
the  primary  current.  Some  of  these  tubes  will  thread  through  the 
primary  circuit,  so  that  the  effect  of  the  induced  current  is  to  tend  to 
keep  tlie  number  of  tubes  which  thread  through  the  primary  circuit 
constant,  although  on  account  of  the  stoppage  of  the  primary  current  the 
number  of  tubes  tends  to  become  less.  The  same  effect  occurs  in  the 
secondary  circuit,  for  the  tubes  due  to  the  induced  current,  which  arc 
introduced  when  the  primary  current  is  broken,  are  such  as  to  tend  to 
keep  the  induction  through  the  secondary  constant. 

Next  take  the  case  where  the  current  in  the  primary  is  started.  The 
direction  of  the  induced  current  is  opposite  to  that  of  the  primary  current, 
hence  the  tubes  of  induction  which  thread  through  the  secondary,  due  to 
the  induced  current,  are  in  the  opposite  direction  to  those  which  are  being 
threaded  through  the  circuit  due  to  the  starting  of  the  primary  current. 
Hence  the  total  induction  through  the  secondary  during  the  time  the 
induced  current  lasts  is  the  difference  of  the  induction  through  this  circuit 
due  to  the  primary  and  the  induced  currents,  so  that  in  this  case  also  the 
induced  current  is  such  that  it  tends  to  keep  the  total  induction  through 
the  secondary  circuit  the  same  as  it  was  before  the  starting  of  the  primary 
current  Also,  since  some  of  the  tubes  due  to  the  induced  current  will 
thread  through  the  primar>',  the  effect  of  the  presence  of  the  secondan,' 
win  be  to  postpone  the  time  when  the  number  of  tubes  of  induction 
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through  the  primary  reaches  its  6nal  value,  since  their  presence  tends  to 
keep  the  induction  through  the  primary  the  same  as  it  was  before  the 
starting  of  the  current. 

In  the  case  when  the  current  in  the  primary  is  kept  constant,  but  the 
distance  between  the  primary  and  secondary  circuits  is  varied,  the  same 
effect  takes  place,  namely,  the  induced  currents  are  in  such  a  direction  as, 
by  their  action,  to  keep  the  number  of  tubes  of  induction  which  pass 
through  the  secondary  circuit  the  same  as  it  was  before  the  motion.  Of 
course,  since  the  induced  current  only  lasts  while  the  number  of  tubes  of 
induction  is  varying,  the  final  induction  through  the  secondary,  as  well 
as  that  through  the  primary  itself,  is  quite  unaltered  by  the  fact  that 
an  induced  current  is  produced. 

Although  when  the  secondary  conductor  does  not  form  a  closed 
circuit  no  induced  current  will  flow  in  the  secondary,  yet  in  this  case 
there  will  be  an  electromotive  force  produced  owing  to  the  electro-magnetic 
induction,  the  direction  of  the  E.M.F.  being  such  that  if  the  circuit  were 
closed  the  current  which  would  be  produced  by  this  E.M.F.  would  be  that 
which  we  have  been  considering  in  the  case  of  a  closed  secondary. 

In  the  case  of  an  unclosed  secondary  circuit,  since  there  will  be  no 
induced  current,  there  will  be  no  tubes  of  induction  due  to  the  induced 
current,  which,  by  being  threaded  through  the  primary  circuit,  will  tend  to 
delay  the  induction  through  this  circuit  from  at  once  attaining  its  final 
value.  In  this  case,  as  well  as  in  that  where  there  is  no  secondary  near 
a  circuit  in  which  a  current  is  started  or  stopped,  we  might  expect  that 
the  current  would  instantly  attain  its  final  value  when  the  circuit  is  closed. 
This,  however,  is  not  the  case,  for  the  circuit  itself  acts  in  such  a  way  as 
to  tend  to  keep  the  induction  through  itself  constant.  Thus  before  the 
current  is  started  there  are  no  tubes  of  induction  passing  through  the 
circuit,  but  when  jthe  current  is  passing  there  are  a  certain  number  of 
these  tubes.  Hence  the  number  of  tubes  of  induction  threading  through 
the  circuit  has  been  increased,  and  during  the  time  that  they  were  being 
threaded  through  there  will  be  an  induced  ciurent  produced  in  the  circuit 
itself,  just  as  in  the  case  of  a  circuit  in  which  the  increase  of  the  total 
induction  is  due  to  some  other  circuit.  As  we  have  seen,  the  direction  of 
the  induced  current  is  such  as  to  tend  to  keep  the  number  of  tubes  of 
induction  linked  through  it  constant.  Hence  when  the  current  is  started, 
so  that  the  number  of  tubes  is  increased,  the  induced  tubes  must  be  in 
the  opposite  direction  to  those  due  to  the  current  which  is  being  started, 
that  is,  the  direction  of  the  induced  current  must  be  the  opposite  to  that 
of  the  current  which  is  started.  The  effect  of  this  induced  current,  which 
is  said  to  be  due  to  self-induction^  is  to  delay  the  current  in  the  circuit 
attaining  its  full  value,  though  it  has  no  effect  on  the  final  value  which 
the  current  will  reach ;  which  final  value  of  the  current,  in  a  simple 
metallic  circuit,  is  that  given  by  Ohm's  law. 

When  the  current  in  a  circuit  is  stopped,  the  induced  current,  in  order 
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that  it  may  tend  to  keep  the  induction  through  the  circuit  constant,  must 

be  in  the  same  direction  as  the  main  current     The  presence  of  the 

induced  current  when  a  current  is  stopped  can  be  very  clearly  shown  by 

means  of  the  arrangement  shown  in  Fig.  499.    A 

C  coil,  c,  which  ought  to  have  a  large  number  of  turns, 

/jteMMMjfiN    and  an  iron  core  (it  will  be  remembered  how  the 

[  ^^^^^^^^^J    presence  of  an  iron  core  increases  the  induction 

V ^L  ^^^     through  a  coil)  is  connected  up  with  a  make  and 

^\— ^'^ — C  break  key,  K,  and  a  battery,  B.    An  incandescent 

K^         /\         electric  lamp,  L,  is  connected  in  parallel  with  the 

iBi  ^°*^*     Although  the  battery  may  not  be  of  suffi- 

B  ciently  high  electromotive  force  to  cause  the  lamp 

Fig.  499.  ^®  ^^^^  when  the  current  is  passing  round  the 

circuit,  yet,  when  the  key  is  opened,  the  induced 

E.M.F.,  due  to  the  self-induction  of  the  coil,  will  be  so  great  that  sufficient 

current  will  flow  through  the  coil  and  the  lamp  circuit  to  cause  the  lamp 

to  glow  brightly  for  an  instant. 

619.  Hafirnitude  of  the  Induced  E.H.F.— We  have  hitherto  only 
considered  the  conditions  under  which  induced  currents  are  produced  and 
the  direction  in  which  they  flow,  and  we  now  have  to  consider  on  what 
conditions  the  magnitude  of  the  induced  current  depends. 

In  the  flrst  place,  the  magnitude  of  the  induced  current  depends  on 
the  resistance  of  the  secondary,  and  since,  other  things  remaining  the 
same,  the  current  is  inversely  proportional  to  the  resistance,  we  shall  in 
future  consider  the  electromotive  force  induced  in  the  circuit  considered 
on  account  of  induction  ;  and  where  the  value  of  the  induced  current  is 
required,  this  can  be  calculated  according  to  Ohm's  law.  The  expression 
for  the  magnitude  of  the  induced  electromotive  force  was  first  given  by 
Newmann.  We  may  combine  Newmann's  results  with  Faraday's  law  as 
to  electro-magnetic  induction  as  follows  : — 

Whenever  the  number  of  tubes  of  induction  which  thread  through  a 
circuit  is  altering,  an  E.M.F.  is  produced  in  the  circuit  numerically  equal 
to  the  rate  at  which  the  number  of  tubes  of  induction  is  diminishing. 

The  direction  of  the  E.M.F.  obtained  by  this  rule  is  positive  when  it 
tends  to  produce  a  current  in  the  circuit  which  is  related  to  the  direction 
of  the  lines  of  force,  as  the  direction  of  rotation  of  a  corkscrew  is  related  to 
the  direction  of  translation.  Or  if  we  are  looking  along  the  tubes  of 
induction  towards  the  circuit,  then,  if  the  number  of  tubes  is  decreasing, 
the  E.M.F.  will  act  in  the  clockwise  direction  round  the  circuit. 

The  directi-^n  of  the  induced  E.M.F.  in  a  straight  conductor,  which  is 
moving  in  a  direction  at  right  angles  to  the  lines  of  force  of  a  magnetic 
field,  can  be  remembered  by  the  following  rule  ; — 

Hold  your  right  hand  with  the  fingers  pointing  towards  the  direction 
in  which  the  conductor  is  moving,  and  with  the  palm  turned  in  the  direc- 
tion in  which  a  north  pole  would  travel  in  the  field,  <>.  so  that  the  tubes 
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of  force  enter  the  hand  at  the  back,  then  the  outstretched  thumb  will  give 
the  direction  of  the  induced  E.M.F.  in  the  conductor. 

In  a  uniform  field  of  strength  F  the  cross-section  of  the  tubes  of 
induction,  or,  what  is  the  same  thing,  the  tubes  of  force,  is  \\F^  so  that 
F  tubes  cross  unit  area  at  right  angles  to  the  direction  of  the  tubes. 
If  then  a  straight  conductor  of  length  L  is  moved  with  a  velocity  ?/  in  a 
direction  perpendicular  both  to  the  tubes  of  induction  of  the  field  and 
to  the  length  of  the  wire,  the  space  swept  out  by  the  wire  in  unit  time 
will  be  vL,  Hence  the  number  of  tubes  of  force  cut  through  by  the 
wire  in  unit  time  will  be  vZ, .  /^  This  then  is  the  rate  at  which  a  circuit, 
of  which  the  conductor  forms  a  part,  is  increasing  the  number  of  tubes 
of  induction  which  it  embraces.  Hence  the  electromotive  force  induced 
in  the  conductor  due  to  the  cutting  of  the  tubes  of  induction  of  the  field 
is  vLF, 

520.  The  Earth  Inductor.— Suppose  that  during  a  very  small  time 
ht  the  total  induction  through  a  circuit  is  changed  from  B  to  B-hB, 
Then  the  number  of  tubes  of  induction  which  thread  through  the  circuit 
have  in  the  time  decreased  by  the  amount  hB^  so  that  the  induced 
E.M.F.  acting  round  the  circuit,  which  is  equal  to  the  rate  at  which  the 
number  of  tubes  is  decreasing,  will  be  equal  to  bBjbt,  Hence,  if  the 
resistance  of  the  circuit  is  R^  the  induced  current  will  be  hBjRbt.  If  the 
rate  at  which  the  tubes  of  induction  leave  the  circuit  remains  constant 
during  the  time  d/,  the  current  induced  will  also  be  constant.  Hence 
the  quantity  of  electricity  which  will  flow  round  the  circuit  in  the  time 
d/  will  be  Cbt  or  bB/R,  Thus  when  the  rate  at  which  the  tubes  of 
induction  are  cut  by  the  circuit  is  constant,  the  quantity  of  electricity 
which  will  flow  round  the  circuit  in  any  given  time  will  be  equal  to  the 
quotient  of  the  number  of  tubes  cut  by  the  circuit  in  this  time  by  the 
resistance  of  the  circuit.  The  same  relation  must  also  hold  if  the  rate 
at  which  the  tubes  are  cut  is  not  uniform,  for  we  can  divide  the  interval 
considered  into  a  number  of  very  small  intervals  each  equal  to  d/,  in 
each  of  which  the  rate  at  which  the  tubes  are  being  cut  is  sensibly 
uniform,  and  the  quantity  of  electricity  which  traverses  the  circuit  during 
each  of  these  intervals  is  given  by  the  above  expression.  Hence,  adding 
together  all  the  intervals,  we  get  on  one  side  the  total  quantity  of 
electricity  which  passes  during  the  interval  considered,  and  on  the  other 
side  the  sum  of  the  decreases  of  the  number  of  tubes  of  induction,  that 
is,  the  total  decrease  in  the  number  of  tubes  divided  by  the  resistance  of 
the  circuit. 

If  a  circuit,  which  encloses  an  area  A^  is  placed  in  a  uniform  magnetic 
field  of  strength  H  with  its  plane  at  right  angles  to  the  direction  of  the 
field,  the  total  number  of  tubes  of  induction  passing  through  the  circuit 
will  be  AH,  for  the  cross-section  of  a  tube  is  i//^,  hence  H  tubes  cross 
unit  area  taken  perpendicular  to  the  direction  of  the  tubes,  and  AH  will 
cross  an  area  A,     If  the  circuit  is  now  turned  till  its  plane  is  parallel 
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to  the  direction  of  the  tubes  of  force  of  the  field,  none  of  these  tubes  will 
pass  through  the  circuit,  and  hence  the  total  induction  through  the 
circuit  will  be  zero.  Thus  by  rotating  the  circuit  in  this  way  the  number 
of  tubes  of  induction  passing  through  the  circuit  has  been  decreased  by 
AH^  and  hence,  if  R  is  the  resistance  of  the  circuit,  the  quantity  of  elec- 
tricity which  passes  round  the  circuit  due  to  induction  will  be  AHjR, 
The  direction  in  which  this  electricity  will  be  displaced  round  the  circuit 
will  be  the  clockwise  direction  as  we  face  the  side  of  the  circuit  at  which 
the  tubes  of  induction  enter  the  space  enclosed  by  the  circuit. 

If  now  the  circuit  is  rotated  through  another  right  angle  in  the  same 
direction  as  before,  so  that  it  is  again  at  right  angles  to  the  direction  of 
the  field,  but  with  the  tubes  of  induction  threading  through  in  the 
opposite  direction  to  what  they  did  before,  the  number  of  tubes  whurh 
thread  through  will  during  the  rotation  increase  from  zero  to  AH,  The 
result  will  be  that  a  quantity  of  electricity  equal  to  AH\R  will  again  be 
caused  to  circulate  round  the  circuit,  and  since  the  tubes  are  now  in- 
serted instead  of  being  withdrawn,  the  direction  in  which  the  current 
will  circulate  will  be  the  anticlockwise  one  if,  as  before,  we  face  the  side 
where  the  tubes  enter  the  circuit  Since,  however,  the  position  of  the 
circuit  is  reversed  from  what  it  was  in  the  former  case,  the  direction  of 
the  induced  current,  as  far  as  the  circuit  itself  is  concerned,  will  be  the 
same  as  before.  If,  then,  starting  with  the  circuit  perpendicular  to  the 
lines  of  force  of  the  field,  it  is  rotated 
through  1 80°,  the  quantity  of  electricity 
which  will  traverse  the  circuit  due  to  the 
electro-magnetic  induction  will  be  given  by 

Q^2AH\R, 

Hence,  if  we  measure  Q  by  passing  the 
induced  current  through  a  galvanometer, 
in  which  case  the  quantity  R  must  include 
the  resistance  of  the  coil  with  the  con- 
necting wires  and  the  galvanometer,  and 
we  know  the  quantity  A^  we  can  calculate 
the  strength  of  the  magnetic  field  in  which 
the  coil  is  rotated. 

An  instrument  for  measuring  the 
strength  of  magnetic  fields  on  this  prin- 
ciple is  shown  in  Fig.  500,  and  is  called 

an  earth  inductor,  from  the  fact  that  it  is  often  used  to  measure  the 
strength  of  the  earth's  field.  A  coil,  AB,  containing  a  number  of  turns  of 
insulated  wire,  and  for  which  the  area  included  by  each  turn  has  been 
measured  so  that  the  quantity  A,  which  is  the  sum  of  the  areas  included 
by  all  the  turns,  is  known,  is  supported  in  a  frame  in  such  a  way  that  it 
can  be  rotated  through  two  right  angles  about  an  axis  ss'.    The  ends  of 


Fig.  50a 


Digitized  by 


Google 


§52i]         Determination  of  the   Value  of  the  Ohm  763 

the  coil  are  connected  to  a  galvanometer  by  means  of  which  the  quantity 
of  electricity  which  passes  round  the  circuit  can  be  measured.  If  the 
axis  ss'  is  placed  vertical,  the  plane  of  the  coil  being  set  magnetic  east 
and  west,  and  the  coil  is  rotated  through  two  right  angles,  and  if  Q  is 
the  quantity  of  electricity  which  passes  through  the  galvanometer,  we 
have  Q,^2AH\R ;  for,  as  the  coil  has  been  turned  about  a  vertical  axis, 
it  has  not  intersected  any  of  the  tubes  of  induction  of  the  vertical  com- 
ponent of  the  earth's  field,  and  hence  the  only  part  of  the  field  with  which 
we  are  concerned  is  the  horizontal  component,  H, 

Next  suppose  the  axis  of  rotation  of  the  coil  to  be  horizontal  and  in 
the  magnetic  meridian,  and  that,  starting  with  the  coil  in  a  horizontal 
plane,  it  is  again  rotated  through  two  right  angles,  the  quantity  of  elec* 
tricity,  Qy  induced  being  measured  In  this  case,  since  the  axis  about 
which  the  coil  is  rotated  is  parallel  to  the  direction  of  the  horizontal 
component,  the  coil  will  not  cut  through  any  of  the  tubes  of  induction 
corresponding  to  the  horizontal  component.  Hence  we  have  Q^zA  VjR, 
where  V  is  the  vertical  component  of  the  earth's  field.  Dividing  one  of 
these  expressions  by  the  other,  we  get 

But  if  ^  is  the  dip,  then  tan  B=  V///,  Hence,  from  the  result  of  two 
observations  with  the  earth  inductor,  one  with  the  axis  of  rotation  vertical, 
and  the  other  with  the  axis  horizontal,  we  can  calculate  the  value  of  the 
dip  at  the  place  where  the  observations  are  made. 

621.  Determination  of  the  Value  of  the  Ohm  by  the  B.A« 
Committee.— The  first  measurement  of  a  resistance  in  absolute  measure 
of  any  accuracy  was  performed  by  a  committee  of  the  British  Association, 
by  a  method  involving  the  induced  E.M.F  produced  in  a  coil  when 
rotated  in  a  magnetic  field.  The  method  they  employed  consisted  in 
spinning  a  coil,  of  which  the  two  ends  of  the  wire  were  joined  together, 
about  a  vertical  axis  in  the  earth's  field,  and  noting  the  deflection  pro- 
duced by  the  currents  induced  in  the  coil  on  a  magnetic  needle  placed  at 
the  centre  of  the  coil.  If  the  dimensions  of  the  coil  are  known,  and  they 
were  determined  during  the  winding,  and  the  speed  of  rotation  when  the 
deflection  is  measured  is  known,  it  is  possible  to  calculate  the  resistance 
of  the  coil  in  absolute  measure,  that  is,  in  c.^^.s,  units.  For,  as  we  shall 
see  in  §  526,  when  a  coil  rotates  in  a  magnetic  field  an  induced  E.M.F. 
will  be  produced,  and  the  current  which  this  E.M.F.  will  send  round  the 
coil  will  be  inversely  proportional  to  the  resistance  of  the  coil,  while  the 
deflection  of  the  needle  will  be  proportional  to  the  current,  that  is,  inversely 
proportional  to  the  resistance. 

From  the  results  of  their  measurements  the  Committee  constructed  a 
number  of  coils  consisting  of  platinum  silver  alloy,  the  resistance  of  each 
of  which  was  equal  to  what  from  their  measurements  appeared  to  be  the 
value  of  the  ohm  as  defined  in  §  480.    These  coils  have  been  preserved, 


Digitized  by 


Google 


764  Magnetism  and  Electricity  [§  522 

and  are  known  as  the  B.A.  units.  More  recent  measurements  made  by 
the  same  method,  as  well  as  by  several  different  methods,  have  shown 
that  the  B.A.  units  are  not  exactly  i  ohm,  the  true  value  being,  i  B.A. 
unit =0.9866  ohm. 

Experiment  has  also  shown  that  the  resistance  of  a  column  of  pure 
mercury  106.3  cm.  long  and  one  square  millimetre  in  cross-section,  when 
at  a  temperature  of  o**  C,  is  equal  to  one  ohm.  As  the  resistance  of  a 
solid  is  dependent  on  the  physical  state,  such  as  the  hardness,  &c,  there 
is  some  doubt  whether  a  standard  resistance  composed  of  a  wire  may 
not  alter  in  time,  due  to  a  change  in  the  molecular  state  of  the  metaL  In 
the  case  of  a  liquid,  however,  such  a  molecular  change  is  not  to  be  feared, 
for  liquids  are  not  able  to  take  up  a  state  of  strain.  For  this  reason  the 
final  standards  of  resistance  are  composed  of  tubes  of  glass,  of  which  the 
dimensions  can  be  accurately  measured,  filled  with  pure  mercury,  and 
the  wire  standards  used  in  ordinary  work  are  compared  with  these 
mercury  standards. 

522.  Determination  of  the  Value  of  the  Volt— if  the  absolute 
value  of  a  current  and  of  a  resistance  is  known  from  the  measurements 
made  by  the  methods  described  in  §§  5 1 5,  52 1,  then,  by  passing  the  current 
through  the  resistance,  the  absolute  value  of  the  E.M.F.  between  the 
terminals  of  the  resistance  will  be  known.  Hence  of  the  three  electrical 
quantities,  ampere,  ohm,  and  volt,  the  knowledge  of  the  absolute  value  of 
any  two  enables  us  to  obtain,  by  means  of  Ohm's  law,  the  value  of  the 
third. 

The  values  for  the  E.M.F.  of  the  Clark  and  cadmium  standard  cells, 
given  in  §§  554,  555,  have  been  determined  by  comparing  their  KM.F. 
with  that  developed  between  the  terminals  of  a  wire  of  known  resistance 
when  a  current  is  passed,  the  value  of  the  current  being  obtained  from 
the  indications  of  a  current  balance. 

628.  Arago's  Experiment  — Foueault  Currents.— Arago  dis- 
covered that  if  a  copper  disc  is  rotated  about  a  vertical  axis  below  a 
pivoted  magnetic  needle,  the  needle  is  deflected  in  the  direction  in  which 
the  disc  is  rotating,  and  if  the  speed  of  rotation  is  fairly  great  the  needle 
is  dragged  completely  round,  so  that  it  is  set  in  rotation.  The  inverse 
experiment  can  also  be  performed,  that  is,  if  a  magnet  is  rotated  near  the 
face  of  a  copper  disc  which  is  free  to  turn,  the  disc  is  set  in  rotation,  the 
direction  of  rotation  being  the  same  as  that  in  which  the  magnet  is  being 
rotated.  The  explanation  of  this  experiment  was  given  by  Faraday,  who 
showed  that  it  was  due  to  the  reaction  between  the  electric  currents 
induced  in  the  copper  disc  and  the  magnet. 

Let  AB  (Fig.  501)  be  the  copper  disc  which  is  rotated  in  the  direction 
shown  by  the  arrow,  and  let  NS  be  a  magnet  suspended  or  pivoted  above 
the  surface  of  the  disc.  The  tubes  of  induction  of  the  magnet  pass  from 
the  north  pole  N  to  the  south  pole  s,  spreading  out  in  the  air.  Some 
of  these  tubes  will  pass  down  below  the  copper  disc  near  the  pole  N, 
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and  will  come  up  through  the  disc  near  s.  Hence  when  the  disc  is  set 
in  rotation  we  have  the  portions  of  the  conducting  disc  near  N  and  s 
moving  so  as  to  cut  through  the  tubes  of  induction,  and  hence  an  E.M.F. 
will  be  set  up  which  will  cause  currents  to 
circulate  in  the  disc.  Now  by  Lenz's  law  the 
direction  of  the  induced  currents  must  be  such 
as  to  tend  to  check  the  motion,  that  is,  such 
that  the  force  which  will  be  called  into  play 
between  these  induced  currents  and  the  induc- 
ing magnet  will  be  so  directed  as  by  their  action 
to  check  the  motion  which  causes  the  induced 
currents.  Hence,  since  action  and  reaction 
must  always  be  equal  and  opposite,  a  force  will  Fig.  501. 

act  on  the  magnet  tending  to  move  it  in  the 

same  direction  as  that  in  which  the  disc  is  rotating.  The  direction  in 
which  the  currents  must  flow,  so  as  to  tend  to  turn  the  magnet  in  the 
same  direction  as  that  in  which  the  disc  is  rotating,  can  be  obtained  by 
making  use  of  the  rule  given  in  §  471.  If  we  imagine  a  man  in  the  disc 
near  N  facing  the  pole  so  that  he  must  be  on  his  back,  then,  in  order 
that  the  pole  N  may  be  urged  towards  his  left  hand,  he  must  lie  with  his 
head  towards  the  circumference  of  the  disc  and  his  feet  towards  the 
centre.  If  when  he  is  in  this  position  a  current  is  flowing  from  his  feet 
to  his  head,  the  magnet  pole  N  will  be  urged  towards  his  left  hand,  that 
is,  in  the  same  direction  as  that  in  which  the  disc  is  rotating.  In  the 
same  way  it  can  be  shown  that,  in  order  to  produce  a  force  between  the 
magnet  and  the  disc  tending  to  check  the  motion  of  the  disc,  the  currents 
in  the  portion  of  the  disc  near  s  must  flow  from  the  circumference  towards 
the  centre  of  the  disc.  Hence  the  path  of  the  induced  currents  in  the  disc 
is  somewhat  as  shown  by  the  dotted  curves. 

Of  course,  we  could  have  arrived  directly  at  the  same  result  by 
making  use  of  the  rule  given  in  §  519  for  the  connection  between  the 
direction  in  which  a  conductor  is  moved  through  a  magnetic  field  and 
the  direction  of  the  induced  E.M.F.  Thus  the  portion  of  the  disc  under 
the  pole  N  is  moving  in  a  magnetic  field  where  the  tubes  of  induction 
are  running  downwards,  and  hence,  if  the  right  hand  is  placed  palm 
downwards  with  the  fingers  pointing  in  the  direction  the  portion  of  the 
disc  below  n  is  moving,  the  outstretched  thumb  will  give  the  direction 
of  the  induced  E.M.F.,  and  this  will  act  from  the  centre  of  the  disc 
towards  the  circumference. 

The  effects  of  the  currents  induced  in  a  mass  of  metal  when  it  is 
moved  in  a  magnetic  field  was  very  strikingly  shown  by  Foucault,  who 
arranged  a  copper  disc  so  that  it  could  be  rotated  by  means  of  a  handle 
and  a  train  of  wheels  between  the  poles  of  a  powerful  electro-magnet. 
Although  it  was  easy,  when  the  magnet  was  not  excited,  to  rotate  the 
disc  at  a  rapid  rate,  on   starting  the  current  in  the  electro-magnet 
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the  reaction  on  account  of  the  induced  currents  was  so  enormous  that 
the  disc  was  immediately  brought  almost  to  rest,  and  it  could  only  be 
rotated  at  a  comparatively  slow  speed.  These  currents,  which  are 
induced  within  a  mass  of  metal  when  it  is  in  a  changing  magnetic 
field  or  is  in  motion  in  a  steady  field,  are  generally  called  Foucault 
currents.  The  circulation  of  the  currents  is  of  course  accompanied 
by  the  conversion  of  electrical  energy  into  heat  according  to  Joule's 
law,  so  that  the  mechanical  energy  which  has  to  be  spent  in  moving 
the  conductor  appears  as  heat  developed  in  it. 

Use  is  often  made  of  Foucault  currents  to  check  the  oscillations  of 
a  suspended  magnetic  needle,  such  as  a  galvanometer  needle,  which 
are  often  a  source  of  considerable  loss  of  time,  since  the  needle  takes 
some  time  in  coming  to  rest  after  it  has  been  deflected.  If  the  needle 
is  surrounded  by  a  thick  copper  box  made  to  fit  as  near  the  needle  as 
possible,  when  the  needle  is  in  oscillation  induced  currents  will  be 
produced  in  the  copper,  which  will  tend  to  check  the  motion  of  the 
needle.  Under  these  circumstances  the  motion  of  the  needle  is  said 
to  be  damped. 

\  524.  The  Induction  Coil. — By  means  of  electro-magnetic  induction, 
it  is  possible  to  produce  in  a  secondary  circuit  an  induced  E.M.F. 
which  is  higher  than  the  E.M.F.  employed  to  produce  the  current  in 
the  primary  circuit.  If,  on  account  of  the  current  passing  in  a  primary 
circuit,  n  tubes  of  induction  pass  through  a  secondary  which  consists 
of  a  single  turn,  the  induced  E.M.F.  produced  when  the  current  in 
the  primary  is  varied  is  equal  to  the  rate  of  change  of  ft.  If,  how- 
ever, the  secondary  circuit  consists  of  two  turns,  so  that  the  n  tubes 
of  force  due  to  the  primary  thread  through  both  turns,  the  E.M.F. 
induced  in  each  turn  will  be  equal  to  the  rate  of  change  of  if,  and 
hence  the  total  E.M.F.  produced  in  the  circuit  will  be  the  sum  of  the 
E.M.F.'s  produced  in  the  two  portions  of  the  circuit,  that  is,  will  be 
equal  to  twice  the  rate  of  change  of  the  number  of  tubes  of  induction 
which  pass  through  the  secondary.  Thus,  by  increasing  the  number 
of  turns  of  the  secondary  circuit,  the  induced  E.M.F.  produced  by  a 
given  rate  of  change  of  n  can  be  made  very  great.  One  of  the  best 
known  arrangements  for  obtaining  a  very  high  E.M.F.  by  means  of 
electro-magnetic  induction  is  the  induction  coil  which,  since  it  was  first 
employed  by  Ruhmkorff,  is  often  called  RuhmkorflPs  coil.  The  primary 
of  these  coils  consists  of  a  comparatively  few  number  of  turns  of  fairly 
thick  wire,  which  is  wound  on  a  core  composed  of  soft  iron  wires.  The 
object  of  the  iron  core  is  to  increase  the  induction  through  the  primary 
produced  by  any  given  current,  as  was  explained  in  §  513.  The  reason 
why  wires  are  used  instead  of  a  solid  rod  is  to  prevent,  as  much  as 
possible,  the  formation  of  Foucault  currents  in  the  mass  of  the  iron,  since 
these  currents  would  not  only  waste  the  electrical  energy  used  to  work 
the  coil,  but  would  also,  by  their  reaction  on  the  primary  current,  tend 
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to  keep  this  current  from  changing  rapidly.  For  they  would  produce 
tubes  of  induction  in  such  a  direction  as  to  keep  the  total  induction 
through  the  primary  constant  when  the  strength  of  the  primary  current 
is  altered.  The  iron  used  must  be  of  a  very  soft  quality,  so  that  the 
hysteresis  and  residual  magnetism  which  it  possesses  may  be  as  small 
as  possible,  for  the  effect  of  hysteresis  is  to  convert  some  of  the  elec- 
trical energy  into  heat  as  well  as  to  make  the  changes  in  the  induction 
through  the  coil  slower.  Round  the  outside  of  the  primary  coil  is 
wound  a  secondary  coil  consisting  of  a  very  large  number  of  turns 
of  fine  wire,  each  turn  being  very  well  insulated  by  means  of  a  covering 
of  silk  and  shellac.  The  ends  of  the  secondary  are  generally  connected 
to  two  insulated  brass  rods,  the  ends  of  which  form  a  spark-gap  of 
adjustable  length.  The  current  in  the  primary  circuit  being  alternately 
made  and  broken,  the  induction  through  the  secondary  changes  and 
an  induced  E.M.F.  is  produced  in  the  secondary,  which  is  in  one  direc- 
tion when  the  current  is  made  and  in  the  opposite  direction  when  the 
current  is  broken.  Various  arrangements  are  employed  for  automati- 
cally making  and  breaking  the  primary  current.  In  some  of  these 
a  small  electric  motor  makes  and  breaks  the  current  by  dipping  a 
rod  of  platinum  into  a  mercury-cup.  The  more  usual  arrangement, 
at  any  rate  on  small  coils,  is  to  have  a  small  piece  of  iron  fixed  to  the 
end  of  a  spring,  so  that  when  the  current  passes  and  magnetises  the 
iron  core  the  piece  of  iron  is  attracted.  When  no  current  is  passing, 
the  spring  keeps  the  iron  away  from  the  end  of  the  core,  and  makes 
contact  between  a  piece  of  platinum  fixed  to  the  back  of  the  iron  and 
a  platinum  point  which  is  attached  to  a  pillar  carried  by  the  base  of 
the  coil.  The  primary  current  passes  between  the  platinum  point  and 
the  spring,  and  hence  when  the  iron  hammer  is  attracted  by  the  core 
the  primary  current  is  interrupted.  The  interruption  of  the  current 
causes  the  core  to  lose  its  magnetism,  so  that  it  no  longer  attracts  the 
hammer,  and  hence  the  spring  forces  it  back  against  the  platinum 
point,  thus  again  completing  the  primary  circuit. 

Since  the  magnitude  of  the  induced  E.M.F.  depends  on  the  rate 
at  which  the  number  of  tubes  which  thread  through  the  secondary 
change,  it  is  of  importance  to  make  the  starting  and  stopping  of  the 
primary  current  as  sudden  as  possible.  Now  it  has  been  shown  in  §  518 
that,  on  account  of  the  self-induction  of  a  circuit  in  which  a  current  is 
stopped  or  started,  the  current  does  not  reach  its  full  value  at  once,  nor 
does  it  die  away  instantaneously.  The  effect  of  self-induction  is  shown 
very  markedly  by  the  spark  which  is  produced  every  time  the  primary 
current  is  broken.  It  has  been  found  that  the  intensity  of  the  spark 
formed  at  the  break  can  be  considerably  decreased,  and  hence  the 
rapidity  with  which  the  primary  current  stops  increased,  so  that  the 
induced  E.M.F.  is  also  increased,  by  using  a  condenser,  formed  by  a 
pumber  of  sheets  of  tinfoil  separated  the  one  from  the  other  by  sheets  of 
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paraffined  paper,  one  armature  being  connected  with  the  spring  of  the 
interrupter  and  the  other  with  the  platinum  point  In  this  way  the 
condenser  and  the  primary  coil  are  connected  in  parallel,  and  it  can  be 
shown  that  connecting  a  condenser  in  this  way  has  the  same  effect  as 
if  the  self-induction  of  the  coil  were  reduced. 

By  means  of  such  a  coil  it  is  possible  to  produce  a  spark  between 
the  terminals  up  to  about  20  inches  in  length,  and  this  when  the  E.M.F. 
used  to  produce  the  primary  current  is  only  a  few  volts,  and  would  be 
quite  unable  to  produce  a  spark  of  a  hundredth  of  an  inch  in  length. 
Although  the  E.M.F.  of  the  induced  current  is  very  great,  the  quantity 
of  electricity  which  traverses  the  secondary  is  excessively  small,  for,  on 
account  of  the  great  length  of  the  secondary  wire  and  its  small  diameter, 
the  resistance  of  the  secondar>'  is  very  great. 
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Fig.  502. 


ELECTRO-MAGNETIC  MACHINES 

526.  Barlow's  Wheel. — One  of  the  simplest  arrangements  for  con- 
verting electrical  energy  into  mechanical  energy  is  that  known  as  Barlow's 
wheel,  and  is  shown  in  section  in  Fig.  502.  A  copper  disc,  A,  is  mounted 
on  a  horizontal  axle,  the  bottom  edge  of  the  disc  just  dipping  into  some 
mercury  placed  in  a  small  dish  D.  The  disc  A  turns  between  the  poles  of 
a  magnet,  NS,  and  a  current  is  passed 
through  the  disc  between  the  mercury 
dish  D  and  the  axle.  Thus  in  the  portion 
of  the  disc  A  between  the  poles  of  the 
magnet  we  have  an  electric  current  flow- 
ing at  right  angles  to  the  lines  of  force  of 
the  field,  and  therefore  the  conductor 
conveying  the  current,  that  is,  the  disc,  is 
acted  upon  by  a  force  tending  to  move  it 
at  right  angles  to  the  lines  of  force  and 
to  the  direction  of  the  current,  i.e.  to 
rotate  the  disc  about  the  axle. 

If  the  wheel  is  rotated  by  mechanical 
means,  and  the  wires  E  and  F  are  joined  together,  a  current  will  be  pro- 
duced in  this  circuit,  for  the  portion  of  the  circuit  which  is  formed  by  the 
radius  of  the  disc  between  the  axle  and  the  mercury-cup  will  be  moving 
at  right  angles  to  the  lines  of  force  of  a  magnetic  field,  and  hence  will 
be  the  seat  of  an  induced  E.M.F.  The  direction  of  the  rotation  of  the 
wheel  in  the  first  case,  and  that  of  the  induced  current  in  the  second,  can 
easily  be  obtained  by  means  of  the  rule  given  in  §  519. 

526.  Induced  Currents  produced  by  Rotating  a  Coil  in  a 
Magrnetic  Field. —Suppose  that  a  rectangular  circuit  of  length  a  and 
breadth  d  is  rotated  about  an  axis  ab,  Fig.  $03  (a),  which  is  at  right  angles  to 
the  lines  of  force  of  a  uniform  field  of  strength  //,  and  that  the  ends  of  the 
rectangle  are  connected  with  a  stationary  circuit,  the  resistance  of  this 
circuit  and  of  the  rectangle  being  I^.  Let  us  start  with  the  rectangle  in  the 
position  CD,  Fig.  503  (^),  in  which  it  is  at  right  angles  to  the  lines  of  force 
of  the  field,  so  that  the  number  of  tubes  passing  through  the  rectangle  is 
a^.H.  Suppose  now  that  the  rectangle  is  turned  into  the  position  c'd', 
making  an  angle  $  with  CD.    The  number  of  tubes  which  now  pass 
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through  the  rectangle  is  evidently  equal  to  the  apparent  area  of  the 
rectangle,  as  seen  in  the  direction  of  the  tubes,  multiplied  by  H.  But  the 
area,  as  seen  in  the  direction  of  the  tubes,  is  equal  to  ^i.ef  or  2a.  EA.  But 
EA = AC  cos  0=^bJ2,  cos  d,  Hencc  the  number  of  tubes  of  induction  pass- 
ing through  the  rectangle  in  its  new  position  is  obH  cos  6.  If  the  angular 
velocity  of  the  coil  is  uniform  and  equal  to  «,  and  if  /  is  the  time  since  the 
coil  started  from  the  position  CD,  we  have  ^  =  a)/.  Now  suppose  that  in 
the  small  time  ht  the  coil  turns  through  the  angle  hd.  The  number  of 
tubes  now  passing  through  the  circuit  will  be  obH  cos  {B  +  bB),  Hence 
in  the  small  time  hi  the  number  of  tubes  has  decreased  by  adJ7{cos($  +  M) 
-  cos  $}.  Now  cos  (^  +  8^)  =  cos  ^  cos  8^-  sin  0  sin  SO.  If  83  is  very 
small  cos  80=^i  and  sin  80=80,  so  that  the  decrease  in  the  number  of 
tubes  in  the  time  8/  is  ad// sin  0.80.  Now  the  decrease  in  the  number  of 
tubes  divided  by  the  time  during  which  this  decrease  takes  place  is,  if 
the  decrease  goes  on  at  a  constant  rate,  and  since  8l  is  very  small,  we 
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may  consider  that  at  any  rate  during  this  time  that  this  is  so,  equal  to 
the  rate  of  decrease  of  the  number  of  tubes,  and,  as  we  have  seen,  this  is 
equal  to  the  induced  E.M.F.  Hence  the  induced  E.M.F.  is  equal  to 
abH80  sin  0\8t^  or  obHai  sin  0.  Hence  the  induced  electromotive  force 
is  at  any  time  proportional  to  the  sine  of  the  angle  which  the  plane  of  the 
coil  makes  with  the  lines  of  force  of  the  field.  Thus  if  E  is  the  induced 
E.M  F.  at  a  time  /  after  the  instant  when  the  coil  passed  through  the 
position  CD,  we  have 

E==SH<o  sin  0=SH<a  sin  «/, 

where  S  has  been  written  for  the  inductive  area  of  the  coil.  Since  the 
resistance  of  the  coil  and  its  connected  circuit  is  7?,  an  electromotive  force 
E  will  produce  a  current  C  given  by  the  relation  C^EjR.  Hence  if  the 
current  in  the  coil  at  a  time  /  is  C,  we  have 

C= — — -  sm  Ura  -    -  sm  00/. 

Thus,  as  the  coil  rotates,  a  periodic  current  and  E.M.F.  wiD  be  pro^ 
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duced,  the  maximum  current  occurring  when  ^=90**,  so  that  sin  ^=1, 
the  maximum  value  of  the  E.M.F.  being  «5//,  and  that  of  the  current 
t^SHfR.  When  the  plane  of  the  coil  is  at  right  angles  to  the  lines  of 
force  of  the  field  ^=0  or  180**,  and  sin  ^=0,  so  that  the  induced  E.M.F. 
and  also  the  current  is  zero.  While  Q  changes  from  180'  to  270*,  the 
induced  E.M.F.  changes  from  zero  to  -aS//,  and  the  current  increases 
from  o  to  -  ioSN/R.  The  minus  sign  shows  that  the  current  is  in  the 
opposite  direction  to  what  it  was  while  0  increased  from  o'  to  90*.  For 
0=^276*  the  current  is  again  a  maximum,  but,  as  we  have  pointed  out,  in 
the  negative  direction.  As  $  changes  from  270°  to  360',  the  current 
decreases  to  zero,  while  as  6  changes  from  o*  to  90*  the  current  is  again 
in  the  positive  direction  and  increases  from  o  to  <»5///.  R, 

Thus  in  the  circuit  attached  to  the  coil  a  current  will  be  produced 
which  changes  its  direction  twice  in  each  revolution  of  the  coil,  the 
maximum  current  in  each  direction  being  the  same.  Such  a  current  is 
called  an  alternating  current. 

By  suitable  arrangements  this  alternating  current  in  the  circuit 
attached  to  the  coil  can  be  changed  into  a  current  which  always  flows 
in  the  same  direction.  Under  these  circumstances  the  alternating  current 
is  said  to  be  rectified.  A  method  of  rectifying  the  current  consists  in 
fitting  a  copper  ring  on  the  axle  on  which  the  coil  turns,  which  is  insulated 
from  the  axle,  and  is  in  addition  split  along  two  generating  lines  which 
are  on  opposite  sides  of  the  ring  as  shown  at 
a^ctfy  Fig.  504.  Two  copper  springs,  Bj  and  Bj, 
called  brushes,  rest  against  the  copper  ring, 
and  are  connected  to  the  two  ends  of  the  external 
circuit.  One  end  of  the  coil  is  connected  to  a^ 
and  the  other  to  cd.  The  positions  of  the  two 
brushes,  Bj,  Bj,  are  so  arranged  that  as  the  coil 
revolves  the  brushes  cross  the  gaps  ad  and  dc 
in  the  ring,  just  as  the  coil  is  passing  through 
the  position  in  which  its  plane  is  perpendicular 

to  the  lines  of  force  of  the  field,  and  hence  the  

induced  current  is  zero.     Suppose  that  when  the  pj^,^  ^q. 

coil  is  in  the  position  c'd'  (Fig.  503)  the  end  of 
the  coil  connected  with  ad  is  at  the  higher  potential,  so  that  the  current 
in  the  external  circuit  is  going  from  Bj  to  Bj.  When  the  coil  has  passed 
through  the  position  in  which  its  plane  is  at  right  angles  to  the  lines  of 
force  of  the  field,  the  direction  of  the  induced  E.M.F.  will  be  reversed  ; 
thus  //(C  will  now  be  at  the  higher  potential.  The  copper  conductor  dc  will 
now  be  in  contact  with  the  brush  Bj,  and  hence  the  current  in  the  external 
circuit  will  still  flow  from  B^  to  Bj.  Although  the  current  in  the  external 
circuit  is  now  always  in  the  same  direction,  it  is  not  a  constant  current, 
but  twice  in  every  revolution  it  is  zero,  and  twice  reaches  a  maximum 
value  of  ^SHjR.    The  difference  between  this  rectified  current  and  the 
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alternating  current  can  most  clearly  be  seen  from  Fig.  505,  where  A 
represents  the  manner  in  which  the  alternating  current  varies  with  the 

time,  which  is  taken  as  abscissa, 
*  /     \  /^   X  while    at    B    the  corresponding 

^  A    curve  in  the  case  of  the  rectified 
current  is  shown. 

If  a  second  coil  of  the  same 
dimensions  as  the  first  were  fixed 
to  the  same  axle,  so  that  its  plane 
was  at  right  angles  to  that  of  the 
first,  and  it  were  supplied  with 
its  own  commutator,  the  brushes 
being  connected  to  the  same 
circuit  as  the  first  in  such  a  way 
that  the  currents  produced  by 
the  two  coils  in  the  external  cir- 
cuit were  in  the  same  direction, 
then  the  actual  current  in  the  circuit  would  be  obtained  by  combining  two 
such  curves  as  that  in  Fig.  505  B.  From  the  fact  that  one  coil  is  placed 
a  quarter  of  a  revolution  in  advance  of  the  other,  the  two  curves  must 
be  displaced  by  a  time  equal  to  a  quarter  of  a  revolution,  the  one  with 
respect  to  the  other.  In  Fig.  505  c  the  dotted  curves  represent  the 
currents  due  to  the  two  coils  separately,  and  the  full-line  curve  the  actual 
current  due  to  the  combined  action  of  the  two.  It  will  be  noticed  bow 
much  more  nearly  uniform  is  the  current  than  in  the  case  where  only 
one  coil  is  used,  and  hence  it  will  be  understood  how,  by  increasing  the 
number  of  coils,  what  is  practically  a  uniform  current  can  be  obtained. 

527.  Machines  for  the  Conversion  of  Meehanieal  Energy  Into 
Electricity.— The  arrangement  described  in  the  last  section,  although 
from  its  extreme  simplicity  it  was  useful  as  a  means  of  explaining  the 
production  of  the  currents  induced  in  a  coil  when  rotated  in  a  magnetic 
field,  yet,  on  account  of  the  weakness  of  any  uniform  field  of  the  extent 
we  there  supposed  and  one  produced  in  a  space  which  was  quite  free 
from  iron,  the  currents  induced  would  only  be  very  weak.  In  order  to 
obtain  stronger  currents,  it  is  necessary  to  have  recourse  to  the  use 
of  iron  in  order  to  increase  the  induction  through  the  rotating  coil. 
Although  the  systematic  description  of  even  one  or  two  of  the  different 
forms  of  machine  which  are  used  in  practice  for  obtaining  the  strong 
currents  which  are  now  used  is  quite  beyond  the  scope  of  this  book,  yet 
it  may  be  of  use  to  devote  a  few  pages  to  considering  the  more  general 
features  which  are  more  or  less  common  to  all. 

In  the  first  place,  from  a  historical  point  of  view  rather  than  a 
practical  one,  such  machines  can  be  divided  into  two  classes  according 
to  the  means  adopted  for  the  production  of  the  magnetic  field  in  which 
the  conductor  in  which  the  currents  are  induced  is  moved.     Machines 
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in  which  the  field  is  produced  by  means  of  permanent  steel  magnets  are 
called  magneto  machines,  while  those  in  which  the  field  is  produced  by 
electro-magnets  are  called  dynamos. 

The  small  machines  which  are  used  for  the  production  of  the  currents 
of  electricity  used  in  medicine  are  examples  of  magneto  machines.  The 
field  is  produced  by  a  horse-shoe  magnet,  while  the  coils  in  which  the 
induced  currents  are  generated  are  wound  on  soft  iron  cores.  The  coils 
and  their  cores  are  rotated  near  the  poles  of  the  magnet  in  such  a  way 
that  the  ends  of  the  cores  are  brought  alternately  near  the  north  pole 
and  the  south  pole  of  the  magnet  The  result  is  that  the  cores  become 
magnetised  alternately  in  one  direction  and  the  opposite,  and  hence  the 
induction  through  the  coils  which  are  wound  over  the  cores  is  changed, 
being  in  one  direction  when  the  core  is  opposite  the  north  pole,  and  in 
the  opposite  direction  when  the  core  is  opposite  the  south  pole.  If 
required,  the  alternating  currents  thus  produced  are  rectified  by  means 
of  a  commutator,  such  as  was  described  in  the  last  section. 

528.  Dynamo  Electrical  Machines.— In  dynamo  electrical  machines 
the  magnetic  field  is  produced  by  means  of  electro-magnets  which  are 
magnetised  by  sending  either  the  whole  or  part  of  the  current  pro- 
duced by  the  machine  round  the  coils  of  these  magnets.    The  coil  in 


Fig.  506. 


which  the  current  is  induced  is  called  the  armature,  while  the  electro- 
magnets are  called  the  field  magnets.  There  are  a  great  number  of 
different  forms  of  armatures  in  use,  and  we  shall  only  describe  the 
principles  on  which  the  action  of  three  of  these  forms  depend. 

The  Siemens  armature  consists  of  a  coil  of  insulated  wire  wound 
longitudinally  on  a  cylinder  of  soft  iron  as  shown  in  Fig.  506.  This 
armature  is  rotated  between  the  poles  of  the  field  magnet  NS,  and  as 
it  rotates  the  induction  through  the  coil  changes  in  very  much  the 
same  way  as  occurs  in  the  simple  coil  considered  in  §  526,  only  the 
presence  of  the  soft  iron  core  on  which  the  coil  is  wound  very  much 
increases  the  induction  through  the  coil  when  it  is  placed  in  a  given 
magnetic  field.  If  a  continuous  current  is  required,  a  commutator  is  used 
to  rectify  the  alternating  current 

The  Gramme  armature  is  shown  diagrammatically  in  Fig.  508,  and 
the  construction  of  an  actual  armature  is  shown  in  Fig.  507.  This  arma- 
ture consists  of  a  soft  iron  ring  aa'  (Fig.  508)  on  which  is  wound  a 
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Fig.  507. 

{Frvm  Canofs  "  PAjfsics.") 


continuous  coil  of  wire.     The  commutator  used  consists  of  a  number  of 
copper  bars,  ///  (Fig.  507),  which  are  separated  from  one  another  by  some 

insulating  material,  usually  mica. 
Each  of  these  bars  is  connected  with 
a  point  on  the  wire  which  is  wound 
on  the  iron  ring.  The  armature  is 
capable  of  being  rotated  about  an 
axis  perpendicular  to  its  plane  be- 
tween the  poles,  NS,  of  an  electro- 
magnet. On  account  of  the  greater 
permeability  of  the  iron  of  the  ring 
than  that  of  the  air  or  other  non- 
magnetic materials  between  the 
poles,  the  lines  of  induction  crowd 
through  the  iron  in  the  manner 
shown  in  Fig.  509.  Suppose  now  that 
the  armature  is  rotated  in  the  direc- 
tion indicated  by  the  arrow  in  Fig. 
508,  and  consider  one  turn  of  the 
wire  adc  which  is  wound  on  the  ring.  In  the  position  in  which  the  turn 
a^c  is  shown  there  are  no  tubes  of  induction  pass  through  it.  As,  how- 
ever, the  armature  rotates  the  number  of  tubes  of  induction  passing 
through  the  coil  increases  till  it  reaches  the  position  d^/.    The  result  of 

the  increase  of  the  number  of 
tubes  of  induction  passing 
through  the  coil  is  to  cause  the 
production  of  an  induced  E.M.F. 
tending  to  send  a  current  in  the 
direction  shown  by  the  arrow. 
As  the  coil  passes  from  def  Xo 
ghi  the  number  of  tubes  of  in- 
duction which  pass  through  it 
decreases,  and  an  induced  cur- 
rent in  the  reverse  direction  is 
produced.  As  the  coil  passes 
from  ghi  to  klm  the  number  of 
tubes  which  thread  through  it 
increases,  but  since  they  now 
pass  through  in  the  opposite 
direction,  the  induced  E.M.F.  is 
in  the  same  direction  as  it  was 
between  ^and  ghi.  Between 
klm  and  abc  the  number  of  tubes 


Fig.  508. 


which  pass  through  in  this  new  direction  decreases,  and  since  this  is 
the  same  thing  as  an  increase  in  the  number  of  tubes  passing  in  the 
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opposite  direction,  the  induced  E.M.F.  will  be  in  the  same  direction 
as  it  was  while  the  ring  was  passing  from  abc  to  def.  During  the 
rotation  of  the  armature  each  coil  in  succession  goes  through  the  same 
series  of  conditions  as  the  one  we  have  been  considering,  and  the 
result  is  that  the  induced  E.M.F.  in  the  half  ad  a' of  the  coils  are  all 
in  the  same  direction,  an<J  so  the  actual  induced  E.M.F.  between  the 
points /and  tn  is  the  sum  of  the  E.M.F.'s  induced  in  the  separate  coils 
between  these  points,  while  an  equal  and  opposite  E.M.F.  is  induced 
in  the  coils  in  the  half  a'ca.  Since  the  induced  E.M.F.'s  in  the  two 
halves  of  the  armature  are  equal  and  opposite,  there  is  no  E.M.F. 
tending  to  cause  a  current  to  circulate  round  the  armature,  although  this 
consists  of  a  closed  circuit,  but  an  E.M.F.  is  produced  between  the  bars 
X  and  y  of  the  commutator.  Hence  if  two  brushes,  B,  B',  make  contact 
with  the  commutator  at  x  and  y  respectively,  and  these  brushes  are 
connected  to  an  external  circuit,  a  current  will  be  produced  in  this  circuit. 
If  the  strength  of  the  current  produced  by  the  machine  is  C,  then  each 
half  of  the  armature  is  traversed  by  a  current  C/2. 

The  figure  also  shows  the  manner  in  which  the  current  produced  is 
used  to  magnetise  the  field  magnets.  When  the  machine  is  started,  on 
account  of  the  residual  magnetism  retained  by  the  cast  iron  of  which  the 
cores  of  the  field  magnets  are  composed,  there  exists  a  weak  field  between 
the  poles.  The  rotation  of  the  armature  in  this  field  produces  a  small 
current,  which  traverses  the  coils  of  the  field  magnets  and  increases  their 
magnetism,  and  this  increase  in  the  field  increases  the  induced  E.M.F., 
and  hence  also  the  current  passing  through  the  field  magnets.  This 
action  of  the  induced  current  in  increasing  the  strength  of  the  field 
goes  on,  till,  on  account  of  saturation,  the  magnetisation  of  the  magnets 
does  not  increase  as  the  magnetising  current  increases. 

In  the  description  given  above  we  have  supposed  that  the  lines  of 
induction  of  the  magnet  which  pass  through  the  ring  remain  unaffected 
when  the  armature  rotates  and  the  machine  produces  a  current.  This, 
however,  is  not  the  case,  for  the  current  passing  through  the  armature 
causes  lines  of  induction  to  pass  through  the  ring.  Hence  the  form  of 
the  actual  tubes  of  induction  in  the  ring  is  obtained  by  compounding  the 
field  due  to  the  field  magnets  with  that  due  to  the  current  in  the  armature. 
The  result  is  that  the  tubes  of  induction  have  the  form  shown  in  Fig.  510, 
and  as  a  result  the  points  of  the  armature  where  the  induction  through 
the  coil  is  a  maximum,  instead  of  being  along  the  line  ab,  as  we  have 
supposed  in  our  description,  are  along  the  line  a'b',  being  displaced  in 
the  direction  in  which  the  armature  is  rotating.  The  magnitude  of  this 
displacement  of  the  points  of  maximum  induction,  and  hence  also  of  the 
positions  where  the  brushes  must  touch  the  commutator,  depends  on  the 
strength  of  the  current  the  machine  is  sending,  so  that  mechanism  is 
usually  provided  to  allow  of  the  position  of  the  brushes  being  adjusted. 

Since  in  the  Gramme  armature  the  inside  portion  of  each  turn  of  the 
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wire  on  the  armature  moves  in  such  a  way,  that,  as  shown  in  Fig.  508,  it 
does  not  cut  any  lines  of  induction,  or  at  any  rate  very  few,  this  portion  of 
the  wire  has  very  little  beneficial  effect  as  far  as  the  production  of  an  induced 
E.M.F.  is  concerned,  while,  since  the  induced  current  has  to  pass  through 
this  wire,  electrical  energy  is  wasted  in  heating  the  wire,  according  to 


K— - 


Fig.  509. 

(From  G«no(s  "  Physics.'') 


{Frvm  Gano/s  *'  Physics.'^ 


Joule's  law.  Hence  the  Gramme  armature  is  better  fitted  for  the  pro- 
duction of  small  currents  at  a  high  potential  than  of  very  strong  currents. 
On  this  account  a  different  form  of  winding,  called  the  drum  winding,  is 
adopted.  In  one  form  of  armature  a  cylindrical  core  of  soft  iron  is 
mounted  so  as  to  be  capable  of  rotation  about  its  axis  between  the  poles 
of  the  field  magnets,  and  is  wound  with  wire  in  the  manner  shown  dia- 
grammatically  in  Fig.  511,  in  which,  for  simplicity,  only  four  coils  are 

shown,  and  each  coil  is  supposed  to  consist 
of  only  one  turn.  In  this  arrangement, 
each  turn,  or  set  of  turns,  which  builds  up 
each  section  of  the  armature,  is  wound 
round  the  cylinder  in  very  much  the  same 
way  as  the  single  coil  in  the  Siemens 
armature.  The  ends  of  each  turn  or  coil 
are  brought  to  consecutive  bars  of  the 
commutator,  and  the  end  of  one  turn  or 
coil  is  connected  to  the  same  bar  as  the  beginning  of  the  next  turn 
or  coil.  Taking  any  turn,  it  will  be  seen  that  the  opposite  sides  are 
cutting  through  the  tubes  of  induction  in  opposite  directions,  so  that, 
as  in  the  case  of  the  simple  coil  considered  in  §  526,  there  is  an  E.M.F. 
acting  round  the  coil,  and  both  sides  of  the  turn  cut  through  tubes  of 


Fig.  511. 
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induction,  and  hence  contribute  to  the  induced  E.M.F,  The  current  is 
taken  from  the  armature  by  means  of  two  brushes  making  contact  with 
the  commutator. 

In  the  case  of  each  of  the  forms  of  dynamo  considered,  if  a  continuous 
current  is  sent  through  the  field  magnets  and  armature,  this  latter  will  be 
set  in  rotation,  so  that  they  will  also  function  as  electric  motors  for  con* 
verting  electrical  energy  into  mechanical  work.  A  consideration  of  the 
force  which  acts  on  a  conductor  conveying  a  current,  when  it  is  placed  at 
right  angles  to  the  lines  of  force  of  a  magnetic  field,  will  at  once  show 
how  it  is  these  machines  will  act  as  motors. 

529.  Series,  Shunt,  and  Compound  Maehines.— In  the  preceding 
section  we  have  sup(>osed  that  the  armature  and  the  coils  of  the  field 
magnets  were  arranged  in  series,  so  that  the  whole  of  the  current  pro- 
duced by  the  machine  passes  round  the  magnets.  This  arrangement  is 
called  a  series  machine.  Since  the  E.M.F.  induced  in  the  armature  is 
proportional  to  the  strength  of  the  magnetic  field  in  which  the  armature 
turns,  it  follows  that  in  a  series  machine  the  E.M.F.,  or  voltage  as  it  is 
called,  increases  as  the  current  which  the  machine  is  furnishing  increases, 
the  speed  of  rotation  being  supposed  constant.  Since,  as  we  have  pointed 
out,  the  constancy  of  the  voltage  supplied  to  incandescent  lamps  is  of 
great  importance,  this  dependence  of  the  voltage  given  by  a  series  machine 
on  the  current  being  taken  from  it  is  an  objection. 

Another  arrangement  used  is  not  to  send  the  whole  of  the  current 
which  traverses  the  armature  through  the  field  magnets,  but  to  let  the 
field  magnets  form  a  shunt  on  the  external  circuit.  This  arrangement  is 
called  a  shunt-wound  machine,  and  in  it  part  of  the  current  supplied  by 
the  armature  goes  through  the  field  magnets,  and  the  rest  through  the 
external  circuit.  If  now  the  resistance  of  the  external  circuit  is  reduced, 
so  that  the  current  sent  by  the  machine  increases,  the  proportion  of  the 
current  which  goes  through  the  field  magnet  is  reduced,  for  these  are 
now  shunted  by  a  less  resistance  than  before.  Hence  in  this  arrange- 
ment there  is  no  tendency  for  the  voltage  to  rise  when  the  resistance  of 
the  external  circuit  is  reduced,  so  that  the  machine  is  called  upon  to 
furnish  a  greater  current.  On  the  other  hand,  if  the  external  resistance 
is  very  much  reduced,  the  proportion  of  the  current  which  traverses  the 
field  magnets  is  so  small  that  the  voltage  will  fall.  For  this  reason  a 
combination  of  the  two  kind^  of  winding  is  sometimes  used,  in  which 
some  of  the  magnetising  current  of  the  field  magnets  is  supplied  by  a 
few  turns  of  wire  in  which  the  whole  current  passes,  these  coils  being  in 
series  with  the  armature,  and  the  rest  of  the  magnetising  field  is  supplied 
by  a  number  of  turns  of  wire  which  are  arranged  in  parallel  with  the 
external  circuit.  A  machine  wound  on  this  principle  is  called  a  compound 
machine. 

530.  Back  E.H.F.  in  Motors.— Suppose  that  the  resistance  of  the 
armature  and  field  magnets  of  a  motor  is  R^  and  that  it  is  connected  to 
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a  source  of  electromotive  force,  say  a  battery,  which  will  produce  a 
constant  difference  of  potential  of  V  volts  at  the  terminals  of  the 
machine.  Then  if  the  armature  is  at  rest,  a  current  C,  given  by  the 
equation  C—  VjJR^  will  pass  through  the  armature.  If  now  the  annature 
is  set  free,  so  that  it  is  allowed  to  revolve,  then,  since  if  the  armature 
were  driven  round  in  the  same  direction  as  that  in  which  it  turns  an 
E.M.F.  would  be  developed  at  its  terminals  in  the  opposite  direction 
to  that  which  is  used  to  drive  it,  it  follows  that  the  armature  by  its 
motion  will  create  an  induced  E.M.F.  which  will  oppose  the  E.M.F.  V 
which  is  sending  a  current  through  the  motor.  This  counter  E.M.F., 
as  it  is  called,  will  increase  as  the  speed  of  the  motor  increases,  since 
the  induced  E.M.F.  depends  on  the  speed  with  which  the  conductors 
on  the  armature  cut  through  the  tubes  of  induction  of  the  field.  Let 
V  be  the  counter  E.M.F.  developed  at  any  given  speed,  then  the  effective 
E.M.F.  sending  a  current  through  the  machine  is  V-Vy  and  hence  the 
current  which  traverses  the  armature  is  given  by 

C={V-v)lR. 

If  the  machine  is  supposed  to  turn  without  friction  and  to  do  no  external 
work,  the  speed  will  go  on  increasing  till  the  counter  E.M.F.  is  equal  to  V. 
Under  these  conditions  there  will  now  be  no  force  acting  on  the  arma- 
ture tending  to  make  it  rotate,  and  hence,  since  we  have  postulated 
the  absence  of  friction,  the  machine  will  continue  to  turn  at  a  constant 
speed.  If  now  the  machine  is  caused  to  do  external  work,  say  to  wind 
up  a  weight,  then  the  speed  will  decrease,  and  the  back  E.M.F.  will 
decrease,  so  that  a  current  will  pass  through  the  machine. 

Suppose  that  the  power  developed  by  the  machine,  that  is,  the  rate 
at  which  it  does  work,  is  Py  and  that  either  the  friction  in  the  different 
parts  of  the  machine  is  so  small  as  to  be  negligable,  or,  what  comes 
to  the  same  thing,  that  the  power  P  includes  the  work  done  against 
friction.  If  then  the  back  E.M.F.  is  Vy  the  current  passing  through 
the  machine  will  be  {V-v)jR.  The  energy  corresponding  to  this 
current  will  be  spent  partly  in  heating  the  wire  forming  the  armature, 
and  partly  in  doing  the  work  P.  The  part  of  the  energy  spent  in  pro- 
ducing heat  is,  by  Joule's  law,  OR  or  (K-7')V^.  Since  the  E.M.F. 
between  the  terminals  of  the  machine  is  ^'J  the  energy  supplied  by  the 
current  C  in  one  second  when  flowing  through  this  drop  of  potential 
is  CV,    Hence  the  energy  available  for  doing  external  work  is 

{V-v)V    (V-vy 

or  P^v{V-'v)lR. 

From  this  expression  it  will  be  seen  that  P  is  zero,  that  is,  the 
machine  does  no  external  work,  both  when  V^v  and  when  7/=a     The 
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first  case  is  that  which  we  have  already  considered,  when  the  motor 
revolves  at  such  a  speed  that  the  back  E.M.F.  is  equal  to  the  applied 
E.M.F.  The  other  case,  when  v=o,  is  when  the  armature  is  at  rest, 
and  when  the  current  is  VjR^  and  hence  the  heat  developed  according 
to  Joule's  law  is  C^R  or  FC,  that  is,  is  equal  to  the  energy  supplied  by 
the  external  source,  so  that  there  is  none  available  for  doing  external 
work.  If  the  speed  of  the  motor  is  by  some  external  means  increased, 
so  that  V  is  greater  than  the  applied  E.M.F.,  the  motor  will  operate 
as  a  generator  and  will  send  a  current  in  the  reverse  direction  round 
the  circuit,  and  in  this  way  will  supply  energy  to  the  circuit 

The  power  developed  by  the  motor  will  be  a  maximum  when  F=  2z/. 
Then  the  power  given  by  the  motor  is  V^I^R^  and  the  energy  supplied 
will  be  V^J2R ;  so  that  the  power  developed  will  be  a  maximum,  when 
the  spee4  is  such  that  the  back  E.M.F.  is  half  the  applied  E.M.F., 
and  half  the  energy  supplied  will  be  converted  into  useful  work  and 
half  wasted  in  heat.  It  must,  however,  be  noted  that  although  this 
is  the  speed  for  which,  having  given  the  external  E.M.F.,  most  work 
can  be  done  by  the  motor,  it  is  by  no  means  the  most  economical 
speed  at  which  to  run  the  motor.  The  energy  supplied  is  V{V-v)IR^ 
while  the  energy  converted  into  work  is  v{V-v)lR.  Hence  the  ratio 
of  the  energy  converted  into  useful  work  to  the  energy  supplied  is 
v(V-v)IV{y-v)orvlK  Thus  the  proportion  of  the  energy  supplied 
which  is  converted  into  useful  work  increases  as  v  is  made  more  nearly 
equal  to  F.  As  we  have  seen,  however,  as  the  speed  is  increased,  so 
that  V  may  become  more  nearly  equal  to  K,  although  the  proportion 
of  the  energy  supplied  which  is  converted  into  useful  work  is  large,  yet, 
since  the  amount  of  energy  which  the  motor  is  then  capable  of  taking 
from  the  external  circuit  is  very  small,  the  power  developed  must 
also  be  small.  In  practice  it  is  usual  to  run  motors  at  speeds  so 
much  above  that  for  which  K=  2z/,  that  nearly  90  per  cent,  of  the  energy 
supplied  is  converted  into  useful  work. 

681.  Altematingr  Currents— Transfonners.— The  employment 
of  electricity  for  the  transmission  of  the  energy  developed,  say,  at  a 
waterfall,  to  the  neighbouring  towns,  over  distances  of  many  miles,  makes 
the  question  of  the  cost  of  the  conductors  employed  to  convey  the 
current  from  the  generating  point  to  the  place  where  it  is  used  of  con- 
siderable importance.  Suppose  that  it  is  required  to  transmit  power 
from  A  to  /?,  so  that  the  energy  available  at  B  is  W^  watts.  If  ^  is  the 
resistance  of  the  conductor  extending  from  A  to  B  and  back,  by  means 
of  which  the  current  is  conveyed,  and  C  is  the  current  transmitted,  while 
V  is  the  E.M.F.  between  the  wires  at  the  generating  end.  Then  by 
Ohm*s  law  the  fall  of  potential  along  the  wires  will  be  equal  to  RC^ 
and  hence  the  E.M.F.  available  at  B  will  be  V^RC.  Thus  the  eneigy 
available  at  B  will  be  C(  V-  RQ,  and  this  is  to  be  equal  to  W»  The 
watts  wasted  in  heat  in  the  conducting  wires  is  by  Joule's  law  C^R. 
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Hence  the  object  is  to  make  C^R  as  small  as  possible,  while  keeping- 
0(  V-  RC)  constant.  One  way  of  doing  this  is  to  reduce  the  value  of 
R^  that  is,  to  increase  the  diameter  of  the  wire  used  to  convey  the 
current.  This,  however,  involves  a  great  outlay  on  copper.  Another  way 
of  reducing  the  loss  of  energy  in  the  conducting  wires  is  to  reduce  the 
current  C,  but  under  these  circumstances,  if  W  is  to  remain  constant, 
Fmust  be  made  large  ;  that  is,  a  great  potential  difference  between  the 
wires  must  be  employed.  Since,  however,  an  accidental  contact  with 
the  wires  conveying  currents  at  high  potentials  is  fatal  to  life,  such 
currents  are  not  suitable  for  use  in  houses  for  lighting  purposes,  or  for 
driving  machinery  in  workshops.  There  is  a  further  difficulty,  that  to 
produce  directly  such  high  potential  currents  involves  very  complete 
insulation  between  the  separate  turns  of  the  armature  of  the  dynamo 
employed.  It  is  thus  evident  that  if  by  any  means  the  low-tension 
current  produced  by  the  generator  were  converted  into  a  high-tension 
current,  and  this  current  were  transmitted  to  the  distant  station  where 
it  was  again  converted  into  a  low-tension  current,  the  advantage  of  the 
small  loss  of  energy  during  the  transmission  with  the  absence  of  the 
danger  attached  to  the  use  of  high-tension  currents  would  be  attained. 
In  the  case  of  continuous  currents,  this  transformation  from  low  to 
high  tension  and  vice  versa  is  not  possible,  except  by 
virtually  using  a  motor  driven  by  the  one  current  to 
drive  a  dynamo  to  produce  the  other,  but  with  alter- 
nating currents  the  case  is  quite  different 

Suppose  that  an  iron  ring  (Fig.  512)  is  lapped 
over  with  a  layer  of  insulated  wire,  there  being  N 
turns,  the  cross-section  of  the  iron  being  s  and  the 
axial  length  of  the  ring  /.     Then  if  a  current  C  is 

sent  through  this  coil,  we  shall  have  an  induction  j? 

P  in  the  iron  equal  to  4iry\>C//.     For  suppose  that  the 

iron  were  removed,  then  by  §  475  the  work  which  would 
be  done  in  carrying  a  unit  pole  once  round  the  inside  of  the  annular 
space  which  was  occupied  by  the  iron  will  be  /^xNCy  for  it  will  have 
been  carried  once  round  N  conductors,  in  each  of  which  a  current  C 
is  flowing.  If  H  is  the  strength  of  the  field  within  the  coil  produced 
by  the  current,  then  the  work  done  in  carrying  a  unit  pole  once  round 
will  be  IH,  Hence,  equating  these  two  values,  we  get  the  value  of  the 
magnetising  field  when  no  iron  is  placed  within  the  coil  as 

//=4irAr//. 
But  if  /A  is  the  permeability  of  the  iron  for  the  magnetising  field  H,  then 
the  induction  B  is  given  by  B—ilH^  or,  substituting  for  H  the  value 
just  obtained,  ^^AirfiNC 

The  total  number  of  tubes  of  induction  which  pass  through  the  cross- 
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section  of  the  iron  is  sB^  so  that  the  number  of  tubes  of  induction  which 
pass  round  the  ring  of  iron  is  given  by 

If  in  addition  a  second  coil  containing  n  turns  of  wire  is  lapped  round 
the  ring,  then  each  turn  of  this  coil  will  be  traversed  by  sB  tubes  of 
induction,  or  the  whole  coil  will  be  traversed  by  nsB  tubes.  If  now, 
instead  of  the  current  being  constant  it  is  an  alternating  current,  and 
if  C  is  the  maximum  value  of  the  current,  the  induction  through  the 
secondary  coil  will  vary  from  -k-nsBXo  -nsB,  and  an  induced  E  M.F. 
will  be  produced.  If  -^  is  the  resistance  of  the  primary  coil,  then  by 
making  ^  small,  that  is,  having  a  few  turns  of  thick  wire,  the  applied 
E.M.F.  required  to  send  the  current  C  through  the  primary  coil  may  be 
made  small.  On  the  other  hand,  since  the  induction  sB  takes  place 
through  each  of  the  turns  of  the  secondary,  and  that  the  induced  E.M.F. 
in  the  whole  coil  is  the  sum  of  the  induced  E.M.F.'s  in  the  separate  turns, 
by  making  the  number  of  turns,  «,  in  the  secondary  large  the  induced 
E.M.F.  may  be  made  large.  Hence  by  sending  an  alternating  current 
through  one  of  the  coils  an  alternating  induced  current  will  be  produced 
in  the  other  coil,  and  by  suitably  varying  the  ratio  of  the  number  of  turns 
in  the  two  coils  the  induced  E.M.F.  may  be  made  to  bear  any  required 
relation  to  the  E.M.F.  used  to  send  the  current  in  the  primary  circuit. 
The  exact  relation  between  the  primary  and  the  secondary  E.M.F.'s  is 
complicated  by  the  effects  of  self  and  mutual  induction  as  well  as  by  the 
hysteresis  of  the  iron.  The  above  will,  however,  explain  the  general 
principles  on  which  transformers,  as  such  arrangements  are  called,  work. 
It  will  be  noticed  that  an  induction  coil  is  simply  a  transformer  in  which 
the  secondary  has  a  relatively  great  number  of  turns,  so  that  the  E.M.F. 
induced  in  it  is  very  great. 

In  the  employment  of  transformers  for  the  transmission  of  power  the 
generating  dynamo  gives  a  relatively  low  voltage,  and  by  means  of  a 
transformer  the  current  produced  is  transformed  into  a  high -pressure 
current,  which  is  transmitted  to  the  place  where  the  electrical  energy  is 
to  be  used.  Here,  by  means  of  a  second  transformer,  the  current  is 
again  converted  into  a  low-pressure  current. 

632*.  The  Magnetic  Circuit.— In  the  last  section  we  showed  that  ii 
we  have  a  soft  iron  annulus  of  cross-section  s,.  which  is  lapped  round 
uniformly  with  N  turns  of  wire,  the  length  of  the  iron  core  measured 
along  the  axis  being  /,  the  total  induction  through  the  iron  is  given  by 

Bs =47r  JVCfis/Zj 

where  C  is  the  current  flowing  in  the  wire.  If  we  call  the  total  induction 
through  any  cross-section  of  the  iron  6^,  we  may  write — 

G^=47riVC./i.j//. 
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Now  if  the  iron  were  removed,  the  work  which  would  have  to  be  done 
to  carry  the  unit  pole  once  round  the  annular  space  which  was  occupied 
by  the  iron  would  be  ^vNC,  for  we  should  have  carried  the  unit  pole 
once  round  N  circuits,  in  each  of  which  a  current  C  was  flowing.  Hence, 
if  we  call  this  quantity  of  work  M^  we  have 

G-^M,tL,sll, 

Thus  the  total  induction  through  the  iron  is  obtained  by  multiplying  M 
by  a  factor,  as  which  depends  on  the  nature  of  the  material  (iron)  forming 
the  annulus,  and  by  a  factor,  x//,  which  depends  on  the  geometrical 
dimensions  of  the  portion  of  the  substance  considered.  Now  if  an 
E.M.F.,  E^  acts  between  the  ends  of  a  uniform  conductor,  of  which  the 
cross-section  is  s  and  the  length  /,  and  of  which  the  specific  conductivity 
is  k,  the  current  C  flowing  in  the  conductor  is  given  by 

C^E.k.sji. 

The  E.M.F.,  £",  acting  between  the  ends  of  the  conductor  is  measured 
by  the  work  which  is  done  on  unit  quantity  of  electricity  as  it  flows  from 
one  end  of  the  conductor  to  the  other,  so  that  the  current  is  equal  to  the 
product  of  this  quantity  of  work  into  a  factor,  k,  which  depends  on  the 
nature  of  the  conductor,  and  into  a  factor,  j//,  depending  on  the  geo- 
metrical dimensions  of  the  conductor.  Stated  in  this  way  there  will  be 
seen  to  be  a  certain  parallelism  between  the  magnetic  equation  and  the 
electrical  equation,  and  this  parallelism  has  led  to  the  adoption  in  the 
magnetic  case  of  a  terminology  suggested  by  the  electrical  problem. 
Thus  the  quantity  My  which  plays  the  same  part  in  the  magnetic 
equation  as  does  the  E.M.F.  in  the  electrical  problem,  is  called  the 
7nagnetO'fnotive  force^  and  ;*  has  been  called  the  specific  magnetic  con- 
ductivity. In  the  same  way,  since  the  factor  l\sk  represents  the  resistance 
of  the  conductor,  the  factor  //j/a  has  been  called  the  magnetic  resistance 
or  reluctance.  Using  this  terminology,  we  have  that  the  total  magnetic 
induction  through  a  magnetic  circuit*  is  equal  to  the  magneto-motive 
force  divided  by  the  reluctance. 

Although  this  manner  of  viewing  magnetic  problems  is  of  considerable 
use,  particularly  when  dealing  with  practical  problems,  such  as  the  design 
of  dynamos  and  transformers,  and  has  proved  suggestive  in  indicating 
new  paths  for  experimental  research,  it  must  be  remembered  that  the 
whole  analogy  is  a  mathematical  one,  built  up  on  the  similarity  of  the 
two  equations  considered  above,  there  being  no  physical  analogy  between 
the  two  cases.     Thus  there  is  no  known  magnetic  phenomenon  which  is 

1  We  have  already  seen  that  every  tube  of  induction  is  an  endless  tube ;  thus  the 
portion  of  space  through  which  any  tube,  or  set  of  tubes,  passes  in  their  whole  length 
forms  a  closed  circuit,  and  it  is  therefore  known  as  a  magnetic  circuit.  A  magnetic 
circuit  may  be  formed  by  one  or  more  different  media,  and  may  be  single  or  branched, 
just  as  an  electrical  circuit  may  be  formed  by  different  substances,  and  may  have 
branches  forming  loops,    . 
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physically  analogous  to  the  conduction  current,  while  physically  the 
analogue  of  permeability  is  not  specific  conductivity  but  specific  inductive 
capacity.  Again,  while  the  resistance  of  a  conductor  is  independent  of 
the  strength  of  the  current,  the  reluctance  depends  on  the  magnetic 
induction,  for,  as  we  have  seen  in  §  504,  the  permeability  of  iron  varies 
enormously  with  the  induction. 

In  the  case  of  the  annulus  considered  above,  the  tubes  of  induction 
are  confined  to  the  iron,  and  the  magnetic  circuit  therefore  consists  of 
one  medium  only.  We  may,  however,  apply  the  idea  of  the  magnetic 
circuit  to  cases  where  the  tubes  of  induction  pass  through  media  of 
different  permeability. 

In  the  first  place,  let  us  take  the  case  of  the  iron  ring  already  con- 
sidered, but  suppose  that  the  magnetising  coil,  instead  of  being  wound 
uniformly  all  round  the  ring,  is  confined  to  a  small  portion'  of  the  cir- 
cumference. Under  these  circumstances,  some  of  the  tubes  of  induction 
will  leave  the  iron  in  the  part  of  the  ring  which  is  not  covered  by  the 
magnetising  coil,  and  will  travel  through  the  air.  Since,  however,  the 
permeability  of  soft  iron  is  several  hundred  times  greater  than  that  of 
the  air,  at  any  rate  when  the  magnetising  field  is  not  very  great,  such  a 
large  proportion  of  the  tubes  of  induction  will  continue  all  the  way  through 
the  iron  ring,  that  we  may,  without  making  any  appreciable  error,  neglect 
the  ones  that  do  not.  If  the  iron  were  removed,  and  a  unit  pole  were 
carried  once  round  the  space  previously  occupied  by  the  iron  ring,  it 
would  pass  once  round  each  of  the  turns  of  the  magnetising  coil.  Hence 
if  there  are  N  turns  in  this  coil,  and  the  current  is  C,  the  work  done 
is  ^vNCy  and  therefore  the  magneto-motive  force  is  ^tNC.  Also  the 
reluctance  of  the  iron  ring  is  ijsfji.  Thus  the  total  induction  through  the 
iron  is  given  by 

This  result  is  slightly  greater  than  that  in  the  iron  which  is  furthest 
from  the  magnetising  coil,  on  account  of  the  tubes  of  induction  which 
thread  through  the  coil,  but  instead  of  p>assing  through  the  iron,  pass 
through  the  surrounding  air.  Still  the  result  obtained  is  a  very  near 
approximation  to  the  truth.  The  advantage  of  the  magnetic-circuit  point 
of  view  is  apparent  if  we  consider  how  very  difficult  it  would  be  to  cal- 
culate the  value  of  the  magnetising  force  at  each  point  of  the  iron  ring, 
in  order  to  deduce  the  induction.  The  analogue  of  this  problem  in 
electricity  would  be  the  case  of  a  ring  of  copper  immersed  in  a  feebly 
conducting  medium,  such  as  water,  for  in  such  a  case  most  of  the  current 
would  traverse  the  copper,  but  some  would  traverse  the  water,  and  so  the 
resistance  of  the  circuit  would  be  somewhat  less  than  the  resistance  of 
the  copper  alone,  although  a  very  near  approximation  to  the  current 
would  be  obtained  if  we  neglected  the  portion  of  the  current  which  flows 
through  the  water. 
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As  another  example  of  the  utility  of  the  idea  of  the  magnetic  circuit, 
we  may  take  the  case  of  the  iron  ring  which  is  lapped  over  with  a 
uniformly  wound  magnetising  coil,  but  which  at  one  place  has  been  cut 
so  that  the  continuity  of  the  iron  is  broken  by  a  narrow  air-gap.  As 
before,  the  magneto-motive  force  will  be  /^wNC,  The  magnetic  circuit  is 
no  longer  confined  to  a  single  medium,  but  at  the  gap  passes  from  iron 
to  air.  Hence  in  calculating  the  reluctance,  we  have  to  consider  the  two 
portions  of  the  circuit,  in  one  of  which  the  permeability  is  /i,  and  in  the 
other  portion  it  is  unity.  If  jr  is  the  width  of  the  gap,  the  length  of  the 
iron  circuit  is  /-;r.  Hence  the  reluctance  of  the  iron  part  of  the  circuit 
is  (/-  x)/Atj.  If  the  air-gap  is  at  all  wide,  the  tubes  of  induction  will  spread 
out  at  the  gap,  and  hence  the  cross-section  of  the  magnetic  circuit  in  the 
gap  will  be  greater  than  s.  If,  however,  the  gap  is  very  narrow,  the 
spreading  of  the  tubes  will  be  inappreciable,  and  we  may  take  the  cross- 
section  of  the  circuit  at  the  gap  as  equal  to  s.  The  length  of  the  air  part 
of  the  circuit  being  :r,  the  reluctance  is  xfs.  Hence  the  reluctance  of  the 
combined  iron  and  air  circuit  is 

(J-x)lfLS+xls. 

Thus  the  total  induction  through  the  circuit  is  given  by 

G^^irNCI{{l''x)ltis+xls) 

If  the  length  of  the  ring  had  been  /+:r(/A-  i),  and  supposing  no  gap 
were  present,  the  induction  would  have  been 

47riVCK/{/+^(M-l)}. 

Hence  the  effect  of  a  gap  of  length  x  in  reducing  the  induction  is  the 
same  as  would  be  produced  by  a  length  x{ii,-  i)  of  iron.  If  the  mag- 
netising field  {^^NC)  is  5  c.g.s,  units,  the  permeability  for  the  soft  iron, 
for  which  the  curve  in  Fig.  481  is  drawn,  is  2400.  Hence  if  the  length  of 
the  ring  is  30  cm.,  and  its  cross-section  4  sq.  cm.,  the  induction  with  a 
gap  a  millimetre  wide  is 

5  X  2400  X  4         48000  o      •.  *  u  « 

^  -   ;        -     .  ==  ^,    -  =  177.8  unit  tubes. 
30+0.1(2400-1)     269.9 

If  no  gap  were  present  the  induction  would  be 

5x2400x4       .  -^  *  u 

^      ^       -— 1600  unit  tubes. 

It  will  thus  be  seen  how  enormously  the  presence  of  the  air-gap 
reduces  the  total  induction. 
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"^  688.  The  Eleetrie  Telegraph.— Since  the  direction  in  which  a 
galvanometer  needle  is  deflected  depends  on  the  direction  of  the  current 
which  is  sent  through  it,  by  having  an  arrangement  at  one  station  by 
which  the  current  sent  by  an  electric  battery  can  be  reversed  in  direction, 
and  connecting  the  commutator  with  a  galvanometer  placed  at  the  other 
station  by  an  insulated  conducting  wire,  signals  can  be  transmitted  from 
the  battery  station  to  the  other.  Only  one  conducting  wire  is  in  general 
used,  the  earth  being  used  for  completing  the  circuit.  By  having  a 
battery  and  a  galvanometer  at  each  station,  which  by  means  of  keys  can 
be  connected  to  the  circuit  and  the  current  reversed,  messages  can  be 
sent  in  both  directions.  The  older  forms  of  electric  telegraph  were  on 
this  principle,  the  receiving  instruments  being,  in  fact,  somewhat  unsen- 
sitive  galvanometers  in  which  the  deflection  of  the  needle  to  right  and 
left  was  observed.  At  the  present  time  nearly  all  telegraphy  is  done  by 
means  of  the  Morse  sounder.  This  instrument  consists  of  a  small  electro- 
magnet, through  the  coils  of  which  the  current  sent  from  the  sending 
station  is  passed.  This  current  causes  the  electro-magnet  to  attract  a 
light  soft  iron  armature,  which  is  held  away  from  the  pole  of  the  electro- 
magnet by  means  of  a  spring.  The  armature,  when  it  strikes  the  pole, 
makes  a  distinct  click,  and  from  the  number  of  clicks  and  the  interval 
between  them,  the  operator  reads  the  signal  The  current  is  sent  by 
means  of  a  key,  on  the  depression  of  which  the  circuit  of  the  battery  is 
completed.  In  the  following  table  the  code  ordinarily  employed,  and 
called  the  Morse  code,  is  given.  A  long  stroke  means  that  the  interval 
between  that  click  and  the  next  has  to  be  longer  than  that  between  a 
short  stroke  and  the  next. 

The  Morse  Alphabet. 


A 
B 
C 
D 
E 
F 
G 
H 
I 


J 

K 
L 
M 
N 
O 
P 

Q 

R 


S 

T 

U 

V 

W 

X 

Y 

Z 


When  the  distance  between  the  sending  and  the  receiving  stations  is 
considerable,  on  account  of  the  resistance  of  the  connecting  wire,  the 
current  which  can  be  sent  is  not  sufficiently  strong  to  attract  the  arma- 
ture of  the  receiving  instrument  and  make  it  g^ve  an  audible  sound. 
In  these  circumstances  what  is  called  a  relay  is  employed.  This  con- 
sists of  an  electro-magnet,  round  the  coils  of  which  the  current  which 
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is  sent  from  the  distant  station  is  sent.  When  the  current  passes 
through  this  electro-magnet  it  attracts  a  very  light  and  delicately  poised 
armature.  This  armature  works  l)etween  two  stops,  and  when  it  is 
attracted  by  the  magnet  against  the  one  stop,  it  completes  the  circuit  of 
a  local  battery  which  has  the  sounder  in  its  circuit.  Hence  the  sounder 
is  worked  by  a  battery  at  the  station  at  which  the  signal  is  received,  and 
the  current  transmitted  from  the  distant  station  is  only  used  to  complete 
the  circuit  of  the  local  battery. 

In  the  case  of  submarine  telegraphy,  where  the  distances  between 
the  stations  are  often  very  great,  the  receiving  instrument  is  practically 
a  very  sensitive  mirror  galvanometer,  and  the  message  signals  are  formed 
by  deflections  of  the  spot  of  light  reflected  from  the  mirror  to  right  and 
left,  a  deflection  to  the  right  corresponding  to  a  dash  in  the  Morse 
alphabet,  and  a  deflection  to  the  left  to  a  dot. 

In  duplex  telegraphy  two  messages  are  sent  simultaneously  through 
the  same  wire,  one  in  each  direction.  This  is  accomplished  by  winding 
the  receiving  instrument  G  (Fig.  513)  with  two  coils, 
which  are  so  arranged  that  when  the  battery  B  is 
connected  to  the  circuit  by  pressing  the  key  K  so 
as  to  rest  on  the  stud  a,  the  current  which  passes 
from  the  battery  divides  at  the  instrument,  part 
going  through  one  coil  and  part  through  the 
other,  and  in  such  a  direction  that  the  effects  of 
the  currents  in  the  two  coils  on  the  needle  of  the 
instrument  are  in  opposite  directions.  One  coil 
of  the  instrument  is  connected  to  the  line  which 
goes  to  the  other  station,  while  the  second  coil  is 
connected  through  a  variable  resistance  R  with 
the  other  pole  of  the  battery  and  the  plate  E, 
which  is  buried  in  the  earth.  If  then  the  resist- 
ance of  the  one  coil,  the  line,  the  receiving  instru- 
ment at  the  other  station,  and  of  the  return  circuit 
through  the  earth,  is  the  same  as  that  of  the 
second  coil  of  the  instrument  at  the  sending 
station,  together  with  the  resistance  R,  the  current  which  passes  from  B 
will  divide  into  two  equal  parts  ;  and  since  these  parts  traverse  the  coils 
of  G  in  opposite  directions,  they  will  exactly  neutralise  each  other's  effect 
on  the  instrument  G,  so  that  the  working  of  the  key  K  will  not  affect  the 
instrument  G.  The  current  sent  through  the  line  will,  however,  only 
traverse  one  of  the  coils  of  the  instrument  at  the  other  station,  and  hence 
it  will  affect  this  instrument 

There  are  other  systems  of  duplex  telegraphy,  as  well  as  methods 
by  means  of  which  more  .than  two  simultaneous  messages  may  be 
sent  through  the  same  line,  but  space  will  not  allow  of  these  being 
considered- 


Fig.  513. 
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584.  The  Telephone. — The  telephone  was  invented  by  Graham 
Bell,  and  a  section  of  a  Bell  telephone  receiver  is  shown  in  Fig.  514. 
It  consists  of  a  steel  bar-magnet,  M,  fitted  inside  a  case,  L.  A  coil,  B,  of 
a  large  number  of  turns  of  fine  wire  fits  over  one  pole  of  the  magnet,  the 
ends  of  the  coil  being  connected  with  the  terminals  c.  At  a  distance 
of  about  a  millimetre  from  the  pole  of  the  magnet  on  which  the  coil  is 
wound  is  fixed  a  diaphragm,  D,  composed  of  a  sheet  of  thin  soft  iron. 
This  diaphragm  is  held  in  position  by  being  clamped  between  the 
mouth-piece  E  and  the  case  L. 

The  diaphragm  becomes  magnetised  by  induction,  and  this  induced 
magnetisation  reacts  on  the  permanent  magnetisation  of  the  magnet  M, 
the  amount  of  the  reaction  being  dependent  on  the  distance  of  the  centre 
of  the  diaphragm  from  the  surface  of  the  pole.  When  the  instrument 
is  spoken  into,  the  vibrations  of  the  air  cause  the  diaphragm  to  vibrate 
in  unison,  and  by  its  to-and-fro  motion   the  diaphragm   causes   the 


^^ 


Fig.  514. 

{From  Ganot's  "  Physics.*) 

magnetisation  of  the  magnet  to  vary  also  in  unison  with  the  incident 
air-vibrations.  The  changes  of  the  strength  of  the  magnet  mean  that 
the  number  of  tubes  of  induction  passing  through  the  coil  B  must  also 
vary,  and  hence  a  series  of  induced  currents  are  produced  in  a  circuit 
of  which  this  coil  forms  a  part.  If  the  tenninals  c  are  connected  by 
wires  to  a  second  instrument,  the  induced  currents  which  are  produced 
by  the  motion  of  the  diaphragm  D  will  traverse  the  coil  of  the  second 
instrument,  and  will  produce  a  change  in  the  magnetisation  of  the 
magnet  in  this  instrument.  These  changes  in  the  strength  of  the 
magnet  in  the  second  instrument  will  cause  changes  in  the  force  with 
which  the  magnet  attracts  its  diaphragm,  and  hence  this  diaphragm  will 
be  set  in  vibration  in  such  a  way  as  to  reproduce  the  vibrations  which  were 
produced  in  the  diaphragm  of  the  first  instrument ;  and  in  this  way  the  air 
in  the  neighbourhood  of  the  diaphragm  will  be  set  in  vibration,  and  the 
sounds  produced  near  the  transmitting  instrument  will  be  reproduced. 
The  amplitude  of  the  excursions  of  the  telephone  diaphragm  are 
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excessively  small.  Thus  Barus  has  measured  it  and  found  it  to  be  about 
lo"^  cm.  when  the  instrument  is  emitting  a  sound  which  is  just  audible. 
The  currents  which  are  produced  are  also  very  small,  being  about  2  x  io~* 
ampere  in  the  case  of  the  ordinary  transmission  of  speech. 

636.  The  Microphone. — The  microphone,  an  instrument  invented 
by  Professor  Hughes,  consists  essentially  of  an  arrangement  by  which 
one  part  of  a  circuit,  in  which  is  included  a  telephone 
and  an  electric  battery,  is  completed  by  two  con- 
ductors which  rest  lightly  the  one  on  the  other. 
One  form  of  the  microphone  is  shown  in  Fig.  515. 
A  piece  of  gas  carbon,  D,  pointed  at  each  end,  rests 
lightly  in  two  small  cup-shaped  hollows  made  in 
two  pieces  of  the  same  kind  of  carbon,  c,  c'.    The 
-J  rod  D  is  not  clamped  between  the  other  rods,  but 
p  rests  on  the  lower  one,  and  is  prevented  from  falling 

by  the  upper  end  resting  against  the  side  of  the  cup 
made  in  the  upper  rod.  The  terminals  of  ihe  circuit  containing  the 
battery  and  telephone  are  attached  to  the  rods  C,  d,  by  the  wires  A  and 
B.  When  a  disturbance  is  produced,  such  as  by  the  ticking  of  a  watch 
placed  on  the  base  of  the  instrument,  the  rod  D  is  set  in  motion,  so  that 
the  pressure  with  which  it  rests  against  the  upper  rod  varies.  Since  the 
resistance  of  carbon  changes  with  the  pressure  to  which  it  is  subjected, 
the  movements  of  D  cause  variations  in  the  resistance  of  the  circuit  in 
which  the  microphone  is  included,  and  these  changes  in  resistance  cause 
corresponding  changes  in  the  current  which  traverses  the  circuit,  these 
variations  in  the  current  causing  the  telephone  to  sound.  The  sensitive- 
ness of  the  instrument  is  very  great,  so  that  even  a  very  minute  disturb- 
ance produced  near  the  base  of  the  instrument,  such  as  the  noise  made 
by  a  fly  walking  on  the  wood,  is  enough  to  cause  the  telephone  to 
reproduce  the  noise  in  quite  an  audible  form. 

The  principle  of  the  microphone  has  been  ap- 
plied to  replace  the  telephone  as  a  means  of  pro- 
ducing the  changing  currents  required  to  transmit 
speech,  an  ordinary  telephone  being  used  to  reproduce 
the  sounds.  The  Blake  form  of  microphone  trans- 
mitter consists  of  a  sheet-iron  diaphragm,  D  (Fig. 
516),  held  in  position  behind  a  mouthpiece  by  being 
/  ^  clipped  between  two  rubber  bands.    A  small  piece  of 

/  J      platinum  wire,  P,  is  attached  to  a  slender  spring,  and 

/      11  bears  at  one  end  on  the  centre  of  the  diaphragm,  and 

X    n  •   at  the  other  end  against  a  piece  of  gas  carbon,  c,  which 

Fig.  516.  is  itself  carried  by  a  spring,  B.     The  springs  A  and  B 

are  connected  to  a  circuit  in  which  are  included  a 
battery  and  the  telephone  at  the  receiving  station.  When  the  mouthpiece 
is  spoken  into  the  diaphragm  is  set  in  vibration,  and  so  causes  the  platinum 
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P  to  press  on  the  carbon  block  with  a  variable  pressure,  and  in  this  way 
the  resistance,  and  hence  also  the  current  which  traverses  the  instrument, 
varies  in  unison  with  the  motion  of  the  diaphragm.  In  this  form  of 
transmitter  the  energy  necessary  to  produce  the  motion  of  the  diaphragm 
at  the  distant  station  is  supplied  by  the  battery,  and  is  not,  as  is  the  case 
when  a  telephone  is  used  as  transmitter,  derived  from  the  energy  of 
motion  of  the  receiving  diaphragm.  Hence  in  the  carbon  transmitter 
the  receiving  diaphragm  only  has  to  control  the  supply  of  energy  of 
the  battery,  and  so  plays  the  part  of  the  relay  used  in  long-distance 
telegraphy. 

536.  Dimensions  of  Electrical  and  Magrnetic  Quantities.— In 
the  preceding  pages  nothing  has  been  said  as  to  the  dimensions  of  the 
different  electrical  and  magnetic  quantities  with  which  we  liave  been 
dealing.  Two  systems  of  units  have  been  employed,  the  one,  the  electro- 
static system,  in  which  the  fundamental  quantity  was  the  quantity  of 
electricity,  and  was  defined  by  means  of  the  repulsion  exerted  between 
two  charges  when  in  air ;  and  the  other,  the  electro-magnetic  system,  in 
which  the  fundamental  quantity  was  the  unit  pole.  Taking  first  the  case 
of  the  electro-static  system  of  units.  If  two  charges  of  Qs^  units  are 
placed  at  a  distance  d  apart  in  air,  the  force  /^wilh  which  they  act  the 
one  on  the  other  is,  by  the  definition  which  we  have  adopted  for  J2>  given 
by  the  equation  F^Q?\d^»  If,  however,  instead  of  being,  placed  in 
air  the  charged  bodies  are  placed  in  a  medium  of  which  t^e  specific 
inductive  capacity  is  A',  the  force  exerted  between  the  charged  bodies  is 
given  by  F^QP\Kd^,  Now,  just  as  in  the  case  of  temperature  con- 
sidered in  §  265  we  were  not  able  to  determine  the  dimensions  of  tem- 
perature in  terms  of  the  fundamental  uriits  of  length,  mass,  and"  time,  and 
hence  were  obliged  to  keep  in  our  dimensional  equations  a  symbol  to 
represent  the  unknown  dimensimis  of  temperature,  so  in  the  electrical 
case  we  do  not  know  the  physical  nature  of  specific  inductivd  capacity, 
and  cannot  therefore  determine  its  dimensions  in  terms  of  the  funda- 
mental units,  and  have  to  indicate  in  the  .dimensional  foi^ulae  the 
unknown  dimensions  of  specific  inductive  capacity  by  a  symlj<>l,  K,  The 
reason  the  quantity  K  does  not  come  into  the  ordinary  expression  given 
for  the  definition  of  the  unit  quantity  of  electricity  on  the  electro-static 
system,  is  that  we  make  the  perfectly  arbitrary  assumption  that  the 
specific  inductive  capacity  of  air  is  unity.  Of  course,  if  the  specific 
inductive  capacity  were  independent  of  the  units  of  mass,  length,  and 
time,  and  not  simply  apparently  independent  on  account  of  our  want  of 
knowledge  of  the  true  nature  of  specific  inductive  capacity,  then  the 
dimensions  of  K  would  be  zero,  and  would  not  appear  in  the  dimensional 
equations.     Many  writers  on  this  subject  assume,  although  there  is  no 

1  We  shall  use  a  subscript  s  to  indicate  that  the  quantity  is  measured  in  electro- 
static units.  Similarly  a  subscript  m  will  be  used  to  indicate  that  the  quantity  is 
measured  in  electro-magnetic  units. 


Digitized  by 


Google 


79^  Magnetism  and  Electricity  [§  536 

particle  of  justification  for  such  an  assumption,  that  the  dimensions  of /T 
are  zero,  and  then  proceed  to  develop  the  dimensional  equations  for  the 
different  electrical  quantities.  The  result  of  such  an  assumption  is  that 
we  are  led  to  equations  between  different  electrical  and  magnetic 
quantities,  the  two  sides  of  which  appear  as  if  they  were  of  different 
dimensions,  a  result  which  is  on  the  face  of  it  absurd. 

Taking  the  symbol  A' to  represent  the  unknown  dimensions  of  specific 
inductive  capacity,  since  Q?—d^FK^  we  have  the  dimensional  equation 
[e]=[Z/^A"*].     Since/'isaforce,[A']=[Zil/7"-2].     Hence 

Since  the  potential,  ^*,  at  a  point  is  equal  to  the  work  which  has  to  be 
done  in  moving  the  unit  charge  from  a  point  where  the  potential  is  zero 
to  the  given  point,  or  is  the  work  ff^done  in  moving  a  charge  Qs  divided 
by  Qsi  we  have  the  equation 

Vs^  IV/Q. 

Hence  the  dimensional  equation  is 

or,  substituting  the  dimensions  of  Qs  and  of  W^  ([ZM/*  7^^),  we  have 

The  capacity,  J/,  of  a  conductor  being  equal  to  the  charge  divided  by  the 
potential  which  this  charge  produces,  or 

we  get  the  dimensional  equation 

or  [Ms'\^[LHf^T-^K^]l[LHf^  T^^K-^]  =  [LK\ 

Thus  the  capacity  of  a  conductor  depends  on  the  units  of  length  and  of 
specific  inductive  capacity  only.  This  agrees  with  the  result  which  we 
obtained  in  §  464,  for  we  there  found  that  the  capacity  of  a  sphere  at  a 
great  distance  from  all  other  conductors  is,  in  air,  numerically  equal  to 
the  radius,  which  of  course  only  involves  the  unit  of  length. 

The  current,  Cr,  passing  along  a  conductor  is  measured  in  the  electro- 
static system  by  the  quantity  of  electricity,  (?„  which  passes  through  the 
conductor  in  the  unit  of  time,  hence 

or  [C]=[e7^']=[/.'^*7'-'Ar*]. 

In  the  electro-magnetic  system  the  fundamental  quantity  is  the  unit 
magnetic  pole,  which  is  defined  in  such  a  way  that  if  two  poles,  each  of 
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strength  »f,  are  placed  at  a  distance  d  apart  in  air,  the  force,  F,  which 
they  will  exert  one  on  the  other  is  given  by  the  equation  F=^m^jdK  If, 
instead  of  being  in  air,  the  poles  are  separated  by  a  medium  of  which 
the  permeability  is  as  the  force  exerted  between  them  is  given  by 

In  this  case  we  are  unable  to  express  the  permeability  n  in  terms  of  the 
fundamental  units,  and  hence  in  the  dimensional  equations  we  have  to 
keep  in  a  symbol  to  represent  tlie  dimensions  of /x.  Hence  if  we  indicate 
the  unknown  dimensions  of  m  by  \jjl\  we  get  the  dimensional  equation 

The  magnetic  force  Hm  at  a  point,  or  the  strength  of  the  magnetic  field 
at  the  point,  is  the  force  which  acts  on  the  unit  pole  when  placed  at  the 
point.  Hence  if  /"is  the  force  acting  on  a  pole  of  strength  m  when  placed 
at  the  point,  we  have 

F^  tnHm* 

Thus  [//«]=[/>w"^]-[2:"*if/*7^V*]. 

Since  the  magnetic  induction,  B^  is  connected  with  the  strength  of  the 
magnetising  field  by  the  relation  B^ikH^  the  dimensions  of  B  are 
given  by 

The  magnetic  moment,  M\  of  a  magnet  being  the  product  of  the  strength 
of  the  pole  into  the  length,  /,  the  dimensions  are  given  by 

Intensity  of  magnetisation,  /,  being  the  magnetic  moment  per  unit  of 
volume,  we  have 

The  susceptibility,  ^,  is  equal  to  the  quotient  of  the  intensity  of  mag- 
netisation by  the  magnetising  force.     Hence 

The  force,  F,  exerted  upon  a  pole  of  strength  m  when  placed  at  the 
'centre  of  a  circle  of  radius  r,  when  a  current  C  flows  along  a  length  /  of 
the  circumference  of  this  circle,  is  given  by 

F^mair", 

Hence  the  dimensions  of  current  are  given  by 

[C^]^[FLm-']^[L*MT'\r']^[L^M^7^Y^l 
If  J?  is  the  electromotive  force  between  two  points  on  a  conductor. 
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then  the  power,  P,  which  has  to  be  used  to  cause  a  current  C  to  flow 
against  this  E.M.F.,  is  given  by 

P^EC. 
Hence 

[^^]-[/']/[c«]=[z,li/7^=]|[/AT/ir-V"*]=[/:5j/»7^V]. 

The  resistance  of  a  conductor  is  the  ratio  of  the  difference  of  potential 
between  the  ends,  when  traversed  by  a  current  C,  to  that  current    Hence 

[y?,«] = [E,n'\  I  [G«] = [LhM^  r- V]  /  [lK^^i^  7- V~^] = {L  r- V]. 

Since  quantity  of  electricity  is  equal  to  the  product  of  the  current 
passing  into  the  time,  we  have  on  the  electro-magnetic  system 

[2^/]-[C«.7^=[Z,WV-*]. 

Proceeding  in  this  way,  we  may  find  the  dimensions  of  any  of  the  other 
electrical  or  magnetic  quantities  on  either  the  electro-static  or  electro- 
magnetic system. 

We  have  seen  in  §  502  that  the  induction,  magnetising  force,  and 
the  intensity  of  magnetisation  are  connected  together  by  the  equation 
B—Il^-^itL  Now,  since  each  term  of  any  physical  equation  must  be 
of  the  same  dimensions  as  the  other  terms,  this  equation  indicates  that 
By  Hy  and  /are  all  of  the  same  dimensions.  But  by  definition  ^=m//, 
so  that  the  dimensions  of  B  and  H  must  be  different  if  /*  is  not  a  simple 
number  having  no  dimensions.  The  reason  for  this  apparent  anomaly 
is  that  the  equation  between  B,  //,  and  /  given  above  is  not  a  general 
equation,  but  only  holds  when  the  magnetic  body  is  surrounded  by  a 
medium,  such  as  air,  of  which  the  permeability  is  taken  arbitrarily  as 
unity.  The  permeability  of  air  is  taken  as  unity  simply  because  our 
knowledge  as  to  the  nature  of  permeability  is  not  sufficient  to  tell  how 
to  measure  it  in  a  way  independent  of  the  properties  of  any  one  kind 
of  matter. 

If,  instead  of  taking  the  permeability  of  air  as  unity,  we  call  it  a«o, 
that  is,  we  use  the  symbol  /*©  to  indicate  the  permeability  measured  in 
absolute  units,  although,  on  account  of  our  ignorance  of  the  true  nature 
of  magnetism,  we  are  unable  at  present  to  say  how  it  is  to  be  measured, 
then  the  equation  connecting  B,  H^  and  /  can  be  shown  to  be 

In  this  equation  B  and  /  refer  to  a  medium  of  absolute  permeability 
/i,  and  ft,  is  the  absolute  penneability  of  the  medium  in  which  H  is 
measured.  In  this  equation  all  the  terms  are  of  the  same  dimensions, 
so  that  while  the  dimensions  of  B  and  /  are  the  same,  the  dimen- 
sions of  ^  and  H  differ  by  the  dimensions  of  /*.  If  in  this  equation  we 
assume  arbitrarily  that  the  permeability  of  the  medium  (air)  in  which 
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His  measured  is  unity,  we  get  B—H-\-\kL  When  treating  of  dimen- 
sions, however,  it  is  not  allowable  to  assume  that  the  dimensions  of 
permeability  is  zero,  so  that  the  corresponding  dimensional  equation 
must  always  include  a  symbol  to  represent  the  unknown  dimensions  of 
the  absolute  permeability  of  air. 

537.  Connection  between  the  Two  Sets  of  Units.— In  the  pre- 
ceding section  we  have  obtained  the  dimensions  of  quantity  of  elec- 
tricity in  both  the  electro-static  and  the  electro-magnetic  systems.  Since 
the  dimensions  of  any  physical  quantity  must  be  independent  of  the 
particular  system  of  units  adopted,  we  may  equate  the  two  values  for 
the  dimensions  of  electrical  quantity,  and  we  thus  obtain  the  following 
equation  :— 

This    shows    that  "t,^   is  of  the  dimensions  of   a  velocity.      If  we 

are  using  the  dimensional  equations  simply  to  deduce  the  dimensions 
of  any  quantity  expressed  in  the  one  system  from  its  dimensions 
expressed  in  the  other  system,  then  the  above  relation  is  sufficient. 
If,  however,  we  require  to  find  the  numerical  equivalent  for  an  elec- 
trical or  magnetic  quantity  expressed  in  the  one  system  as  expressed 
in  the  other,  we  require  to  know  the  numerical  value  of  the  ratio 
K''\ti.'\ILT-\  The  value  of  this  ratio  can  be  obtained  experimen- 
tally by  comparing  the  value  of,  say,  the  same  quantity  of  electricity 
as  measured  on  the  two  systems.  Suppose  that  a  certain  quantity  of 
electricity  is  equal  to  ns  electro-static  units,  that  is,  can  be  represented 
in  this  system  by  «j[cm.?  gramJ  sec.-*  A'ft],  where  K  is  supposed  to  be 
measured  in  the  cg.s.  system.  Next  suppose  that  this  same  quantity 
of  electricity,  when  measured  in  the  electro-magnetic  system,  is  equal 
to  nm  units,  or  can  be  represented  by  «»,[cm.i  gram.*  a* "4],  where  as 
before  /*  is  measured  in  c.g.s,  units.  Equating  these  two  expressions 
for  the  same  quantity  of  electricity,  which  we  may  do  since  they  are 
both  expressed  in  c,g.s.  units,  we  get — 

«xLcm.}  gram.l  sec.-*  A'i]  =  «w[cm.i  gram.*  /A"i]. 

Hence  ^[Z.r-i]-[M-l  A^-l]. 

nm 

The  quantity  '-i~p  thus   represents   a  velocity  of  nslnm  centimetres 

per  second.  Experiment  has  shown  that  this  velocity  is  equal  to  the 
velocity  of  light,  so  that,  indicating  this  velocity  by  7/,  we  have — 

an  expression  which  allows  of  our  converting  electrical  quantities  ex- 


Digitized  by 


Google 


794 


Magnetism  and  Electricity 


t§53S 


pressed  in  one  system  into  the  other,  it  being  remembered  that  in  each 
case  the  units  of  length,  mass,  and  time  employed  in  the  two  systems 
must  be  the  same.  When  these  units  are  the  centimetre^  the  second  and 
the  gram  v  is  equal  to  3  x  10'®  cm./sec.  As  an  example  of  the  applica- 
tion of  this  method  of  converting  from  one  system  of  units  into  the 
other,  we  may  take  the  following  problem.  A  conducting  sphere  is 
placed  on  an  insulating  stand  at  a  great  distance  from  all  other  con- 
ductors, and  has  a  radius  of  10  cm.,  what  is  its  capacity  expressed  in 
electro-magnetic  units?  In  §  464  it  was  shown  that  the  capacity  of 
such  a  sphere  in  electro-static  units  was  numerically  equal  to  the 
radius.  Hence  the  capacity  of  the  sphere  in  electro-static  units  is 
io[cm.  A'].  \{  fitn  is  the  value  of  the  capacity  in  electro -magnetic 
units,  then,  since  the  dimensions  of  capacity  in  this  system  are 
[Z,-^7^/*-^],  we  have  the  following  relation  : — 

or,  /»«.-io[Z>r-V/ir| 

Hence  the  capacity  of  the  sphere  is  i.i  i  x  10-^  electro-magnetic  units 
of  capacity.  Since  a  microfarad  is  equal  to  10 -"  electro-magnetic 
units  of  capacity,  the  capacity  of  the  sphere  is  equal  to  i.iixio-^ 
microfarads. 

538.  The  Praetieal  System  of  Electro -magnetie  Units.— It  will 
be  convenient  for  the  sake  of  reference  to  gather  together  the  relations 
between  the  c.g.s.  electro-magnetic  units  and  those  on  the  practical 
system,  and  the  following  table  exhibits  these  relations  : — 


Quantity. 

Name  of  Practical  1         Equivalent  in  cg.s. 
Unit.             '                  Units. 

Current 
Quantity 
Electromotive  force 

Ampere  . 
Coulomb 
Volt 

10"^  cg,s,  units. 

Resistance   . 

1  Ohm 

j    lO*        „          r^ 

Capacity 

>»        •            •   ■ 

,  Farad 
Microfarad 

i  10  »*  „      „ 

Energy  or  work   . 
Power  . 

Joule 
Watt       . 

10'  ergs. 
'  10'  ergs  per  second. 

These  practical  units,  with  the  exception  of  the  micro&rad,  are  those 
which  would  be  obtained  if  lo*  cm.  were  taken  as  the  unit  of  length  and 
10""  gram  as  the  unit  of  mass,  the  unit  of  time  remaining  the  second. 
Thus  the  dimensions  of  resistance  being  [ZT^Vl  1^  ^^  increase  the  unit 
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of  length  lo'  times,  keeping  the  unit  of  time  the  same,  we  shall  increase 
the  unit  of  resistance  lo*^  times  ;  that  is,  the  ohm  is  \c?  c.g,s.  units.  The 
dimensions  of  current  being  [Z-M/^T^'V"*!  t^^  increase  of  the  unit  of 
length  to  \cP  cm.  will  increase  the  unit  of  current  lol  times,  while  the 
change  in  the  unit  of  mass  to  io~'*  grams  will  reduce  the  unit  of  current 
loV  times,  so  that  the  net  result  is  that  the  unit  of  current  on  the  prac- 
tical system  is  lo^^"  ^^  times,  or  i/io  of  the  c.j^.s.  unit. 

When  considering  the  thermal  effects  of  currents,  it  is  often  con- 
venient to  express  the  results  in  terms  of  calories.  Since  one  joule  is 
lo^  ergs  and  one  calorie  is  equal  to  4.189X  ic?  ergs,  we  get  that  a  joule 
is  equal  to  10^^/4.189x10'  calories  or  0.2387  calories.  The  calorie 
employed  in  this  reduction  is  the  quantity  of  heat  required  to  raise  the 
temperature  of  one  gram  of  water  through  one  degree  Centigrade  at  a 
temperature  of  1 5**  C.  Since  a  watt  is  equal  to  one  joule  per  second,  it 
is  equal  to  0.2387  calories  per  second. 

In  order  to  obviate  the  use  of  very  large  or  very  small  numbers,  units 
are  sometimes  used  which  are  a  million  times  (10^)  as  great  or  one 
millionth  (lo"**)  of  the  practical  units.  These  units  are  indicated  by  the 
prefixes  mega-  and  micro-  respectively.  Thus  a  megohm  is  equal  to  a 
million  ohms  or  to  10^^  c.f^.s,  units  of  resistance.  A  microfarad  is  equal 
to  one-millionth  of  a  farad ;  that  is,  lor^  farad  or  io~"  c.g,s.  units  of 
capacity. 

The  term  mllliampere  is  sometimes  used  to  indicate  a  current  of  a 
thousandth  (io~')  of  an  ampere. 

In  electrical  engineering  it  is  usual  to  measure  activity  or  power  in 
kilowatts,  a  kilowatt  being  1000  watts,  or  10*®  ergs  per  second.  Since  a 
horse-power  is  equal  to  7.46  x  lo*  ergs  per  second,  it  follows  that  a  kilo- 
watt is  equal  to  1.341  horse-power. 
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PART   VIII 

ELECTROLYSIS,  ELECTROMOTIVE  FORCE  OF  CELLS,  AND 
PASSAGE  OF  ELECTRICITY  THROUGH  GASES 

CHAPTER   XV 
ELECTROLYSIS 

539.  Faraday*S  Law.— We  have  in  the  preceding  pages  seen  that 
when  an  electric  current  passes  through  a  metallic  conductor  a  certain 
quantity  of  heat  will  be  developed  in  the  conductor ;  but  after  the 
passage  of  the  current,  except  for  changes  caused  by  the  rise  of  tempe- 
rature produced  by  the  heat  developed  in  this  way,  there  will  be  no 
change  cither  in  its  chemical  composition  or  physical  state.  In  addition 
to  metals,  some  liquids  conduct  electricity,  and  are  called  electrolytes, 
and  we  now  proceed  to  consider  what  phenomena  accompany  the  pas- 
sage of  a  current  through  these  bodies.  The  magnetic  properties  of  a 
circuit  which  consists  wholly  or  in  part  of  electrolytes  differ  in  no  way 
from  those  of  a  circuit  composed  of  metals  only,  and  hence  do  not 
require  any  further  consideration.  The  passage  of  a  cuiTent  through  an 
electrolyte  is  accompanied,  however,  not  only  by  the  production  of  heat 
as  in  a  metallic  conductor,  but  also  by  certain  chemical  changes  which 
take  place  in  the  electrolyte,  and  we  now  proceed  to  consider  these  in 
detail. 

When  a  current  is  passed  through  an  electrolyte,  such  as  a  solution 
of  sulphuric  acid  in  water,  by  dipping  two  platinum  plates  into  the  solu- 
tion, and  connecting  one  of  these,  called  the  anode,  with  the  positive 
pole  of  a  battery,  and  the  other,  called  the  kathode,  with  the  negative 
pole,  decomposition  of  the  electrolyte  will  accompany  the  passage  of 
the  current.  The  two  products  of  the  decomposition  of  the  electrolyte, 
whether  they  are  either  or  both  elements  or  compounds,  will  be  liberated 
one  at  the  cathode  and  the  other  at  the  anode,  and  not  at  all  at  any 
point  of  the  liquid  between.  That  part  of  the  electrolyte  which  is 
liberated  at  the  anode  is  called  the  anion,  and  that  part  liberated  at  the 
kathode  the  kaiion.  It  does  not  necessarily  follow  that  the  anion  and 
kation  are  actually  given  off  as  such  at  the  anode  and  kathode  respec- 
tively, for  secondary  chemical  changes  often  take  place  between  the  ions 
and  the  electrodes,  as  the  plates  used  to  form  the  anode  and  kathode 
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arc  called,  or  with  the  undecomposed  portion  of  the  electrolyte.  Thus 
in  the  case  of  the  electrolysis  of  a  solution  of  sulphuric  acid  (H2SO4),  the 
kation  is  H,  while  the  anion  is  SO4.  But  while  hydrogen  is  given  off  at 
the  kathode,  at  the  anode  a  secondary  reaction  takes  place,  the  SO4 
reacting  with  the  water  of  the  solution  so  as  to  produce  sulphuric  acid 
and  free  oxygen  according  to  the  equation 

S04+H20  =  H2S04  +  0. 

The  laws  which  govern  electrolysis  were  discovered  by  Faraday,  and 
are  hence  known  as  Faraday's  laws.     These  are  : — 

1.  The  quantity  of  an  electrolyte  decomposed  is  proportional  to  the 
quantity  of  electricity  which  passes. 

2.  The  mass  of  any  ion  liberated  by  a  given  quantity  of  electricity  is 
proportional  to  the  chemical  equivalent  weight  of  the  ion. 

In  the  case  of  elementary  ions  the  chemical  equivalent  weight  is  the 
atomic  weight  divided  by  the  valency,  while  in  that  of  a  compound  ion  it 
is  the  molecular  weight  divided  by  the  valency.  If  the  weight  of  an  ion 
liberated  by  the  passage  of  the  unit  quantity  of  electricity  is  called  the 
electro-chemical  equivalent  of  the  ion,  then  Faraday's  laws  can  be  put 
into  the  form  : — 

The  mass  of  an  ion  liberated  is  equal  to  the  product  of  the  quantity  of 
electricity  which  passes  into  the  electro-chemical  equivalent  of  the  ion  ; 
the  electro-chemical  equivalents  of  the  ions  being  to  one  another  as  the 
chemical  combining  weights  of  these  ions. 

Since,  if  the  electro-chemical  equivalent  of  any  one  ion  is  known,  that 
of  any  other  can  be  calculated  from  the  chemical  equivalent  weights,  it  is 
of  importance  to  determine  the  value  of  the  electro-chemical  equivalent 
in  the  case  of  one  ion.  Accurate  experiments  have  shown  that  when  one 
coulomb  of  electricity  passes,  that  is,  when  a  current  of  one  ampere 
passes  for  one  second,  the  weight  of  silver  deposited  from  a  solution  of  a 
silver  salt  is  0.001 1 18  grams.  Since  the  atomic  weight  of  silver  is  107.94, 
and  the  valency  is  i,  while  the  atomic  weight  of  hydrogen  is  i,  and  its 
valency  is  also  i,  the  electro-chemical  equivalent  of  hydrogen  is  equal  to 
0.001 1 18/107.94,  or  .000010357.  Hence  a  current  of  A  amperes  flowing 
for  /seconds  will  liberate  1.0357  x  \Qr^At  grams  of  hydrogen,  or,  if  q  is 
the  chemical  equivalent  weight  of  any  ion,  will  liberate  m  grams  of  this 
ion  where  m  is  given  by 

m  =  1.0357  X  lo'^qAt, 

As  an  example,  in  the  case  of  copper  as  a  cupric  salt,  the  atomic  weight 
is  63,  while  the  valency  is  2  ;  hence  the  chemical  equivalent  is  63/2,  and 
the  electro-chemical  equivalent  of  copper  is  1.0357  x  io~*x  31.5. 

Since  the  passage  of  \  coulomb  will  deposit  .001 1 18  grams  of  silver,  it 
will  require  the  passage  of  107.94/. 001 118  coulombs,  or  96,550  coulombs, 
to  deposit  I  gram  equivalent,  that  is,  the  chemical  equivalent  in  grams,  of 
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silver.  By  Faraday's  second  law  it  follows  that  the  passage  of  96,550 
coulombs  will  cause  the  separation  of  one  gram  equivalent  of  any  kind  of 
ion.  In  the  case  of  ions  which  can  have  more  than  one  chemical  valency 
there  will  be  more  than  one  chemical  equivalent.  Thus  iron  can  exist  in 
a  compound  either  in  the  ferric  condition,  when  it  has  a  valency  3,  and 
consequently  a  chemical  equivalent  of  56/3  or  18.7,  or  as  a  ferrous  salt, 
when  it  has  a  valency  of  2,  and  hence  the  chemical  equivalent  is  56/2,  or 
28.  Thus  when  a  ferric  salt  is  electrolysed  the  electro-chemical  equi- 
valent of  iron  is  1.0357  x  io~'»x  18.7  ;  while  when  a  ferrous  salt  is  electro- 
lysed the  electro-chemical  equivalent  is  1.0357  x  10"*  x  28. 

Since  the  passage  of  96,550  coulombs  of  electricity  through  an  electro- 
lyte always  liberates  one  gram  equivalent  of  each  ion,  if  we  suppose  the 
electricity  to  pass  by  a  kind  of  convection,  being  carried  by  the  ions,  a 
positive  charge  being  carried  by  the  kations  in  the  direction  of  the  current, 
and  a  negative  charge  by  the  anions  in  the  opposite  direction,  it  follows 
that  the  charge  carried  by  the  chemical  equivalent  of  each  ion  must  be 
the  same.  In  the  case  of  univalent  ions  the  electro-chemical  equivalents 
are  proportional  to  the  atomic  or  molecular  weights  according  as  the  ion 
is  an  element  or  a  compound.  Hence,  if  we  extend  the  term  ion  to  meaji 
the  smallest  portion  of  the  substance  producing  the  ion  which  can  take 
part  in  a  chemical  reaction,  the  charge  carried  by  each  ion  must,  in  the 
case  of  all  univalent  ions,  be  the  same.  Let  €  be  the  charge  carried  by  a 
univalent  ion,  then  if  w  is  the  weight  of  the  ion  of  hydrogen,  one  gram  of 
hydrogen  will  correspond  to  i/w  ions,  and  since  the  quantity  of  electricity 
transported  by  one  gram  of  hydrogen  ions  is  96,550  coulombs,  the  quantity 
transported  by  each  ion  is  given  by 

€=96550  xw, 

or,  if  we  suppose  that  an  ion  of  hydrogen  is  the  same  as  the  atom,  and 
that  an  atom  of  hydrogen  weighs  8.3  x  lo"''*  grams, 

€=96550  X  8.3  X  10-^=8  X  io~™  coulomb. 

Thus  the  quantity  of  electricity  transported  by  a  univalent  ion  is  8  x  lo"* 
coulomb.  If  the  ion  is  a  kation  €  is  positive,  that  is,  each  ion  carries  a 
positive  charge.  If,  however,  the  ion  is  an  anion,  the  charge  is  negative, 
and  is  transported  in  the  opposite  direction  to  that  in  which  the  current 
flows. 

In  the  case  of  a  divalent  ion,  such  as  copper  or  SO4,  the  charge 
carried  by  each  ion  must  be  equal  to  ±2€,  for  each  atom  of  copper  weighs 
63  times  as  much  as  an  atom  of  hydrogen,  while  the  weight  of  copper 
deposited  by  the  passage  of  a  given  quantity  of  electricity  is  only  63/2 
times  as  much  as  the  weight  of  hydrogen  liberated  by  the  same  quantity 
of  electricity.  Thus  the  number  of  ions  of  copper  deposited  by  one 
coulomb  is  half  the  number  of  hydrogen  ions  liberated  by  the  same 
quantity  of  electricity,  and  hence  each  copper  ion  must  carry  twice  as 
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great  a  charge  as  each  hydrogen  ion.  In  the  same  way  the  charge 
carried  by  trivalent  ions,  such  as  aluminium,  must  be  ±  3^. 
V  540,  Electrolytic  Dissociation.— Careful  experiments  have  shown 
that  in  the  case  of  electrolytes  Ohm's  law  holds,  that  is,  an  electromotive 
force  acting  in  the  electrolyte  produces  a  current  which  is  proportional  to 
the  E.M.F.  As  we  shall  see  later  (§  544),  when  considering  the  E.M.F. 
which  is  acting  to  produce  a  current  through  an  electrolyte,  it  does  not 
do  to  measure  the  E.M.F.  between  the  electrodes  by  means  of  which  the 
current  is  conveyed  to  and  from  the  electrolyte,  for  it  requires  in  general 
a  definite  E.M.F.  to  cause  a  current  to  pass  from  a  metal  to  an  electro- 
lyte, so  that,  when  considering  the  connection  between  the  E.M.F.  and 
the  current  which  it  produces,  that  is,  the  question  of  the  resistance  of 
electrolytes,  the  difference  of  potential  must  be  measured  between  two 
points  within  the  electrolyte  itself. 

Ohm's  law  being  true  for  electrolytes,  it  follows  that  Joule's  law  must 
also  be  true,  and  hence  all  the  energy  of  the  current  spent  when  traversing 
an  electrolyte  must  be  used  simply  in  the  production  of  heat,  and  none  of 
it  can  be  employed  in  doing  chemical  work  in  splitting  up  the  electrolyte 
into  ions.  Within  the  mass  of  the  electrolyte,  therefore,  the  action  of  the 
current  in  electrolysis  must  simply  consist  in  the  exertion  of  a  directive 
influence  on  the  charged  ions,  causing  them  to  move  towards  the  elec- 
trodes, where,  as  we  shall  see,  the  work  corresponding  to  the  splitting  up  of 
the  chemical  compound  is  performed.  When  seeking  the  explanation  of 
how,  at  any  rate,  a  part  of  the  electrolyte  can  be  in  such*  a  condition  as  to 
allow  the  anions  and  kations  to  be  moved  in  opposite  directions,  we  are 
at  once  met  with  the  curious  fact  that  it  has  been  proved  experimentally 
that  perfectly  pure  water  is  practically  a  non-conductor,  as  is  also  gaseous 
hydrochloric  acid,  while  a  solution  of  hydrochloric  acid  in  water  conducts 
freely.  In  the  same  way  pure  sulphuric  acid  is  a  non-conductor,  or  at 
any  rate  a  very  bad  conductor,  while  a  dilute  solution  of  sulphuric  acid  is 
a  comparatively  good  conductor.  If  we  suppose  that  the  ionisation,  as 
the  process  which  consists  in  so  changing  the  relations  of  the  constituents 
of  a  compound  that  they  are  able  to  conduct  electricity  is  called,  is  due 
to  the  shaking  apart  of  the  ions  in  the  compound  molecule  during  the 
collisions  between  two  molecules,  then  we  should  expect  that  the  more 
frequent  the  collisions  the  greater  the  proportion  of  the  molecules  which 
are  ionised,  and  hence  the  greater  the  electrical  conductivity.  As  we 
have  mentioned,  however,  this  is  not  the  case,  for  pure  sulphuric  acid 
does  not  conduct. 

It  is  therefore  evident  that  the  hydrochloric  acid  and  the  sulphuric 
acid  when  they  are  dissolved  in  water  are  in  a  different  condition  from 
that  in  which  they  were  before  solution.  In  fact,  in  the  solution  a 
greater  or  less  proportion  of  the  molecules  are  either  permanently  split 
up  into  their  ions,  so  that  in  the  place  of  a  molecule,  say,  of  HCl  we 
have  a  hydrogen  ion  with  its  positive  charge  +*,  and  a  chlorine  ion  with 
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its  negative  charge  -  c,  or  the  forces  which  bind  the  H  and  CI  ions  in 
the  molecule  of  HCl  are  so  reduced  that  during  the  collisions  which 
occur  these  ions  become  separated,  so  that  at  any  instant  a  finite  pro- 
portion of  ions  are  separated  one  from  the  other.  It  does  not  follow 
that  the  same  ions  are  always  thus  separated,  as  they  may  recombine, 
but  that  taken  as  a  whole  there  are  always  a  considerable  number  in  the 
separate  conditions.  In  either  case  the  HCl  is  said  to  be  dissociated  or 
ionised  by  its  solution  in  the  water.  In  very  weak  solutions  the  electrical 
resistance  is  such  that  it  would  appear  that  all  the  molecules  of  the  HCl 
are  dissociated,  while  in  stronger  solutions  only  a  fraction  of  the  HCl 
molecules  are  dissociated,  and  that  the  undissociated  molecules  play  no 
part  in  the  conduction  of  the  electricity  in  the  solution. 

In  order  to  account  for  the  dissociating  influence  of  water,  the  theory 
has  been  put  forward  that  the  forces  which  hold  the  ions  together  to 
form  a  molecule  are  due  to  the  electrical  attractions  between  the 
oppositely  charged  ions,  so  that  as  the  specific  inductive  capacity  of 
water  is  very  great,  this  force  is  very  much  reduced  when  the  molecule 
is  dissolved  in  water.  For,  as  we  have  already  seen  (§  462),  if  two 
charged  bodies  are  transferred  from  air  into  a  medium  of  which  the 
specific  inductive  capacity  is  K^  the  force  exerted  between  them  is 
reduced  in  the  proportion  of  A' to  i.  Hence,  since  the  ions  are  supposed 
to  have  a  constant  charge,  the  force  exerted  between  the  ions  in  a 
molecule,  tending  to  prevent  the  splitting  up  of  the  molecule,  will  be 
less  in  a  medium  of  high  specific  inductive  capacity  such  as  water,  for 
which  K—  79,  than  in  one  of  small  specific  inductive  capacity. 

The  dissociation  or  ionisation  here  considered  is  of  a  dififerent  nature 
from  that  which  may  be  produced  by  increasing  the  temperature  to 
which  a  pure  substance  is  subjected,  and  must  not  be  confused  with 
it.  Thus  ammonium  chloride  (NH4CI)  when  heated  dissociates  into 
ammonia  (NH3)  and  hydrochloric  acid  (HCl),  while  in  a  solution  of 
NH4CI  in  water  dissociation  takes  place  into  the  ions  NH4  and  CI. 

The  hypothesis  that  in  an  electrolyte  the  ions  exist  in  the  uncombined 
condition  receives  further  support  from  the  other  properties  of  such 
solutions  considered  in  §§  165,  225,  227.  As  has  been  pointed  out,  in  the 
case  of  solutions  of  acids  and  alkalies,  the  osmotic  pressure,  the  lowering 
of  the  freezing-point,  and  the  lowering  of  the  vapour  pressure  are  in  all 
cases  much  greater  than  in  the  case  of  non-electrolytes.  If  we  remember 
that  on  Van't  Hoff's  hypothesis  these  effects  are  proportional  to  the 
number  of  molecules  present,  then,  in  order  to  extend  this  hypothesis  to 
electrolytes,  we  are  led  to  postulate  the  presence  of  a  greater  number 
of  molecules  than  appears  to  be  present,  if  we  suppose  that  the  body  is 
not  dissociated.  Thus,  as  shown  on  page  268,  the  molecular  depression 
of  the  freezing-point  produced  in  dilute  aqueous  solutions  of  such  non- 
electrolytes  as  sugar,  glycerine,  acetic  acid,  and  ethyl  alcohol,  is  about 
19.    In  the  case  of  hydrochloric  acid,  sulphuric  acid,  and  sodium  chloride, 
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the  molecular  depression  is  about  36.  Now  if  in  the  dilute  solutions  the 
molecule  of  hydrochloric  acid  is  dissociated  into  H  and  CI  ions,  and  if 
each  ion  produces  the  same  effect  as  an  undissociated  molecule,  the 
solution  will  contain  twice  as  many  active  molecules  as  would  be  the 
case  if  no  such  dissociation  occurred,  and  hence  we  should  expect  the 
depression  of  the  freezing-point  to  be  twice  as  great  as  that  in  the  case 
where  no  dissociation  takes  place.  In  the  case  of  a  substance  like 
barium  chloride  (BaClj),  which  can  dissociate  into  a  barium  ion  and  two 
chlorine  ions,  we  should,  on  the  dissociation  hypothesis,  expect  the 
molecular  depression  of  the  freezing-point  to  be  three  times  as  great  as 
in  the  case  of  an  undissociated  body.  As  a  matter  of  fact,  the  value 
obtained  in  the  case  of  barium  chloride  is  48.6,  and  although  this  is  not 
quite  equal  to  three  times  19,  yet  the  difference  can  be  satisfactorily 
explained  by  supposing  that  the  whole  of  the  barium  chloride  in  the 
solution  employed  in  determining  the  depression  of  the  freezing-point 
was  not  dissociated,  so  that  there  were  some  molecules  of  BaCl2  present 
which  would  only  produce  a  third  of  the  depression  that  they  would  have 
produced  had  they  been  dissociated. 

While  some  supporters  of  the  dissociation  theory  maintain  that  in  a 
dilute  solution  the  ions  are  almost,  if  not  quite,  separate  and  remain  so 
all  the  time,  others  only  consider  that  in  an  electrolyte  the  ions  are  so 
loosely  joined  together  that  they  are  continually  exchanging  partners, 
and  that  the  influence  of  the  electromotive  force  used  to  send  a  current 
is  to  direct  those  ions  which  at  the  moment  happen  to  be  in  the  process 
of  changing  partners.  Several  attempts  have  been  made  to  devise 
experiments  to  show  that  the  ions  are  separate,  but  they  are  none  of 
them  conclusive.  It  does  not,  however,  much  matter  which  hypo- 
thesis we  adopt,  since  either  is  capable  of  explaining  the  observed 
phenomena. 

541.  Migrra'tion  of  the  Ions. — If  a  solution  of  copper  sulphate  is 
electrolysed  between  copper  electrodes,  the  copper  kation  will  be  sepa- 
rated from  the  solution  and  be  deposited  on  the  kathode.  The  anion 
SO4  will  not,  however,  be  liberated  in  the  free  state  at  the  anode,  but 
will  attack  the  anode  forming  copper  sulphate.  The  result  is  that  for 
every  copper  ion  that  goes  out  of  solution  at  the  kathode,  another  copper 
ion  comes  into  solution  at  the  anode,  while  the  SO4  ions  remain  in  a 
constant  number  in  the  solution.  Thus  the  total  quantity  of  copper 
sulphate  in  the  solution  is  unaltered  by  the  process  of  electrolysis.  The 
concentration  of  the  solution,  however,  becomes  greater  near  the  anode, 
while  it  becomes  less  near  the  kathode.  In  the  case  of  a  solution  of 
copper  sulphate  this  can  be  easily  seen,  if  the  electrodes  are  arranged 
one  above  the  other,  the  anode  being  below,  so  that  the  strength  of  the 
solution  does  not  tend  to  be  equalised  by  convection  c-urrents  set  up  by 
the  differences  in  density  of  the  solution  near  the  electrodes.  After  the 
current  has  been  passed  for  some  time,  it  will  be  observed  that  the  colour 
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of  the  solution  is  darker  near  the  anode  and  lighter  near  the  kathode 
than  it  was  before  the  passage  of  the  current 

In  this  case  the  reaction  between  the  anion,  SO4,  and  the  anode  to 
produce  CuSO^  will  account  for  the  strengthening  of  the  solution  near  the 
anode.  This  explanation  will  not,  however,  hold  in  all  cases,  for  Hittorf, 
who  made  many  accurate  observations  of  the  changes  in  the  strength  of 
electrolytes  produced  by  the  passage  of  the  current,  found,  in  the  case 
of  many  electrolytes  where  no  secondary  reaction  between  the  liberated 
ions  and  either  the  electrodes  or  the  solvent  took  place,  that  the  solution 
became  weaker  near  one  electrode  than  near  the  other.  In  such  cases 
as  that  of  the  electrolysis  of  copper  sulphate,  where  secondary  reactions 
take  place,  it  is  found  that,  when  due  allowance  is  made  for  the  effects  of 
such  secondary  reactions  on  the  concentration  of  the  solution  near  the 
electrode  at  which  the  secondary  reaction  occurs,  still,  the  concentration 
varies  more  near  one  electrode  than  near  the  other.  In  order  to  account 
for  these  facts,  Hittorf  has  put  forward  the  hypothesis  that  the  ions,  when 
they  travel  through  the  liquid  under  the  influence  of  the  potential  differ- 
ence which  forces  the  current  through  the  solution,  do  not  travel  with  the 
same  velocity,  but  that  for  a  given  concentration  of  the  solution,  and  a 
given  potential  gradient,  each  kind  of  ion  moves  with  a  constant  velocity, 
and  that  the  velocities  corresponding  to  different  ions  are  not  the  same. 
Hittorf  also  found  that  the  weakening  of  the  solution  took  place  exclusively 
in  the  immediate  neighbourhood  of  the  electrodes. 

Let  a  be  the  weight  of  salt  lost  by  the  solution  near  the  anode  during 
the  passage  of  a  given  quantity  of  electricity,  and  k  the  corresponding 
quantity  near  the  kathode.  Then  Hittorf  found  that  the  ratio  ajk  has  a 
fixed  value  for  every  electrolyte,  if  only  the  solution  is  very  dilute.  The 
total  quantity  of  salt  lost  from  the  solution  is  a+^,  and  the  ratio  n  of  the 
loss  of  salt  near  the  kathode  to  the  total  loss,  or  kj{a-^k\  is  called  the 
migration  constant  or  transport  number  of  \hfi anion.  In  the  same  way, 
al(a-{-/:)  or  i  -«  is  called  the  migration  constant  or  transport  number  of 
the  kation. 

Assuming  that  the  differences  in  the  concentration  are  due  to  the  fact 
that  the  ions  move  or  migrate  with  different  velocities,  we  can  deduce 
the  relative  velocities  of  the  ions  in  the  case  of  any  electrolyte  if  we  know 
the  value  of  n.  Thus  suppose  that  a  dilute  solution  of  hydrochloric  acid 
is  electrolysed,  the  process  being  continued  till  96,550  coulombs  of  elec- 
tricity have  passed,  so  that  36.4  grams  of  the  acid  are  decomposed,  then 
one  gram  of  hydrogen  will  be  liberated  at  the  kathode,  and  35.4  grams  of 
chlorine  at  the  anode. 

In  the  first  place,  let  us  suppose  that  the  current  is  carried  from  the 
anode,  A  (Fig.  517),  to  the  kathode,  K,  exclusively  by  the  motion  of  the 
hydrogen  ions,  each  carrying  its  charge  +r.  If  then  the  hydrogen  ions 
are  represented  by  the  sign  +,  and  the  chlorine  ions  by  — ,  the  arrange- 
ment of  the  ions,  or,  if  we  like,  the  molecules  of  salt,  in  their  loosely 
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combined  condition  can  be  represented  diagran^matically  by  (a),  Fig.  517. 
During  the  passage  of  the  current,  all  the  H  ions  will  move  to  the  left,  so 
that  I  gram  of  hydrogen  ions  will  be  evolved  at  K,  and  the  solution  near  A 
Avill  therefore  lose  i  gram  of  H 

ions.    The  solution  will  also  lose         '^  "^^^  ^ 

35.4  grams  of  CI  ions  near  A,  for  ^.4.44.4.  +  4.4.4«^+4.4. 

the  CI  ions  which  are  left  on 
account  of  the  migration  of  the 

H  ions  will  be  liberated  at  the         t^  ^     * 

anode.    Thus  the  solution  near 

A  will  lose  36.4  grams  of  H  CI,  so  -»•  •*-»■  +  -♦--»■  +  +  +  ■♦■  +  +  + 
that  the  arrangement  of  the  ions 
or  molecules  after  the  passage  ^v  v 

of  the  current  can  be  represented  ^  ^f 

by  {b).     Hence  the  supposition  Fig.  517. 

that  the  H  ions  are  the  only  ones 

which  migrate,  necessitates  the  whole  loss  of  concentration  of  the  electro- 
lyte occurring  at  the  anode.  In  the  same  way,  if  we  suppose  that  the  CI 
ions  are  the  only  ones  which  convey  the  current,  each  moving  towards 
the  anode  with  the  charge  -  c,  the  H  ions  remaining  distributed  uniformly 
throughout  the  solution,  and  not  moving  when  the  current  passes,  then 
the  solution  near  the  kathode  will  lose  the  whole  36.4  grams  of  HCl. 

Next  suppose  that  the  H  ions  move  with  a  velocity  «/,  and  the  CI  ions 
with  a  velocity  v,  then  part  of  the  current  will  be  due  to  the  movement  of 
the  positively  charged  H  ions  in  the  same  direction  as  the  current,  and 
the  remainder  will  be  due  to  the  movement  of  the  negatively  charged  CI 
ions  in  the  opposite  direction.  In  unit  time  the  number  of  H  ions 
which  reach  the  kathode  will  be  to  the  number  of  CI  ions  which  reach 
the  anode  as  u\v.  Hence  the  fraction  of  the  quantity  of  electricity 
which  passes,  which  is  due  to  the  movement  of  the  H  ions,  is  uj{u+v\ 
while  the  fraction  due  to  the  movement  of  the  CI  ions  is  vl(u-^v). 
In  order  to  obtain  the  changes  in  concentration  of  the  solution  at 
the  two  electrodes,  we  have  therefore  to  calculate  what  quantity  of 
the  electrolyte  will  be  lost  near  the  kathode  due  to  the  passage  of 

— ; — X  06550  coulombs  carried  by  the  CI  ions,  and  the  loss  near  the 

anode  due  to  the  carrying  of  —t~x  96550  coulombs  by  the  H  ions. 

From  the  considerations  of  what  happened  when  the  whole  of  the 
electricity  was  supposed  to  be  carried  by  the  H  ions,  we  see  that  if 

X  96550  coulombs  is  carried  by  the  H  ions,  the  loss  id)  of  HCl  near 


the  anode  will  be  36.4 x—-  grams.    In  the  same  way,  the  loss  (ir)  near 
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the  kathode  will  be  36.4  x  -^  grams. 
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Hence  -= /,= ,  where  /;  is  the  migration  constant  for  the  anion, 

as  determined  by  Hittorf.  It  will  be  noted  that  in  unit  time  u  hydrogen 
ions  move  away  from  the  anode,  and  hence  u  chlorine  ions  will  be  left 
alone  near  the  anode,  and  will  be  evolved.  In  the  same  way,  when  v  CI 
ions  move  away  from  the  kathode,  v  H  ions  will  be  left,  and  these  also 
will  be  liberated,  so  that  at  both  anode  and  kathode  U'\-v  ions  will  be 
liberated. 

542.  The  Molecular  Conductivity  of  Electrolytes— Ionic  Velo- 
cities.— Let  c  be  the  number  of  gram  equivalents  (§  539)  of  an  electrolyte 
contained  in  a  lif  re  of  solution,  then  the  actual  number  of  molecules  in  a 
cube  of  which  each  edge  is  one  centimetre  will  be  proportional  to  c. 
Hence,  if  the  whole  number  of  molecules  of  the  salt  are  dissociated,  the 
number  of  ions  contained  in  the  unit  cube  of  the  solution  will  be  propor- 
tional \.oc.  If  now  an  E.M.F.  e  acts  between  the  opposite  faces  of  the 
unit  cube,  and  a  current  C  passes,  and  if  A'  is  the  conductivity  (§  481)  of 
the  solution,  we  have  K—  Cje,  If  further  we  assume  that  the  current  is 
conveyed  exclusively  by  the  ions,  and  that,  as  long  as  the  rate  of  fall  of 
potential  along  the  solution  is  constant,  that  is,  in  the  case  before  us  if  e 
is  constant,  the  velocity  of  the  ions  is  constant  whatever  the  concentra- 
tion of  the  solution,  it  follows  that  the  current  must  be  proportional  to 
the  number  of  ions  between  the  opposite  faces  of  our  unit  cube.  Hence 
the  conductivity  must  be  proportional  to  the  number  of  ions  contained  in 
the  unit  cube,  so  that  if  A^  is  the  specific  conductivity  of  the  solution,  that 
is,  the  conductivity  between  the  opposite  faces  of  the  unit  cube,  we  have 

K=mc^ 

where  w  is  a  constant,  and  is  called  the  molecular  conductivity  of  the  salt 
which  forms  the  electrolyte. 

Kohlrausch,  who  has  made  a  number  of  measurements  of  the  con- 
ductivity of  solutions  of  electrolytes  of  different  concentrations,  found 
that  for  fairly  strong  solutions  the  molecular  conductivity  was  not  con- 
stant, but  that  it  increased  as  the  dilution  increased.  As  the  solution 
beccime  very  dilute,  however,  the  value  obtained  for  the  molecular  con- 
ductivity for  any  given  salt,  in  general,  became  constant.  Thus  in  the 
case  of  solutions  of  potassium  chloride  the  following  table  exhibits  the 
values  which  he  obtained. 

The  first  column  contains  the  value  of  the  concentration,  that  is,  the 
number  of  gram  equivalents  of  the  salt  contained  in  a  litre  of  the  solu- 
tion (i  gram  equivalent  of  KC1  =  74.4  grams).  The  second  column 
contains  the  specific  conductivity  of  the  solution  at  18"  C,  measured  in 
ohrns"^  cm.*,  while  the  third  column  contains  the  values  of  the 
molecular  conductivity  deduced  from  the  values  given  in  the  first  two 
columns. 
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Conductivity  of  Solutions  of  KCl. 


Concentration  in 

Gram  Equivalents  of 

KCl  per  Litre. 

30 
1.0 

•5 
.1 

.01 
.001 
.0001 
.00001 

Specific  Conductivity  in 
Ohras"^  cm."* 

Molecular  Con- 
ductivity. 

.2637 

.0977 

.0509 

.01113 

.001219 

.0001268 

.00001295 

.000001293 

.0879 
.0977 
.1018 

.1113 
.1219 
.1268 
.1285 
.1293 

This  table  very  clearly  shows  the  increase  of  the  molecular  conductivity 
as  the  dilution  is  increased,  and  it  will  be  noticed  that,  while  the  conduc- 
tivity of  a  solution  containing  one  gram  equivalent  in  the  litre  is  0.0977, 
if  a  solution  of  one-tenth  of  a  gram  equivalent  per  litre  is  taken,  the 
conductivity  is  0.01113.  Hence,  while  in  the  second  case  there  is  only 
a  tenth  of  the  number  of  molecules  in  the  solution  to  conduct  the  current, 
the  conductivity,  instead  of  being  a  tenth  of  that  at  the  greater  concentra- 
tion, is  0.114.  It  would  thus  appear  that  as  the  concentration  decreases 
the  salt  conducts  better.  This  change  is  explained  on  the  ionic  hypothesis 
by  supposing  that,  at  the  greater  concentration,  only  part  of  the  total 
number  of  molecules  of  the  salt  present  in  the  solution  is  dissociated 
into  ions,  and  so  the  number  of  ions  capable  of  conveying  the  current  is 
less  than  the  number  calculated  on  the  supposition  that  all  the  salt  is 
dissociated,  and  further  that  the  proportion  of  salt  dissociated  increases 
as  the  dilution  is  increased.  As  the  dilution  is  increased,  the  molecular 
conductivity  increases,  and  for  very  great  dilution  becomes  practically 
constant,  owing  to  the  fact  that  at  great  dilutions  the  whole  of  the  salt 
present  is  dissociated.  Under  these  circumstances,  when  calculating  the 
molecular  conductivity  we  do  not,  as  is  the  case  at  greater  concentrations, 
include  the  undissociated  molecules,  which,  although  they  are  reckoned 
in  the  value  taken  for  the  concentration,  r,  are  not  effective  in  the  current 
conduction. 

By  a  study  of  the  molecular  conductivity  of  very  dilute  solutions  of 
different  salts  containing  a  common  anion,  such  as  potassium  chloride 
and  sodium  chloride,  and  of  similar  solutions  of  salts  containing  the 
same  kation,  such  as  sodium  chloride  and  sodium  nitrate,  Kohlrausch 
was  led  to  the  conclusion  that  the  maximum  molecular  conductivity  of 
an  electrolyte  can  be  calculated  by  adding  together  two  constants,  the 
values  of  which  depend  on  the  nature  of  the  anion  and  kation  respec- 
tively.    Further,  that  these  two  constants  for  the  ions  of  any  given 
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electrolyte  must  be  proportional  to  the  migration  velocities  u  and  v  of 
the  ions. 

To  see  how  this  consequence  follows  from  the  ionic  theory,  we  may 
consider  a  column  of  the  electrolyte  of  which  the  cross-section  is  one 
square  centimetre,  and  suppose  that  the  difference  of  potential  between 
the  ends  of  a  length  of  this  cylinder  of  one  centimetre  is  e  volts,  the 
specific  conductivity  being  K,  The  current  C  flowing  through  the 
liquid  will  by  Ohm's  law  be  given  by  C^eK,  Now  if  we  consider  a 
partition  across  the  column  of  electrolyte,  and  if  u  is  the  migration 
velocity  of  the  kation  and  v  that  of  the  anion,  and  if  N  is  the  number  of 
anions  and  of  kations,  respectively,  contained  in  the  unit  of  volume,  the 
number  of  anions  which  cross  this  partition  in  unit  time  is  Nv^  while  the 
number  of  kations  which  cross  in  the  opposite  direction  is  Nu,  Since 
each  kation  carries  a  charge  of  +€,  and  each  anion  one  of  -c,  the  total 
quantity  of  electricity  carried  across  the  partition  in  one  second  is 
(tf+2')/V€,  for  a  charge  —  cAV  carried  in  the  opposite  direction  to  that 
in  which  the  current  is  flowing  is  the  same  as  the  passage  of  +fAV  in 
the  opposite  direction.  But  the  total  quantity  of  electricity  which  crosses 
the  partition  in  one  second  is  the  same  thing  as  the  current  C  which  is 
passing  through  the  liquid.     Hence 

Now  Nt  is  the  total  charge  on  all  the  ions  of  one  sign  within  one  cubic 
centimetre  of  the  solution,  and  we  have  seen  on  p.  787  that  the  total 
charge  on  all  the  ions  corresponding  to  one  gram  equivalent  is  96,550 
coulombs  or  9655  c,g,s.  units.  Hence,  if  the  solution  we  are  considering 
contains  c  gram  equivalents  per  litre,  that  is,  CY.  10"'  gram  equivalents 
per  cubic  centimetre,  the  total  charge  on  the  ions  of  one  sign  in  i  cc. 
will  be  9655  X  ^  X  io"3,  so  that  iVe=9655  x  ^  x  lo"^     Hence 

i/  +  z/  =  _i^_  xicr*. 
9655^ 

If  the  potential  gradient  is  one  volt  per  centimetre,  so  that  e  is  one  volt 
or  10^  c.g,s»  units,  we  get — 

«+«'=  1.0357  X  10^— . 

But  K\c  is  the  molecular  conductivity  m.     Hence 

«+T/=  1.0357  X  \<^  .nty 

where  m  is  measured  in  cg,s,  units.  If  tfi  is  the  molecular  conductivity 
measured  in  ohms~^  cm.~*,  since  i  ohm=  10*  cg,s.  units — 

u-^rv^  1.0357  X  icrhn'. 
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Now  we  have  already  seen  that  the  migration  constant  of  the  anion  was 
connected  with  the  migration  velocities  by  the  equation 

Hence,  knowing  from  migration  data  the  value  of  the  ratio  of  the  velocity 
of  the  anion  to  the  sum  of  the  velocities  of  the  two  ions,  and  from  the 
conductivity  data  the  value  of  the  sum  of  the  two  velocities,  the  absolute 
value  of  each  of  these  quantities  can  be  calculated.  In  the  following 
table  a  few  of  the  values  of  the  migration  velocities  obtained  in  this  way 
are  given,  as  well  as  the  data  from  which  they  are  calculated.  The 
temperature  is  18'  C.  and  the  potential  gradient  i  volt  per  cm.  The  first 
column  contains  the  name  of  the  electrolyte,  the  second  the  molecular 
conductivity  for  an  infinitely  dilute  solution,  in  which  all  the  salt  may  be 
considered  to  be  dissociated,  the  third  column  contains  the  sum  of  the 
ionic  velocities  obtained  by  multiplying  the  numbers  in  the  second 
column  by  1.0357x10"".  The  fourth  column  contains  the  numbers 
obtained  by  Hittorf  for  the  ratio  of  the  loss  of  salt  at  the  kathode  to  the 
total  loss,  that  is,  the  values  oin^  while  in  the  last  two  columns  the  values 
of  the  velocities  of  the  kations  and  anions  are  given  as  derived  from  the 
numbers  in  the  third  and  fourth  columns. 


Migration  Velocity  of  the  Ions. 


\ 

Substance. 

nirrs 

tt  +  z; 

V 

u 

V 

cm.  per  sec. 

u  +  v 

.51 

cm.  per  sec. 
"66x70-5' 

cm.  per  sec. 

KCl.     .     . 

1307X  IO~* 

135 X IO~* 

69  X  IO-* 

NaCl     .     . 

1095 

}> 

113      » 

.62 

43      „ 

70     „ 

LiCl.    .     . 

lOIO 

» 

105       » 

.68 

34      » 

71     „ 

NHXl.     . 

1297 

» 

134      ,, 

.51 

71      „ 

63     „ 

HCl.     .     . 

3752 

» 

389       » 

.21 

311      „ 

78     „ 

KNO3  .     . 

1254 

)) 

130      » 

.50 

65      „ 

65     „ 

NaNOs     . 

1042 

}} 

108      „ 

.61 

42      „ 

66     „ 

AgNOj.    . 

II59 

» 

120      „ 

•53 

56      „ 

64     ., 

KOH     .     . 

2360 

yi 

244      » 

.74 

63      „ 

181     „ 

NaOH  .    . 

2137 

>i 

221        „ 

.84 

35      » 

186     „ 

It  will  be  seen  that  the  numbers  obtained  for  the  same  ion  from 
different  salts  agree  fairly  well  together,  the  differences  being  probably 
due  to  inaccuracies  in  the  values  for  the  migration  data.  This  is  rendered 
extremely  probable  on  account  of  the  difficulty  of  accurately  measuring 
the  loss  of  salt  near  the  electrodes.  Further,  it  is  to  be  noted  that  the 
migration  data  have  only  been  determined  for  comparatively  concentrated 
solutions,  and  that  the  values  of  the  migration  constants  seem  to  change 
slightly  with  the  concentration,  so  that,  instead  of  using  the  values  given 
in  the  table,  we  ought  to  use  those  for  a  very  dilute  solution,  such  as  is 
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employed  in  deriving  the  molecular  conductivity.  Kohlrausch  has  at- 
tempted to  allow  for  this  effect  of  concentration  on  the  migration  constant, 
and  the  values  for  the  ionic  velocities  which  he  considers  to  be  the  most 
accurate  are  given  in  the  following  table  : — 

Velocity  of  the  Ions. 


Kations. 

Anions.                             1 

K     .     .     . 

66  X  io~*cm. 

per  sec. 

CI    .    .    . 

69  X  io~*  cm.  per  sec. 

Na  .    .    . 

45      » 

)9 

N03   .  . 

64      ,, 

Li    .    .    . 

36      „ 

» 

OH.    .    . 

182      „ 

H    .    .    . 

320      „ 

» 

Ag  .    .    . 

57      „ 

)> 

Direct  experimental  measurements  have  been  made  of  the  velocities 
of  some  ions,  and  the  results  obtained  agree  with  those  given  in  the 
above  table,  as  calculated  from  migration  and  conductivity  data. 

543.  The  lonisation  Coefflelent.— On  the  dissociation  theory,  the 
explanation  of  the  increase  of  the  molecular  conductivity  with  the  dilution 
is  that  more  of  the  molecules  of  the  salt  become  dissociated  into  ions  as 
the  dilution  increases.  If  a  is  the  fraction  of  the  total  number  of  mole- 
cules of  the  salt  present  which  have  become  dissociated  at  the  given 
concentration,  then,  since  it  is  only  the  dissociated  molecules  which  can 
conduct,  it  follows  that  the  molecular  conductivity  at  any  given  concen- 
tration must  be  to  the  molecular  conductivity  at  infinite  dilution,  when 
all  the  molecules  are  dissociated,  as  the  number  of  molecules  actually 
dissociated  in  the  solution  considered  is  to  the  total  number  of  molecules 
in  the  solution.  Hence,  if  Wc  is  the  molecular  conductivity  when  the 
concentration  is  c  and  w^,  the  molecular  conductivity  for  an  infinitely 
dilute  solution,  , 

The  quantity  a,  which  expresses  on  the  dissociation  theor>'  the  fraction  of 
the  number  of  molecules  present  which  exist  in  the  solution  in  the  ionic 
condition,  is  called  the  ionisation  coefficient  or  the  dissociation  coefficient. 
Now  according  to  Van't  Hoff's  theory  of  solutions  the  osmotic  pres- 
sure (§  165)  of  a  given  solution  is  proportional  to  the  number  of  molecules 
present  in  the  solution.  Suppose  that  N  molecules  of  potassium  chloride 
are  dissolved  in  i  c.c.  of  water,  then,  if  none  of  the  molecules  become 
dissociated,  the  osmotic  pressure  ought  to  be  proportional  to  N.  If,  how- 
ever, n  of  the  molecules  of  KCl  become  dissociated  into  the  ions  K  and 
CI,  the  number  of  molecules  present  will  be  {N-n)  undissociated  mole- 
cules of  KCl  together  with  2«  ions.  Hence,  if  we  suppose  that  the  effect 
of  each  of  the  ions,  into  which  the  molecule  is  split,  in  producing  the 
osmotic  pressure  is  the  same  as  that  produced  by  one  of  the  undissociated 
molecules,  the  osmotic  pressure  will  be  proportional  to  A^+«.    Thus, 
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by  determining  first  the  osmotic  pressure,/,  produced  when  A^  molecules 
of  some  body,  such  as  sugar,  which  is  not  an  electrolyte  and  hence  is 
not  dissociated,  is  dissolved  in  unit  volume  of  water,  and,  secondly,  the 
osmotic  pressure,  p\  produced  when  the  same  number  of  molecules  of 
an  electrolyte  is  dissolved,  we  can  calculate  the  ratio  of  the  number  of 
molecules,  n^  which  are  dissociated  to  the  total  number  of  molecules 
present,  that  is,  calculate  the  ionisation  coefficient  a.    Thus 

P        N      ^  N  ' 

or  0=^—-^. 

P 

In  the  same  way,  from  the  comparison  of  the  depression  of  the  freezing- 
point  (§  225)  produced  by  N  molecules  of  a  non-electrolyte  with  that 
produced  by  the  same  number  of  molecules  of  an  electrolyte  w^e  can, 
making  the  same  supposition  as  to  each  of  the  ions  of  a  dissociated 
molecule  producing  the  same  depression  as  an  undissociated  molecule, 
calculate  from  such  observations  the  value  of  the  ionisation  coefficient. 

In  the  following  table  the  values  of  the  ionisation  coefficients  as 
obtained  from  these  entirely  different  data  are  given,  and  it  will  be 
noticed  that  the  agreement  of  the  numbers  obtained  in  the  various  ways 
is  on  the  whole  very  fair.  Whether  we  accept  the  dissociation  hypothesis 
or  not,  at  any  rate  these  numbers  show  that  there  must  be  some  intimate 
relation  between  the  cause  of  the  conductivity  of  electrolytes,  the  depres- 
sion of  the  freezing-point  and  the  osmotic  pressure. 


Ionisation  Coefficients. 


' - 

Concentration 

Coefficient  of  lonisation  Deduced 

Substance. 

in 
Gram-Molecules 

from 

from  Depression 

per  Litre. 
0.002 

Conductivity. 

of  Freezing- Point. 
0.98 

HCl 

1. 00 

0.01 

0.99 

0.96 

O.I 

0.94 

0.89 

[ 

0.003 

0.90 

0.86 

H,SO,     .        .        . 

0.005 

0.85 

0.84 

I 

0.05 

0.62 

0.61 

( 

0.002 

1. 00 

0.98 

KOH       .        .        A 

0.0 1 

0.99 

0.94 

I 

0.1 

0-93 

0.83 

0.002 

0.99 

0.98 

NaOH    . 

O.OI 

0.99 

0.94 

0.05 

0.90 

a88 

0.003 

0.91 

0.96 

Na,C03  .        .        .] 

0.005 

0.86 

0.96 

^ 

0.05 

0.65 

0.73         1 

Digitized  by 


Google 


8 10  Magnetism  and  Electricity  [§  544 

]^  544.  Polarisation. — If  an  electrolytic  cell  is  prepared  containing^  a 
solution  of  sulphuric  acid,  the  electrodes  being  composed  of  platinum 
plates,  and  this  cell  and  a  galvanometer  are  included  in  a  circuit  together 
with  a  source  of  E.M.F.,  the  following  phenomena  will  occur.  If  the 
E.M.F.  of  the  battery  is  less  than  about  1.7  volts,  on  closing  the  circuit 
the  galvanometer  will  indicate  that  a  current  passes  in  the  circuit  The 
strength  of  the  current  will,  however,  rapidly  decline,  till  after  a  short 
time  only  a  very  minute  current  will  continue  to  pass.  If  the  E.M.F.  of 
the  battery  is  greater  thaJi  1.7  volts  the  current  will  decrease  in  strength 
for  some  time  after  the  closing  of  the  circuit,  but  it  will  never  become 
evanescent,  as  was  the  case  when  the  E.M.F.  was  below  1.7  volts.  If, 
after  the  passage  of  a  current  through  the  electrolytic  cell,  the  battery  is 
removed  and  the  circuit  completed  by  joining  together  the  ends  of  the 
wires  which  were  connected  to  the  poles  of  the  battery,  a  current  will 
pass  round  the  circuit  for  some  time  in  the  opposite  direction  to  that  in 
which  the  current  sent  from  the  battery  passed.  Thus  the  plates  of 
platinum  immersed  in  the  electrolyte  possess  the  power  not  only  of 
practically  stopping  the  passage  of  a  current  in  a  circuit  in  which  the 
E.M.F.  is  less  than  1.7  volts,  that  is,  are  capable  of  exerting  an  E.M.F. 
in  the  opposite  direction  to  that  which  is  due  to  the  battery,  and  so 
of  preventing  the  passage  of  a  current ;  but  also  this  opposing  E.M.F. 
continues  for  some  time  after  the  removal  of  the  external  E.M.F.,  so  that 
the  electrodes  are  able  to  send  a  current  through  the  circuit.  This  pheno- 
menon is  called  polarisation,  and  the  electrodes  are  said  to  be  polarised. 
If  a  current  is  passed  through  an  electrolytic  cell  containing  dilute  sul- 
phuric acid,  and  in  which  the  electrodes  are  of  platinum,  and  the  E.M.F. 
between  the  electrodes  is  measured  immediately  after  the  removal  of  the 
external  E.M.F.,  it  will  be  found  to  be  1.07  volts,  the  anode  being  at  the 
higher  potential. 

It  must  be- noticed  that,  although  according  to  the  ionic  hypothesis 
the  ions  exist  in  the  electrolyte  in  the  dissociated  condition,  it  does  not 
follow  that  no  work  has  to  be  done  to  liberate  the  ions  from  the  solution. 
In  the  solution  each  ion  has  its  appropriate  charge ;  when  the  ion  is 
liberated  at  the  electrode,  however,  this  charge  has  been  removed,  so  that 
the  condition  of  the  liberated  ions  is  quite  different  from  that  when  they 
were  in  the  solution.  If  we  assume  that  the  hydrogen,  say,  as  it  is  given 
off,  consists  of  molecules  each  containing  two  atoms,  these  atoms  being 
held  together  by  chemical  forces  so  as  to  form  a  compound,  containing, 
however,  only  one  kind  of  element ;  then  if,  as  seems  probable,  chemical 
combination  really  consists  in  the  holding  together  of  the  atoms  by  the 
electrical  forces  in  play  between  their  charges,  we  are  led  to  the  necessity 
for  supposing  that  the  molecule  of  hydrogen  given  off  at  the  kathode 
must  consist  of  a  positively  charged  atom  and  a  negatively  charged  atom. 
Hence  in  the  process  of  electrolysis,  while  one  hydrogen  atom  retains  its 
positive  charge  the  other  loses  its  positive  charge,  and  t^es  up  from 
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the  kathode  an  equal  negative  charge,  and  the  two  combine  to  form  a 
molecule  of  neutral  hydrogen.  As  far  as  the  passage  of  electricity  through 
the  electrolytic  cell  is  concerned,  the  giving  up  of  its  positive  charge  to  the 
kathode  by  a  hydrogen  ion  is  exactly  the  same  thing  as  taking  an  equal 
negative  charge  from  the  kathode,  so  that  although  all  the  hydrogen  ions 
do  not  lose  their  charge  when  they  are  liberated,  as  we  have  tacitly  assumed 
in  the  preceding  pages,  the  quantity  of  electricity  which  passes  through 
the  cell,  while  a  given  number  of  H  ions  are  liberated,  is  the  same  as  it 
would  be  if  all  the  H  ions  gave  up  all  their  charges  to  the  kathode. 

The  explanation  of  the  fact  that  the  polarised  electrodes  are  able, 
when  the  E.M.F.  sending  a  current  through  the  cell  is  removed,  to  send  a 
current  through  the  circuit  in  the  reverse  direction,  is  that  the  gases  pro- 
duced at  the  electrodes  are  not  entirely  liberated  and  given  off,  but  that 
the  platinum  absorbs  a  certain  quantity  of  the  gas.  On  the  removal  of 
the  E.M.F.  this  absorbed  gas  tends  to  return  into  the  solution,  and  each 
ion  of  the  kation,  when  it  leaves  the  kathode,  becomes  charged  positively, 
while  each  anion  as  it  leaves  the  anode  is  negatively  charged.  Thus 
positive  electricity  is  taken  away  from  the  kathode  and  negative  from  the 
anode,  and  hence  in  the  external  circuit  connecting  the  electrodes  a  current 
will  flow  from  the  anode  to  the  kathode,  that  is,  in  the  reverse  direction 
to  the  original  current. 

There  are  two  distinct  effects  which  are  in  general  included  under  the 
term  polarisation.  One  of  these  is  the  back  E.M.F.,  which  must  exist 
when  chemical  decomposition  is  being  performed  by  the  current,  in  order 
that  the  requisite  amount  of  energy  may  be  supplied  by  the  current  The 
other  is  an  effect  due  to  the  accumulation  of  the  products  of  the  decom- 
position on  or  near  the  electrodes.  Thus  in  the  case  of  the  electrolysis 
of  dilute  sulphuric  acid  between  unplatinised  platinum  electrodes,  the 
polarisation  E.M.F.  amounts  to  about  1.7  volts.  Le  Blanc  has,  however, 
shown  that  if  platinised  electrodes  are  employed,  water  may  be  decom- 
posed with  an  E.M.F.  of  only  1.07  volts.  When  unplatinised  electrodes 
are  used  the  gases  are  evolved  in  the  form  of  bubbles  which  form  on  the 
plates,  and  it  would  appear  that  a  certain  amount  of  work  has  to  be  done 
in  producing  these  bubbles.  With  platinised  electrodes,  on  the  other 
hand,  a  much  larger  quantity  of  the  gases  separated  by  the  passage  of  the 
current  will  not  be  liberated  in  the  gaseous  form,  but  will  be  absorbed  by 
the  platinum,  and,  in  addition,  the  numerous  small  points  which  are 
present  on  the  platinised  surface  seem  to  facilitate  the  evolution  of  the 
bubbles.  Hence  we  are  led  to  the  conclusion  that  1.07  volts  represents 
the  E.M.F.,  which  corresponds  to  the  chemical  work,*  that  is,  the  splitting 
up  of  the  chemical  compound  that  forms  the  electrolyte,  which  is  done  in 
the  cell,  while  the  greater  value,  1.7  volts,  which  is  necessary  to  produce 
decomposition  when  unplatinised  platinum  electrodes  are  employed,  is 

1  We  shall  return  to  the  subject  of  the  connection  between  the  E.M.F.  and  the 
energy  required  to  perform  the  chemical  work  in  §  558. 
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due  to  the  additional  work  which  has  to  be  done  at  the  electrodes  in 
performing  the  mechanical  work  of  separating  the  liberated  gases  from 
the  electrodes. 

The  tenn  polarisation  is  also  used  in  yet  another  sense,  when  the 
increase  of  the  resistance  of  an  electrolytic  cell,  due  to  the  fact  that  the 
bubbles  of  gas  which  adhere  to  the  electrodes  virtually  diminish  the  cross- 
section  of  the  liquid  conductor,  and  hence  increase  the  resistance,  is  spoken 
of  as  being  due  to  polarisation. 

It  is  better,  however,  to  call  such  an  effect  as  this  a  transition  or  secon- 
dary resistance.  The  magnitude  of  these  mechanical  effects  depends  on  the 
current  density,  that  is,  the  quotient  of  the  current  passing  by  the  area  of 
the  electrode,  on  the  solubility  of  the  gases  liberated  in  the  electrolyte, 
and  on  the  occlusion  of  the  gases  by  the  electrodes.  So  that  if  the  term 
polarisation  is  taken  to  include  all  these  effects  its  value  is  most  indeiinite. 

In  the  case  of  the  electrolysis  of  a  solution  of  copper  sulphate  between 
electrodes  of  copper  we  have  copper  deposited  on  the  kathode,  and  the 
SO4  ion  attacks  the  anode  producing  copper  sulphate.  Hence  in  such  a 
case  the  energy  which  is  required  to  split  up  the  salt  is  regained  by  the 
formation  of  an  equal  mass  of  the  salt  at  the  anode,  so  that  no  work  has 
to  be  done  by  the  current  in  producing  chemical  energy  of  separation. 
We  should  therefore  expect  that  in  this  case  there  would  be  no  counter 
E.M.F.  of  polarisation,  which  as  a  matter  of  fact  is  found  to  be  the  case. 
Similarly,  when  a  solution  of  zinc  sulphate  is  electrolysed  between  electrodes 
of  zinc  there  is  no  polarisation.  When  there  is  no  polarisation,  the  differ- 
ence of  potential  between  the  electrodes  during  the  passage  of  a  current 
is  equal  to  the  product  of  the  current  into  the  resistance  between  the 
electrodes  according  to  Ohm's  law.  If,  however,  there  is  an  opposing 
E.M.F.  of  polarisation  e  developed  when  a  current  C  is  passed,  the 
resistance  of  the  electrolyte  between  the  electrodes  being  Ry  then  by 
Ohm's  law  there  will  be  a  difference  of  potential  between  the  portions  of 
the  electrolyte  near  the  anode  and  kathode  respectively  given  by  -A'C. 
Hence  in  this  case  the  difference  of  potential  between  the  electrodes  will 
be  given  by  E=RC-{-e,  so  that  C=={E-e)/R,  Hence,  when  we  are  con- 
sidering the  passage  of  a  current  between  the  electrodes  in  a  cell  where 
polarisation  occurs,  the  applied  E.M.F.  must  be  reduced  by  the  E.M.F. 
of  polarisation  in  order  to  calculate  the  current,  according  to  Ohm's  law, 
from  the  resistance  of  the  cell. 

The  measurement  of  the  polarisation  produced  by  a  given  current 
must  be  made  very  quickly  after  the  removal  of  the  external  E.M.F. 
which  was  sending  the  current,  for  the  magnitude  of  the  polarisation 
E.M.F.  falls  rapidly.  Tlie  experiment  may  be  performed  by  means  of 
the  arrangement  shown  in  Fig.  518.  The  electrodes  of  the  electrolytic 
cell  c  are  connected,  one  with  the  stem  of  an  insulated  tuning-fork  F, 
and  the  other  with  one  pole  of  a  battery,  and  with  one  of  the  pairs  of 
quadrants  of  a  quadrant  electrometer.    The  other  pole  of  the  battery  and 
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the  other  quadrants  of  the  electrometer  are  connected  to  two  small 
mercury-cups,  a  and  b.  Two  platinum  wires  are  attached  to  the 
prongs  of  the  fork  in  such  a  way 
that  when  the  pronffs  move  towards 
one  another  one  wire  dips  into  the 
mercury-cup  ^,  and  connects  the 
electrolytic  cell  with  the  battery, 
while  when  the  prongs  move  away 
from  each  other  the  wire  attached  to 
one  prong  is  withdrawn  from  the  cup 
by  while  that  attached  to  the  other 
is  dipped  into  the  cup  a,  and  hence 
connects  the  electrolytic  cell  with 
the  electrometer.  Thus  as  the  fork  vibrates  the  electrolytic  cell  is  alter- 
nately connected  with  the  battery  and  with  the  electrometer,  and  from  tne 
deflection  of  the  electrometer  the  E.M.F.  of  polarisation  can  be  obtained. 

As  the  E.M.F.  of  the  battery  is  increased  it  is  found  that  at  first  the 
polarisation  E.M.F.  increases,  and  is  almost  exactly  equal  to  the  E.M.F. 
of  the  battery.  As  the  primary  E.M.F.,  however,  gets  larger  the  polarisa- 
tion E.M.F.  increases  more  slowly,  but  recent  experiments  seem  to  show 
that  it  goes  on  increasing  very  slightly  even  after  the  primary  E.M.F.  has 
reached  such  a  value  that  an  appreciable  current  will  pass  through  the 
cell,  so  that  no  definite  maximum  of  polarisation  can  be  said  to  exist. 

A  phenomenon  which  is  intimately  related  with  that  of  polarisation, 
and  which  has  already  been  referred  to,  is  the  minimum  E.M.F.  required 
to  produce  continuous  decomposition.  This  E.M.F.  must  of  course  be 
greater  than  the  polarisation  E.M.F.  for  the  corresponding  current,  for 
otherwise  no  current  would  pass  through  the  cell,  and  hence  no  continuous 
decomposition  would  take  place. 

Numerous  experiments  on  the  minimum  E.M.F.  required  to  produce 
continuous  decomposition  have  been  made  by  Le  Blanc,  and  some  of  the 
values  he  has  obtained  for  solutions  containing  i  gram  equivalent  per 
litre  are  given  in  the  following  table  : — 


Solution  of 


ZnSOi  . 
ZnHra  . 
Pb(NO,V, 

AgNo, ; 

Cd(N()..).> 
CdSO,,  ■ ." 
CdCla     . 


Minimum  E.M.F. 
for  Continuous 
Decomposition. 


2.35  volts. 
1.80      „ 
1.52      „ 
0.70      „ 

2.03      „ 
1.78      „ 


Solution  of 


H.,S04  . 

HNO.J  . 

n.,po\  . 

HCl  .  . 


Minimum  E.M.F. 

for  Continuous 

Decomposition 

(Unplatinised 

IClectrodes). 

1.67 
1.69 
1.70 
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It  will  be  noticed  that,  in  the  case  of  acids  which  on  electrolysis  evolve 
hydrogen  at  the  kathode  and,  owing  to  secondary  reactions,  oxygen  at 
the  anode,  decomposition  starts  with  a  potential  difference  of  1.7  volts. 
Experiments  on  the  influence  of  the  concentration  of  the  solutions  on  the 
minimum  E.M.F.  required  to  produce  continuous  decomposition  have 
shown  that,  in  the  case  of  solutions  of  acids  where  the  value  is  about  1.7, 
this  value  is  practically  independent  of  the  concentration.  In  the  case  of 
such  acids  as  hydrochloric  acid,  however,  where  the  value  is  considerably 
below  1.7,  the  minimum  E.M.F.  increases  as  the  dilution  is  increased,  and 
approaches  the  value  1.7  for  very  great  dilutions.  It  is  of  interest  to  note 
that  in  a  very  dilute  solution  of  HCl  the  gas  liberated  at  the  anode  is  no 
longer  chlorine,  but  that  a  secondary  reaction  takes  place  and  oxj'gen  is 
evolved  ;  so  that  at  these  great  dilutions  the  electrolysis  of  HCl,  as  of  the 
other  acids,  involves  the  evolution  of  H  and  O,  and  under  these  circum- 
stances the  minimum  E.M.F.  is  the  same  for  all 

544a.  Measurement  of  the  Resistance  of  Electrolytes.  —  As 
has  already  been  pointed  out,  when  measuring  the  resistance  of  an 
electrolyte  it  is  in  general  not  sufficient  to  measure  the  difference  of 
potential  E  between  the  electrodes  when  the  electrolyte  is  traversed  by  a 
given  current  C,  and  then  deduce  the  value  of  the  resistance  from  the 
relative  /?=Cy£',  the  reason  being  that  part  of  the  E.M.F.  E  is  em- 
ployed in  overcoming  the  polarisation  at  the  electrodes.  The  most 
usual  manner  of  overcoming  this  difficulty  is  to  include  the  electrolytic 
cell  in  one  arm  of  a  Wheatstone's  bridge,  the  electrodes  being  so  chosen 
as  to  reduce  the  polarisation  to  a  minimum,  and  to  use  an  alternating 
current  on  the  bridge.  In  order  to  supply  this  alternating  current  a 
small  induction  coil  (§  524)  is  employed,  the  secondary  of  the  coil  being 
to  the  terminals  of  the  bridge  to  which  the  battery  is  usually  connected. 
Since,  when  an  alternating  current  is  employed,  the  current  which 
traverses  the  galvanometer  branch  when  the  bridge  is  not  balanced  is 
also  alternating,  an  ordinary  galvanometer  cannot  be  employed ;  the 
reason  being  that  although  the  bridge  may  not  be  balanced,  yet  the 
galvanometer  would  be  undeflected,  for  it  would  be  traversed  by  a 
current  first  in  one  direction  and  then  in  the  other.  Hence,  since  the 
period  of  the  galvanometer  needle  has  to  be  much  greater  than  the 
period  of  the  alternations,  before  the  needle  has  time  to  move  appreciably, 
under  the  influence  of  the  current  in  one  direction,  the  direction  of  the 
current  is  reversed,  and  thus  the  jnotion  is  checked.  The  usual  arrange- 
ment is  to  replace  the  galvanometer  by  a  telephone,  and  to  move  the 
point  of  contact  on  the  slide  wire  of  the  bridge  till  the  telephone  is 
silent.  When  this  adjustment  is  made,  no  alternating  current  is  passing 
through  the  telephone,  and  the  ordinary  relation  between  the  resistances 
of  the  bridge  holds.  In  order  that  complete  silence  may  be  secured,  it 
is  important  that  none  of  the  resistances  forming  the  bridge  should  have 
either  self  or  mutual  induction.  This  method  of  measuring  the  resistance 
of  electrolytes  is  known  as  Kohlrausch's  method. 
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CHAPTER   XVI 
CONTACT  B.M.F.  AND  THE   VOLTAIC  CELL 

646.  Contact  Electrification.  —  If  a  metal  needle,  a  (Fig.  519), 
having  the  shape  of  half  a  quadrant  electrometer  needle,  is  suspended 
by  a  fine  wire  so  as  to  be  able  to  turn  about  a  vertical  axis  through 
B,  just  above  two  metal  semicircles,  one  of  which,  z,  is  of  zinc,  and  the 
other,  c,  of  copper,  then  on  electrifying  the  needle,  if  it  is  symmetrically 
arranged,  no  deflection  will  occur  if  the  zinc  and  copper  are  insulated 
the  one  from  the  other.  If,  however,  the  zinc  and 
copper  are  put  in  contact,  either  directly  or  through 
a  conducting  wire,  the  needle  will  be  deflected.  If 
the  needle  is  charged  with  positive  electricity,  the  de- 
flection will  be  away  from  the  zinc  and  towards  the 
copper,  thus  indicating  that  the  zinc  is  at  a  higher 
potential  than  the  copper.  This  diflference  of  poten- 
tial between  the  zinc  and  copper,  as  indicated  by  the 
charged  needle  suspended  over  the  metals,  is  said  to 
be  due  to  contact  electrification.  The  magnitude  of 
the  contact  difference  of  potential  does  not  depend 
on  the  time  the  metals  are  in  contact,  nor  on  the  fig.  519. 

area  of  the  surface  of  contact ;  it  does  however 
depend  on  the  nature  of  the  metals,  both  chemical  and  physical,  and 
on  the  temperature.  The  nature  of  the  surfaces  of  the  metals  which 
are  exposed  to  the  air  also  has  an  important  bearing  on  the  magni- 
tude of  the  contact  difference  of  potential.  A  list  of  the  metals  can 
be  drawn  up  such  that  any  metal  in  the  list  when  put  in  contact  with 
any  of  the  following  metals  is  at  the  higher  potential,  but  is  at  the  lower 
potential  when  put  in  contact  with  any  of  the  metals  before  it  in  the 
list.  The  following  is  such  a  list :  Zinc,  lead,  tin,  iron,  copper,  silver, 
gol^.  This  list,  which  was  first  given  by  Volta,  who  discovered  the 
cofitact  effect,  is  called  Volta's  series. 

If  three  metals.  A,  B,  and  C,  are  put  into  contact  in  pairs,  the  differ- 
ence in  potential  between  any  two  is  equal  to  the  algebraic  sum  of  the 
diflference  in  potential  produced  by  the  contact  of  each  of  the  metals 
with  the  third.  Thus  suppose  the  difference  in  potential  produced  by 
the  contact  of  A  and  B  is  pi,  while  that  between  B  and  C  is  p^  then  the 
difference  of  potential  produced  by  the  contact  of  A  and  Cispi+p^ 
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This  law  can  be  very  clearly  exhibited  by  means  of  diagrams  in 
which  the  potential  of  a  metal  is  represented  by  the  height  of  a  rect- 
angle. Thus  in  the  case  of  the  three  metals,  tin,  copper,  and  iron,  the 
dilfcrence  in  potential  between  tin  and  copper  is  0.5  volts,  the  tin  beinjj- 
at  the  higher  potential ;  hence,  if  we  take  i  cm.  to  represent  a  volt,  we 
draw  the  rectangles  (<i).  Fig.  520,  such  that  the  height  of  the  tin  rect- 
angle is  0.5  cm.  greater  than  that  of  the  copper  rectangle.  The  dif- 
ference in  potential  between  tin  and  iron  is  a 3  volts,  so  that,  the  tin 
rectangle  being  drawn  the  same  height  as  before,  the  iron  rectangle 
will  be  0.3  cm.  lower,  as  shown  at  (Ji).  The  difference  in  potential 
between  the  copper  and  the  iron  will  be  two-tenths  of  a  volt,  and  if 
the  rectangle  for  the  copper  is  drawn  of  the  same  height  as  in  (a),  the 
rectangle  representing  the  iron  will  be  0.2  cm.  higher,  that  is,  it  will 
be  of  the  same  height  as  in  {b). 

If  we  imagine  the  copper  and  the  iron  both  put  into  contact  with 
the  same  piece  of  tin,  then  it  is  at  once  evident,  from  a  consideration 
of  Fig.  520  {d)y  that  the  difference  in  potential  between  the  copper  and 
the  iron  is  the  same  as  it  is  when  they  are  put  in  direct  contact.    Thus 


SaCul 

(a) 


Sn 

Fe 

Fe 

Cu 

Fe 

Stt 

Sii 

Cu 

ib) 

ic) 

id) 

Fig. 

520 

the  difference  in  the  potential  of  any  two  metals  is  the  same,  whether 
they  are  put  in  direct  contact  or  whether  they  are  joined  by  means  of 
a  wire  composed  of  another  metal. 

It  follows  from  the  above  law  that  if  we  arrange  a  circuit  of  which 
the  parts  are  of  different  metals,  but  the  first  and  last  metals  are  the 
same,  then  there  will  be  no  difference  in  potential  between  these  end 
portions. 

If,  however,  the  first  and  last  metals  arc  different,  say  A  and  />, 
the  difference  in  potential  l>etwcen  these  metals  being  /,  then  the  dif- 
ference in  potential  between  the  end  metals  will  be  equal  to/,  although 
they  arc  connected  fbgether  by  other  metals. 

It  might  at  first  sij^ht  appear,  since  we  have  two  metals  -'/  and  7?  at 
a  difference  of  potential/,  and  that  owing  to  the  contact  difference  of 
potential  they  are  kept  at  this  constant  difference,  that  on  connecting  A 
and  />  by  means  of  a  wire,  a  current  would  be  set  up  in  this  wire.  This, 
however,  is  not  the  case,  for  suppose  we  attempt  to  connect  A  and  B 
by  a  wire  of  the  metal  A^  then  the  difference  of  potential  between  the 
end  of  this  wire  and  the  metal  B  is  /,  but  when  the  wire  touches  B^ 
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owing  to  the  contact,  a  difference  in  potential  of  p  will  be  developed  at 
the  point  of  contact,  and  this  diflerence  of  potential  will  prevent  the 
difference  of  potential  which  exists  between  the  metals  A  and  By  forming 
the  end  of  the  chain,  forcing  electricity  through  the  wire.  The  same 
can  be  shown  to  be  true  whatever  the  nature  of  the  wire  by  which  A 
and  B  are  joined,  so  that  by  no  arrangement  of  metals,  all  at  the  same 
temperature,  can  we  obtain  a  current  in  a  circuit  which  is  composed 
exclusively  of  metals. 

The  case  when  we  are  dealing  with  the  contact  differences  of  poten- 
tial between  liquids,  or  between  metals  and  liquids,  is  however  quite 
different.  Thus  when  copper  is  in  contact  with  a  solution  of  sulphuric 
acid,  the  copper  is  at  the  higher  potential,  while  zinc,  which  is  at  the 
higher  potential  when  in  contact  with  copper,  ought,  if  the  liquid 
behaved  as  a  metal  would,  according  to  the  above  law,  to  be  at  a 
higher  potential  than  the  sulphuric  acid  solution,  instead  of  which  it 
is  at  a  lower  potential.  Hence  it  is  possible  to  arrange  a  circuit  com- 
posed partly  of  solid  and  partly  of  liquid  conductors,  such  that  a  dif- 
ference of  potential  exists  between  two  parts  of  the  circuit,  even  when 
these  parts  are  connected  by  a  conducting  wire.  Thus  suppose  we 
have  a  circuit  composed  of  a  plate  of  copper  dipping  in  a  solution  of 
sulphuric  acid,  a  plate  of  zinc  also  dipping  in  this  solution,  and  a  copper 
wire  touching  the  zinc.  The  diagram  of  the  poten- 
tials is  shown  in  Fig.  521.  The  copper,  Cu,  is  at  a 
higher  potential  than  the  solution,  H2SO4,  while  the 
solution  is  at  a  higher  potential  than  the  zinc,  Zn. 
The  zinc  is  at  a  higher  potential  than  the  copper 
wire,  Cu',  so  that  the  wire  is  at  a  lower  potential 
than  the  copper  plate.  Hence  by  this  arrange- 
ment we  have  got  two  portions  of  the  same  metal  fig.  521. 
(copper),  which,  owing  to  contact  differences  of 
potential,  are  at  different  potentials,  and,  since  when  the  copper  wire 
is  put  in  contact  with  the  copper  plate  we  are  dealing  with  the  contact 
of  the  same  metal,  and  therefore  no  contact  difference  of  potential  is 
produced  which  would  annul  the  tendency  of  the  existing  difference 
of  potential  to  cause  electricity  to  move  in  the  circuit,  we  have  here  an 
arrangement  suitable  for  producing  an  electric  current. 

It  is  not  even  necessary  that  the  contact  of  dissimilar  metals  occurs 
in  the  circuit,  or  even  that  two  metals  be  employed,  for  a  galvanic 
element  can  be  produced  in  which  no  such  contact  of  dissimilar  metals 
occurs,  or  in  which  only  a  single  metal  is  employed.  Thus,  when  inmiersed 
in  dilute  sulphuric  acid,  copper  is  at  a  higher  potential  than  lead,  while 
when  immersed  in  a  solution  of  sodium  sulphide  (Na^S),  copper  is  at  a 
lower  potential  than  the  lead.  Hence  if  we  have  two  glass  vessels,  one 
containing  dilute  acid  and  the  other  a  solution  of  sodium  sulphide,  and 
place  a  strip  of  lead  so  that  one  end  dips  in  the  acid  and  the  other  end 
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dips  in  the  solution  of  the  sulphide,  while  one  plate  of  copper  is  placed 
in  the  acid  and  another  in  the  sulphide  solution,  then,  as  shown  by 

the  diagram  in  Fig.  522,  the  copper  is 
at  a  higher  potential  than  the  lead  in 
the  acid  in  the  vessel  A,  while  the 
copper  in  the  vessel,  B,  containing  the 
sodium  sulphide  solution  is  at  a  lower 
potential  than  the  lead.  Hence  the 
copper  plate  c  is  at  a  higher  potential 
than  the  copper  plate  D,  and  if  they  are 
joined  by  a  copper  wire,  a  current  of 
electricity  will  flow  through  the  wire, 
although  there  is  no  contact  of  dis- 
similar metals. 

646.  Magnitude  of  the  Ck>ntaet 
Differenee  of  Potential.— In  a  voltaic 
cell  consisting,  say,  of  a  plate  of  zinc 
and  a  plate  of  copper  in  dilute  sul- 
phuric acid  solution,  there  are  three  different  contacts  between  dissimilar 
materials,  namely  zinc/copper,  copper/acid,  and  acid/zinc,  and  hence  we 
have  to  deal  with  three  contact  differences  of  potential.  The  question 
as  to  the  relative  magnitude  of  these  three  contact  differences  is  one 
which  has  occasioned  an  immense  amount  of  discussion.  The  question 
does  not  lend  itself  to  experimental  decision,  for  no  method  has  as  yet 
been  devised,  which  is  free  from  all  objection,  for  measuring  the  contact 
difference  of  potential  between  two  bodies  without  the  intervention 
of  one  or  more  other  media,  although,  as  we  shall  see  in  §  549,  this 
<ian  be  got  over  if  we  accept  the  ionic  theory.  Thus,  in  the  experiment 
of  the  charged  electrometer-needle  suspended  over  the  zinc  and  copper 
quadrants  described  in  §  545,  what  is  measured  is  not  the  potential 
difference  between  the  zinc  and  the  copper  but  the  difference  in  potential 
between  the  air  in  the  neighbourhood  of  the  zinc  and  that  of  the  air  in 
the  neighbourhood  of  the  copper.  Hence  if  we  indicate  the  true  contact 
difference  of  potential  between  zinc  and  copper  by  Zn/Cu  and  so  on,  then 
what  is  actually  measured  is  the  sum  of  the  three  contact  differences  of 
potential,  air/Zn  +  Zn/Cu  +  Cu/air.  Thus  if  the  two  quantities  air/Zn 
and  Cu/air  are  not  both  zero  or  equal  and  opposite,  it  does  not  follow 
that  the  quantity  Zn/Cu  is  not  zero,  or  at  any  rate  very  small,  so  that  the 
two  metaJ  quadrants  may  be  really  at  the  same  potential,  and  we  need 
not  necessarily  have  two  parts  of  a  conductor  at  different  potentials  when 
the  electricity  is  at  rest. 

Although  it  is  impossible  to  obtain  an  experiment  showing  that  the 
difference  of  potential  of  about  0.7  volts,  which  is  observed  between  the 
air  in  the  neighbourhood  of  a  piece  of  zinc  and  a  piece  of  copper  which 
are  in  contact,  is  really  due  to  the  fact  that  the  metals  themselves  are  at 
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this  difference  of  potential,  yet  the  following  considerations  indicate  that 
such  a  difference  almost  certainly  cannot  exist.  Suppose  that  a  copper 
and  a  zinc  wire  when  joined  together  were  actually  at  a  difference  of 
potential  of  0.7  volts,  and  that  a  current  c  were  passed  through  these 
wires  in  the  direction  from  the  copper  to  the  zinc  The  fall  of  potential 
along  the  combined  wire  can  then  be  shown  diagrammatically  as  in 
Fig.  523.  The  current  passing  in  the  direction  OPQ,  there  is  a  continuous 
fsiW  of  potential  along  the  copper  wire 
OP  according  to  Ohm's  law,  which  is 
represented  by  the  line  AR  At  P, 
however,  where  the  copper  and  zinc 
meet,  there  will  be  a  contact  difference 
of  potential  which  will  raise  the  poten- 
tial of  the  end  of  the  zinc  wire  0.7  volts 
above  that  of  the  copper,  so  that  while 
the  potential  of  the  point  P  on  the 
copper  is  represented  by  the  point  B  on 
the  curve,  that  of  the  point  P  on  the 
zinc  wire  will  be  represented  by  c.  In 
the  zinc  wire,  from  P  to  Q,  the  fall  of  potential  will  be  regular  and  accord- 
ing to  Ohm's  law.  Now  as  the  current  passes  from  the  copper  to  the 
zinc  it  has  to  move  against  an  E.M.F.  represented  by  CB,  that  is,  0.7  volts, 
and  the  result  is  that  an  amount  of  work  must  be  done  represented  by 
0.7  C.  joules  in  each  second,  for  the  electricity  has  at  the  junction  been 
raised  to  a  higher  "level,"  and  so  its  potential  energy  is  increased.  This 
increase  in  the  electrical  energy  will  take  place  at  the  expense  of  the 
heat  of  the  junction,  so  that  there  will  be  an  absorption  of  heat  at  the 
junction  equal  in  electrical  units  to  0.7  C.  watts.  Or  since  a  watt  is 
equal  to  0.2387  calories  per  second,  there  will  be,  if  the  current  is  one 
ampere,  o.  167  calories  absorbed  per  second.  This  absorption  of  heat 
will  be  reversible,  so  that  on  reversing  the  direction  of  the  current  the 
same  quantity  of  heat  would  appear  at  the  junction.  Now  in  §  500  we 
have  in  fact  considered  this  very  problem  when  dealing  with  the  Peltier 
effect,  and  it  was  there  mentioned  that  the  quantity  of  heat  absorbed 
under  the  circumstances  we  have  been  considering  is  really  only 
1.6  X  10"*  calories  per  second.  We  are  therefore  led  to  the  conclusion 
that  no  such  difference  of  potential  as  0.7  volts  can  really  exist  between 
a  piece  of  copper  and  a  piece  of  zinc  when  in  contact,  and  that  the 
difference  of  potential  which  has  been  called  the  contact  difference  of 
potential  is  mainly,  at  any  rate,  a  difference  of  potential  between  the  air 
in  the  neighbourhood  of  the  two  metals. 

If  we  conclude  that  the  actual  difference  of  potential  between  two 
metals  in  contact  is  that  which  is  deducible  from  the  value  of  the  Peltier 
effect,  that  is,  of  the  order  of  0.0007  volts,  then,  in  most  of  the  considera- 
tions as  to  the  electromotive  forces  in  circuits  containing  metals  and 
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electfolytes,  the  contact  difference  of  potential  between  metals  may  be 
neglected  We  shall  now  proceed  to  consider  more  in  detail  the  question 
of  the  contact  difference  of  potential  between  metals  and  electrol>4es,  and 

\  between  two  electrolytes. 
547.  Electrolytic  Solution  Pressure.— The  existence  of  a  contact 
difference  of  potential  between  a  metal  and  an  electrolyte  has  been 
explained  by  Nernst  on  the  ionic  hypothesis  in  the  following  manner. 
Suppose  a  plate  of  a  metal,  say  zinc,  is  dipped  into  a  dilute  solution  of 
sulphuric  acid,  then  Nernst  supposes  that  there  exists  a  tendency  for  the 
zinc  in  contact  with  the  solution  to  enter  into  the  ionic  condition.  Now 
each  zinc  ion  must  carry  a  charge  of  +2f,  and  as  whenever  a  positive 
charge  is  produced  we  always  find  an  equal  and  opposite  negative  charge 
formed  at  the  same  time,  for  each  zinc  ion  that  goes  into  solution  in  the 
water  a  negative  charge  —  2€  will  be  developed  on  the  plate  ;  so  that  the 
zinc  will  become  negatively  electrified  and  the  water  positively,  due  to  the 
presence  of  the  positively  charged  zinc  ions.  If  we  further  suppose  that 
the  tendency  of  the  zinc  to  fonn  ions  is  not  indefinitely  great,  that  is,  that 
for  a  given  metal  and  liquid  there  exists  a  definite  pressure  tending  to 
make  the  metal  assume  the  ionic  condition^  then  the  ions  will  be  produced 
till  the  positive  charge  of  the  water  and  the  negative  charge  on  the  plate 
exert  such  an  electro -static  force  on  each  positively  charged  ion  that  is  on 
the  point  of  moving  off  into  the  water  as  to  exactly  balance  the  difference 
between  the  electrolytic  solution  pressure  tending  to  cause  the  zinc  to 
become  ionised  and  the  pressure  of  the  zinc  ions  which  have  already  gone 
into  solution.  This  hypothesis  of  a  solution  pressure  is  analogous  to  the 
vapour  pressure  of  a  liquid,  for  evaporation  goes  on  till  the  pressure  of 
the  vapour  is  equal  and  opposite  to  the  pressure  which  tends  to  make  the 
hquid  particles  assume  the  gaseous  form.  Since  the  charge  on  each  ion 
is  very  great  (§  539),  for  i/iooo  of  a  milligram  of  zinc  ions  carry  a  charge 
of  about  3  coulombs,  it  is  not  necessary  to  assume  that  a  weighable 
quantity  of  the  zinc  passes  into  the  water  in  the  ionic  condition  to  account 
for  the  observed  difference  of  potential. 

If  the  metal  is  in  a  solution  which  already  contains  its  own  ions,  as  for 
instance  a  plate  of  zinc  in  a  solution  of  zinc  sulphate,  then  the  ions  already 
present  in  the  solution  will  offer  an  opposition  to  the  entrance  of  any  more 
of  the  same  ions,  or  we  may  suppose  that  they  exert  a  pressure  tending  to 
drive  them  out  of  the  solution,  so  that  the  difference  of  potential  necessary  to 
produce  equilibrium  is  less  than  when  no  zinc  ions  are  in  the  solution.  If 
the  electrolyte  is  such  that  the  tendency  of  the  ions  it  already  contains  to 
leave  the  solution  is  greater  than  the  solution  pressure  of  the  metaU  then 
a  certain  number  of  the  ions  will  leave  the  solution  and  Ijecome  electrically 
neutral  on  the  metal.  In  this  way  the  metal  will  acquire  a  positive  charge 
and  the  solution  a  negative  one.  As  before,  the  positive  charge  on  the 
plate  will  exert  a  repulsive  force  on  the  positively  charged  ions  remain- 
ing in  the  solution,  while  the  negatively  charged  solution  will  exert  an 
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attraction,  so  that  both  of  these  forces  will  oppose  the  passage  of  the  ions 
on  to  the  metal,  and  a  state  of  equilibrium  will  be  set  up  in  which  the 
electro-static  force  and  the  solution  pressure  of  the  metal  are  together 
equal  and  opposite  to  the  force  with  which  the  ions  in  the  liquid  tend  to 
leave  the  solution  and  attach  themselves  to  the  metal. 

Contact  differences  of  potential  not  only  exist  between  two  different 
electrolytes  in  contact,  but  also  between  two  solutions  of  the  same 
electrolyte  if  the  concentration  is  different.  Nemst  has  explained  the 
difference  of  potential  existing  between  two  solutions  of  the  same  salt, 
when  the  concentrations  differ,  in  the  following  way.  Suppose  that  a 
strong  solution  of,  say,  hydrochloric  acid  is  in  contact  with  pure  water, 
then  the  acid  will  diffuse  into  the  water.  Since,  on  the  ionic  theory,  the 
hydrogen  ions  and  the  chlorine  ions  are  regarded  as  being  capable  of 
independent  motion,  and  since  their  velocities  of  migration  are  regarded 
as  different,  that  of  the  hydrogen  being  the  greater,  the  H  ions  will  travel 
faster  into  the  water  than  the  CI  ions.  Hence,  as  the  H  ions  carry  a 
positive  charge,  the  water  will  become  positively  charged,  owing  to  the 
presence  of  an  excess  of  H  ions,  and  the  solution  negatively,  owing  to  the 
excess  of  CI  ions.  The  process  will  not  go  on  indefinitely,  for  as  the 
water  becomes  positively  charged  an  electro-static  repulsion  will  be  pro- 
duced, tending  to  check  the  advent  of  the  positively  charged  H  ions,  and 
to- accelerate  the  negatively  charged  CI  ions.  Thus  the  H  ions  will 
diffuse  more  quickly  at  first,  till  the  difference  of  potential  produced 
between  the  water  and  the  solution  is  so  great  that  the  electro-static 
forces  on  the  charged  ions  cause  the  H  and  CI  ions  to  diffuse  at  the  same 
rate.  As  the  diffusion  continues,  the  number  of  ions  in  the  weaker 
solution  will  increase,  and  hence  the  tendency 
of  the  ions  from  the  stronger  solution  to  move 
into  the  weaker  solution  will  also  decrease, 
and  the  difference  of  potential  necessary  to 
prevent  the  H  ions  diffusing  more  quickly 
than  the  CI  ions  will  be  less.  In  other  words, 
the  contact  difference  of  potential  will  de- 
crease when,  owing  to  diffusion,  the  concen- 
trations of  the  two  solutions  become  more 
nearly  equal. 

In  the  case  of  electrolytes  it  is  impossible 
to  make  a  list  such  as  Volta's  list  for  the  Fig.  524. 

metals,  so  that  it  is  possible  to  arrange  a 

series  of  electrolytes  to  form  a  circuit  which  can  produce  a  current  through 
the  circuit.  Such  a  circuit  (Fig.  524)  consists  of  a  fairly  strong  solution 
of  potassium  chloride  (KCl),  a  weak  solution  of  KCl,  a  weak  solution  of 
hydrochloric  acid  (HCI),  a  fairly  strong  solution  of  HCl,  this  solution 
being  in  contact  with  the  strong  solution  of  KCl,  when  a  current  will 
circulate  through  the  solutions  as  shown  diagrammatically  in  Fig.  524. 
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A  current-producing  circuit  cannot,  however,  be  formed  by  a  series  of 
differently  concentrated  solutions  of  the  same  electrolyte. 

648.  The  Capillary  Eleetrometer.— The  measurement  of  the 
contact  difference  of  potential  between  a  metal  and  a  liquid  has  been 
rendered  possible  owing  to  a  discovery  of  Lippmann's,  who  found  that 
when  a  current  is  passed  across  the  surface  separating  mercury  and 
dilute  sulphuric  acid,  in  the  direction  from  the  acid  to  the  mercury, 
the  area  of  the  surface  of  separation  tends  to  decrease,  as  if  the  surface 
tension  (§  157)  had  increased  Conversely,  if  by  any  means  the  area 
of  the  surface  of  separation  is  varied,  a  current  will  be  produced  in  a 
wire  connecting  the  mercury  and  the  solution.  The  effect  of  the  applica- 
tion of  an  E.M.F  across  the  surface  of  separation  of  mercury  and  dilute 
sulphuric  acid  on  the  surface  tension  has  been  applied  by  Lippmann  to 
the  construction  of  an  electrometer.  A  simple  form  of  capillary  electro- 
meter is  shown  in  Fig.  525.  A  glass  tube,  AB, 
is  drawn  off  at  the  bottom  into  a  fine  capillary, 
C.  To  the  side  of  this  tube  is  connected  a 
reservoir,  D,  by  means  of  a  flexible  indiarubber 
tube.  AB  and  D  are  filled  with  mercury,  so  that 
by  raising  D  the  height  to  which  the  mercury 
rises  in  ab  can  be  varied,  and  hence  also  the 
pressure  which  acts  tending  to  drive  the  mercury 
out  through  the  capillary.     The  end  of  the 

^-  -      ^j.  ..     capillary  dips  in  a  vessel,  E,  containing  a  dilute 

J I  ^   solution  of  sulphuric  acid  above  and  some  mer- 

J  %  ^^^\  \  cury  below.  Platinum  wires  are  fused  through 
>6I  \iF\  II  the  tube  ab  at  X,  and  through  the  vessel  E  at  Y, 
so  that  an  E.M.F.  may  be  applied  between  the 
mercury  in  AB  and  that  in  £.  Since  the  angle 
of  contact  between  mercury  and  sulphuric  acid 
solution  and  glass  is  greater  than  90",  the  sur- 
face tension  tends  to  drive  the  mercury  up  the 
capillary  tube,  and  a  condition  of  equilibrium  will  be  reached  when  the 
capillary  force  is  just  balanced  by  the  head  of  mercury  in  ab.  The  posi- 
tion of  the  meniscus  separating  the  mercury  and  the  solution  in  the 
capillary  is  observed  by  means  of  a  microscope,  T.  Since,  as  we  have 
seen  in  §  160,  the  pressure  which  the  capillary  forces  will  sustain  depends 
on  the  diameter  of  the  capillary,  and  as  the  capillary  is  never  cylindrical, 
but  is  slightly  conical,  the  meniscus  will  move  till  it  reaches  a  point  in 
the  capillary  where  the  diameter  of  the  bore  is  such  that  the  capillary 
forces  just  balance  the  head  of  mercury.  If  the  head  of  mercury  is 
increased  the  meniscus  will  move  down  into  a  narrower  part  of  the 
capillary,  and  vice  versa.  If  after  equilibrium  has  been  attained  the 
surface  tension  is  in  any  way  reduced,  the  meniscus  will  move  down  to  a 
narrower  part  of  the  capillary  till  the  increase  of  the  capillary  forces  due 


Fig.  525. 
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to  the  reduced  diameter  just  makes  up  for  the  reduction  in  the  surface 
tension,  and  to  bring  the  meniscus  back  to  its  original  position,  as 
indicated  by  the  cross  wires  of  the  microscope,  the  head  of  mercury  will 
have  to  be  reduced  by  lowering  the  reservoir,  D  ;  and  the  decrease  in  the 
head  as  measured  by  a  scaje  fixed  alongside  ab  will  be  a  measure  of  the 
decrease  in  the  surface  tension.  In  the  same  way,  if  the  surface  tension 
increases  the  meniscus  will  move  up  to  a  wider  part  of  the  capillary,  and 
to  bring  it  back  to  the  fixed  position  the  head  of  mercury  will  have  to  be 
increased.  If  the  head  of  mercury  is  so  adjusted  that  the  meniscus  is  in 
the  sighted  position  when  the  wires  X  and  Y  are  connected  together,  so 
that  no  external  E.M.F.  is  acting  across  the  meniscus,  it  is  found,  on 
applying  such  an  E.M.F.,  that  the  meniscus  moves,  and  that  to  bring  it 
back  to  its  sighted  position  the  head  of  mercury  in  ab  has  to  be  altered. 
For  small  differences  of  potential  the  alteration  which  has  to  be  made  in 
the  pressure  applied  to  the  mercury  to  bring  the  misniscus  back  to  its 
sighted  position  is  proportional  to  the  applied  E.M.F.  The  working  of 
the  capillary  electrometer  has  been  explained  by  von  Helmholtz  in  the 
following  manner.  At  the  surface  of  separation  between  the  mercury 
and  the  solution  there  will  exist  a  contact  difference  of  potential,  and 
since  both  the  mercury  and  the  solution  are  conductors,  and  at  their  sur- 
face of  separation  they  are  very  near  together,  the  difference  of  potential 
will  cause  an  accumulation  of  electricity  on  the  two  sides  of  the  bounding 
surface.  For  instance,  if  we  have  two  plates  of  conducting  material 
separated  by  a  thin  sheet  of  a  dielectric,  say  ebonite,  then  if  a  difference 
of  potential  is  produced  between  the  conductors  we  know  that  the 
arrangement  will  act  as  a  condenser,  and  the  charge  on  the  two  con- 
ductors will  accumulate  on  the  surfaces  which  are  in  contact  with  the 
ebonite.  The  same  thing  occurs  in  the  case  of  the  mercury  and  the 
solution.  Since  a  difference  of  potential  is  maintained,  how  it  is  main> 
tained  is  intunaterial,  and  we  do  not  know  for  certain,  although  in  §  547  an 
explanation  has  been  given,  and  the  effect  is  just  as  if  a  non-conducting 
sheet  had  been  interposed  between  the  mercury  and  the  solution,  and 
then  the  two  had  been  charged  to  a  difference  of  potential  equal  to  the 
contact  difference  of  potential. 

Since  the  mercury  is  positive  to  the  solution,  we  must  suppose  that 
this  double  layer  of  electricity  on  the  surface  of  separation  consists  of 
positive  electrification  on  the  mercury  side,  and  negative  on  the  solu- 
tion side. 

We  have  now  to  consider  the  influence  of  this  double  layer  on  the 
surface  tension  of  the  surface  of  separation.  In  §  157  it  was  shown  that 
if  T  is  the  observed  surface  tension  of  the  surface  separating  two  media, 
and  the  area  of  this  surface  is  increased  by  an  amount  j,  the  work  which 
has  to  be  done  is  sT,  Now  the  surface  of  separation  between  the'  mercury 
and  acid  solution  with  its  double  layer  may  be  regarded  as  a  condenser, 
of  which  the  two  armatures  are  charged  to  a  potential  difference  e^  where 
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e  is  the  contact  difference  of  potential  between  the  mercury  and  the  solu- 
tion. Now,  in  any  condenser  of  which  the  plates  are  kept  at  a  constant 
difference  of  potential,  the  electrical  forces  tend  to  increase  the  capacity 
of  the  condenser.  Hence,  in  the  case  of  the  double  layer,  there  is  a 
tendency  for  the  capacity  to  increase,  that  is,  for  the  area  of  the  double 
layer  to  increase.  The  result  is  that,  on  account  of  the  electrical  forces, 
the  area  of  the  surface  of  separation  between  the  mercury  and  the  solution 
tends  to  increase,  and  so  the  electrical  forces  will  reduce  the  amount  of 
work  which  has  to  be  done  against  the  purely  surface  tension  effects 
when  the  area  of  the  surface  of  separation  is  increased.  Thus  if  T*  is  the 
value  the  surface  tension  would  have,  suppose  no  electrical  double  layer 
were  present,  the  work  done  in  increasing  the  area  of  the  surface  of 
separation  by  an  amount  s  would  be  sT\  Therefore  s7\  the  actual 
amount  of  work  done  in  increasing  the  surface,  is  less  than  sV^  the 
amount  of  work  which  would  have  to  be  done  if  no  electrical  double  layer 
existed,  by  the  amount  of  work  done  by  the  electrical  forces  owing  to  the 
increase  in  the  capacity  of  the  double  layer.  Thus  7',  the  actual  surface 
tension,  is  less  than  T\  the  surface  tension  supposing  no  double  layer 
existed,  the  presence  of  the  double  layer  causing  a  diminution  in  the 
observed  surface  tension. 

Suppose  the  contact  difference  of  potential  between  the  mercury  and 
the  solution  be  ^,  the  mercury  being  at  the  higher  potential.  Then,  if  an 
external  E.M.F.  be  applied,  so  that  the  wire  X  is  positive,  the  difference 
of  potential  between  the  mercury  and  solution  will  be  greater  than  e  by 
the  amount  of  the  applied  E.M.F.,  and  hence  the  charges  on  the  double 
layer  will  be  increased,  so  that  the  surface  tension  will  be  decreased,  and 
to  keep  the  meniscus  in  its  sighted  position  the  head  of  mercury  in  AB 
must  be  reduced.  If,  however,  the  applied  E.M.F.  is  in  such  a  direction 
that  it  acts  in  the  opposite  direction  to  the  contact  difference  of  potential 
at  the  meniscus,  then  the  strength  of  the  double  layer  will  decrease,  and 
hence  the  surface  tension  will  increase.  This  increase  will  go  on  till  the' 
applied  E.M.F.  is  exactly  equal  and  opposite  to  the  contact  difference  of 
potential,  for  when  this  occurs  there  will  be  no  double  layer,  and  hence 
the  surface  tension  will  possess  the  value  which  it  would  have  if  no  elec- 
trical charges  were  present.  If  the  applied  E.M.F.  is  further  increased, 
but  still  in  the  opposite  direction  to  the  contact  difference  of  potential, 
then  a  double  layer  will  again  be  formed,  but  with  the  negative  charge  on 
the  mercury  side.  This  inverted  double  layer  will  cause  a  decrease  in 
the  surface  tension,  since  the  presence  of  such  a  double  layer  must 
decrease  the  surface  tension  whichever  side  is  positive.  Hence,  by  apply- 
ing an  external  E.M.F.  so  as  to  make  the  mercury  negative,  and  increasing 
it  till  the  surface  tension,  as  indicated  by  the  pressure  which  has  to  be 
applied  to  bring  the  meniscus  to  its  sighted  position,  is  a  maximum,  we 
shall  have  that  the  applied  E.M.F.,  when  this  maximum  is  reached,  will 
be  exactly  equal  and  opposite  to  the  contact  difference  of  potential  between 
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the  mercury  and  the  sulphuric  acid  solution.  In  this  way,  Lippmann 
found  that  the  contact  difference  of  potential  between  mercury  and 
sulphuric  acid  solution  was  about  i.o  volt. 

The  value  of  the  surface  tension  when  the  applied  E.M.F.  is  exactly 
equal  and  opposite  to  the  contact  difference  of  potential  will  be  the  value 
of  the  surface  tension  unaffected  by  electrical  disturbances,  and  Ostwald 
has  found  that  this  maximum  surface  tension  is  frequently  independent  ol 
the  nature  of  the  electrolyte,  although  the  values  obtained  in  the  ordinary 
way  differ  considerably  with  different  electrolytes. 

649.  Values  of  the  Contact  Differences  of  Potential  between 
Metals  and  Liquids. — Having,  by  means  of  the  capillary  electrometer, 
determined  the  contact  difference  of  potential  between  mercury  and 
any  given  electrolyte  (other  electrolytes  besides  sulphuric  acid  may  be 
employed),  the  value  of  the  contact  difference  of  potential  between  any 
other  metal  and  the  electrolyte  can  be  obtained.  For,  suppose  we  have 
a  metal  M^  and  we  require  to  find  the  contact  difference  of  potential 
between  this  metal  and  sulphuric  acid.  If  a  plate  of  the  metal  M  is 
dipped  in  a  vessel  containing  a  solution  of  sulphuric  acid  and  also  some 
mercury,  and  if  e^  is  the  contact  difference  of  potential  between  mercury 
and  the  solution,  and  e^  that  between  M  and  the  solution,  the  difference 
of  potential  between  the  mercury  and  the  metal  will  be  equal  to  e^  —  e^ 
Hence,  since  we  can  measure  \\i\9  difference  of  potential  between  the 
metal  and  the  mercury,*  and  we  know  /?j,  we  can  calculate  ra.  The  fol- 
lowing values  for  the  contact  differences  of  potential  have  been  obtained 
in  this  way,  the  potential  of  the  electrolyte  being  taken  in  all  cases  as 
zero,  and  the  solution  containing  one  gram  equivalent  per  litre  ; — 


Contact  Differencks  of  Potential. 


Electrolyte. 

M<>»a1 

-0.62 

Sulphate. 
-0.52 

HCl. 

Chloride. 
-0.50 

Nitrate. 

Zinc  . 

-0.54 

-0.47 

Cadmium  . 

-0.22 

-0.16 

-0.24 

1      -0.17 

-ai2 

Copper      . 

+  0.46 

+  0.52 

+  0.35 

+  0.62 

Silver 

+  0.73 

+  0.97 

+  0.57 

+  1.06 

Mercury    . 

+  0.86 

+  0.98 

+  0.57 

+  1.03 

650.  The  Voltaic  Cell. — If  a  plate  of  copper  and  one  of  zinc  are 
dipped  in  a  vessel  containing  a  dilute  solution  of  sulphuric  acid,  then, 
from  the  table  given  above,  it  will  be  seen  that  if  the  pdtential  of  the 
solution  is  taken  as  zero,  the  potential  of  the  copper  will  be   +0.46 

1  Supposing  that  the  contact  difference  of  potential  between  the  metal  Af  and 
mercury  is  so  small  as  to  be  negligable. 
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volts,  and  that  of  the  zinc  will  be  -  a 62  volts.  Hence  the  copper  will  be 
at  a  potential  of  1.08  volts  higher  than  that  of  the  zinc,  so  that  if  the 
copper  and  zinc  plates  are  joined  by  a  conducting  wire,  this  wire  will  be 
traversed  by  an  electric  current.  This  arrangement  is  called  a  simple 
galvanic  or  voltaic  cell  or  battery. 

When  the  copper  plate  is  connected  to  the  zinc  by  the  conducting* 
wire,  positive  electricity  will  flow  from  the  copper  to  the  zinc,  and  so  the 
potential  of  the  copper  with  reference  to  the  solution  will  decrease.  The 
result  will  be  that  the  electro-static  force  which  opposed  the  precipitation 
of  the  hydrogen  ions  of  the  electrolyte  on  the  copper  electrode  will  be 
reduced,  and  so  more  of  these  ions  will  be  able  to  discharge  themselves 
on  the  copper.  In  the  same  way,  the  increase  of  the  potential  of  the  zinc 
due  to  the  passage  of  electricity  round  the  conducting  wire  will  decrease 
the  electro-static  force  which  opposes  the  solution  pressure  of  the  zinc, 
and  so  more  zinc  ions  will  be  able  to  go  into  solution,  carrying  their  posi- 
tive charge  with  them.  Thus  the  passage  of  a  current  in  the  wire  from 
the  copper  pole  to  the  zinc  pole  is  accompanied  by  the  solution  of  the 
zinc  at  one  electrode  and  the  liberation  of  hydrogen  at  the  other.  For 
every  equivalent  of  the  zinc  dissolved  an  equivalent  of  hydrogen  will  be 
liberated,  and  the  passage  of  96,550  coulombs  of  electricity  in  the  wire 
will  be  accompanied  by  the  solution  of  the  electro-chemical  equivalent  of 
zinc,  and  the  liberation  of  the  electro-chemical  equivalent  of  hydrogen. 
Thus  the  cell  behaves,  as  far  as  the  chemical  changes  which  take  place 
within  it  are  concerned,  exactly  as  if  it  were  an  electrolytic  cell  through 
which  a  current  is  sent  by  some  external  agency. 

The  potentials  of  the  different  portions  of  the  simple  cell,  considered 
before  the  external  circuit  was  closed,  may  be  represented  by  the  curve 
{a\  Fig.  526,  in  which  the  ordinates  represent  the  potentials  of  the  dif- 
ferent portions  of  the  circuit.  It  will  be  seen  that  the  copper,  the  zinc, 
and  the  solution  are  each  at  the  same  potential  throughout.  When 
the  external  circuit  is  closed,  so  that  a  current  flows  in  the  external  wire, 
the  end  A  of  the  copper  wire  being  in  contact  with  the  end  F  of  the 
zinc,  these  two  points  will  be  at  the  same  potential.  We  are  here 
neglecting  the  contact  difference  of  potential  between  the  copper  and 
the  zinc,  since  this  is  so  very  small  compared  with  the  contact  differ- 
ences between  the  metals  and  the  solution.  Since  there  is  a  current 
flowing  in  the  copper  wire  in  the  direction  BA,  there  will,  by  Ohm's 
law,  be  a  fall  of  potential  along  the  wire  as  indicated  by  the  line  AB, 
Fig.  526  {b).  In  the  same  way,  as  a  current  is  passing  through  the  zinc 
in  the  direction  fk,  there  will  be  a  fall  of  potential  along  this  wire 
as  shown  by  FE.  Similarly,  since  Ohm*s  law  applies  to  the  electrolyte, 
there  will  be  a  fall  of  potential  in  the  liquid  between  D  and  C.  Study 
of  the  figure  will  show  that,  although  the  copper  plate  is  still  at  a 
potential  of  0.46  volts  above  that  of  the  solution  in  its  inmiediate 
neighbourhood,  as  represented  by  BC,  and  that  of  the  zinc  plate  is  at 
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0.62  volts  below  that  of  the  electrolyte  in  its  immediate  neighbourhood, 
as  represented  by  DE,  yet,  owing  to  the  fall  of  potential  along  the 
electrolyte  so  that  the  end  D  is  at  a  higher  potential  than  the  end  C, 
the  difference  of  potential  between  the  copper  and  zinc  plates,  that 
is,  between  the  poles  of  the  cell,  is  less  when  a  current  is  passing  than 
when  the  cell  is  on  open  circuit.  The  change  produced  on  this  account 
can  immediately  be  calculated,  for  if  r  is  the  resistance  of  the  electro- 
lyte between  the  copper  and  zinc  plates,  that  is,  the  resistance  of  the 
cell,  then,  when  a  current  C  is  passing,  the  fall  of  potential  will  by  Ohm's 
law  be  equal  to  rC,  Hence  the  potential  between  the  poles  of  the  cell, 
when  it  is  producing  a  current  C,  will  be  1.08 -rC 

The  above  discussion,  in  the  case  of  such  a  cell  as  the  one  described, 
only  applies  to  the  first  moment  of  closing  the  circuit,  for  after  an  appre- 
ciable current  has  passed,  polarisation  effects  will  occur  which  will 
decrease  the  available  E.M.F.     The  polarisation  with  which  we  are 


here  concerned  is  of  the  second  kind  considered  in  §  544,  that  is,  it  is 
due  to  the  effect  of  the  hydrogen  liberated  at  the  copper  plate  and  to 
a  less  extent  due  to  the  dissolved  zinc  ions  not  diffusing  away  from  the 
zinc,  so  that  the  effect  of  the  solution  pressure  of  the  zinc  will  be  dimi- 
nished owing  to  the  presence  of  an  increased  number  of  zinc  ions  in  the 
solution  near  the  plate.  The  polarisation  due  to  the  hydrogen  is  pro- 
duced, in  the  first  place,  by  the  copper  becoming  coated  with  a  layer 
of  fine  gas-bubbles  which  increases  the  resistance  of  the  cell,  owing  to 
the  diminished  surface  of  the  copper  available  for  the  passage  of  the 
current ;  and,  in  the  second  place,  by  the  copper  becoming  coated  with 
hydrogen,  the  positive  plate  becomes  practically  a  plate  of  hydrogen, 
and,  since  hydrogen  has  a  smaller  contact  difference  of  potential  with 
the  solution  than  copper,  the  E.M.F.  of  the  cell  is  decreased.  A  cell 
such  as  the  above,  in  which,  owing  to  polarisation,  the  E.M.F.  decreases 
rapidly  when  a  current  is  allowed  to  pass,  is  called  an  inconstant  cell.  In 
order  to  obviate  the  polarisation,  we  must  so  choose  our  electrolyte  that 
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tbe  chemical  processes  which  take  place  when  a  current  passes  do  not 
cause  the  accumulation  of  the  ions  on  the  electrodes  in  such  a  way  as 
to  increase  the  resistance  or  decrease  the  contact  differences  of  potential 
between  the  electrodes  and  the  electrolyte.  Cells  which  fulfil  this  con- 
dition more  or  less  completely  and  are,  at  any  rate  at  first,  free  from 
polarisation,  and  of  constant  E.M.F.  even  after  sending  a  current,  are 
called  constant  cells^  and  we  shall  now  proceed  to  describe  some  of 
the  commoner  forms  of  such  cells.  It  must  be  remembered  that  there 
must  always  be  a  decrease  in  the  difference  of  potential  between  the 
poles  numerically  equal  to  rC,  where  r  is  the  resistance  of  the  cell  and 
C  the  current  which  is  passing.  This  apparent  reduction  in  the  E.M.F. 
is  due  to  the  fiact  that  the  liquid  of  the  cell  has  appreciable  resistance, 
and  hence,  by  Ohm's  law,  a  certain  proportion  of  the  available  E.M.F. 
has  to  be  employed  in  driving  the  current  through  the  liquid,  that  is, 
in  moving  the  H  ions,  in  the  simple  cell  previously  considered,  to  the 
copper  pole,  and  the  SO4  ions  to  the  zinc  pole.  This  effect  being  quite 
independent  of  the  polarisation,  will  not  be  effected  by  any  change 
calculated  to  diminish  the  polarisation,  and  can  only  be  reduced  to  a 
minimum  by  making  the  resistance  of  the  liquid,  that  is,  r,  as  small  as 
possible. 

551.  The  Daniell  Cell.-— This  form  of  cell  consists  of  a  zinc  plate 
dipping  in  a  solution  of  sulphuric  acid  or  zinc  sulphate  and  a  copper 
plate  in  a  solution  of  copper  sulphate,  the  two  solutions  being  prevented 
from  mixing  by  the  interposition  of  a  partition  composed  of  porous 
earthenware.  In  some  forms  of  the  cell,  called  gravity  Daniells,  the 
porous  partition  is  done  away  with,  the  copper 
plate  Cu  (Fig.  527)  being  placed  at  the  bottom 
of  a  glass  vessel  and  covered  with  a  saturated 
solution  of  copper  sulphate.  The  zinc  sulphate, 
which  has  a  less  density  than  the  copper  sul- 
phate solution,  floats  on  the  top  of  the  latter 
and,  since  convention  currents  cannot  be 
formed  and  the  process  of  diffusion  is  very 
slow,  the  solutions  do  not  mix  for  some  time. 
The  negative  plate  is  formed  by  a  horizontal 
disc  of  zinc,  Zn.  The  connection  with  the 
copper  plate  is  made  by  means  of  a  wire,  A,  which  passes  down  to  the 
copper  and  is  enclosed  in  an  insulating  tube,  generally  of  glass. 

The  E.M.F.  of  the  Daniell  cell  is  due  to  the  sum  of  the  contact 
differences  of  potential,  Cu/CuSO^,  CuS04/ZnS04,  ZnS04/Zn,  Zn/Cu, 
and  is  about  1.096  volts.  Since  it  is  very  probable  that  the  contact 
differences  of  potential  Zn/Cu  and  CuS04/ZnS04  are  very  small,  we 
may  calculate  the  E.M.F.  of  the  cell  by  means  of  the  table  given  on 
page  815.  Thus  Cu/CuS04=  +0.52  and  ZnS04/Zn=  +0.52,  so  that  the 
E.M.F.  is  IX)4  volts,  a  number  agreeing  approximately  with  the  value 
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1.096  obtained  by  direct  measurement  The  E.M.F.  of  a  Daniell  cell  is 
increased  by  increasing  the  strength  of  the  copper  sulphate  solution  and 
by  diluting  the  zinc  sulphate  solution. 

When  the  external  circuit  of  a  Daniell  cell  is  closed,  so  that  a  current 
passes,  the  zinc  goes  into  solution  as  zinc  sulphate,  while  the  kation  of 
the  copper  sulphate  solution,  that  is,  the  copper,  is  deposited  as  metallic 
copper  on  the  copper  plate  of  the  cell.  It  will  thus  be  seen,  since  the 
deposition  of  copper  on  the  copper  kathode  will  in  no  way  affect  either 
the  resistance  of  the  cell  or  the  contact  difference  of  potential  between 
the  copper  sulphate  solution  and  the  copper,  that  the  E.M.F.  of  this 
form  of  cell  will  not  be  decreased  on  account  of  polarisation.  When 
the  cell  sends  a  current  the  SO4  ions,  each  carrying  a  charge  of  -  2f, 
move  from  the  neighbourhood  of  the  copper  pole  to  the  zinc  pole,  and 
the  copper  ions  which  are  left  at  the  copper  pole  are  deposited,  giving 
up  their  positive  charge.  At  the  same  time  the  zinc  ions  enter  the 
solution  from  the  zinc  pole,  each  carrying  a  positive  charge,  and  these 
positive  ipns,  together  with  the  negative  SO4  ions  which  have  migrated 
from  near  the  copper  pole,  being  in  equivalent  proportions  in  the  solution, 
prevent  the  solution  becoming  charged. 

562.  The  Grove  Cell.— The  positive  pole  of  this  cell  consists  of  a 
plate  of  platinum  in  a  strong  solution  of  nitric  acid,  and  the  negative 
pole  is  a  zinc  plate  in  a  fairly  strong  solution  of  sulphuric  acid  (i  of  acid 
to  10  of  water),  the  liquids  being  separated  by  a  porous  earthenware 
partition.  The  E.M.F.  of  this  cell  is  about  1.97  volts.  When  a  current 
passes,  the  zinc  goes  into  solution,  forming  zinc  sulphate  with  the  SO4 
ions  of  the  sulphuric  acid  solution  ;  while  the  H  ions  migrate,  each  carry- 
ing its  positive  charge,  to  the  platinum  plate,  where  they  give  up  their 
charge  and  thus  transport  the  current  through  the  cell.  The  hydrogen 
is  not,  however,  given  off  at  the  platinum,  but  a  secondary  reaction  takes 
place  between  it  and  the  nitric  acid,  which  results  in  the  combination  of 
the  hydrogen  with  part  of  the  oxygen  of  the  acid  to  form  water,  and  leaves 
an  oxide  of  nitrogen  in  the  solution.  The  E.M.F.  of  the  cell  gradually 
falls  off,  owing  to  the  exhaustion  of  the  nitric  acid  aliowing  polarisation  to 
take  place,  as  well  as  the  gradually  increasing  concentration  of  the  zinc  ions 
in  the  solution  diminishing  the  potential  fall  from  the  acid  to. the  zinc. 

The  Bunsen  cell  is  the  same  as  the  Grove  cell,  except  that  the  posi- 
tive pole  consists  of  a  plate  of  gas  carbon.  A  solution  of  chromic  acid 
is  sometimes  used  in  place  of  the  nitric  acid,  the  action  being  of  a 
similar  nature.  Since  the  presence  of  chromic  acid  near  the  zinc  does 
not  materially  alter  the  solution  pressure  of  the  zinc  ions,  and  does  not 
produce  any  secondary  chemical  action  with  the  zinc,  the  porous  cell 
separating  the  chromic  acid  and  the  sulphuric  acid  solution  may  be 
omitted.  This  form  of  cell  is  called  the  chromic  acid  cell  or,  since 
bichromate  of  potash  is  sometimes  used  in  place  of  the  chromic  acid, 
the  bichromate  cell. 
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558.  The  Leclanch^  CelL— The  positive  pole  of  this  cell  consists 
of  a  plate  of  carbon  packed  round  with  a  mixture  of  powdered  carbon 
and  manganese  dioxide  (MnOj).  The  negative  pole  consists  of  zinc, 
and  the  electrolyte  is  a  solution  of  ammonium  chloride  or  sal-ammoniac 
(NH4CI).  During  the  passage  of  the  current  CI  ions  move  towards  the 
zinc,  forming  zinc  chloride,  while  the  NH4  ions  move  towards  the  carbon 
kathode,  where  they  break  up  into  ammonia  (NH3),  which  dissolves  in 
the  solution,  and  hydrogen,  which  combines  with  part  of  the  oxygen  of 
the  MnOg  to  form  water  and  MnO.  The  E.M.F.  of  this  cell  on  open 
circuit  is  about  1.6  volts,  and  with  any  but  small  currents  the  cell 
polarises  rather  rapidly.  After  a  short  rest,  however,  the  cell  recovers, 
and  it  possesses  the  great  advantage  that  no  chemical  action  goes  on 
when  no  current  is  passing,  and  as  there  is  only  one  kind  of  electrolyte, 
diffusion  of  one  electrolyte  into  the  other,  which  always  occurs  in  time 
when  two  electrolytes  are  employed,  does  not  occur. 

554.  The  Clark  Cell — This  cell  is  not  used  for  sending  any  but 
ihe  very  smallest  currents,  but  is  employed  as  a  standard  of  E.M.F.,  and 
consists  of  an  amalgamated  zinc  anode  in  a  saturated  solution  of  zinc 
sulphate  and  a  mercury  kathode  covered  with  a  paste  formed  by  mixing 
mercurous  sulphate  with  saturated  zinc  sulphate  solution. 

The  form  of  the  Clark  cell  recommended  by  the  British  Board  of 
Trade  is  shown  in  Fig.  528.  The  mercury  is  placed  at  the  bottom  of  a 
small  glass  tube,  contact  being  made  by  means  of  a 
platinum  wire,  which  either  passes  down  a  glass  tube  or 
is  fused  through  the  bottom  of  the  glass.  The  mercurous 
sulphate  paste  forms  a  layer,  B,  on  the  surface  of  the 
mercury,  while  the  saturated  ZnS04  solution  c  floats  on 
the  top  of  this  paste.  The  zinc  rod  passes  through'  a 
disc  of  cork,  D,  and  the  remainder  of  the  tube  above  the 
cork  is  filled  with  marine  glue,  which  serves  to  seal  the 
cell  and  thus  prevent  the  evaporation  of  the  solution. 
Since  the  constancy  of  the  E.M.F.  of  the  cell  depends 
on  the  zinc  sulphate  solution  remaining  saturated,  even 
when  the  temperature  rises  so  that  the  solubility  of  the 
salt  increases,  it  is  usual  to  pack  the  space  above  the 
paste  with  small  crystals  of  zinc  sulphate. 

The  E.M.F.  of  this  form  of  cell,  at  a  temperature  of 
o**  C,  is  1.4488  volts,  while  the  E.M.F.  at  a  temperature  f  C.  is  given  by 
the  expression 

£'/=i.4322-ii6x  io-\/-i5)-  io-*(/-  15)1 

The  somewhat  large  change  in  the  E.M.F.  with  temperature  is  no  doubt 
partly  due  to  the  change  in  the  solubility  of  the  zinc  sulphate  with  tem- 
perature, and  since  when  the  temperature  rises,  in  order  that  the  formula 
given  above  may  hold,  it  is  necessary  that  the  solution  should  remain 
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Fig.  529. 


saturated  at  this  new  temperature  by  some  of  the  crystals  dissolving,  it 
is  important  that  this  solution  should  be  assisted  in  every  way,  and  that 
the  zinc  anode  at  any  rate  should  always  be  in  a  portion  of  the  solution 
which  is  saturated.  In  the  form  of  cell  shown  in  Fig.  528  there  is  a 
tendency  for  the  denser  saturated  solution  to 
accumulate  on  the  surface  of  the  paste  when 
the  temperature  is  raised,  so  that  the  solution 
surrounding  the  zinc  may  not  be  saturated.  With 
a  view  of  remedying  this  defect,  the  form  of  cell 
shown  in  Fig.  529  has  been  devised.  The  cell  is 
contained  in  an  H -shaped  glass  tube,  the  mer- 
cury A  being  placed  at  the  bottom  of  one  of  the 
limbs.  An  amalgam  containing  about  10  per 
cent  of  zinc  is  used  for  the  anode,  and  is  placed 
at  the  bottom  of  the  other  limb,  Zn.  The  use  of 
an  amalgam  in  the  place  of  pure  zinc  does  not 
affect  the  E.M.F.  of  the  cell,  for  it  has  been 
found  that  when  an  alloy  of  two  metals,  such  as 

zinc  and  mercury,  is  placed  in  contact  with  an  electrolyte  it  takes  up  a 
difference  of  potential  from  the  liquid  which  corresponds  to  that  which 
would  occur  if  the  metal  of  which  the  solution  pressure  is  the  greater 
(Zn)  were  alone  present,  so  long  as  the  other  metal  is  not  in  great  excess. 
Communication  is  made  with  the  mercury  and  the  amalgam  by  means 
of  platinum  wires,  which  are  fused  through  the  bottoms  of  the  limbs  of 
the  glass  containing  vessel.  The  mercurous  sulphate  paste  B  is  placed  on 
the  top  of  the  mercury,  and  a  layer  of  zinc  sulphate  crystals,  c,  is  placed 
above  the  amalgam,  so  that  when  the  temperature  alters  the  solution  may 
remain  saturated.  In  this  form  of  cell  it  will  be  noticed  that,  as  the  zinc 
is  below  the  solution,  the  denser  saturated  solution  will  fall  and  cover  the 
zinc,  so  that  the  solution  near  the  zinc  surface  will  always  be  saturated. 

555.  The  Cadmium  Cell.— This  is  another  form  of  cell  used  as  a 
standard  of  electromotive  force,  and  not  to  furnish  a  current,  and  it  pos- 
sesses the  advantage  over  the  Clark  cell  that  the  E.M.F.  changes  much 
less  with  temperature.  It  consists  of  a  mercury  kathode  covered  with  a 
paste  formed  of  mercurous  sulphate  and  a  saturated  solution  of  cadmium 
sulphate.  The  anode  consists  either  of  a  rod  of  cadmium  or  of  an 
amalgam  of  cadmium,  while  the  electrolyte  in  which  the  cadmium  is 
placed  is  a  saturated  solution  of  cadmium  sulphate. 

The  arrangement  of  the  materials  to  form  the  cell  is  exactly  the  same 
as  that  adopted  in  the  case  of  the  Clark  cell.  The  E.  M.F.  of  the  cadmium 
cell,  at  a  temperature  f  C,  is  given  by  the  expression 

Et^  1.0184- 3.8  X  io-^(/-  20) -0.065  X  ^<^'\t  -  2o)* 

666.  Reversibility  of  Cells.— If  a  current  is  passed  through  a 
Daniell  cell  by  means  of  an  external  source,  so  as  to  enter  the  cell  at  the 
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copper  pole  and  leave  by  the  zinc  pole,  the  chemical  reactions  which  will 
take  place  will  be  exactly  the  reverse  of  those  that  occur  when  the  cell 
itself  sends  a  current,  for  the  copper  will  be  dissolved  to  form  copper 
sulphate,  and  the  zinc  deposited  from  the  zinc  sulphate  solution.  Hence^ 
passing  an  electric  current  in  the  reverse  direction  through  a  Daniell  cell 
of  the  type  Zn,  ZnS04,  CUSO4,  Cu,  is  accompanied  by  chemical  chang^es 
such  that,  when  the  cell  is  itself  allowed  to  send  a  current,  the  inverse 
chemical  changes  take  place.  Thus  part  at  any  rate  of  the  energy  spent 
in  sending  the  original  current  through  the  cell  is  stored  up  in  such  a  way 
that  it  may  at  a  future  time  be  reconverted  into  electrical  energy.  Any 
other  form  of  cell  may  be  used  in  the  same  way,,  provided  the  products  of 
the  chemical  actions  which  take  place  during  the  working  of  the  cell  are 
retained  either  on  the  electrodes  or  in  the  electrolyte,  and  are  not  given 
off.  The  simple  voltaic  cell,  consisting  of  a  plate  of  copper  and  one  of 
zinc  in  dilute  sulphuric  acid,  is  not  reversible,  since  the  hydrogen  which 
is  evolved  at  the  kathode  when  the  cell  is  sending  a  current  escapes  in 
the  gaseous  fonn.  A  form  of  cell  which  is  specially  designed  to  store  up 
electrical  energy,  so  that  it  can  be  recovered  at  a  subsequent  time  in  the 
form  of  a  current,  is  called  a  storage  cell, 

567.  The  Storage  Cell.  —  The  commonest  form  of  storage  or 
secondary  cell  consists  of  two  lead  grids,  the  interstices  being  filled  with 
lead  sulphate  formed  by  making  a  paste  with  one  of  the  oxides  of  lead, 
litharge  or  red  lead,  and  dilute  sulphuric  acid.  These  plates  are  immersed 
in  a  dilute  solution  of  sulphuric  acid,  and  then  a  current  is  passed  through 
the  cell  from  one  plate  to  the  other.  During  the  passage  of  the  current, 
the  hydrogen  ions  of  the  sulphuric  acid  travel  to  the  kathode,  where  they 
react  on  the  lead  sulphate,  forming  sulphuric  acid  and  metallic  lead, 
which  remains  in  the  interstices  of  the  plate  in  a  vfery  spongy  condition. 
The  SO4  ions  travel  to  the  anode,  where  they  also  react  on  the  lead 
sulphate,  forming  peroxide  of  lead  and  sulphuric  acid  according  to  the 
equation 

PbS04  +  S04  +  2H20  =  PbOj  +  2H2S04. 

The  peroxide  of  lead  is  left  in  the  interstices  of  the  grid. 

When  nearly,  if  not  quite  all,  the  lead  sulphate  on  the  grids  has  been 
changed  in  this  way,  the  hydrogen  ions  will  be  liberated  at  the  kathode 
in  the  form  of  gas,  while  at  the  anode,  owing  to  the  secondary  reaction 
Ijetween  the  SO4  ions  and  the  water  of  the  solution,  which  has  already 
been  referred  to  when  considering  the  electrolysis  of  dilute  sulphuric  acid 
between  platinum  electrodes,  oxygen  is  liberated.  When  this  evolution 
of  gases  occurs,  the  cell  is  no  longer  working  in  a  reversible  manner,  and 
it  has  received  the  maximum  charge  of  which  it  is  capable. 

If,  after  being  charged  in  this  way,  the  plates  are  connected  by  a  con- 
ducting wire,  a  current  will  be  obtJiined  in  the  reverse  direction  to  that 
employed  to  charge  the  cell,  the  chemical  changes  taking  place  in  the 
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reverse  direction,  the  spongy  metallic  lead  becoming  converted  into  the 
sulphate,  and  the  peroxide  also  forming  the  same  compound. 

The  E.M.F.  of  a  freshly  charged  accumulator  is  about  2.1  volts,  which 
gradually  falls  to  about  1.8  volts  as  the  discharge  goes  on.  The  lead 
accumulator  is  a  wonderfully  efficient  means  of  storing  energy,  since 
about  80  per  cent,  of  the  energy  spent  in  charging  the  cell  is  recover- 
able if  the  discharge  takes  place  within  a  fairly  short  interval  after  the 
charge.  The  disadvantage  of  the  lead  storage  cell  lies  in  the  fact  that, 
owing  to  the  considerable  changes  in  volume  which  take  place  in  the 
active  material  during  charge  and  discharge,  the  grids  disintegrate  pretty 
rapidly,  and  hence  the  expense  of  the  renewals  of  these  plates  has  to  be 
taken  into  account  when  considering  the  efficiency  of  the  cells  from  a 
practical  standpoint 
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^     CHAPTER   XVII 
ENERGETICS  OP  THE  VOLTAIC  CELL 

558*.  Source  of  the  Energy  of  the  Current  given  by  a  Voltale 

Cell.  —  We  have  considered  the  question  as  to  how  the  E.M.F.  of  a 
voltaic  cell  is  produced,  and  now  we  have  to  consider  more  in  detail  from 
whence  the  energy  necessary  for  the  maintenance  of  a  current  is  derived. 
This  energy  is  evidently,  in  part  at  any  rate,  derived  from  the  energy  of 
the  chemical  processes  which  take  place  in  the  cell  during  the  time  when 
it  is  sending  a  current.  In  §  228  we  have  considered  the  energy  which 
is  liberated  or  absorbed  during  certain  chemical  changes,  and  the  question 
arises  as  to  the  connection  between  the  total  quantity  of  energy  which  is 
evolved  as  heat,  when  the  reaction  takes  place  without  the  production  of 
an  electric  current,  and  the  energy  represented  by  the  current  when  this 
is  produced.  It  was  thought  for  some  time  that  the  whole  of  the  energy 
corresponding  to  any  chemical  change  was  converted  into  electrical 
energy  when  the  change  took  place  in  a  voltaic  cell,  and  the  fact  that 
the  E.M.F.  of  the  Daniell  cell,  when  calculated  on  this  hypothesis  from 
the  thermo-chemical  data  for  the  chemical  changes  which  take  place  in 
this  cell,  agreed  very  well  with  the  value  as  obtained  by  direct  measure- 
ment, supported  this  view. 

Thus  in  §  228  we  have  seen  that  when  65  grams  (one  gram  atom)  of 
zinc  are  dissolved  in  dilute  sulphuric  acid  according  to  the  equation 
Zn  +  H2S04  =  ZnS04  +  Hj,  38,066  calories  are  evolved.  Experiment  has 
shown  that  when  63  grams  of  copper  are  converted  into  copper  sulphate 
in  solution  in  water  according  to  the  equation  Cu  +  HjS04=CuS04  +  H,, 
12,500  calories  are  absorbed,  so  that  12,500  calories  are  evolved  when 
CUSO4  is  split  up  into  Cu  and  HJSO4.  Hence  when  one  equivalent, 
that  is,  since  zinc  is  a  diad,  65/2  grams  of  zinc  are  converted  into  the 
sulphate,  while  at  the  same  time  one  equivalent  of  copper  (63/2  grams) 
is  deposited  from  the  sulphate,  19033  +  6250=25283  calories  are  on  the 
whole  evolved. 

Now  the  reactions  considered  above  are  those  which  go  on  in  the 
Daniell  cell  when  it  is  sending  a  current,  and  we  have  seen  that  the 
quantities  of  zinc  and  copper  considered  above,  are  dissolved  and  pre- 
cipitated respectively  when  96,550  coulombs  of  electricity  pass  through 
the  cell.  If  the  E.M.F.  of  the  cell  is  Ii  volts,  then  the  passage  of  96,550 
coulombs  of  electricity  will  correspond  to  96550  x  idx£  ergs,  for  one 
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volt  is  equal  to  10''  c.js^.s.  units,  and  one  coulomb  is  io~*  c.g.s,  units.  If, 
then,  the  whole  of  the  energy  corresponding  to  the  chemical  reaction  is 
converted  into  electrical,  we  shall  have,  since  25,283  calories  is  equal  to 
25283  X  4.2  X  10'  ergs,  or  1068  x  io»  ergs, 

965 50 X  10^ E=  1068  X  10^  ergs 
p,     106800 
"■  96550 
=  1.106  volts. 

Now  direct  measurement  has  given  the  value  1.096  volts  for  the  E.M.F. 
of  a  Daniell  cell,  so  that  in  this  case  it  would  seem  that  the  electrical 
energy  of  the  cell  is  equal  to  the  chemical  energy  corresponding  to  the 
reactions  which  go  on  in  the  cell  during  the  passage  of  the  current. 

When,  however,  the  same  method  of  calculation  came  to  be  applied  to 
other  forms  of  cells  it  was  found  that  the  E.M.F.'s  calculated  on  this 
hypothesis  differed  from  the  observed  values  by  more  than  could  be 
accounted  for  by  errors  of  experiment.  The  reason  for  these  differences 
was  shown  by  Helmhollz  to  be  due  to  the  fact  that  the  hypothesis  that 
the  electric«il  and  chemical  energies  were  in  all  cases  exactly  equal  was 
not  true.  He  showed  that  this  was  only  true  in  the  case  of  cells  in  which 
the  E.M.F.  does  not  vary  with  the  temperature,  the  Daniell  being  a  cell 
of  this  kind. 

In  order  to  see  the  reason  for  this,  we  may  consider  the  case  of  a 
reversible  cell  in  which  all  the  chemical  changes  that  tajce  place  when 
the  cell  is  allowed  to  send  a  current  can  be  reversed  when  a  current  is 
sent  through  the  cell  in  the  reverse  direction. 

Suppose  that  when  the  temperature  of  the  cell  is  7\  (on  the  absolute 
scale)  the  E.M.F.  is  E^^  and  that  when  the  temperature  is  reduced  to  7 2 
the  E.M.F.  falls  \.oE^  If  now,  when  the  temperature  of  the  cell  is  7\,  it 
be  allowed  to  send  a  current  till  Q  units  of  electricity  have  passed,  the 
work  done  is  j2^i»  ^"^  ^^  represented  by  the 
area  of  the  rectangle  abmo  (Fig.  530).  Now 
let  the  temperature  of  the  cell  be  reduced  to  A 
7*2,  so  that  the  E.M.F.  is  E^  and  let  a  quantity  T 
of  electricity  Q  be  passed  through  the  cell  in  ^  i 
the  reverse  direction.  The  work  which  will  t 
have  to  be  done  will  be  QE^  and  is  represented  q 
by  the  rectangle  cdom.  During  the  passage 
of  this  electricity  in  the  reverse  direction,  the 
chemical  changes  which  took  place  in  the  cell 
during  the  time  when  it  was  sending  a  current  0       ^ 

will  be  exactly  reversed,  so  that  if  the  cell  be  Fig.  53a 

now  heated  up  to  the  temperature  7i  it  will 

be  in  exactly  the  same  condition  as  that  in  which  it  was  at  the  start, 
that  is,  it  will  have  been  carried  through  a  cycle  of  operations  (§  260)1 
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Since,  as  the  cell  is  a  reversible  cell,  none  of  the  products  of  the  chemical 
changes  which  go  on  during  the  passage  of  a  current  escape  from  the 
cell,  and  also  since  the  elements  carry  their  atomic  heats  into  their  com- 
pounds, it  will  require  the  same  quantity  of  heat  to  raise  the  temperature 
of  the  cell  from  /"jto  7\  as  it  did  to  cool  it  from  T^to  y,,  and  hence  these 
operations  exactly  balance  one  another  and  need  not  be  considered.  Also 
any  external  work  done  on  account  of  change  of  volume  will  be  negligible. 
A  consideration  of  the  diagram  shows  that  an  amount  of  external  work 
represented  by  the  rectangle  abcd  has  been  done  during  the  cycle,  and 
since  the  chemical  state  of  the  cell  is  the  same  at  the  end  as  at  the 
start,  it  follows  that  this  work  cannot  have  been  done  at  the  expense  of 
chemical  energy,  but  must  have  been  derived  from  some  other  source. 
In  other  words,  the  electrical  energy  of  the  cell  when  it  was  sending  a 
current  must  have  been  greater  than  the  chemical  energy  corresponding 
to  the  chemical  changes  which  took  place  during  the  passage  of  this 
current. 

Next  suppose  that  the  E.M.F.  of  the  cell  decreases  as  the  temperature 
increases,  so  that  when  the  temperature  is  T^  the  E.M.F.  is  represented 
by  OD,  while  when  the  temperature  is  T^  the  E.M.F.  is  OA,  Then,  if  when 
the  cell  is  at  a  temperature  7\,  it  is  allowed  to  send  a  current  till  Q  units 
of  electricity  have  passed,  the  work  done  will  be  represented  by  dcmo, 
while  the  work  which  must  be  done  to  drive  Q  units  in  the  reverse  direc- 
tion when  the  temperature  is  lowered  to  T^  is  represented  by  abmo. 
Hence  in  this  case  more  work  has  to  be  done  by  the  external  source 
than  is  done  by  the  cell  when  such  a  cycle  is  traversed,  that  is,  the 
electrical  energy  which  the  cell  supplies  is  not  as  great  as  would  be 
expected  from  thermo-chcmical  data. 

Since  energy  can  neither  be  created  nor  destroyed,  it  follows  that  in 
the  first  case  considered,  namely,  when  the  E.M.F.  of  the  cell  decreased 
with  decrease  of  temperature,  since  more  work  is  done  by  the  cell  when 
sending  the  current  than  is  suf^lied  by  the  chemical  changes  which  take 
place,  the  extra  energy  will  have  to  be  supplied  at  the  expense  of  the 
heat  of  the  cell,  so  that  if  no  outside  heat  is  supplied  the  cell  will  get 
cooler  as  the  current  passes,  or  to  keep  it  at  a  constant  temperature  heat 
must  be  supplied.  In  the  second  case,  where  increase  of  temperature 
causes  decrease  of  E.M.F.,  the  opposite  is  the  case,  and  the  cell  will  get 
hotter  when  sending  a  current,  and  to  keep  its  temperature  constant 
heat  must  be  abstracted. 

By  means  of  the  second  law  of  thermo-dynamics  it  is  possible  to 
calculate  the  quantity  of  heat  which  must  be  supplied  or  alratracted  in 
this  way.  Consider  the  first  case,  where  the  temperature  coefficient  of 
the  cell  is  positive,  that  is,  where  increase  of  temperature  is  accompanied 
by  increase  in  the  E.M.F.  Here  heat  has  to  be  supplied  while  the  cell 
is  passing  from  the  condition  represented  by  the  point  A  to  that  repre- 
sented by  B,  and  abstracted,  since  we  are  now  sending  the  current  in 
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the  reverse  direction,  while  passing  from  c  to  D.  Let  //j  be  the  heat 
(measured  in  ergs)  supplied  at  the  temperature  7\,  and  H^  the  heat 
abstracted  at  the  temperature  T^  then,  by  the  second  law  of  thermo- 
dynamics (§  261), 

But  //j-Z/j  is  the  heat  used  during  the  cycle,  and  is  equal  to  the 
rectangle  abcd,  which  we  have  seen  is  equal  to  Qf^E^- E^,     Hence 

QkE,-E^_T,-T^ 

or  H.^QT,^^^--^, 

But  — *-H-2  is  the  rate  of  change  of  the  E.M.F.  of  the  cell  with  tempera- 

ture,  that  is,  the  temperature  coefficient,  so  that  if  we  represent  this  by 

^F 

.,  and  if,  further,  we  take  Q  as  one  unit,  we  have  that  the  quantity  of 
o  / 

heat  h  converted  into  electrical  energy  during  the  passage  of  the  unit 

quantity  of  electricity  is 

If  the   E.M.F.   decreases  with   increase  of  temperature,   so  that  the 

temperature  coefficient  is  negative,  we  have  simply  to  change  the  sign 

^^E 
of  3^ 

Hence  if  h'  is  the  total  quantity  of  heat  produced  by  the  chemical 
changes  which  go  on  in  a  cell  during  the  passage  of  unit  quantity  of 
electricity,  and  E  is  the  E.M.F.  of  the  cell,  the  following  equation 
will  hold  ; — 

h'+T^^^^E. 

Thus,  in  order  to  be  able  to  calculate  the  E.M.F.  of  a  cell  from  thermo- 
chemical  data,  it  is  necessary  to  know  the  temperature  coefficient  of 
the  cell. 

Since  in  the  case  of  the  Daniell  cell  the  E.M.F.  calculated  without 
taking  account  of  the  effect  of  the  temperature  coefficient  agrees  with 
the  observed  value,  it  is  evident  that  in  the  case  of  this  cell  the  E.M.F. 
can  only  vary  very  little  with  temperature,  and  experiment  has  shown 
that  this  is  the  case,  the  temperature  coefficient  being  +0.000034. 

'  559*.  Experimental  Verification  of  the  Helmholtz  Formula.— 
The  direct  experimental  verification,  by  means  of  thermal  measure- 
ments, of  the  correctness  of  Helmholtz's  expression  for  the  difference 
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between  the  electrical  energy  available  in  a  cell  and  the  chemical 
energy  corresponding  to  the  processes  which  go  on  in  the  cell  during 
the  time  it  is  sending  a  current,  has  been  undertaken  by  Jahn.  The 
cell  to  be  examined  was  placed  within  a  Bunsen's  ice -calorimeter 
(§  212),  while  there  were  two  external  circuits  each 
containing  a  galvanometer.  One  of  these  circuits, 
AG,B  (Fig.  531),  was  of  low  resistance,  and  the  other, 
AGjB,  of  very  high  resistance.  This  being  so,  prac- 
tically the  whole  of  the  current  sent  by  the  cell  passes 
through  the  galvanometer  Gj,  and  this  reading  of  the  gal- 
vanometer serves  to  measure  the  current  passing.  The 
very  small  current  which  passes  through  the  high  resist- 
ance galvanometer,  Gj,  is  proportional  to  the  difference 
in  potential  between  the  points  A  and  B,  so  that  the 
deflection  of  this  galvanometer  serves  to  measure  the 
Fig.  531.         difference  of  potential  between  A  and  B. 

Let  C  be  the  current  sent  by  the  cell  and  e  the  dif- 
ference in  potential  between  the  points  A  and  B  when  this  current  is 
passing.  Of  course  e  will  be  less  than  the  E.M.F.  E  of  the  cell  on 
open  circuit,  since  the  cell  itself  has  resistance  as  well  as  the  wires  con- 
necting the  poles  to  the  points  A  and  B,  and  therefore,  according  to 
Ohm's  law,  there  will  be  a  fall  of  potential  when  a  current  is  passing. 
The  heat  developed  in  the  branch  AGjB  in  the  time  /  will  be  equal  to 
eCt  in  electrical  units  or  aeCt  in  calories,  where  a  is  the  value  of  one 
joule  in  calories,  that  is,  0.2387.  If  r^  is  the  resistance  of  the  wires  con- 
necting the  terminals  of  the  cell  with  the  points  A  and  B,  between  which 
e  is  measured,  the  energy  spent  in  these  wires  during  a  time  /  will  be 
by  Joule's  law  r^Ot  joules,  or  or^C^t  calories.  Hence  the  total  energy 
expended  by  the  cell  on  the  portions  of  the  circuit  outside  the  calori- 
meter is  aC(^+  0*1)/. 

In  addition  to  the  heat  developed  in  the  external  circuit  of  the  cell, 
there  will  be  heat  developed  within  the  cell  itself,  owing  to  the  passage 
of  the  current  through  the  electrolyte,  and  if  r^  is  the  resistance  of  the 
cell,  the  quantity  of  heat  developed  in  this  way  will  be  oTjCV  calories. 
The  total  heat  developed  in  the  circuit  will  thus  be 

aC(e-^Cr^t->far^Oty 

and  this  represents  the  total  quantity  of  energy  transformed  during  the 
passage  of  Ct  units  of  electricity  through  the  cell.  We  have  seen  in 
§  550  that  if  E  is  the  E.M.F.  on  open  circuit  of  a  cell  of  which  the 
internal  resistance  is  r^,  then  the  E.M.F.  between  the  terminals,  when 
it  is  sending  a  current  CT,  is  E-  r^C^  so  that  the  difference  of  potential 
between  the  points  pn  (Fig.  531)  is  E-r^C^  where  E  is  the  E.M.F.  of 
the  cell  measured  on  open  circuit.  Since  the  resistance  of  the  two 
wires  PA  and  BN  is  r^,  there  will  be  a  further  decrease  in  the  difference 
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of  potential,  equal  to  r^C^  so  that  the  difference  of  potential  between  the 
points  A  and  B  will  be  given  by 

H  ence  £=e+  C{ri  +  rj), 

and  therefore"  aCC^f+CriV+orjCV^aC^/      .    .     .     (i). 

Each  side  of  this  equation  represents  the  total  quantity  of  energy  directly 
or  ultimately  transformed  into  heat  when  Cl  units  of  electricity  pass 
through  the  cell.  The  total  quantity  of  energy  transformed  into  heat 
outside  the  calorimeter  is  aC{e-\-Cr^)^.  Now  we  can  observe  the  quan- 
tity of  heat  actually  evolved  in  the  calorimeter,  but  this  heat  will  not 
be  equal  to  arjC*/,  because,  according  to  Helmholtz's  theory,  there  is  a 

quantity  of  heat  aC7^,.  /  absorbed  from  the  environment  when  a  quan- 
tity of  electricity  Ct  passes  at  constant  temperature  T  through  a  rever- 

%^ 
sible  cell  of  E.M.F.  £y  if  -—  represents  the  rate  at  which  the  E.M.F. 

of  the  cell  increases  with  increase  of  temperature.  Thus  IV,  the  actually 
observed  quantity  of  heat  evolved  in  the  calorimeter,  is  given  by 

01 

and  therefore  by  substitution  in  equation  (i)  we  get 

aC{e  +  Cr,)f-^  W^aCT^i=.aCEt. 

Since  aC{e-\r  Cr^t  represents  the  quantity  of  energy,  expressed  in  thermal 
units,  converted  into  heat  in  the  portion  of  the  circuit  outside  the  calori- 
meter, if  Q  is  taken  to  represent  the  total  quantity  of  energy,  in  thermal 
units,  which  passes  from  the  cell  and  circuit  to  its  surroundings  during 
the  passage  of  Ct  units  of  electricity,  we  have 

hE 
Q-^-aCT^^t^aCET, 

or  aCTjj.i^aCET-Q    .    .    .    (2). 

Hence,  by  measuring  the  current  strength  C,  the  difference  of  potential 

between  A  and  B  and  the  heat,  W^  developed  in  the  calorimeter,  Q  can 

be  calculated,  and  then,  knowing  the  E.M.F.  E  of  the  cell  on  open 

bE 
circuit,  by  means  of  equation  (2),  the  value  of  the  term  aT-^Ct  can 

be  calculated.  Since  the  cell  is  placed  in  an  ice-calorimeter,  its  tem- 
perature will  be  0°  C.  or  273°  on  the  absolute  scale,  so  that  T  is  273. 
The  quantities  a,  C,  and  /  being  known,  the  value  of  the  temperature 

^E 
coefficient  «-=,  can  be  calculated,  and  the  value  thus  obtained  from 


Digitized  by 


Google 


840  Magnetism  and  Electricity  [§  55$ 

thermal  measurements  can  be  compared  with  the  value  found  by  direct 
electrical  measurements,  and  the  agreement  or  otherwise  between  these 
values  will  be  evidence  as  to  the  accuracy  of  Helmholtz's  theory. 

In  an  experiment,  using  a  Daniell  cell  in  which  the  concentration 
of  the  electrolytes  was  in  each  case  i  gram  molecule  of  the  salt  to 
100  gram  molecules  of  water,  Jahn  found  that  E^  the  E.M.F.  on  open 
circuit,  was  1.096  volts  at  o**  C.  Hence,  if  the  quantity  of  electricity 
Ct  which  passes  is  one  coulomb,  the  term 

aECt=^.2'^^7  X  1.096 
=  .2617  calories. 

In  the  calorimetric  experiment  the  current  was  allowed  to  pass  for  an 
hour,  and  the  mean  value  of  the  current  was  0.066573  ampere.  The 
mean  value  of  the  product  of  the  current  into  the  difference  of  potential, 
e,  between  the  points  A  and  B  was  aoii222.  During  the  course  of  the 
experiment  the  motion  of  the  mercury  thread  of  the  calorimeter  indi- 
cated that  52.394  calories  had  been  developed,  so  that  is  the  value  of 
IK  Hence,  noting  that  the  resistance  ri  of  the  wires  .\P  and  BN  was 
o.  I  ohm,  the  following  quantities  of  heat  were  developed : — 

aCet—  9.659  calories.  • 
ariOt=  a38i       „ 
Hence  W^=  52-394      n 

2=62.434. 

Since  the  mean  value  of  the  current  was  ao66573  ampere,  and  it  flowed 
for  I  hour  or  3600  seconds,  the  total  quantity  of  electricity  which  flowed 
through  the  cell  was  0.066573  x  3600  or  239.66  coulombs. 

If  one  coulomb  had  passed  through  the  cell  the  heat  developed  in 
the  whole  of  the  circuit  would  have  been 

—"^^==.2604  calories. 
239.66 

Hence,  when  the  quantity  of  electricity,  C/,  which  passes  through  the 
circuit  is  one  coulomb,  we  have 

aT^Ct=aCEt-  2=0.2617-0.2604 
=  0.0013  calories. 
Therefore,  since  T  is  273  and  a  is  0.2387,  we  get 

z£l  =  — '^^^  3.  _  =0.00002  volts  per  degree. 
8T    .2387x273  ^ 

The  value  of  the  temperature  coefficient  of  the  Daniell  got  from  direct 
electrical  measurements  is  0.000347,  a  number  which  agrees  very 
well  with  that  obtained  above  from  the  calorimetric  measurements,  on 
the  supposition  that    Helmholtz's  theory  is  correct    Although  20  and 
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47  may  seem  very  different,  it  must  be  remembered  that  the  coefficient 
obtained  is  practically  zero,  and  such  differences  as  appear  are  quite 
within  the  limits  of  experimental  error. 

As  another  example,  we  may  take  the  cell  consisting  of  a  plate  of 
silver  surrounded  with  silver  chloride  and  a  plate  of  zinc  in  a  solution 
of  zinc  chloride.  The  zinc  chloride  solution  contained  one  gram  mole- 
cule of  ZnClg  in  50  gram  molecules  of  water. 

The  E.M.F.  E  on  open  circuit  of  this  cell  is  1.0171  volts.  Hence, 
when  one  coulomb  passes  through  the  cell,  we  have 

aECt=.2^%7  X  1.0171  =0.2428  calories. 

The  experiment   lasted  an  hour,  the  mean  current  being  0.093041 

amperes,  and  the  mean  value  of  the  product  eC  being  ao233669  joules. 

The  heat  liberated  in  the  calorimeter  during  the  experiment  was  64.192 

calories.     Hence  ^ 

aCe/  =  20.339 

ariC-/=     .744 
__IV=  64.192 
.-.         2=85.275 
The  total  quantity  of  electricity  which  passed  through  the  cell  was 
0.093041  X  5600=334.94  coulombs.     Hence  if  one  coulomb  had  passed, 
the  total  quantity  of  heat  developed  in  the  circuit  would  have  been 

-i:??5  ^0.2546  calories. 
334.94 

Hence  a r^,C/=a2428- 0.2546=  -0.01 18  calories. 

dE  0.0118  o      1.         J 

F=r'~""— o = -.00018  volt  per  degree. 

07         .2387x273  ^         ^ 

The  temperature  coefficient  of  this  cell  obtained  by  direct  measurement 
is  0.00021  volt  per  degree,  so  that  the  agreement  is  very  satisfactor>'. 

When  a  lead  accumulator  sends  a  current  the  sulphuric  acid  solution 
is  electrolysed,  the  hydrogen  ions  go  to  the  positive  plate  (the  lead  peroxide 
plate),  and  the  SO4  ions  to  the  negative  plate,  that  is  the  metallic  lead 
plate.  The  hydrogen  ions  act  on  the  lead  peroxide  according  to  the 
equation 

Pb02+ H2=  PbO  4-  HjO  +  58300  calories. 

That  is  during  this  reaction,  in  which  one  gram  molecule  of  the  com- 
pounds take  part,  there  is  an  evolution  of  heat  of  58300  calories.  Next 
the  sulphuric  acid  acts  on  the  lead  oxide  to  form  lead  sulphate  according 
to  the  equation 

PbO  +  H2SO4  =  PbS04  +  HgO  +  23400  calories. 

Thus  the  total  thermal  value  of  the  changes  of  the  positive  plate  is  81700 
calories. 
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At  the  negative  plate  the  SO4  ions  react  with  the  water  to  form  HJSO4 
and  O.  Now  the  passage  of  the  current  has  split  sulphuric  acid  into  Hj 
and  SO4,  and  then  this  SO4  has  by  combination  with  water  reformed 
sulphuric  acid  so  that  the  whole  reaction  amounts  to  the  splitting  up  of 
water  into  hydrogen  and  oxygen,  for  just  as  much  beat  will  be  given  out 
when  the  acid  is  reformed  as  was  absorbed  when  it  was  split  up.  Hence 
we  have  to  include  in  our  thermal  equations,  the  splitting  up  of  water  into 
hydrogen  and  oxygen,  that  is, 

H,0  =  Ha  +  O  +  68400  calories. 
The  oxygen  combines  with  the  lead  to  form  lead  oxide,  and 

Pb + O  =  PbO  +  50300  calories. 

This  lead  oxide  is  then  converted  into  lead  sulphate,  and 

PbO  +  H2S04=PbS04+HjO  +  234oo  calorics. 

Thus  the  total  thermal  value  of  these  changes  is  5300  calories.  Hence 
for  the  whole  cell  we  have  that  the  thermal  value  of  the  chemical  changes 
which  take  place  is 

81700  +  5300  or  87000  calories. 

This  is  the  quantity  of  heat  which  corresponds  to  the  electrolysis  of 
one  gram  molecule  of  sulphuric  acid,  or  the  liberation  of  two  gram 
equivalents  of  hydrogen.  This  corresponds  to  the  passage  of  96550x2 
coulombs.  Also  since  one  joule  is  equal  to  0.2387  calories  the  mechani- 
cal value  of  the  thermo-chemical  changes  which  go  on  in  the  cell  is 
87000/0.2387  joules. 

If  Fis  the  E.M.F.  of  the  cell,  then  the  passage  of  965 50  x  2  coulombs 

corresponds  to  the  performance  of  965  50x2  f^  joules  of  work.     Thus, 

assuming  that  the  temperature  coefficient  of  the  cell  is  zero,  we  have  the 

equation  ^  ,^    „         ,       „ 

96547  X  2  ^^=  870C0/0.2387, 

V J7000 

96547  X  2  X  0.2387 
=  1.888 

Hence  the  E.M.F.  corresponding  to  the  chemical  changes  is  1.888 
volts.  Experiments  have  shown  that  the  temperature  coefficient  of  a  cell 
made  with  solution  of  the  concentration  of  that  used  in  the  thermal 
measurements  is  +0.00014.  Hence  at  a  temperature  of  15*  C,  or  288* 
absolute,  ^^ 

7V^=  288  X  0.000 1 4 = .04a 

Thus  the  E.M.F.  of  such  a  cell  at  1 5"  C.  is  1.888  +  ao4o  volts,  or  1.928 
volts.  An  experimental  measurement  of  .the  E.M.F.  gave  1.900,  a 
number  which  is  in  very  fair  agreement  with  that  deduced  from  the 
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thermal  data.  The  agreement  between  the  number  calculated  and  the 
observed  value  is  also  a  strong  argument  in  favour  of  the  accuracy  of  the 
account  which  has  been  given  above  of  the  chemical  changes  which  take 

/lace  in  the  accumulator. 
560.  Heat  developed  in  a  Circuit  when  the  Current  performs 
Meehahieal  Work.— We  have  hitherto  considered  that  the  whole  of  the 
energy  of  the  current  has  been  spent  either  in  the  production  of  heat  in 
the  circuit,  or  in  the  performance  of  chemical  work.  The  current  may, 
however,  do  mechanical  work  ;  for  instance,  it  may  drive  an  electric 
motor,  and  this  motor  may  be  employed  in  raising  a  weight  against 
gravity,  or  pumping  water  from  a  lower  to  a  higher  level.  In  such  a 
case,  some  of  the  energy  being  converted  into  potential  energy  in  the 
raised  weight  or  water,  the  amount  of  heat  developed  in  the  circuit  during 
a  given  amount  of  chemical  change  in  the  cell,  will  not  be  so  great  as 
when  no  external  work  is  done. 

Let  us  consider  the  case  of  a  cell,  say  an  accumulator,  for  in  this  case 
the  internal  resistance  of  the  cell  is  so  small  that  it  may  be  neglected, 
connected  to  an  electric  motor.  Let  the  resistance  of  the  circuit,  includ- 
ing the  motor  and  the  leads,  be  A*,  and  the  E.M.F.  of  the  cell,  E,  In  the 
first  place,  let  the  armature  of  the  motor  be  fixed  so  that  it  cannot  rotate, 
and  therefore  none  of  the  electrical  energy  will  be  converted  into  energy  of 
motion  of  the  motor.  If  C  is  the  current  which  flows  through  the  circuit 
under  these  circumstances,  then  by  Ohm's  law  C—E\R^  and  the  heat 
developed  in  the  circuit  in  a  time  /  is  equal  to  iOR,  Now  Ct  is  the 
quantity  of  electricity  Q  which  passes  round  the  circuit,  so  that  the  heat 
developed  is  RCQ  or  EQ^  Next  suppose  that  the  armature  is  released, 
but  that  it  is  allowed  to  turn  freely,  so  that  all  the  energy  supplied  to  the 
motor  is  employed  in  overcoming  the  friction  of  the  different  parts  of  the 
motor,  and  in  the  production  of  heat  in  the  armature  and  field  magnet 
coils.  Let  e  be  the  back  E.M.F.  produced  in  the  armature  (§  53^))  when 
the  motor  has  reached  a  steady  state,  so  that  it  is  rotating  at  a  uniform 
speed.  Then  the  effective  E.M.F.  in  the  circuit  is  E  —  e.  Hence  the 
current  which  passes  is  now  {E  —  e)lR,  The  heat  developed  in  the  wire 
constituting  the  leads,  the  armature,  and  the  field-magnet  coils  during 
the  passage  of  Q  coulombs  will  now  be  Q{E—e).  In  addition,  since  a 
quantity  of  electricity  Q  is  forced  against  an  E.M.F.,  ^,  an  amount  of 
work  will  have  to  be  done  represented  by  Qe,  Since  the  motor  is  doing 
no  work,  the  energy  represented  by  Qe  will  simply  be  frittered  away  as  heat 
due  to  friction  of  the  different  moving  parts,  so  that  the  total  amount  of 
heat  produced  in  the  circuit  during  the  passage  of  Q  coulombs  will  be 
Q{E-e)  +  Qe  or  QE.  Hence,  as  before,  the  whole  of  the  electrical  energy 
derived  from  the  cell  is  converted  into  heat. 

Next  suppose  that  the  motor  is  efnployed  in  the  performance  of 
external  work,  say  the  raising  of  a  weight,  and  that  during  the  passage  of 
Q  coulombs  of  electricity  the  work  done  is  W,     lie  is  the  back  KM.F. 
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in  this  case,  the  effective  E.M.F.  for  sending  a  current  in  the  circuit  is 
E-€^  and  hence  the  heat  developed  in  the  circuit,  according  to  Joule's 
law,  is  {E-e)Q.  In  addition  to  the  work  done  in  raising  the  weight, 
which  will  be  stored  up  as  potential  energy,  a  certain  amount  of  work 
will  have  to  be  done  to  overcome  the  friction  at  the  bearings,  &c.,  of  the 
motor  and  the  mechanism  which  is  used  to  raise  the  weight ;  this  woiic 
will  appear  as  heat  developed  owing  to  the  friction,  and  if  h  is  the  amount 
of  such  work  which  corresponds  to  the  passage  of  Q  coulombs  of  elec- 
tricity through  the  circuit,  we  have,  since  the  total  work  done  by  the  cell 
must  be  equal  to  the  product  of  the  E.M.F.,  E  into  the  quantity  of  elec- 
tricity which  is  sent  through  the  circuit  by  the  cell,  that  is,  QE^ 

QE^Q(E-e)-^lV+A, 

Here  {E-e)Q-{-h  represents  the  quantity  of  energy  which  is  converted 
into  heat,  and  ^is  the  energy  which  is  stored  up  as  potential  energy  due 
to  the  weight  which  has  been  raised. 

661*,  Heat  of  lonisation.— We  have  seen  that  the  relation  between 
the  E.M.F.  of  a  reversible  cell,  the  chemical  energy  of  separation  trans- 
formed, and  the  heat  taken  from  the  surroundings  of  the  cell  while  working 
at  constant  temperature,  is  expressed  by  an  equation  of  the  form 

in  which  h  is  the  loss  in  intrinsic  "  chemical "  energy  of  the  system  when 

bE 
unit  quantity  of  electricity  passes,  and  7W  is  the  corresponding  quantity 

of  heat  absorbed  from  the  environment,  according  to  Heimholtz's  theory. 
Recently  a  very  interesting  attempt  has  been  made  to  analyse  still  further 
the  processes  which  go  on  in  the  cell.  We  shall  briefly  indicate  the 
nature  of  this  analysis,  taking  for  the  purpose  of  illustration  the  case  of 
the  reversible  Daniell  cell 

When  this  cell  is  allowed  to  produce  2  x  96550  coulombs  of  electricity 
by  closing  the  circuit,  65  grams  of  Zn  are  dissolved  from  the  Zn  electrode, 
and  63  grams  of  Cu  are  deposited  on  the  Cu  electrode.  The  change  in 
intrinsic  energy  which  here  occurs  is  obviously  the  same  as  that  which 
takes  place,  when,  by  the  introduction  of  a  zinc  plate  into  a  solution  of 
copper  sulphate,  63  grams  of  copper  are  precipitated.  The  heat  evolved 
during  this  latter  process  has  been  observed  to  be  about  501,000  calories. 

If  we  represent  by  2^^  the  quantity  of  electricity  passing  when  65 
grams  of  Zn  are  dissolved,  and  63  grams  of  copper  precipitated,  then 


2^'oE  =  7/+2^o7t£. 


where  H  represents  an  amount  of  energy  equal  to  501,000  calories.  This 
quantity,  //,  is  usually  taken  to  represent  the  loss  of  "  chemical "  energy  by 
the  system,  but  no  attempt  is  made  to  analyse  it  further.    On  the  ionic 
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hypothesis,  the  following  is  what  has  occurred :  65  grams  of  Zn  have 
passed  from  the  neutral  state  into  the  solution,  where  they  exist  as  ions, 
and  63  grams  of  Cu,  originally  existing  in  the  solution  as  ions,  have 
passed  into  the  state  of  ordinary,  electrically  neutral  copper.  We  may 
represent  the  change  as 

Zn  +  Cu-  •  SO/'Aq = Zn*  •  S04''Aq + Cu  +  /iT, 

where  Zn  and  Cu  signify  electrically  neutral  equivalent  weights  of  the 
respective  metals,  possessing  the  amounts  of  energy  corresponding  to 
these  states,  and  Cu**  and  Zn"  signify  the  same  weights  of  Cu  and  Zn, 
with  the  amounts  of  energy  which  they  possess  when  ionised.  The 
symbol  SO/'  refers  to  the  ionised  acid  radicle,  and  the  equation  assumes 
that  the  degree  of  dissociation  of  the  ZnSO^  solution  is  the  same  as  that 
of  the  CUSO4  solution. 

It  is  clear  that  we  may  regard  the  change  as  consisting  in  the  ionisa- 
tion  of  an  equivalent  weight  of  Zn,  and  the  passage  from  the  ionic  to  the 
neutral  state  of  an  equivalent  weight  of  Cu.  Now,  we  may  suppose  that 
there  is  some  definite  relation  between  the  energy  of  a  given  mass  of  an 
element  in  the  neutral  state  and  the  energy  of  the  same  mass  when  in 
the  ionic  state.  If  the  energy  in  the  ionic  state  is  the  smaller,  then 
ionisation  will  be  accompanied  by  development  of  heat,  which  we  may 
call  the  "heat  of  ionisation."  It  is  evident  that  //  in  the  above  equation 
signifies,  following  this  idea,  the  difference  between  the  respective  heats 
of  ionisation  of  Zn  and  Cu.    Thus  we  may  write 

^  Zn  =  Zn".Aq  +  >%i 

and  Cu  =  Cu*  • .  Aq  +  Ajj 

where  h^  and  h^  represent  the  heats  of  ionisation  of  Zn  and  Cu  respec- 
tively, and  are  connected  by  the  relation 

The  question  now  arises  whether  there  is  any  means  by  which  we 
may  obtain  the  separate  heats  of  ionisation,  and  not  their  difference 
merely.     The  expression 

• 
is  a  particular  case  of  a  general  theorem  which  can  be  applied  to  the 
changes  that  occur  at  eAch  electrode-electrolyte  surface.  Thus,  if  E^ 
represents  the  amount  by  which  the  potential  of  ihe  solution  exceeds  that 
of  the  Zn  electrode,  and  E^  that  by  which  the  copper  exceeds  that  of  the 
solution  in  its  neighbourhood,  we  have 

hE 
and  2<?,^2  =3  -  ^j  +  2^fo  T-^, . 
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On  addition  these  equations  give 

and  are  thus  seen  to  be  equivalent  to  the  original  Helmholtz  equation 
(§  11^*    The  quantities  ^e^T-^Jt  and  2^0 7V^  represent  the  respective 

quantities  of  heat  absorbed  at  the  electrode-electrolyte  surface  when 
65  grams  of  Zn  pass  into  solution  and  when  63  grams  of  Cu  pass  out 
of  solution.  The  values  of  these  quantities  can  be  estimated  from  obser-- 
vations  upon  the  thennal  effects  at  the  electrodes,  when  a  salt  of  each 
metal  is  electrolysed  between  electrodes  of  the  same  metal.  In  order  to 
determine  h-^  and  h^  it  is  further  necessary  to  know  the  values  of  E^  and 
E^  If  we  suppose  these  to  be  known  from  capillary  electrometer  data, 
we  can  finally  detennine  h^  and  h^ 
Thus  for  copper  we  get 

^2  =  - 17700  calories, 
and  for  zinc  ^1=33100  calories. 

And  hence  h^—h^^ 50800  calories, 

which  result  agrees  sufficiently  nearly  with  the  observed  value, 

//=  50100  calories. 

The  results  may  also  be  expressed 

Zn=»Zn"  +  33ioo 
Cu=Cu"- 1770a 

It  would  thus  appear  that  the  intrinsic  energy  of  ionised  Zn  is  less 
than  that  of  an  equal  mass  of  electrically  neutral  Zn,  while  the  opposite 
is  true  in  the  case  of  copper.  The  tendency  of  the  Zn  to  ionise  and  of 
the  Cu  to  become  neutral,  as  exhibited  during  the  working  of  the  Daniell 
cell,  follows  naturally  from  these  results. 

Considerations  of  this  kind  appear  to  mark  a  distinct  advance  towards 
a  more  complete  physical  theory  of  chemical  change. 

Recently  (1900)  Prof.  J.  J.  Thomson  has  advanced  the  theory  that 
the  atom  of  matter  has  associated  with  it  a  large  number  (of  the  order  of 
a  thousand)  of  charged  "particles,  which  particles  are  called  electrons. 
In  the  ordinary  unionised  condition  there  are  an  equal  number  of  positive 
and  negative  electrons  associated  with  each  atom,  but  when  a  salt  becomes 
ionised  some  of  the  negative  electrons  are  supposed  to  leave  the  positive 
ion  and  attach  themselves  to  the  negative  ion.  Thus,  owing  to  the  loss 
of  negative  electrons,  the  positive  ion  will  possess  a  positive  charge,  while 
the  negative  ion  will  possess  a  negative  charge,  for  it  now  has  an  excess 
of  negative  electrons. 
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CHAPTER  XVIII 
PASSAGE  OF  ELECTRICITY  THROUGH  GASES 

562.  Passage  of  Electricity  through  Gases.— Wc  have  considered 
the  chief  phenomena  which  accompany  the  passage  of  electricity  through 
metallic  conductors  and  electrolytes,  and  we  have  now  to  consider  the 
passage  of  electricity  through  gases. 

In  the  case  of  gases  it  will  be  necessary  to  consider  the  pressure 
to  which  the  gas  is  subjected  when  the  passage  of  the  electricity 
takes  place,  for  the  phenomena  vary  enormously  as  the  pressure  is 
altered. 

Suppose  we  have  two  conductors  which  are  separated  by  a  gas,  say 
air,  at  atmospheric  pressure,  and  the  difference  of  potential  between  the 
conductors  is  gradually  increased.  Then  owing  to  this  difference  of 
potential,  the  air  between  the  conductors  will  be  put  into  a  condition  of 
electrical  strain. 

As  the  potential  difference  is  increased  the  strain  on  the  air  will 
increase  till  a  condition  will  be  reached  when  the  air  is  no  longer  able 
to  support  the  strain,  and  it  breaks  down  and  allows  a  current  to  pass. 
This  forms  what  is  called  the  spark  discharge.  Before  the  passage  of 
the  spark  there  will  be  a  fall  of  potential  in  the  air  between  the  con- 
ductors, and  the  fall  of  potential  per  unit  length  is  a  measure  of  the 
electrical  stress  tending  to  break  down  the  gas,  or  as  it  is  called,  the 
electromotive  intensity  acting  on  the  gas.  The  maximum  electromotive 
intensity  which  a  gas  can  support  before  a  spark  passes  has  been  called 
by  Maxwell  the  electric  strength  of  the  gas.  Experiment  has,  however, 
shown  that  the  electric  strength  thus  defined  depends  on  a  number  of 
conditions  besides  the  nature  of  the  gas  and  the  pressure  to  which  it  is 
subjected.  Thus  the  electromotive  intensity  is  found  to  depend  to  a 
small  degree  on  the  nature  of  the  conductors  between  which  the 
spark  is  passed,  and  to  a  greater  degree  on  the  shape  of  the  surfaces 
of  these  conductors  between  which  the  spark  passes.  The  electro- 
motive intensity  also  depends  very  much  on  the  distance  between  the 
conductors. 

This  effect  is  very  clearly  shown  by  the  numbers  given  in  the  follow- 
ing table,  which  shows  the  potential  difference  (measured  in  electro- 
Static  units)  required  to  cause  a  spark  between  two  spheres  of  9.76 
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cm.  radius  when  they  are  separated  by  different  distances  in  air  at  a 
pressure  of  76  cm.  of  mercur>' : — 


Spark  Length 

Potential  Difference 

Electromotive 

in  cm. 

(Electrostatic  Units). 

Intensity. 

.0066 

2.63 

399 

.Oil 

3.36 

320 

.1 

15.00 

150 

.56 

63.70 

114 

1.07 

1 10.78 

104 

It  will  be  observed  that  the  electromotive  intensity  necessary  to  pro- 
duce a  spark,  when  the  distance  between  the  spheres  is  small,  is  very 
much  greater  than  when  this  distance  is  comparatively  great.  Such 
results  as  these  show  that  the  electrical  strength  of  a  gas  is  not  a  pro- 
perty of  the  gas  alone,  but  is  a  complex  quantity  depending  on  a  number 
of  considerations  besides  the  properties  of  the  gas. 

If  the  pressure  of  the  gas  is  altered,  the  difference  of  potential  neces- 
sary to  produce  a  spark  varies  very  greatly.  As  the  pressure  is  reduced 
from  the  atmospheric  pressure  the  difference  of  potential  required  to 
produce  a  spark  of  a  given  length  decreases  at  first ;  but  this  decrease 


Fig.  532. 

does  not  go  on  indefinitely,  for  a  critical  pressure  will  eventually  be 
reached,  and  when  the  pressure  is  further  decreased  the  potential  neces- 
sary to  produce  a  spark  will  increase,  and  this  increase  will  go  on  as 
long  as  the  pressure  is  decreased,  so  that  at  the  highest  vacua  attainable 
the  gas  will  be  a  perfect  insulator,  and  it  will  be  impossible  to  pass  a 
spark.  The  critical  pressure,  at  which  the  electromotive  intensity  is  a 
minimum,  varies  with  the  distance  between  the  electrodes.  Thus  while 
for  a  spark  length  of  i/ioo  mm.  the  critical  pressure  in  air  is  equal  to 
the  pressure  of  25  cm.  of  mercury,  for  a  spark  length  of  several  milli- 
metres in  length  the  critical  pressure  is  less  than  that  due  to  a  millimetre 
of  mercury. 
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The  appearance  of  the  discharge  changes  in  a  very  marked  manner 
as  the  pressure  of  the  gas  is  reduced.  Thus  at  atmospheric  pressure  the 
spark  consists  of  a  brilliant  line  of  light  which  is  sharply  defined,  and  is 
either  straight  if  the  spark  length  is  small  or  is  bent  in  a  very  charac- 
teristic manner,  being  sometimes  of  a  forked  nature. 

Suppose  that  a  glass  tube,  such  as  is  shown  in  Fig.  532,  with  platinum 
wires  fused  through  the  ends,  these  wires  being  connected  with  a  small 
aluminium  plate  K  and  a  wire  A,  is  gradually  exhausted,  and  that  a  dis- 
charge is  passed  through  the  gas  in  the  tube,  the  plate  A  being  the 
positive,  or,  as  we  may  call  it,  the  anode,  and  K  the  kathode.  When  the 
pressure  is  equal  to  about  8  cm.  of  mercury  there  will  be  a  line  of  light 
stretching  down  the  axis  of  the  tube  somewhat  as  shown  in  the  figure. 
If  the  pressure  is  reduced  to  about  half  a  millimetre  of  mercury,  then  the 
general  appearance  when  the  discharge  passes  is  that  shown  in  Fig.  533. 
At  the  kathode  K  there  will  be  seen  a  soft  glow  which  moves  about  over 
the  surface  of  the  electrode.     Next  to  the  kathode  there  is  a  space,  B, 


Fig.  533. 

which  is  comparativelyfreefromluminosity,  and  which  is  called  Crookes's 
space,  or  the  first  dark  space.  The  distance  from  the  kathode  through 
which  this  dark  space  stretches  increases  as  the  exhaustion  of  the  gas 
increases.  The  termination  of  the  dark  space  nearest  the  anode  is  quite 
sharp,  and  is  very  approximately  the  surface  on  which  would  lie  the  ends 
of  equal  normals  drawn  from  the  surface  of  the  kathode.  Beyond  the 
dark  space  is  a  luminous  space  C,  called  the  negative  column.  The 
position  of  the  negative  column  does  not  depend  on  that  of  the  anode, 
so  that  if  the  anode  is  placed  in  a  side  tube  the  negative  column  does 
not  bend  round  into  the  side  tube,  but  goes  straight  on  and  fills  the 
portion  of  the  tube  beyond  the  point  where  the  side  tube  containing  the 
anode  leaves  the  main  tube. 

Beyond  the  negative  column  there  is  a  second  comparatively  dark 
space  D,  called  the  second  negative  dark  space.  This  dark  space  varies 
very  much  in  size,  and  may  sometimes  be  entirely  absent.  Beyond  this 
dark  space  there  is  another  luminous  column,  E,  which  extends  up  to  the 
anode,  and  is  called  the  positive  column.  The  luminosity  of  the  positive 
column  is  often  not  continuous,  but  consists  of  alternate  bands  of  bright 
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light  and  comparatively  dark  spaces.  These  bright  bands  are  called 
striae,  and  often  present  a  very  striking  appearance.  The  colour  of  the 
striae  depends  on  the  nature  of  the  gas  within  the  lube,  and,  according  to 
Crookes,  when  a  mixture  of  gases  exists  within  the  tube  each  gas  pro- 
duces a  separate  series  of  striae. 

While  the  negative  column  and  the  dark  space  are  confined  to  the 
neighbourhood  of  the  kathode,  and  do  not  increase  in  size  if  the  distance 
between  the  anode  and  kathode  is  increased,  the  positive  column  always 
stretches  up  to  the  anode,  passing  along  the  shortest  path  from  the  kathode 
to  the  anode.  Professor  J.  J.  Thomson  has  passed  a  discharge  through 
an  exhausted  tube  50  feet  in  length,  and  with  the  exception  of  a  few  inches 
near  the  kathode  the  positive  column  filled  the  whole  of  the  tube  and 
exhibited  very  well  marked  striations  throughout  its  length.  It  is 
probable  that  the  discharge  is  actually  carried  by  the  positive  column, 
and  that  the  other  phenomena  observed  near  the  kathode  are  simply  due 
to  some  peculiarities  which  seem  always  to  accompany  the  passage  of 
electricity  from  a  gas  to  a  conductor. 

When  the  exhaustion  of  the  tube  is  carried  considerably  below  that 
for  which  the  discharge  has  the  appearance  just  described,  the  character 
of  the  discharge  is  quite  altered,  and  a  series  of  subsidiary  phenomena 
occur  which,  especially  of  late  years,  have  attracted  much  attention.  It 
will  be  convenient  to  consider  these  phenomena  at  very  high  vacua  in  a 
separate  section. 

563.  Kathode  Rays.— When  the  exhaustion  within  a  tube,  such  as 
is  shown  in  Fig.  534,  is  carried  to  below  a  thousandth  of  a  millimetre  of 
mercury,  the  positive  column  gradually  vanishes,  and  the  sides  of  the 


Fig.  534. 

tube  exhibit  a  brilliant  phosphorescent  glow.  The  colour  of  this  glow 
depends  on  the  nature  of  the  ^lass,  thus  with  lead,  or  English  glass, 
the  glow  is  blue,  while  with  German,  or  soda  glass,  the  phosphorescence 
is  of  a  beautiful  emerald  green.  The  appearance  presented  is  as  if 
something  were  projected  by  the  kathode  in  a  direction  normal  to  its 
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surface  which,  when  it  strikes  the  glass,  has  the  power  of  exciting 
phosphorescence. 

The  phenomena  in  these  high  vacua  have  been  studied  at  great  length 
by  Crookes,  who  supposes  that  the  comparatively  few  molecules  of  the 
gas  which  are  left  in  the  tube  become  electrified  by  contact  with  the 
kathode,  and  that  these  negatively  electrified  gas  molecules  are  then 
shot  out  by  electro-static  repulsion  from  the  kathode.  He  further  sup- 
poses that  at  these  high  degrees  of  exhaustion  the  number  of  molecules 
is  so  small  that  the  molecules  will  travel  for  considerable  distances  with- 
out encounters  one  with  the  other,  so  that  the  molecules  whi<ih  are  shot 
out  from  the  kathode  do  not  lose  their  energy  of  translation  by  sharing  it 
with  other  molecules,  with  which  they  would  collide  if  the  density  of  the 
gas  were  greater,  but  reach  the  walls  of  the  tube  while  still  moving  with 
a  high  velocity,  and  there  by  their  impact  develop  phosphorescence  in 
the  glass. 

Whatever  the  nature  of  the  emanation  from  the  kathode,  or  the 
kathode  rays  as  they  are  called,  they  under  ordinary  circumstances 
proceed  in  straight  lines,  so  that  if  a  screen,  such  as  is  shown  in  Fig.  535, 


F»G.  535. 

is  placed  between  the  kathode  and  the  sides  of  the  tube  a  clear  shadow 
of  the  screen  will  be  produced  on  the  walls  of  the  tube,  no  phosphores- 
cence taking  place  within  the  portion  of  the  wall  in  the  geometrical 
shadow.  It  is  immaterial  in  this  experiment  whether  the  screen  be 
composed  of  a  conductor  or  a  dielectric.  If,  instead  of  a  plane  plate, 
a  concave  plate  is  used  for  the  kathode,  the  kathode  rays  are  brought 
to  a  focus  at  the  centre  of  curvature  of  the  kathode,  and  if  a  body  is 
placed  at  this  focus  it  will  be  raised  to  a  bright  incandescence,  or,  if  the 
discharge  is  sufficiently  strong,  even  melted  owing  to  the  impact  of  the 
rays.  In  this  way  platinum  can  be  melted.  Other  substances  besides 
glass  phosphoresce  when  the  kathode  rays  are  allowed  to  fall  on  them. 
Thus  if  some  rubies  are  enclosed  in  a  vacuum  tube  and  the  discharge 
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is  passed,  the  kathode  rays  falling  on  the  rubles  will  cause  them  to  give 
out  a  brilliant  ruby-red  light. 

The  kathode  rays  are  deflected  when  a  magnet  is  brought  near 
in  the  direction  which  would  occur  if  they  formed  a  flexible  metallic 
conductor  conveying  the  current  from  the  anode  to  the  kathode.  Thus 
if  a  screen  pierced  with  a  slit  is  placed  before 
the  kathode  as  shown  in  Fig.  536,  so  that  a 
narrow  beam  of  the  kathode  rays  is  obtained, 
when  no  magnet  is  near  these  rays  will  travel 
straight  on  and  strike  the  glass  at  c,  where  they 
will  cause  phosphorescence.  When  a  magnet 
is  brought  near  the  tube  so  that  the  lines  of 
force  are  at  right  angles  to  the  paper,  the  rays 
are  deflected  and  the  phosphorescent  patch  on 
the  glass  is  moved  down  into  the  position  D.  Not  only  will  the  phos- 
phorescent patch  be  deflected,  but  while  when  undeflected  it  was  a 
continuous  patch,  when  deflected  it  will  consist  of  a  number  of  bright 
bands  separated  by  more  or  less  dark  spaces.  Thus  under  the  influence 
of  the  deflecting  magnetic  field  not  only  do  the  rays  get  deflected,  but  it 
would  appear  that  a  species  of  dispersion  is  also  produced,  so  that  all  the 
rays  do  not  get  deflected  to  the  same  extent,  and,  just  as  the  spectrum  of 
an  incandescent  gas  consists  of  a  certain  number  of  bright  lines,  so  does 
this  kathode  ray  "spectnim,"  produced  by  the  action  of  a  magnetic  field, 
also  consist  of  bright  bands. 

Crookes*  theory  that  the  kathode  rays  consist  of  negatively  charged 
particles  shot  out  from  the  neighbourhood  of  the  kathode  is  not  accepted 
by  some  observers  who  suppose  that  the  kathode  rays  are  really  ether 
waves  of  the  same  general  nature  as  light  waves  but  of  different  wave- 
length, so  that  their  effects  cannot  be  observed  by  the  ordinary  means 
used  to  study  light  waves.  The  fact  that  the  kathode  rays  are  deflected 
by  a  magnet  is,  however,  a  strong  argument  against  this  view,  since  no 
one  has  been  ever  able  to  detect  that  a  magnetic  field  has  any  deflecting 
effect  on  light  waves.  In  addition  it  can  be  shown  experimentally  that 
along  the  path  of  the  kathode  rays  there  is  a  transport  of  negative 
electricity.  The  experiment  was  originally  devised  by  Perrin,  and  has 
been  modified  by  J.  J.  Thomson.  A  tube  is  taken  of  the  form  shown  in 
section  in  Fig.  537,  in  which  K  is  the  kathode  and  A  is  the  anode.  In  a 
side  branch  a  metal  tube,  c,  with  a  slit  at  the  end  is  placed  and  con- 
nected to  earth.  Inside  this  tube,  but  insulated  from  it,  is  another 
metal  tube,  D,  which  also  has  a  slit  which  is  opposite  the  slit  in  the 
outer  tube.  This  tube  is  connected  with  an  electrometer.  When  the 
discharge  is  passed  the  kathode  rays  travel  straight  across  the  tube  and 
strike  the  glass  at  the  point  B  and  the  electrometer  is  undeflected.  If, 
however,  by  means  of  a  magnet  the  kathode  rays  are  made  to  enter  the 
slit  in  the  tubes  c  and  V  the  electrometer  will  be  deflected,  showing  that 
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the  tube  D  has  acquired  a  negative  charge.  The  outer  tube  c  which  is 
connected  with  the  earth  will  screen  off  from  the  inner  tube  all  electrical 
disturbances  other  than  such  as  enter  by  the  slit.  When  the  negatively 
charged  particles  enter  the  inner  tube,  since  they  are  at  the  inside  of  a 
conductor,  they  will  either  give  up  their  charges  to  the  conductor  or  will 
induce  a  positive  charge  on  the  inside  of  the  conductor,  and  the  corre- 
sponding negative  charge  will  cause  the  electrometer  to  be  deflected. 
Hence  the  deflection  of  the  electrometer  seems  clearly  to  indicate  that 
the  kathode  rays  are  at  any  rate  always  accompanied  by  the  projection 
of  negatively  charged  particles, 
and  hence  it  is  only  natural  to 
suppose  that  they  really  cbnsist  of 
such  negatively  charged  particles. 
We  have  hitherto  only  con- 
sidered the  behaviour  of  kathode 
rays  within  the  highly  exhausted 
tube  where  they  are  produced. 
Lenard  has,  however,  found  that 
the  kathode  rays  can  be  obtained 
in  the  space  outside  the  tube. 
Thus  if  a  small  window  in  the 
tube  is  covered  with  very  thin  alu* 
minium,  and  the  kathode  rays  are 
directed  on  to  this  window,  rays 
are  found  to  proceed  from  this 
window  which  are  deflected  by  a 
magnet  and  are  capable  of  pro- 
ducing phosphorescence  in  the 
same  way  as  do  the  kathode  rays 
within  the  tube.  These  rays  are 
also  found  to  carry  a  negative  charge.  At  first  this  possibility  of  passing 
the  rays  through  a  sheet  of  aluminium  seems  a  very  strong  argument 
against  the  theory  that  they  consist  of  negatively  electrified  particles. 
It  has,  however,  been  found  that  if  a  piece  of  metal  inside  a  Crookes' 
tube  is  placed  in  the  path  of  the  kathode  rays  it  acquires  the  property 
of  itself  giving  off  kathode  rays,  as  if  the  shock  due  to  the  impact  of  the 
kathode  rays  were  capable  of  driving  off  the  gas  *  particles  which  are  in 
contact  with  the  metal.  Thus  the  kathode  rays  outside  the  tube  in 
Lenard's  experiment  are  not  due  to  the  motion  of  the  same  particles 
which  struck  the  inside  of  the  aluminium  plate,  but  consist  of  a  new 
set  of  electrified  particles  which  are  shot  out  from  the  outside  surface 

1  It  must  be  noted  that,  according  to  J.  J.  Thomson,  the  mass  of  the  particles 
which  carry  the  negative  charges  are  considerably  less  than  the  mass  of  the  molecules 
of  the  gas,  so  that  we  seem  here  to  be  dealing  with  something  smaller  than  the 
molecule. 
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of  the  plate,  owing  to  the  impact  of  the  charged  particles  which  strike 
ttie  inside  surface. 

J  664.  Rontgen  Rays.— When  the  kathode  rays  strike  upon  matter, 
in  addition  to  inducing  phophorescence  and  raising  the  temperature 
and  in  certain  cases  causing  the  emission  of  kathode  rays,  there  is 
produced  a  kind  of  rays  which  differ  from  the  kathode  rays  and  from 
ordinary  light  rays  in  very  many  particulars.  These  rays  were  first 
discovered  by  Rontgen,  and  are  therefore  called  Rontgen  rays  or  X 
rays.  They  differ  from  kathode  rays  in  that  they  pass  through  glass 
and  many  other  materials  with  comparatively  little  absorption,  and 
they  are  not  deflected  by  a  magnet  as  are  the  kathode  rays.  They 
differ  from  ordinary  light  rays  in  that  they  do  not  appear  to  be  re- 
fracted when  they  pass  from  one  medium  to  another,  while  it  has  been 
found  impossible  to  obtain  by  their  means  any  sigfns  of  interference 
phenomena. 

The  form  of  tube  which  has  been  found  best  for  producing  these  rays 
is  shown  in  Fig.  538.     It  consists  of  a  concave  aluminium  kathode  K, 

and  a  platinum  plate,  A,  as  anode, 
which  is  inclined  at  45**  to  the  axis 
of  the  kathode.  The  tube  itself  is 
formed  of  soda  glass,  since  it  is  found 
that  lead  glass  is  very  opaque  to  the 
Fig.  538.  rays.    The  kathode  rays  are  focussed 

on  the  platinum  anode  and  the  Ront- 
gen rays  proceed  as  if  they  came  in  straight  lines  from  the  point  of  the 
anode  where  the  kathode  rays  strike  it. 

The  presence  of  Rontgen  rays  can  be  detected  either  by  their  action 
on  a  photographic  plate  or  by  the  fluorescence  which  they  excite  when 
they  fall  on  some  substances,  such  as  the  double  cyanide  of  potassium 
and  platinum.  The  most  striking  peculiarity  of  these  rays  is  that  they 
are  capable  of  penetrating  many  substances  which  are  opaque  to  ordinary 
light.  Thus  black  paper,  wood,  and  aluminium  are  transparent,  while 
the  more  dense  metals,  such  as  lead,  are  opaque  to  the  rays.  The  most 
important  practical  application  of  the  differences  between  the  trans- 
parency of  different  bodies  to  these  rays  is  owing  to  the  fact  that  while 
flesh  is  fairly  transparent  the  bones  are  very  much  more  opaque.  Thus 
if  a  tube  producing  Rontgen  rays  is  placed  above  the  hand  while  a  photo- 
graphic plate  is  placed  below  the  hand,  the  rays  will  pass  through  the 
flesh  of  the  hand  and  will  act  on  the  plate.  The  bones,  however,  will 
stop  the  rays,  and  hence  those  parts  of  the  plate  within  the  shadow  of 
the  bones  will  only  be  slightly  affected,  and  on  developing  the  plate  a 
shadow  of  the  bones  of  the  hand  will  be  obtained.  Such  a  photograph 
is  shown  in  Fig.  539,  and  it  will  be  observed  that  the  bones  are  much 
more  opaque  than  the  flesh.  Instead  of  using  a  photographic  plate,  a 
paper  screen  which  is  coated  with  one  of  the  salts  which  fluoresces  when 
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the  Rontgen  rays  fall  on  it  may  be  used,  when  the  salt  will  fluoresce 

where  the  rays  are  transmitted  by  the  flesh,  but  not  where  the  rays  have 

been  absorbed  by  the  bones, 

and  so  a  dark  shadow  of  the 

bones    will    appear    on    the 

screen. 

No  conclusive  experimental 
evidence  as  to  the  nature  of 
the  R6ntgen  rays  has  yet  been 
obtained.  It  is,  however, 
probable  that  they  are  of  the 
nature  of  a  wave  disturbance 
in  the  ether,  the  wave-length 
being  very  small  compared 
with  that  of  blue  light  J.  J. 
Thomson  has  shown  that 
waves  which  would  have  the 
same  properties  as  the  Rontgen 
rays,  in  that  they  would  not  be 
refracted  or  show  interference, 
would  be  produced  in  the 
ether  if  we  suppose  that  the 
kathode  rays  are  really  nega- 
tively charged  particles  which 
strike  the  body  which  is  pro- 
ducing the  rays.  The  disturb- 
ance produced  would  not  be  so  much  a  wave  motion  as  a  single  wave 
or  impulse  which  would  travel  out  through  the  medium. 

565.  Meehanical  Effects  produced  by  the  Kathode  Rays.— 
Crookes  has  shown  that  when  the  kathode  rays  fall  on  a  small  wheel 


Fig.  539. 


Fig.  S4a 

with  vanes,  such  as  is  shown  in  Fig.  540,  in  such  a  way  that  the  rays 
only  strike  the  vanes  on  one  side  of  the  axis  of  the  wheel  this  latter  will 
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rotate.  By  deflecting  the  rays  with  a  magnet  so  as  to  strike  the  vanes 
first  below  the  axis  and  then  above,  the  wheel  can  be  caused  to  rotate 
in  either  direction.  It  is  not  certain  that  this  rotation  is  really  due  to 
the  momentum  of  the  charged  panicles  of  gas  shot  out  from  the  kathode, 
and  it  has  been  suggested  that  it  is  due  to  secondary  thermal  effects 
produced  by  heat  developed  in  the  vanes  due  to  the  impact  of  the 
kathode  rays. 
4  566.  Distribution  of  Potential  along  an  Exhausted  Tube 
during  the  Passage  of  a  Current— When  a  current  is  passed  through 
a  metallic  conductor  the  fall  of  potential  between  any  two  points  on  the 
wire  is  proportional  to  the  current  passing  and  if  the  wire  is  uniform 
the  fall  of  potential  along  the  wire  will  also  be  uniform.  In  the  case 
of  an  electrolyte,  while  the  fall  of  potential  along  the  electrolyte  is  uni* 
form,  yet  in  the  cases  where  there  is  polarisation  at  the  electrodes  an 
abrupt  change  of  potential  takes  place  at  the  surface  of  separation  of 
the  liquid  and  the  electrodes.  In  the  case  of  the  passage  of  electricity 
through  a  gas  in  a  rarefied  condition  in  a  tube,  such  as  that  shown  in 
Fig.  533,  the  potential  gradient,  that  is,  the  difference  of  potential  which 
is  shown  between  two  auxiliary  electrodes  fixed  between  the  kathode 
and  anode  divided  by  the  distance  between  these  electrodes,  varies 
greatly  from  one  part  of  the  tube  to  another.  Further,  in  the  positive 
column  the  potential  gradient  is  almost  independent  of  the  strength  of 
the  current  passing  through  the  gas.  The  greater  part  of  the  fall  of 
potential  which  occurs  between  the  anode  and  the  kathode  occurs  in 
the  immediate  neighbourhood  of  the  kathode.  Although  experiments 
on  this  point  are  subject  to  considerable  question  as  to  what  they 
really  represent,  they  seem  to  indicate  that  a  considerable  potential 
difference  is  necessary  to  cause  the  charged  particles  of  a  gas  to  give 
up  their  charges  to  a  cold  metal  electrode.  If,  however,  the  electrodes 
are  raised  to  a  white  heat  the  passage  of  electricity  from  the  gas  to 
the  electrodes  seems  to  be  very  much  facilitated.  Thus  in  the  arc  dis- 
charge, where  the  carbons  are  in  air  at  a  very  high  temperature,  the 
potential  difference  necessary  to  continue  the  discharge  through  the 
air  is  comparatively  small  compared  with  what  would  be  necessary  to 
cause  a  discharge  between  cold  electrodes  which  are  separated  by  the 
same  distance. 

567.  Gaseous  Dissociation.— It  is  found  that  when  a  spark  is  passed 
between  two  electrodes  in  air  at  atmospheric  pressure  the  potential  re- 
quired to  start  a  spark  between  the  electrodes  is  very  much  greater  than 
that  necessary  to  continue  to  force  a  discharge  between  the  electrodes. 
This  can  very  clearly  be  shown  by  means  of  the  arrangement  shown  in 
Fig.  541.  A  large  Leyden  jar.  A,  is  connected  with  a  circuit,  in  which 
are  placed  two  spark  gaps,  c  and  I).  A  small  jar,  B,  is  connected  with 
a  circuit,  which  includes  one  of  these  spark  gaps,  D.  If  now  the  jar  A  is 
charged  up  to  such  a  potential  that  the  discharge  is  not  able  to  pass  over 
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Fig.  541. 


the  two  spark  gaps  in  its  circuit,  then  on  passing  a  small  spark  across  the 
gap  D,  the  resistance  of  this  gap  will  be  so  much  reduced  by  the  passage 
of  this  spark  that  its  resistance,  together  with  that  of  the  gap  C,  is  no 
longer  able  to  support  the  difference  of  potential  with  which  the  jar  A  is 
charged,  and  so  a  spark  will  occur 
at  c  and  at  D  due  to  A. 

This  effect  has  been  accounted 
for  by  supposing  that  before  an 
electric  discharge  can  pass  through 
a  gas  some  of  the  molecules  of  the 
gas  must  be  broken  up  into  ions, 
that  is,  dissociated.  The  great 
initial  difference  of  potential  re- 
quired to  cause  the  passage  of  the 
discharge  is  supposed  to  be  due 
to  the  fact  that  a  considerable  electromotive  intensity  is  necessary  to 
produce  the  dissociation  of  the  gas.  The  dissociation  being  once  pro- 
duced it  is  supposed  that  an  appreciable  time  is  required  for  the  dis- 
sociated ions  either  to  recombine  or  to  diffuse  away  from  the  spark  gap, 
and  so  the  electromotive  force  necessary  to  pass  a  discharge  is  reduced, 
since  it  has  not  to  do  the  work  of  dissociation.  That  there  is  at  any  rate 
some  truth  in  this  view  is  probable  from  the  experimental  fact  that  it  is 
possible  to  blow  out  an  arc,  that  is,  if  fresh  undissociated  air  is  blown 
between  the  electrodes,  the  potential  difference  which  was  sufficient  to 
maintain  a  discharge  when  the  dissociated  air  was  allowed  to  remain 
between  the  electrodes  will  no  longer  be  sufficient  to  dissociate  the  fresh 
air.  This  view  is  further  supported  by  some  photographs  of  a  spark 
taken  by  Feddersen  with  a  rotating  mirror,  when  a  current  of  air  was 
passed  between  the  electrodes. 

The  first  sparks  are  straight,  and  stretch  straight  from  one  electrode 
to  the  other,  while  the  later  sparks  are  blown  away  in  the  middle  in  the 
direction  of  the  current  of  air  as  shown  in  Fig.  542.  It 
would  thus  seem  that  the  air  first  becomes  dissociated 
along  the  line  of  maximum  electromotive  intensity,  and 
this  dissociated  air  being  carried  away  with  the  air 
current,  the  spark  prefers  to  pass  along  the  path  of  this 
already  dissociated  air,  although  it  is  longer,  than  to 
dissociate  a  fresh  quantity  of  air.  This  fact  that  the 
air  requires  a  considerable  electromotive  intensity  to  cause  dissociation, 
but  that  once  dissociation  is  produced  only  a  comparatively  small  dif- 
ference of  potential  is  required  to  keep  up  the  discharge,  has  received  a 
very  interesting  application  at  the  hands  of  Hertz,  who,  as  we  shall  see 
later,  has  by  this  means  been  able  to  show  experimentally  that  light 
really  consists  of  an  electro-magnetic  disturbance  in  the  ether,  as  had 
been  predicted  by  MaxwelL 


Fig.  542. 
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A  subject  which  seems  to  have  considerable  bearing  on  this  point  is 
the  passage  of  electricity  through  hot  gases.  When  the  temperature  of 
a  gas  is  raised  to  that  which  corresponds  to  a  red  heat  in  a  solid,  the 
electromotive  intensity  necessary  to  produce  the  passage  of  a  discharge 
is  very  much  reduced.  The  degree  with  which  hot  gases  conduct  elec- 
tricity is,  however,  very  different  for  different  gases.  Thus,  such  gases 
as  air,  nitrogen,  and  hydrogen  only  conduct  very  feebly  even  at  a  high 
temperature,  so  that  a  charged  body  when  surrounded  by  these  gases 
loses  its  charge  only  very  slowly,  and  this  loss  seems  to  be  due  solely  to 
a  convective  action.  These  gases  are  those  which  are  known  not  to 
be  easily  dissociated  when  heated.  Gases,  on  the  other  hand,  such  as 
iodine  and  hydriodic  acid,  which  are  known  from  experiments  on  their 
density  at  high  temperatures  to  dissociate  into  atoms,  conduct,  when 
heated  to  such  temperatures,  with  comparative  facility.  In  the  case  of 
other  gases  such  as  ammonium  chloride,  which,  although  they  dissociate 
when  heated,  do  not  split  up  into  atoms  but  into  simpler  molecules  (in 
the  case  of  NH4CI  into  a  molecule  of  ammonia,  NH3,  and  a  molecule  of 
hydrochloric  acid,  HCl),  the  conductivity  when  hot  is  only  very  slight. 
It  would  appear  from  this  consideration  that  the  passage  of  electricity 
through  a  gas  can  only  occur  when  there  are  free  atoms  present  to  carry 
the  charge. 

The  passage  of  electricity  through  a  gas,  even  at  a  low  temperature, 
is  very  much  facilitated  if  the  kathode  is  exposed  to  ultra-violet  light 
This  effect  seems  to  be  due  to  the  production  of  dust  in  the  surrounding 
gas  by  the  disintegration  of  the  negatively  electrified  electrode  under  the 
influence  of  the  ultra-violet  light. 

The  passage  of  electricity  through  a  gas  is  also  very  much  facilitated 
if  the  air  between  the  electrodes  is  traversed  by  the  Rdntgen  rays.  A 
gas  which  has  been  exposed  to  the  action  of  the  rays  retains  its  property 
of  conducting  electricity  for  a  considerable  lime  after  the  rays  have 
ceased  to  pass.  The  gas  may  also  be  passed  through  a  considerable 
length  of  glass-tube  without  losing  its  property  of  conducting.  It  ap- 
pears, therefore,  that  the  Rontgen  rays  have  the  power  of  ionising  the 
molecules  of  the  gas. 

568.  Differences  between  Positive  and  Negative  Eleetrifica- 
tion.— There  are  a  number  of  differences  between  the  appearances  pre- 
sented by  the  two  electrodes  when  a  discharge  passes  through  a  gas,  to 
some  of  which  we  have  already  alluded.  Thus  in  air  at  atmospheric 
pressure  the  sparks  generally  start  from  one  point  on  the  negative 
electrode,  while  they  spread  over  a  considerable  surface  of  the  positive 
electrode,  and  in  the  branched  spark  all  the  branches  always  point 
towards  the  negative  electrode.  In  an  exhausted  tube,  as  we  have  seen, 
the  appearances  at  the  two  electrodes  differ  in  a  most  marked  manner. 
There  are  other  differences  between  positive  and  negative  electrifica- 
tion.   Thus  a  piece  of  bright  zinc,  when  illuminated  by  ultra-violet  light. 
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to  retain  a  positive  charge 


loses  a  negative  charge,  while  it  is  able 
under  these  conditions. 
When  a  brush  discharge 
is  formed  at  a  point  the 
potential  will  be  greater  if 
the  point  is  positively  elec- 
trified than  if  it  is  nega- 
tively electrified. 

The  most  striking  differ- 
ence is  obtained  if  a  dis- 
charge is  produced  between 
a  charged  conductor  and  the 
surface  of  a  non-conductor 
on  the  surface  of  which  some 
badly  conducting    powder, 
such    as    lycopodium,    has 
been  strewn,  or  on  to  the 
surface  of  a  photographic 
dry-plate.    The  appearance 
when  the  conductor  is  posi- 
tively electrified  is  shown  in 
Fig.  543»  while  in  Fig.  544  the 
appearance  when  the  conductor  is 
negatively  electrified  is  given,  and 
it  will  be  seen  that  the  difference 
is  most  marked.     The  explanation 
of  these  differences  has  not  yet 
been    given,  and   although   there 
are  many  other  facts  which  seem 
to  have  a  bearing  on  this  most 
fascinating    branch    of     physics, 
space    will    not    permit    of    our 
dealing  with  them  in  these  pages. 
The  reader  who  wishes  to  pursue 
the    subject    further  will    find    a 
very    complete    account    of    the 
work    which    has   been    done    in 
this    subject    in    Professor   J.    J. 
Thomson's    "  Recent    Researches 
in    Electricity    and    Magnetism," 

and  also  in  a  volume  by  him  on  "The  Passage  of  Electricity  through 
Gases." 


Fio.  543- 


FiQ.  544. 
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PART   IX.— MAXWELL'S    ELECTRO- 
MAGNETIC  THEORY 


CHAPTER  XIX 

TRANSFERENCE    OF    ELECTRO-MAGNETIC   ENERGY    AND 
MAXWELUS  ELECTRO-MAGNETIC   THEORY  OF  LIGHT 

569.  Poyn ting's  Theory.— We  have  seen  how,  according  to  the  views 
of  Faraday  and  Maxwell,  if  F  is  the  strength  of  the  electrostatic  field  at  a 
given  point,  and  K  the  specific  inductive  capacity  of  the  medium,  the 
energy  stored  up  in  each  unit  of  volume  of  the  dielectric  at  the  given 
point  is  equal  to  A'/^/Stt.  It  can  also  be  shown  that  in  the  same  way  the 
energy  stored  up  in  each  unit  of  volume  of  a  medium  of  which  the  per- 
meability is  M  at  a  point  of  a  magnetic  field  where  the  strength  of  the  field 
is  //,  is  equal  to  fiH^i'Sn.  Hence  the  electric  and  magnetic  energy  per 
unit  volume  of  a  medium,  which  is  the  seat  of  both  electro-static  and 
magnetic  forces,  is  /CJ^/S7r+ fiH^ISw, 

Suppose  a  condenser,  AB,  Fig.  545,  is  charged  so  that  the  plate  A  is 
positive,  then  tubes  of  force  will  stretch  from  the  plate  A  to  the  plate  a 

The  greater  propor- 
tion of  these  tubes 
will  stretch  across 
the  space  between 
the  two  plates,  so 
that  most  of  the 
energy  due  to  the 
charge  will  be  stored 
up  in  the  dielectric 
between  the  plates. 
The  whole  eneigy 
is  in  this  case  in 
the  form  of  electro- 
static strain  in  the 


Fig.  545. 


medium,  since  there  is  no  electro-magnetic  force  produced  in  the  medium. 

If  the  plates  of  the  condenser  are  connected  by  a  conducting  wire,  which 

we  may  suppose  of  very  great  resistance,  so  that  the  condenser  takes  an 

appreciable  time  to  discharge,  this  wire  will  be  traversed  by  an  electric 
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current,  and  at  the  same  time  the  difference  of  |K>tcntial  between  the 
plates  of  the  condenser  will  diminish.  During  the  passage  of  the  elec- 
tricity through  the  wire,  there  will  be  produced  an  electro-magnetic  field 
in  its  neighbourhood,  that  is,  the  surrounding  medium  will  possess  energ>' 
due  to  the  magnetic  strain  set  up.  Also  the  passage  of  the  electricity 
will  be  accompanied  by  the  production  of  heat  in  the  wire,  according  to 
Joule's  law.  When  the  discharge  is  complete,  the  whole  of  the  energy 
which  was  originally  stored  up  as  electro-static  strain  of  the  medium 
between  the  plates  of  the  condenser  will  have  been  converted  into  heat 
in  the  connecting  wire.  During  the  process,  however,  a  certain  pro- 
portion will  have  existed  in  the  medium  surrounding  the  wire  in  the  form 
of  energy  of  the  magnetic  field,  although  it  also  finally  becomes  changed 
into  heat  in  the  wire.  An  interesting  question  now  arises  as  to  the  way 
in  which  the  energy  travels  from  the  medium  between  the  plates  to  the 
wire.  Poynting  has  shown  that  the  energy  travels  through  the  medium 
separating  the  plates  and  surrounding  the  wire,  and  that  the  paths  along 
which  the  energy  moves  are  the  intersection  of  the  equipotential  surfaces 
of  the  electro-static  and  the  electro-magnetic  fields.  Thus  in  the  case 
of  the  condenser  discharging  through  the  wire,  the  tubes  of  force  are 
supposed  to  spread  out  from  the  space  between  the  plates,  the  ends  of 
the  tubes  remaining  on  the  plates.  These  tubes  will  meet  the  wire,  and 
when  they  do  this,  they  will  be  broken  up  and  the  energy  which  each 
contained  will  be  delivered  to  the  wire,  where  it  will  appear  as  heat. 
The  breaking  up,  or  rather  absorption,  of  each  tube  by  the  wire  will 
allow  another  tube  to  expand  from  the  space  between  the  plates.  For 
each  tube,  since  it  exerts  a  lateral  compression  on  the  inside  tubes,  will 
tend  to  prevent  their  leaving  the  space  between  the  plates.  The 
absorption  of  a  tube  by  the  wire  will  reduce  this  lateral  pressure 
exerted  on  the  inside  tubes,  and  hence  more  tubes  will  be  able  to  swell 
out  from  the  space  between  the  plates. 

On  Poynting's  theory  the  energy  which  is  transmitted,  say,  along  a 
telegraph  cable  is  not  transmitted  along  the  conducting  wire  but  through 
the  insulating  sheath,  the  object  of  the  wire  being  to  direct  the  path  along 
which  the  energy  travels. 

The  telegraph  cable  may  be  regarded  as  a  wire  surrounded  by  a  con- 
centric conductor,  the  sheath,  the  interspace  being  filled  with  a  dielectric. 
When  the  wire  is  positively  electrified  and  the  sheath  negatively  by 
connecting  the  wire,  say,  to  the  positive  plate  of  a  charged  condenser, 
the  negative  plate  being  put  to  earth,  that  is,  connected  to  the  sheath, 
tubes  of  force  will  stretch  across  from  the  wire  to  the  sheath.  These 
tubes  will  travel  forward,  each  carrying  its  share  of  electrical  energy.  If 
we  suppose  the  thickness  of  the  insulating  covering  to  remain  the  same 
throughout,  then  the  length  of  the  tubes  of  force  will  remain  the  same  as 
they  travel  onward.  The  difference  of  potential  between  the  ends  of 
each  tube  will,  however,  diminish  as  the  tube  advances,  according  to 
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Ohm's  law.  Since  the  difference  of  potential  between  the  wire  and  the 
sheath  decreases,  the  work  which  would  have  to  be  done  to  carry  unit 
charge  from  the  neighbourhood  of  the  wire  to  that  of  the  sheath  will  de- 
crease, and  since  the  distance  between  the  two  is  supposed  to  remain 
the  same,  it  must  follow  that  the  force  acting  on  the  unit  charge  will 
also  diminish,  that  is,  the  strength  of  the  field,  F^  between  the  wire 
and  the  sheath  will  decrease  as  we  go  from  the  sending  end  of  the  cables 
Now  we  have  seen  that  the  energy  contained  in  unit  length  of  each 
tube  of  force  is  equal  to  F\7..  Hence,  since  the  length  of  the  tubes 
remains  constant  and  F  decreases,  the  quantity  of  energy  contained  in 
each  tube  will  decrease  as  the  tube  travels  away  from  its  starting-point. 
The  passage  of  the  current  through  the  wire  and  sheath  is,  we  know, 
accompanied  by  the  conversion  of  a  certain  proportion  of  electrical 
energy  into  heat,  and  this  decrease  in  the  electrical  energy  of  each  tube 
as  it  travels  along  represents  the  loss  of  energy  in  the  conductor,  accord- 
ing to  Joule's  law. 

Since  the  electro-static  lines  of  force  are  radial,  the  electro-static 
equipotential  surfaces  will  be  cylinders  which  are  concentric  with  the 
wire  and  the  sheath.  The  magnetic  lines  of  force  arc  circles  with  the 
wire  as  centre  and  in  planes  at  right  angles  to  the  length  of  the  wire,  so 
that  the  magnetic  equipotential  surfaces  are  planes  which  pass  through 
the  wire.  The  intersection  of  the  two  sets  of  equipotential  surfaces  will 
be  lines  which  are  parallel  to  the  axis  of  the  wire,  and  it  is  along  these 
lines  that  the  energy  travels  out  from  the  battery  at  the  sending  station 
to  the  distant  end  of  the  telegraph  cable. 

The  supposition  that  the  electro-static  equipotential  tubes  are  cylinders 
of  which  the  axis  of  the  wire  is  the  axis  is  not  quite  true,  for  as  we  go 
away  from  the  sending-point  the  difference  of  potential  between  the 
wire  and  the  sheath  will  decrease  by  Ohm's  law,  so  that  the  number  of 
equipotential  surfaces  included  between  the  wire  and  the  sheath  must 
decrease,  the  surfaces  being  supposed  to  be  drawn  for  a  given  difference 
of  potential  between  consecutive  surfaces.  The  result  is  that  the  equi- 
potential surfaces  are  really  frustra  of  cones.  These  cones  will  intersect 
the  wire  and  the  sheath  at  intervals  along  the  cable,  and  it  is  along  the 
line  of  intersection  of  such  a  cone  with  the  magnetic  equipotential  sur- 
faces that  the  electrical  energy  travels  which  enters  the  wire  or  sheath 
and  is  converted  into  heat.  If  the  wire  and  sheath  were  composed  of 
conductors  of  zero  resistance  there  would  be  no  fall  of  potential  along 
the  wire,  and  in  this  case  the  electro-static  equipotential  surfaces  would 
nowhere  intersect  either  the  wire  or  the  sheath,  so  that  no  electrical 
energy  would  travel  into  the  wire  or  sheath,  and  hence  no  heat  would 
be  generated. 

When  a  current  is  flowing  in  a  circuit,  say  a  coil,  the  space  surround- 
ing the  coil  will  be  a  magnetic  field,  and  hence  there  will  be  a  certain 
amount  of  energ)'  stored  up  in  this  magnetic  field.     If  now  the  current 
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is  stopped  the  magnetic  field  will  cease  to  exist,  and  the  question  arises, 
what  becomes  of  the  energy  which  was  stored  up  in  the  field  ?  This 
energy,  if  the  circuit  is  at  a  distance  from  other  circuits,  returns  to  the 
circuit  and  gives  rise  to  the  induced  current  within  the  circuit  which 
is  produced  when  the  current  is  stopped  Thus  the  phenomenon  of  self- 
induction  (§  518)  is  due  to  the  return  to  the  circuit  of  the  energy 
which  during  the  passage  of  the  current  is  stored  up  in  the  magnetic 
field  produced  by  the  current  When  a  current  is  started  in  a  circuit, 
some  of  the  energy  of  the  battery  employed  to  send  the 'current  is  used 
up  in  providing  the  energy  of  the  magnetic  field.  When  a  second 
circuit  is  near  the  circuit  in  which  the  current  is  flowing,  on  stopping 
this  current  some  of  the  energy  of  the  magnetic  field  will  soak  into  this 
neighbouring  circuit  and  will  produce  in  it  an  induced  current. 

670.  Magnetic  Foroe  eaused  by  the  Motion  of  Eleetro-static 
Tubes  of  Force. —We  have  seen  that  when  electricity  moves  from  one 
part  of  a  conductor  to  another,  that  is,  when  a  current  passes  through  a 
conductor,  that  a  magnetic  field  is  produced  in  the  neighbourhood  of  the 
conductor  in  which  the  electricity  is  moving.  It  might  be  conceived  that 
the  magnetic  field  produced  in  this  way  by  the  movement  of  electricity 
was  due  to  some  special  property  of  the  electricity  when  it  is  moving 
from  one  part  of  a  conductor  to  another.  When  a  conductor  is  charged 
with  electricity,  the  electricity  being  at  rest,  the  space  surrounding  the 
charged  body  is  in  such  a  condition  that  electro-static  forces  are  set  up, 
that  is,  it  is  an  electro-static  field.  In  the  last  section  we  have  seen  how 
the  passage  of  an  electric  current  through  a  wire,  which  for  simplicity  we 
took  double  so  that  the  outgoing  and  return  were  close  together  (it  must 
be  remembered  that  there  must  always  be  a  return  ;  it  may  be  at  a 
considerable  distance  from  the  portion  of  the  circuit  we  are  immediately 
considering,  but  it  is  there  nevertheless),  is  accompanied  by  the  motion 
of  the  electro-static  tubes  of  force  through  the  medium  between  the  wires. 
Since  by  the  motion  of  electricity  in  a  conductor  which  is  accompanied 
by  the  motion  of  the  tubes  of  electro-static  force,  or,  as  we  may  call  them, 
the  Faraday  tubes,  to  distinguish  them  from  the  tubes  of  magnetic  force, 
magnetic  forces  are  set  up  in  the  dielectric  surrounding  the  conductor, 
the  question  arises,  would  magnetic  forces  be  set  up  in  the  same  way  in 
the  surrounding  dielectric  if  we  were  to  cause  the  motion  of  Faraday 
tubes  through  the  dielectric  by  moving  the  body  on  which  a  charge 
exists  ?  Thus  suppose  we  consider  two  metai  plates  placed  parallel  to 
one  another  in  air,  one  charged  positively  and  the  other  negatively.- 
The  Faraday  tubes  will  then  stretch  across  from  the  positive  plate  to 
the  negative  plate,  and  in  the  space  between  the  plates  we  have  an 
electro-static  field  ;  but  as  long  as  the  charges  on  the  plates  are  at  rest 
there  will  be  no  magnetic  field.  Suppose  now  the  two  plates  are  moved 
parallel  to  their  own  plane  and  at  the  same  sp>eed,  then  the  tubes  will 
not  move  with  reference  to  the  charged  plates  but  they  will  sweep 
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through  the  air  which,  owing  to  the  motion  of  the  plates,  will  pass 
through  the  space  between  the  plates.  In  this  case,  then,  we  have  pro- 
duced a  motion  of  the  Faraday  tubes  with  reference  to  the  dielectric  (air) 
without  any  motion  of  electricity  on  conductors,  and  the  question  arises, 
will  the  air  between  the  plates  in  which  the  Faraday  tubes  are  moving 
be  the  seat  of  a  magnetic  field,  as  it  certainly  would  be  if  the  motion 
of  the  tubes  were  going  on  owing  to  the  motion  of  electricity  ?  This 
question  was  answered  by  Rowland,  who  found  by  experiment  that  a 
magnetic  field  was  produced  by  the  motion  of  the  tubes  caused  by  the 
motion  of  the  charged  body  with  reference  to  the  dielectric.  Since  this 
experiment  shows  that  magnetic  force  can  be  produced  by  the  motion  of 
Faraday  tubes  through  a  medium,  it  seems  only  legitimate  to  suppose 
that  in  every  case  the  production  of  a  magnetic  field  by  a  current  is  due 
to  the  motion  of  the  Faraday  tubes,  which  is  always  going  on  when  such 
a  magnetic  field  exists.  If  we  adopt  Ampere's  hypothesis  that  the 
magnetism  of  permanent  magnets  is  due  to  currents  which  circulate  in 
the  molecules  of  the  iron,  then,  since  these  currents  must  be  accompanied 
by  the  motion  of  Faraday  tubes,  in  this  case  also  the  magnetic  field 
produced  can  be  considered  as  due  to  the  motion  of  these  tubes. 

Although  to  go  into  this  subject  any  further  would  lead  us  beyond 
the  scope  of  this  work,  we  may  mention  that  Professor  J.  J.  Thomson  has 
shown  how  the  various  phenomena  of  the  magnetic  field  can  be  explained, 
if  we  suppose  that  the  motion  of  the  Faraday  tubes  produces  a  magnetic 
field  the  direction  of  which  is  p>erpendicular  both  to  the  length  of  the 
tube  and  to  the  direction  in  which  the  tube  is  moving. 

571.  Displacement  Currents.— When  an  electromotive  force  or 
difference  of  potential  acts  between  two  points  of  a  conductor,  then  a 
motion  of  electricity  is  produced  in  the  conductor,  that  is  to  say,  a 
current  is  produced.  If  the  conductor  is  an  electrol>'te,  then  a  current 
is  produced,  but  while  there  will  be  a  certain  amount  of  energy  converted 
into  heat,  at  the  same  time  the  passage  of  the  current  will  be  accom- 
panied by  certain  chemical  changes.  In  both  of  these  cases  the  passage 
of  the  current  will,  if  we  leave  out  of  consideration  opposing  E.M.F.'s 
produced  by  polarisation,  continue  as  long  as  the  difference  of  potential 
is  maintained.  In  the  case  of  a  difference  of  potential  being  produced 
between  two  points  in  a  dielectric  the  circumstances  are  quite  different, 
for  in  this  case  no  current  passes  through  the  dielectric,  neither  docs  any 
chemical  change  take  place. 

As  we  have  seen,  however,  the  dielectric  is  evidently  in  a  state  of 
strain,  for  it  has  become  doubly  refracting,  while  the  fact  that  if  the 
difference  of  potential  exceeds  a  certain  value  a  spark  passes,  shows  that 
the  medium  cannot  support  an  indefinitely  great  electric  stress. 

In  order  to  account  for  the  different  properties  of  dielectrics.  Maxwell 
supposed  that  when  a  dielectric  is  subjected  to  an  electromotive  force, 
that  is,  to  an  electrical  stress,  a  displacement  of  electricity  takes  place  in 
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the  dielectric  in  the  direction  of  the  electrical  stress,  but  that,  unlike  what 
is  the  case  with  conductors,  a  dielectric  is  able  to  continuously  support 
the  stress,  the  corresponding  strain  being  the  displacement  of  positive 
electricity  in  the  direction  of  the  electromotive  force  and  negative  elec- 
tricity in  the  opposite  direction  ;  the  difference  between  a  conductor 
and  a  dielectric  with  reference  to  the  electric  stress  being  similar  to  that 
between  a  liquid  and  a  solid  with  reference  to  a  sheering  stress.  In  the 
solid  a  sheering  strain  is  accompanied  by  a  stress  which  opposes  the 
strain,  and  is  equal  and  opposite  to  the  strain.  In  the  case  of  a  liquid, 
however,  as  long  as  the  strain  is  changing  there  will  be  a  certain  stress 
called  into  play,  as  we  saw  when  considering  the  viscosity  of  liquids,  but  no 
permanent  strain  can  be  kept  up,  so  that  this  case  corresponds  to  that  of  a 
conductor  in  which  no  permanent  electrical  displacement  can  be  kept  up. 

Let  A  and  B  be  two  parallel  metal  plates  forming  a  condenser. 
Consider  any  one  of  the  tubes  of  force  stretching  between  the  plates, 
then  this  tube  will  start  from  a  portion  of  the  plate  A,  containing  a  unit 
positive  charge,  and  will  end  on  a  portion  of  the  plate  B,  containing  a  unit 
negative  charge.  Now  Maxwell  supposes  that  the  charges  which  appear 
on  the  metal  plates  are  simply  the  manifestations  of  the  state  of  strain 
existing  in  the  dielectric  contained  within  the  tube  of  force. 

Suppose  that  A  and  B  (Fig.  546)  are  the  two  plates  of  a  condenser, 
and  that  these  are  connected  by  a  wire,  w,  in  which  is  placed  a  source  of 
E.M.F.,  say  an  electric  battery,  E.    Owing 

to  the  action  of  the  E.M.F.,  suppose  that  ^*-— ^^^^— *^ 

a  quantity  of  electricity,  g,  is  displaced  ^  ^\ 

along  the  wire,  so  that  A  becomes  posi-  A— L—  j^ 

tively  electrified  and  B  negatively  electri-  C ~"~ ^      jE 

fied.     The  effect  of  these  electrifications  of  B     I  J 

A  and  B  will  be  to  produce  an  electro-static  ^^^.^ / 

force  acting  from  A  to  B  in  the  dielectric  fig.  546. 

between  the  plates.  Now  Maxwell  sup- 
poses that  this  force  will  produce  an  electric  displacement  within  the 
dielectric,  the  positive  electricity  being  moved  from  A  towards  B,  and 
further,  that  if  we  consider  any  plane,  CD,  drawn  so  as  to  separate  the 
dielectric  between  the  plates  into  two  strata,  then  the  total  quantity  of 
electricity  which  will  cross  this  plane  owing  to  the  displacement  will  be 
equal  to  Q.  Hence  at  the  same  time  that,  owing  to  the  E.M.F.  -£",  a 
quantity  of  electricity,  g,  is  forced  across  every  cross  section  of  the  wire,  w, 
an  equal  quantity  of  electricity  will  be  forced  across  every  cross- section 
of  the  dielectric  If  the  E.M.F.  in  the  wire  is  removed  the  condenser 
will  discharge  through  the  wire  w,  and  while  Q  units  of  electricity  will  flow 
through  the  wire  from  A  to  B,  g  units  will  also  cross  every  plane,  such  as 
CD,  drawn  across  the  dielectric  in  the  direction  from  B  to  A.  Hence  the 
charge  and  the  discharge  of  a  condenser  may  be  regjirded  as  the  motion  of 
electricity  in  a  dosed  circuity  just  as  is  the  case  when  we  have  to  do  with 
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circuits  which  are  composed  exclusively  of  conductors.    The  difference 
of  the  two  cases  lies  in  the  fact  that  when  the  circuit  consists  of  con- 
ductors only,  the   resistance  which  opposes  the  displacement  is  inde- 
pendent of  the  quantity  of  electricity  which  has  been  displaced  throujih 
the  circuit,  while,  when  a  portion  of  the  circuit  consists  of  a  dielectric,  the 
displacement  of  electricity  through  the  dielectric  is  accompanied  by  the 
manifestation  of  a  force  which  opposes  the  displacement,  and  which  is 
proportional  to  the  displacement  and  opposes  it.      The  movement  of 
electricity  will  therefore  go  on  in  the  circuit  till  the  opposing  force  pro- 
duced in  the  dielectric,  due  to  the  displacement,  will  be  exactly  equal 
and  opposite  to  the  E.M.F.  which  tends  to  produce  a  current  in  the 
circuit.    On  the  removal  of  this  E.M.F.,  then,  just  as  a  deformed  spring- 
on  the  removal  of  the  deforming  force  will  spring  back  to  its  original  i 
shape,  so  the  dielectric  elastic  force,  being  no  longer  opposed  by  the 
external  applied  deforming  force,  will  cause  the  springing  back  of  the  | 
electrical  displacement,  that  is,  will  cause  the  passage  of  a  current  in  the  i 
circuit  in  the  opposite  direction  to  the  charging  current     According  to  i 
Maxwell's  theory  of  electricity,  in  considering  the  magnetic  actions  which 
accompany  the  charge  and  discharge  of  the  condenser,  we  must  include  ; 
not  only  the  actions  of  the  currents  which  flow  in  the  wire  w,  but  also               < 
the  magnetic  effects  of  the  displacements  which  take  place  in  the  dielectric               I 
In  other  words,  magnetic  effects  may  be  produced  both  by  conduction              | 
currents,  such  as  we  have  exclusively  considered  hitherto,  and  also  by 
displacement  currents  in  the  dielectric 

Let  us  now  consider  more  in  detail  the  effects  of  regarding  a  dielectric 
as  an  elastic  medium  in  which  a  stress,  due  to  the  action  of  electro-static  ' 

force,  or  rather  induction,  produces  electrical  displacement.  Let  us  con- 
sider the  case  of  two  infinite  plane  conducting  plates  placed  parallel  to 
one  another  at  a  distance  d  apart.    If  o-  is  the  charge  on  each  unit  of  area  \ 

of  the  positively  charged  plate,  then  there  will  be  o-  tubes  of  force  start- 
ing from  each  unit  of  area  of  this  plate.  Since  the  plates  are  infinite,  the 
tubes  of  force  are  of  uniform  cross-section,  and  are  everywhere  at  right 
angles  to  the  plates.  If  we  consider  a  single  tube  of  force,  its  cross- 
section  will  be  i/o-.  The  total  displacement  across  any  plane  drawn 
between  the  plates  will  be  equal  to  the  charge  on  the  plates,  and  since 
the  plates  are  so  large  that  the  effects  of  the  edge  may  be  neglected,  the 
displacement  through  each  unit  of  area  of  a  plane  drawn  parallel  to  the  I 

plates  will,  at  any  rate  near  the  centre,  be  equal   to  tr.     Now,  if  the  j 

specific  inductive  capacity  of  the  dielectric  is  A',  the  force  acting  at  any  ■ 

point  between  the  plates  will  be  /^ira-jK,  Hence  the  stress  acting  to 
produce  electrical  displacement  is  ^iro-IA',  and  the  strain  produced  across 
unit  area,  that  is,  the  displacement  across  unit  area,  is  a.  Now,  when 
considering  the  effects  of  a  stress  on  an  elastic  material  (§  122),  the  ratio 
of  the  stress  to  the  strain  was  called  the  elasticity  of  the  material  Hence 
by  analogy  we  may  call  the  ratio  of  the  electric  force  to  the  displacement 
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it  produces  the  coefficient  of  elasticity  of  the  medium.  Thus  the  electrical 
coefficient  of  elasticity  of  a  dielectric  is  equal  to  47r/A',  where  K  is  the 
specific  inductive  capacity  of  the  medium. 

The  reason  why,  although  displacement  takes  place  throughout  the 
mass  of  the  dielectric,  it  is  only  on  the  bounding  surface  between  the 
dielectric  and  a  conductor  that  an  electrical  charge  is  manifest,  is  similar 
to  the  reason  that  although  a  magnetised  bar  is  magnetised  throughout 
its  mass,  it  is  only  at  the  ends  that  this  magnetism  is  evident.  Within 
the  mass  of  the  magnetic  material  the  opposite  magnetisation  of  adjacent 
portions  of  the  material  neutralise  each  other's  external  effect.  In  the  • 
same  way,  in  the  case  of  the  dielectric,  although  there  is  displacement 
throughout  the  mass,  yet,  since  the  displacement  in  any  small  portion  of 
the  medium  will  cause  it  to  become  electrified  positively  on  one  side  and 
negatively  on  the  other,  these  charges  will  not  produce  any  external 
effect,  since  the  neighbouring  portions  of  the  medium  will  also  be  electri- 
fied in  such  a  way  that  their  sides  turned  towards  the  first  portion  will 
exhibit  an  equal  and  opposite  electrification. 

4  572.  Haxweirs  Eleetro-magnetic  Theory  of  Light.— Although 
Maxwell's  theory  of  electrical  displacement  does  not  in  any  way  attempt 
to  tell  us  what  electricity  is,  yet,  by  showing  how  the  observed  facts  can 
be  accounted  for  by  ascribing  certain  elastic  properties  to  the  medium,  it 
is  of  very  great  importance,  and  it  led  Maxwell  himself  to  the  important 
conclusion  that  it  must  be  possible  to  produce  waves  in  a  dielectric,  the 
periodic  disturbance  by  which  they  are  constituted  being  electric  dis- 
p'acement  currents  in  the  dielectric.  Further,  an  examination  of  the 
properties  of  such  waves  showed  that  they  will  be  propagated  with  a 
definite  velocity,  this  velocity  being  that  with  which  light  is  propagated 
in  the  given  medium.  The  medium  in  which  the  waves  are  propagated 
is  not  matter,  for  electrical  forces  can  be  transmitted  through  a  vacuum, 
so  that  we  are  led  to  postulate  on  this  account  the  existence  of  an  ether 
which  pervades  all  space. 

Although  the  matter  is  not  the  medium  in  which  the  waves  are  pro- 
duced, there  is  no  doubt  that  the  presence  of  matter  does  influence  the 
velocity  with  which  the  electrical  waves  are  propagated.  Now  when 
considering  the  propagation  of  light  we  have  been  led  to  similar  con- 
clusions, for  the  velocity  of  light  depends  on  the  nature  of  the  matter 
occupying  the  space  through  which  the  light  is  travelling,  and  since  light 
can  travel  through  space  where,  as  far  as  we  can  tell,  no  matter  exists, 
some  other  medium  besides  ordinary  matter  has  to  be  postulated.  Hence 
what,  till  Maxwell's  time,  were  regarded  as  two  entirely  distinct  sciences, 
namely,  light  and  electricity,  lead  to  the  postulation  of  the  existence  of 
an  ether,  and  since  the  velocity  with  which  waves  of  electrical  disturbance 
travel  through  the  ether  was  found  by  Maxwell,  according  to  his  way  of 
regarding  the  phenomena,  to  be  the  same  as  the  velocity  of  light,  he 
naturally  concluded  that  the  two  phenomena  were  identical,  and  that 
that  which  we  call  light  is  really  due  to  the  passage  of  electrical  waves. 
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In  some  such  way  was  Maxwell  led  to  his  electro-magnetic  theory  of  lig^ht, 
which,  when  it  was  first  proposed,  received  hardly  any  support,  but  which 
now  is  accepted  by  every  one,  and  we  shall  now  proceed  to  review  very 
briefly  some  of  the  experimental  evidence  in  support  of  this  theory. 

If  we  consider  the  vibrations  set  up  in  a  spring  which  is  clamped  at 
one  end,  it  is  evident  that  two  conditions  have  to  be  fulfilled  for  these  to 
take  place.  In  the  first  pl.ice,  there  must  be  an  elastic  force  called  into 
play  when  the  spring  is  bent,  tending  to  move  the  spring  back  into  its 
undeflected  position.  This  alone  is  not,  however,  sufficient,  for  unless 
the  spring  possessed  inertia  it  would  not  possess  any  kinetic  energy 
when  it  reached  its  position  of  equilibrium,  and  therefore  would  not 
swing  past  this  position  against  the  elastic  forces  which  oppose  its 
motion.  In  the  electrical  case  we  have  just  seen  how  a  consideration 
of  the  electrical  properties  of  dielectrics  has  led  us  to  endow  them  with 
electrical  elasticity,  and  we  have  now  to  consider  what  evidence  there  is 
for  supposing  that  electricity  possesses  something  of  the  nature  of  inertia, 
for  if  electrical  waves  are  to  occur  it  must  possess  such  inertia.  In  §  518 
we  saw  how,  when  we  attempt  to  start  or  stop  a  current  in  a  circuit,  or 
more  generally,  if  by  any  means  we  attempt  to  alter  the  number  of 
magnetic  tubes  of  induction  passing  through  a  circuit,  electrical  forces 
are  called  into  play  which  tend  to  oppose  such  an  alteration.  Thus  the 
phenomena  of  self  and  mutual  induction  both  indicate  that  electricity 
possesses  something  of  the  nature  of  momentum. 

In  the  case  of  a  moving  body  the  momentum  is  equal  to  the  product  of 
the  mass  into  the  velocity,  that  is,  into  the  rate  of  change  of  the  position 
of  the  body.  The  force  which  produces  the  momentum  is  equal  to  the 
rate  of  change  of  the  momentum,  that  is,  the  product  of  the  mass  into 
the  acceleration  or  the  Change  of  position  per  second  per  second. 

In  the  electrical  case  the  electromotive  force  necessary  to  change  a 
current  flowing  in  a  circuit  is  equal  to  the  rate  of  change  of  the  induction, 
/?,  through  the  circuit.  The  induction  through  a  circuit  is  equal  to  the 
product  of  the  magnetising  force  into  the  permeability,  /u,  while  the 
magnetising  force  is  proportional  to  the  rate  of  change  of  the  electrical 
displacement  in  the  circuit.  Hence  the  electrical  force  necessary  to 
change  the  induction  through  a  given  circuit  is  proportional  to  the  pro- 
duct of  the  penneability  into  the  change  of  displacement  per  second 
per  second.  Comparing  this  case  with  the  mechanical  case  considered 
above,  we  see  that  permeability  in  the  electrical  case  plays  the  same 
part  as  mass  does  in  the  mechanical  one. 

The  velocity  with  which  an  undulatory  disturbance  will  be  propagated 
through  a  medium  being  equal  to  the  square  root  of  the  quotient  of  the 
elasticity  of  the  medium  by  the  density,  it  will  be  understood,  from  what 
has  been  said  above,  how  Maxwell's  expression  for  the  velocity,  v,  of 

electrical  waves,  ^'=  a/ J  >  *s  obtained,  for  the  elasticity  is  proportional 

toi/A'(§570- 
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We  have  seen  that  the  value  of  ^  /  ,  _  ,  as  obtained  from  a  comparison 

V    A/* 

of  the  values  of  the  electro-static  units  with  the  corresponding  electro- 
magnetic ones,  was  equal  to  the  velocity  of  light,  so  that  this  formula  of 
Maxwell's  shows  that  electrical  waves  will  travel  with  the  velocity  of  light. 

When  electrical  waves  are  passing  through  a  dielectric,  then,  at  any 
point  we  shall  have  an  electrical  displacement  produced  which  will  be  in 
a  direction  at  right  angles  to  the  direction  of  motion  of  the  waves.  The 
displacement  will  occur  first  in  one  direction,  reach  a  maximum  value, 
gradually  decrease  to  zero,  and  then  become  negative,  and  so  on.  Thus 
the  electrical  displacement  will  play  the  same  part  in  electrical  waves  as 
does  the  displacement  in  a  vertical  direction  of  the  water  particles  in  a 
water  wave.  As  we  have  seen,  the  displacement  within  a  dielectric  is 
accompanied  by  a  stress  which  opposes  the  displacement,  and  this  stress 
plays  the  same  part  as  the  action  of  gravity  in  the  case  of  water  waves. 

Suppose  we  consider  a  cylindrical  portion,  ab  (Fig.  547),  of  a  medium 
through  which  electrical  waves  are  passing,  the  direction  in  which  the 
waves  are  moving  being  at  right  angles  to  the  axis  of  the  cylinder  and 
as  shown  by  the  arrow.  As  the  waves  pass,  the  electrical  displacements 
in  the  cylinder  AB  will  take  place  parallel  to  the  axis, 
that  is,  at  right  angles  to  the  direction  of  motion  of  the 
waves.  The  sense  of  the  displacement  will  be  alter- 
nately in  the  direction  AB  and  in  the  direction  BA.  Now 
a  displacement  in  the  direction  AB  will  produce  the 
same  magnetic  field  as  a  current  in  the  cylinder  from 
A  to  B,  and  will  therefore  produce  a  system,  of  magnetic 
lines  of  force  which  will  be  a  series  of  circles  having 
their  centres  on  AB  and  lying  in  planes  at  right  angles 
to  AB.  Hence  the  wave  of  electro-static  displacement 
will  be  accompanied  by  a  wave  of  magnetic  force,  for  y\g,  547. 

when  the  displacement  changes  sign  the  direction  of 
the  magnetic  force  will  also  change  sign.  From  considerations  similar 
to  those  adopted  in  §  273,  when  considering  Huyghens's  construction  for 
the  wave- front,  it  will  be  evident  that  the  only  portion  of  the  line  of 
force  due  to  the  cylinder  AB  that  will  produce  a  magnetic  field  will  be 
that  portion  which  is  p>erpendicular  to  the  direction  of  motion  of  the 
wave,  that  is,  the  portion  in  the  wave-front.  For  if  we  imagine  a  second 
cylinder  in  the  dielectric  alongside  ab,  then,  if  these  are  both  in  the 
wave-front,  the  displacement  currents  in  them  will  be  in  the  same  phase, 
and  hence  the  lines  of  magnetic  force  in  the  space  between  them  will  be 
in  the  opposite  direction,  and  will  therefore  interfere  with  one  another. 
Hence  every  electrical  wave  will  be  accompanied  by  a  magnetic  wave, 
the  directions  of  the  electrical  displacement  and  the  magnetic  force  being 
at  right  angles,  but  both  being  in  the  wave-front.  Since  it  is  impossible 
to  obtain  one  wave  without  the  other,  we  shall  often  speak  of  the  one 
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only  when  discussing  the  phenomena  of  electro-magnetic  waves ;  it  must 
be  remembered  that  the  other  always  exists. 

A  somewhat  more  concrete  picture  of  the  condition  of  a  dielectric 
through  which  electric  waves  are  passing  may  be  formed  by  considering 
the  motion  of  Faraday  tubes. 

Along  each  Faraday  tube  there  exists  an  electrical  displacement,  and 
hence,  when  a  tube  moves  through  a  dielectric,  the  portion  of  the 
dielectric  which  at  any  given  instant  is  included  within  the  tube  is  the 
seat  of  an  electrical  displacement.  The  displacement  takes  place  in  the 
direction  of  the  length  of  the  tube  and  towards  the  positive  end.*  Thus 
if  we  have  a  series  of  tubes,  such  as  those  shown  in  Fig.  548,  moving 

X    i  ^"    ^^^®    direction    of   the 


arrow,  the  displacement 
produced  at  any  point 
within  the  dielectric  will 
be  upwards  when  any  of 
the  tubes  which  have  their 
positive  ends  upwards  are 
passing  the  point,  and 
+   ♦♦♦♦  -----  downwards  whenever  one 

Fig.  548.  of   the    tubes    having    its 

negative  end  upwards  are 
passing.  In  this  manner  of  picturing  the  passage  of  electrical  waves, 
the  accompanying  magnetic  field  is  that  which  we  have  already  seen 
occurs  whenever  we  have  motion  of  Faraday  tubes,  the  direction  of  the 
magnetic  field  being  at  right  angles  both  to  the  length  of  the  tubes  and 
to  the  direction  of  their  motion,  that  is,  at  right  angles  to  the  plane  of 
the  paper. 

Since  each  Faraday  tube  is  the  seat  of  a  certain  amount  of  energy 
stored  up  in  the  form  of  electrical  strain,  this  energy  will  be  carried 
forward  by  the  motion  of  the  tubes,  and  so  we  have  here  a  picture  of 
how  the  energy  corresponding  to  the  waves  travels.  Each  tube  behaves 
very  much  like  a  stretched  rod  of  india-rubber,  for  such  a  rod  would 
possess  energy  owing  to  its  strained  condition,  and  would  be  made  to 
do  work  while  regaining  its  unstrained  condition.  There  is,  however, 
this  important  difference,  that  in  the  case  of  the  rubber  the  portion  of 
matter  which  is  in  the  state  of  strain  is  carried  forward.  In  the  elec- 
trical case  it  is  otherwise,  for  the  strain  in  the  ether  is  handed  on  from 
one  portion  to  the  next,  and  at  present  the  mechanism  by  which  this 
handing  on  is  performed,  as  well  as  the  nature  of  the  electrical  strain 

*  Of  course,  by  the  term  direction  of  the  displacement,  we  refer  to  the  direction  of 
the  displacement  of  positive  electricity.  There  will  be  a  displaTcement  of  negative 
electricity  in  the  opposite  direction,  but  as  the  displacement  of  positive  electricity  in 
one  direction  is  equivalent  to  the  displacement  of  negative  electricity  in  the  opposite 
direction,  we  need  only  speak  of  the  displacement  of  the  positive  electricity. 
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itself,  is  unknown,  and  till  these  are  known  we  are  unable  to  answer  the 
question,  "What  is  electricity?"  Since  the  motion  of  the  energy  takes 
place  at  right  angles  to  the  tubes  of  force,  that  is,  to  the  direction  of  the 
electro-static  field,  and  also  at  right  angles  to  the  magnetic  field,  we  have 
here  a  confirmation  of  Poynting's  theory  on  this  subject  (§  569). 

573.  Conneetion  between  Refractive  Index  and  Specifle  In- 
ductive Capacity. — \iv  is  the  velocity  of  electro-magnetic  waves  in  air, 

then,  according  to  Maxwell's  theory,  we  have  v=^^  J.-,  where /*  and 

K  are  the  permeability  and  specific  inductive  capacity  of  air.  Similarly, 
\ii/  is  the  velocity  in  a  medium  for  which  the  permeability  and  specific 

inductive  capacity  are  /  and  K*^  then  t/=^--L_. 

Thus  v/z/=  JOC^kfji). 

Now  in  the  case  of  all  transparent  bodies  /x  is  very  nearly  unity,  so  that 

in  this  case  we  have  ,  ,        /  --  , , - 

But  the  ratio  of  the  velocity  of  light  in  air  to  the  velocity  in  a  given 
medium  is  called  the  refractive  index  of  the  medium,  while  the  ratio 
K'lK  is  the  specific  inductive  capacity  of  the  medium  taken  with  refer- 
ence to  air.  Thus  if  n  is  the  refractive  index,  and  K  the  specific  in- 
ductive capacity,  both  taken  with  reference  to  air,  we  have 

That  is,  the  refractive  index  is  equal  to  the  square  root  of  the  specific 
inductive  capacity. 

When  we  attempt  to  test  the  accuracy  of  this  conclusion  by  experi- 
ment, we  are  met  with  the  difficulty  that  since  the  refractive  index 
changes  with  the  wave-length,  that  is,  the  velocity  changes  with  the 
wave-length  of  the  light,  the  question  arises,  what  wave-length  are  we 
to  employ?  It  is  evident  that  the  correct  wave-length  will  be  that  which 
corresponds  to  experiments  made  when  determining  K,  Now  measure- 
ments made  of  the  specific  inductive  capacity  by  means  of  the  ordinary 
methods  with  condensers,  are  made  with  alternating  currents  to  avoid 
the  effect  of  absorption,  but  the  alternations  have  a  frequency  of,  at 
most,  a  few  thousands  per  second.  Hence  the  refractive  index  which 
has  to  be  used  in  testing  Maxwell's  formula  is  that  which  corresponds 
to  a  very  small  frequency,  that  is,  to  a  very  long  wave-length  ;  in  fact,  the 
wave-length  of  a  light  wave  of  which  the  frequency  is  a  thousand  would 
be  3  X  10^  cm.  Now  measurements  of  refractive  index  can  only  be  made 
for  comparatively  short  wave-lengths,  and  it  is  only  by  exterpolation 
that  we  can  calculate  what  the  refractive  index  would  be  for  very  great 
wave-lengths,  and  most  of  the  differences  in  the  annexed  table  are  pro- 
bably due  to  this  cause,  for  we  have  no  evidence  that  the  laws  of  the 
change  of  refractive  index  with  wave-length  derived  from  the  small 
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range  of  wave-lengths  over  which  we  are  able  to  make  experiments  will 
hold  over  very  much  greater  ranges. 


Substance. 


Paraffin  . 
Petroleum 
Turpentine 
Ozokerite . 
Olive  oil  . 
Benzine  . 
Toluene  . 
Carbon  bisulphide 
Water 
Alcohol 


Specific  Inductive 
Capacity. 

Square  of 
Refractive  Index. 

2.3 

2.02 

2.07 

2.08 

2.23 

2.13 

2.13 

2.09 

3.16 

2.13^ 

2.22 

2.24* 

2.30 
2.67 

76 

26.5 

2.25* 
2.67* 
1.78* 
1.83* 

*  These  values  of  the  square  of  the  refractive  index  are  for  Z>-light 

It  will  be  seen  that  in  general  the  agreement  is  satisfactory.  In 
some  cases,  such  as  water  and  alcohol,  however,  the  values  obtained 
for  the  specific  inductive  capacity  are  very  much  greater  than  Maxwell's 
theory  would  indicate.  In  the  case  of  water,  it  has  been  found  that 
the  refractive  index  for  electrical  waves  having  a  frequency  of  about 
50  X  10^  is  8.9.  Hence  for  waves  of  th is  frequency  the  square  of  the  refrac- 
tive index,  79.2,  is  approximately  equal  to  the  specific  inductive  capacity. 

574.  Transmission  of  Light  and  Conductivity.— Electrical  waves 
can  only  be  transmitted  through  a  medium  in  which  an  electrical  displace- 
ment calls  forth  an  elastic  resistance,  for  otherwise  a  vibratory  motion  is 
impossible.  In  a  conductor  of  electricity,  however,  electrical  displacement 
can  take  place,  and  no  force  will  be  called  into  play  tending  to  oppose 
the  displacement.  Electrical  waves  cannot,  therefore,  be  transmitted 
through  a  conducting  medium,  and  since  light  waves  are  also  electro- 
magnetic waves,  they  also  will  not  be  transmitted  through  a  conducting 
medium.  Maxwell's  theory  thus  explains  why  the  metals  are,  without 
exception,  opaque  to  light.  Insulators  or  dielectrics,  on  the  other  hand, 
since  they  can  transmit  electrical  waves,  will  also  transmit  light.  It  does 
not  follow  that  if  a  body  will  not  transmit  light  that  it  must  be  a  conductor, 
for  a  medium  may  be  opaque  because  its  structure  is  not  homogeneous. 
Thus  glass  in  a  block  is  transparent,  but  pounded  glass  is  opaque,  the 
opacity  being  due  to  the  scattering  of  the  light  by  the  small  particles 
of  glass,  since  there  will  be  a  certain  amount  of  reflection  at  every 
surface. 

576.  The  Faraday  Effect.— In  1845  Faraday  discovered  that  when 
a  beam  of  plane  polarised  light  (§  400)  is  passed  through  a  magnetic  field 
in  the  direction  of  the  lines  of  force,  the  plane  of  polarisation  of  the  light 
is  rotated  owing  to  its  passage  through  the  field.  Thus  if  the  light  from 
the  source  L  (Fig.  549)  is  passed  through  a  polarising  Nicol,  P,  then 
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through  a  tube  T  containing  water,  or  better,  carbon  bisulphide,  and  finally 

through  an  analysing  Nicol  A,  then,  on  rotating  this  analyser  so  that  its 

principal  plane  is  perpendicular  to  that  of  the  polarising  Nicol,  no  light 

will  be  transmitted.      If,  however,  a  current  is  passed  through  a  coil  c 

which  surrounds  the  tube  T,  ^ 

so  as  to  produce  a  magnetic  l_|_II|J 

field  with  the  lines  of  force    |^  p  I^^^^H  A 

parallel  to  the  direction  in  fx   y\^  |  y    1        C^<^ 

which  the  light  is  travelling,  

the  light  will  be  found  to 

pass  through  the  analyser  A. 

By  turning  the  analyser  it  Fig.  549. 

is,     however,    possible    to 

again  cut  off  all  the  light     This  experiment,  therefore,  shows  not  only 

that  the  plane  of  polarisation  of  the  light  has  been  rotated,  but  also,  since 

by  rotating  the  analyser  it  is  possible  to  cut  off  all  the  light,  that  the  beam 

must  remain  plane  polarised.     If  the  direction  of  the  current  is  reversed, 

the  direction  of  the  rotation  is  also  reversed. 

There  is  an  important  difference  between  the  rotation  of  the  plane  of 
polarisation  thus  produced  by  matter  when  placed  in  a  magnetic  field 
and  that  produced  when  a  ray  of  light  is  transmitted  through  a  plate  of 
an  aelotropic  body  such  as  quartz  (§  411).  Suppose  a  ray  of  plane  polar- 
ised light  is  transmitted  through  a  tube  containing  water,  T  (Fig.  549),  in 
the  same  direction  as  that  in  which  the  lines  of  force  of  the  field  proceed. 
Then,  looking  in  the  direction  in  which  the  lines  of  force  run,  the  plane 
of  polarisation  will  be  rotated  in  the  clockwise  direction.  If  the  direction 
of  the  light  is  reversed,  the  rotation  will  still  take  place  in  the  clockwise 
direction,  as  seen  by  an  observer  looking  along  pr-^ 

the  direction  of  the  lines  of  force,  but  will  appear      ,,,,,,  |T|  .,///>»yrv 
in  the  opposite  direction  to  an  observer  looking      *  "  urrrrrn^ 

in  the  direction  in  which  the  light  is  travelling.  ^^ 

Hence,  if  the  ray  of  light,  after  having  once  r^-^ 

passed  through  the  tube  of  water  in  the  mag-    ^y^^i^^ ^  g/  j  j  j,[  m 
netic  field,  is  reflected  back  along  its  course,  it  '^   \^ 

will  be  again  rotated  in  the  same  direction,  as  pj^ 

far  as  the  coil  is  concerned,  as  during  its  first 

passage,  and  the  plane  of  polarisation  will  therefore  be  turned  through 
twice  the  angle  through  which  it  was  turned  owing  to  the  single  passage. 
In  the  case,  however,  of  a  ray  of  plane  polarised  light  transmitted  through 
a  plate  of  quartz,  Q  (Fig.  550),  in  a  direction  parallel  to  the  axis  of  the 
crystal,  the  rotatipn  will  take  place  in  one  direction  when  the  light  passes 
one  way,  but  will  take  place  in  the  opposite  direction,  as  far  as  the  crystal 
is  concerned,  if  the  direction  of  the  light  is  reversed.  Hence,  if  a  ray  of 
plane  polarised  light  is  transmitted  through  such  a  plate  of  quartz,  and  is 
then  reflected  so  as  to  again  traverse  the  crystal  in  the  reverse  direction. 
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the  rotation  during  the  second  passage^  will  be  opposite  to  that  during- 
the  first,  and  on  the  whole  the  plane  of  polarisation  will  not  be  rotated. 

576.  Verdet's  Constant.— Verdet,  who  made  a  large  number  of 
measurements  on  the  magnetic  rotation  of  the  plane  of  polarisation  in 
different  media,  found  that  the  rotation  for  any  one  medium  obeyed  the 
following  law.  If  the  length  of  the  medium  traversed  by  the  light  in  the 
direction  of  the  lines  of  force  of  a  uniform  magnetic  field  of  strength  // 
is  Z.,  the  rotation  <^  produced  is  given  by 

where  7  is  a  constant  dependent  on  the  nature  of  the  medium  and  the 
wave-length  of  the  light  employed,  and  is  called  Verdet's  constant  The 
value  of  y  is  taken  to  be  positive  when  the  direction  of  rotation  is  the 
same  as  that  of  the  current  in  the  coil  producing  the  magnetic  field.  If 
L  and  H  are  each  unity,  then  the  rotation  produced  is  equal  to  the  value 
of  Verdet's  constant,  so  that  we  may  define  y  as  the  rotation  produced  by 
unit  length  of  the  given  substance  when  placed  in  a  magnetic  field  of  unit 
strength.  It  is  usual  to  measure  the  rotation  in  minutes  of  arc,  so  that  in 
the  following  table  the  values  given  represent  the  rotations  in  minutes 
produced  by  i  cm.  of  the  substance  in  a  field  of  which  the  strength  is 
I  c.g,s,  unit.  The  light  for  which  the  values  of  y  are  given  is  yellow 
sodium  light. 

Verdet's  Constant  for  /?- Light. 


Substance. 

Temperature. 

Verdet's  Constant  ] 

Water        .... 
Carbon  bisulphide 
Benzine      .... 
Glass  (dense  flint)     . 

o'^C. 

o^C. 
20"  C. 
15' C. 

O.OI31 

0.0435 
0.0297 
0.06                ! 

The  value  of  Verdet's  constant  decreases  with  increase  of  temperature. 
The  change  in  most  cases  is  proportional  to  the  change  in  temperature, 
water,  however,  being  an  exception. 

In  the  case  of  water  and  carbon  bisulphide,  the  value  of  Verdet's 
constant  at  a  temperature  /  is  given  by  the  following  expressions  : — 

Carbon  bisulphide  .     .     y/ =0.04347  (i -0.001696/) 

Water y/=o.oi3ii  (i -0.0000305/— aooooo3o5/'). 

In  the  case  of  solutions  of  ferric  chloride  in  water,  the  rotation  ie  in  the 
negative  direction. 

When  polarised  light  is  transmitted  through  very  thin  films  of  the 
magnetic  metals,  iron,  nickel,  and  cobalt,  placed  in  a  magnetic  field,  the 
plane  of  polarisation  is  rotated.  In  this  case,  however,  the  quotient 
i^jLH  is  not  constant,  but  depends  on  the  value  of  the  magnetic  field. 
H.  du  Bois  has  shown  that  although  in  the  case  of  magnetic  metals 
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Verdet's  constant  varies  with  the  magnetic  field,  if  the  value  is  divided 
by  the  susceptibility,  then  the  quotient  is  constant. 

677.  The  Kerr  Phenomenon. -—Another  effect  of  magnetism  on 
light  has  been  discovered  by  Kerr,  who  found  that  if  plane  polarised 
light  is  reflected  from  the  polished  pole  of  a  strong  magnet  the  plane 
of  polarisation  is  rotated.  The  direction  of  rotation  when  the  light  is 
reflected  from  a  north  pole  is  in  the  clockwise  direction,  that  is,  in  the 
opposite  direction  to  that  in  which  a  current  would  have  to  flow  round 
a  coil  so  as  to  produce  the  magnetisation  of  the  magnet. 

678.  The  Zeeman  Effect— In  1897  Zeeman  discovered  another 
connection  between  magnetism  and  light.  He  found  that  if  a  flame 
coloured  with  common  salt  is  placed  between  the  poles  of  a  powerful 
electro-magnet,  and  the  light  given  by  the  flame  is  examined  with  a 
spectroscope  of  great  dispersive  power,  the  appearance  of  the  Z^-lines 
is  greatly  altered.  If  the  source  of  light  is  viewed  at  right  angles  to  the 
lines  of  force  of  the  field,  then  recent  examination  with  very  powerful  mag- 
netic fields  and  great  dispersion  has  shown  that  D^  becomes  converted 
into  four  lines,  while  D^  becomes  a  sextet.  In  each  case  the  two  central 
lines  are  plane  polarised,  the  vibrations  taking  place  at  right  angles  to 
the  length  of  the  line.  The  outer  lines  are  also  plane  polarised,  but  the 
vibrations  are  in  a  direction  parallel  to  the  length  of  the  lines.  A  more 
usual  type  of  line  is  one  in  which  a  single  line  becomes,  when  viewed  at 
right  angles  to  the  magnetic  field,  transformed  into  a  triplet,  in  which 
the  vibrations  in  the  central  line  take  place  at  right  angles  to  the  length, 
and  in  the  side  lines  parallel  to  the  length  of  the  line. 

If  the  source  of  light  is  viewed  in  the  direction  of  the  lines  of  force, 
the  outer  components  of  the  triplet  obtained  are  circularly  polarised  in 
opposite  directions,  while  the  central  line  is  plane  polarised. 

Lorentz  and  Larmor  have  shown  that  the  Zeeman  eflect  can  be 
accounted  for  if  we  assume  that  in  all  bodies  there  are  present  small 
electrically  charged  particles  which  have  a  definite  mass,  and  that  all 
electrical  phenomena  are  due  to  the  configuration  and  motion  of  these 
charged  particles  or  electrons,  while  light  is  produced  by  the  vibration 
of  these  electrons.  When  these  electrons  move  in  a  magnetic  field 
their  natural  periods  will  be  subjected  to  perturbations,  owing  to  the 
action  of  the  field,  and  these  perturbations  will  be  such  as  would 
account  for  the  differences  in  period  indicated  by  the  duplicated  lines 
obtained.  From  the  amount  of  the  change  in  period  produced  by  a 
given  field,  it  is  possible  to  calculate  the  ratio  of  the  charge  on  each 
electron  to  its  mass.  In  §  563  we  have  mentioned  that  Professor 
J.  J.  Thomson  had  calculated  the  mass  of  the  electric  carriers  in  the 
kathode  rays,  and  it  is  interesting  to  note  that,  if  we  suppose  that  these 
carriers  are  simply  electrons,  then  the  masses,  as  calculated  from  the 
Zeeman  effiect  and  the  kathode  rays,  agree.  On  this  hypothesis  the 
molecule  of  a  gas  would  consist  of  about  1000  electrons. 


Digitized  by 


Google 


CHAPTER    XX 

ELECTRIC  A  L   OSCILLA  TIONS 

679.  Oseillatopy  Dischargre  of  a  Leyden  Jar.— When  a  con- 
denser, such  as  a  Leyden  jar,  is  charged,  say  the  inside  coating  being 
at  the  higher  potential,  there  will  be  a  displacement  in  the  dielectric 
separating  the  coatings.  When  the  jar  is  discharged  by  connecting  its 
coatings  by  a  conducting  wire,  the  displacement  decreases  till  it  becomes 
zero,  but  when  this  point  is  reached  under  certain  circumstances,  which 
we  shall  consider  later,  the  inertia  of  the  electrical  displacement  carries 
it  through  its  position  of  equilibrium,  and  a  displacement  in  the  opposite 
direction  to  the  original  one  occurs.  This  displacement  corresponds 
to  the  charging  of  the  jar  in  the  opposite  direction,  that  is,  the  inside 
coating  becomes  negatively  charged.  As  this  charging  in  the  reverse 
direction  proceeds,  that  is,  as  the  negative  displacement  increases,  an 
opposing  elastic  force  will  be  called  into  play  which  will  diminish  the 
electrical  kinetic  energy  till,  when  the  whole  of  this  energy  is  converted 
into  potential  energy  in  the  form  of  dielectric  strain,  the  jar  will  start 
discharging  in  the  opposite  direction.  The  negative  displacement  will 
then  decrease,  becoming  zero,  and  then  a  displacement  will  occur  in  the 
positive  direction,  the  inside  coating  again  becoming  positively  charged. 
Thus  the  discharge  of  the  jar  does  not  consist  of  a  simple  passage  of  a 
current  in  one  direction,  but  the  charge  surges  backwards  and  forwards, 
each  coating  becoming  charged  alternately  positively  and  negatively,  so 
that  an  alternating  or  oscillating  current  is  set  up  both  in  the  wire  con- 
necting the  coatings,  where  the  current  is  a  conduction  current,  and  also 
in  the  dielectric,  where  it  is  a  displacement  current.  The  magnitude  of 
the  charge  decreases  with  each  oscillation,  for  the  passage  of  the  current 
through  the  wire  is  accompanied  by  the  development  of  heat,  according 
to  Joule's  law,  and  this  energy  has  to  be  supplied  by  the  electrical 
energy  which  was  originally  stored  up  by  the  strain  of  the  dielectric. 
The  phenomenon  of  the  oscillatory  discharge  of  a  condenser  is  exactly 
the  same  as  that  of  the  vibration  of  a  flexible  rod  clamped  at  one  end. 
When  the  free  end  of  the  rod  is  at  the  extremity  of  its  swing  its  energy 
is  entirely  potential,  due  to  the  strain  set  up.  The  condition  of  the  rod 
now  corresponds  to  that  of  the  jar  when  it  has  its  maximum  charge,  and 
possesses  energy  due  to  the  strain  of  the  dielectric.    As  the  rod  swings 

towards  its  position  of  rest,  the  potential  energy  becomes  gradtxally  con- 
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verted  into  kinetic  energy  ;  while  in  the  electrical  case,  as  the  discharge 
proceeds,  the  potential  energy  becomes  converted  into  kinetic  energy, 
that  is,  into  the  energy  of  the  magnetic  field  produced  by  the  current 
which  flows  in  th^wire  and  in  the  dielectric.  This  kinetic  energy  carries 
the  rod  in  the  one  case,  and  the  electrical  system  in  the  other,  beyond 
the  position  of  rest,  but  now,  since  the  elastic  forces  oppose  the  motion, 
the  kinetic  energy  will  gradually  be  converted  into  potential  energy. 
When  the  whole  of  the  kinetic  energy  is  thus  converted,  the  rod  will 
have  reached  its  maximum  displacement  in  the  new  direction,  while 
the  jar  will  in  the  same  way  have  its  maximum  charge  in  the  new 
direction. 

On  account  of  the  viscosity  of  the  metal  and  of  the  resistance  of  the 
air,  some  of  the  energy  of  the  vibrating  bar  will  be  converted  into  heat, 
and  the  amplitude  of  the  oscillations  will  decrease.  In  the  same  way,  in 
the  case  of  the  jar,  owing  to  the  resistance  of  the  wire  connecting  the 
coatings,  electrical  energy  will  be  converted  into  heat,  and  the  amplitude 
of  the  electrical  oscillations  will  decrease.  The  greater  the  resistance  of 
the  wire,  the  more  rapid  will  be  the  rate  at  which  the  electrical  energy 
will  be  converted  into  heat,  and  the  greater  will  be  the  rate  of  decay  of 
the  oscillations.  If  the  resistance  of  the  wire  is  gradually  increased, 
then,  just  as  when  a  pendulum  when  displaced  in  a  very  viscous  material, 
such  as  treacle,  will  not  vibrate  but  will  simply  slowly  move  back  to  its 
position  of  rest,  so  in  the  electrical  case,  if  the  resistance  of  the  con- 
necting wire  is  very  great,  no  electrical  oscillations  will  be  set  up,  but  the 
charge  of  the  jar  will  slowly  decrease  to  zero,  and  will  not  overshoot 
this  position. 

The  first  to  show  from  mathematical  principles  that  the  discharge 
of  a  Leyden  jar  must,  so  long  as  the  resistance  of  the  discharge  wire  is 
not  too  great,  be  of  an  oscillatory  character  was  Lord  Kelvin,  who  also 
showed  that  the  period  of  the  oscillations  ( r),  that  is,  the  interval  between 
when  the  jar  has  its  maximum  charge  in  one  direction,  must  be  given  by 
the  equation  , — 

where  C  is  the  capacity  of  the  condenser,  and  L  is  the  coefficient  of  self- 
induction  of  the  wire  connecting  the  coatings. 

The  truth  of  this  formula  has  been  tested  experimentally  by  examining 
the  spark  which  passes  between  two  knobs  placed  in  the  discharge  circuit 
of  a  Leyden  jar  by  means  of  a  rotating  mirror.  If  the  discharge  consisted 
of  the  passage  of  electricity  in  one  direction  only,  then  when  examined 
with  the  rotating  mirror  the  spark  would  appear  as  a  continuous  band 
of  light,  the  length  to  which  it  was  drawn  out  depending  on  the  time  the 
spark  lasted  and  on  the  speed  of  rotation  of  the  mirror.  As  a  matter  of 
fact,  when  the  resistance  of  the  discharge  circuit  ' '  "^ot  very  great,  the 
spark  is  seen  to  consist  of  a  number  of  bright  patches  separated  by  dark 
intervals.     Each  of  the  bright  j.  *ches  corresponds  to  the  passage  of  an 
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electric  current  between  the  knobs,  and  the  fact  that  the  current  is  not 
continuous,  but  consists  of  a  number  of  separate  currents,  shows  that  the 
discharge  must  be  oscillatory.  Further,  from  the  speed  of  rotation  of 
the  mirror  and  the  distance  between  the  images  of  ttie  separate  sparks 
between  the  knobs,  it  is  possible  to  obtain  the  time  of  oscillation  of  the 
discharge,  and  the  number  thus  obtained  agrees  with  that  calculated 
from  the  capacity  of  the  jar  and  the  self-induction  of  the  discharge 
circuit 

In  Fig.  551  a  copy  of  a  photograph  taken  by  Boys,  of  the  spark 
produced  between  two  knobs  included  in  the  circuit  of  a  condenser  by 
means  of  what  was  the  equivalent  of  a  rotating  mirror,  very  clearly 
indicates  the  oscillatory  nature  of  the  discharge.  It  will  be  noticed  that 
the  brilliancy  of  the  spark  decreases  with  each  oscillation,  this  being  due 
to  the  energy  spent  in  the  wire  and  also  in  the  spark  gap,  where  the  light 
produced  is  evidence  of  the  dissipation  of  electrical  energy.  It  is  rather 
interesting  to  remember  that,  according  to  the  electro-magnetic  theory 
of  light,  light  consists  of  electrical  oscillations  ;  thus  at  the  spark  gap 


Fig.  SSI. 

we  have  the  comparatively  slow  electrical  oscillations  which  are  taking 
place  in  the  jar  circuit  partly  converted  into  the  much  more  rapid  elec- 
trical oscillations  which  are  capable  of  affecting  our  eyes,  and  which  we 
call  light  Much  the  same  thing  occurs  in  the  wire,  for  the  heat  which 
is  there  developed  raises  the  temperature  of  the  wire,  and  hence  it  com- 
mences sending  out  radiant  heat,  which  is  simply  electro-magnetic  waves 
of  which  the  wave-length,  while  being  much  smaller  than  that  of  the 
electrical  waves  in  the  jar  circuit,  are  yet  too  long  to  affect  our  eyes 
as  light 

580.  Resonance  in  Leyden  Jar  Circuits.— When  dealing  with 
sound,  we  found  that  when  a  tuning-fork  is  in  the  neighbourhood  of 
another  fork  which  is  in  vibration,  this  latter  will  send  out  sound-waves 
which  will  strike  the  other  fork,  and  if  the  pitch  of  the  forks  is  the  same, 
these  waves,  which  are  incident  on  the  second  fork,  will  set  it  in  vibration. 
It  is,  however,  only  when  the  two  forks  are  in  unison  that  sounding  the 
one  will  set  the  ouier  in  vibration.  Suppose  now  we  have  a  Leyden 
jar  in  which  an  oscillatory  discharge  is  taking  place  ;  then,  according  to 
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Maxwell's  theory,  electro-magnetic  waves  will  be  produced  in  the  medium 
surrounding  the  jar  which  will  be  of  the  same  frequency  as  the  oscilla- 
tions in  the  jar.  Hence,  if  a  second  jar  is  placed  in  the  neighbourhood 
of  the  first,  and  its  capacity  and  the  self-induction  of  its  discharge  circuit 
are  so  chosen  that  the  frequency  of  the  electrical  oscillations  which  would 
occur  in  it  when  it  is  charged  and  then  discharged  is  the  same  as  that 
of  the  oscillations  in  the  other  jar,  then  we  should  expect  that  the  second 
jar  would  respond  to  the  first,  and  that  electrical  oscillations  would  be 
set  up  in  it  by  resonance. 

The  correctness  of  the  above  view  has  been  very  clearly  demonstrated 
by  Lodge,  who  employed  the  arrangement  shown  in  Fig.  552.  A  Ley  den 
jar  A  has  its  inside  and  out- 
side coatings  connected  by 
a  wire  circuit  CGD,  in  which 
a  spark  gap  G  is  included. 
The  terminals  of  an  electri- 
cal machine  are  connected 
to  the  outside  and  inside 
coatings  of  this  jar,  so  that 
when  the  machine  is  worked 
the  jar  will  become  charged 
till  the  difference  of  potential 
between  the  knobs  of  the 
spark  gap  is  sufficiently 
great  to  force  a  spark 
across.  Now,  as  we  have 
seen  in  §  567,  when  a  spark 
passes  in  a  gas,  the  resistance  of  the  gas  in  the  path  of  the  spark 
becomes  very  much  reduced.  The  result  is  that  the  passage  of  a 
spark  at  G,  since  it  makes  the  air  between  the  knobs  a  conductor,  has 
the  effect  of  converting  the  broken  circuit  of  the  jar  a  into  what  is 
practically  a  complete  conducting  circuit.  Hence  the  jar  discharges, 
and  electrical  oscillations  are  set  up.  A  second  jar  B,  of  the  same 
capacity  as  the  first,  is  placed  in  the  neighbourhood,  and  is  fitted  with  a 
conducting  circuit  ef  connecting  its  inside  and  outside  coatings.  A  strip 
of  tinfoil  connected  with  the  inside  coating  of  the  jar  B  is  brought  over 
the  edge  of  the  glass  to  within  about  a  millimetre  of  the  top  of  the  outside 
coating.  The  spark  gap  H  thus  formed  serves  as  an  indicator  to  show 
when  oscillations  are  set  up  in  the  jar  B,  for  when  these  occur  the  inside 
and  outside  coatings  will,  at  the  extremity,  so  to  speak,  of  each  oscillation, 
be  at  different  potentials,  and  so  a  spark  will  tend  to  pass  at  H.  The 
length  of  the  discharge  circuit  of  B,  and  hence  the  self-induction  of  this 
circuit,  can  be  altered  by  sliding  the  wire  EK  through  a  ring  at  F.  Now 
altering  the  self-induction  of  the  discharge  circuit  will  alter  the  frequency 
of  the  oscillations  in  the  j^r,  for  the  periodic  time  is  equal  to  27r  ^LC^ 


Fig.  552. 
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where  L  is  the  self-induction  of  the  circuit.  Hence,  by  drawing"  the 
wire  EK  through  the  ring,  we  can  alter  the  frequency  of  the  electrical 
oscillations  corresponding  to  the  jar  B,  or  in  other  words  we  can  tune 
the  jar.  Now  it  is  found  that  the  jar  B  responds,  that  is,  induced  oscilla- 
tions as  indicated  by  the  sparks  at  H  only  occur,  when  the  length  of  the 
discharge  circuit  has  a  p.irticular  value.  If  the  circuit  is  longer,  so  that 
the  natural  period  of  the  jar  B  is  greater  than  that  of  A,  there  is  no 
response  ;  while  if  it  is  shorter,  so  that  the  period  is  less,  there  is  also  no 
response.  We  have  here  then  a  case  which  is  completely  analogous  to 
the  case  of  the  response  of  two  tuning-forks. 

581.  Electrical  Oscillations  of  Small  Wave-Lengrth.— The  periodic 
time  of  the  electrical  oscillations  set  up  when  an  ordinary  Leyden  jar 
is  discharged  through  such  a  circuit  as  shown  in  Fig.  552  is  about 
1.5x10"'^,  and  since  electrical  waves  travel  with  the  velocity  of  light, 
the  wave-length,  which  is  the  distance  through  which  the  disturbance 
travels  during  the  periodic!  time,  will  be  about  3X  io"x  1.5X  io~^,  or 
4.5  X  To^  cm.  Thus  the  waves  given  out  by  such  a  jar  are  of  quite 
unmanageable  length.  Now  the  experiment  of  two  jars  tuned  to  unison 
considered  in  the  last  section,  although  it  shows  that  enei^  is  com- 
municated from  one  jar  across  the  intervening  air  to  the  other,  does  not 
indicate  whether  or  not  the  disturbance  travels  through  the  inter\'ening 
air  instantaneously,  or  whether  it  takes  time  to  travel  from  the  one 
to  the  other,  as  Maxwell's  theory  indicates.  In  order  fully  to  test 
the  question  of  the  propagation  of  electro-magnetic  waves  through  a 
dielectric,  we  require  therefore  to  make  some  other  experiment,  and 
this  involves  the  production  of  electrical  waves  of  smaller  wave-length 
than  those  given  by  the  jar.  Before  proceeding  to  describe  how  this 
was  accomplished,  it  will  be  worth  while  to  consider  for  a  moment  the 
conditions  which  have  to  be  fulfilled  in  order  to  produce  waves  of  com- 
paratively small  wave-length.  Taking  first  the  case  of  a  pendulum  ;  in 
order  to  set  it  swinging,  we  not  only  have  to  pull  it  to  one  side,  but  we 
must  let  the  bob  go  in  a  time  which  is  short  compared  to  the  periodic 
time  of  the  pendulum.  Suppose  that  the  bob  is  pulled  aside  by  means 
of  a  string,  then  if,  instead  of  either  breaking  the  string  or  letting  it  go, 
we  allow  it  to  run  through  our  fingers,  the  bob  will  simply  slowly  return 
to  its  position  of  rest,  and  will  not  be  set  in  vibration.  The  same  con- 
siderations apply  in  the  case  of  attempting  to  obtain  electrical  oscillations 
of  small  wave-length,  only  in  this  case  the  time  of  a  complete  vibration, 
when  the  wave-length  is  a  metre,  is  only  3.3  x  lo"*  second.  The  problem, 
therefore,  is  to  charge  up  a  condenser,  the  term  condenser  being  here 
used  in  a  general  sense  for  any  two  conductors  which  are  charged 
simultaneously  to  opposite  electrifications,  and  of  course  for  this  purpose 
there  must  be  a  break  in  the  discharge  circuit  to  allow  of  the  difference 
of  potential  between  the  plates  being  produced,  and  then  by  some  means 
to  suddenly  close  the  break  in  the  circuit.     AViy  attempt  to  perform  this 
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closing  by  means  of  any  mechanical  device,  such  as  a  key,  would  be 
futile,  for  the  time  during  which  the  closing  was  taking  place  would  be 
much  greater  than  10"*  second.  To  Hertz  belongs  the  honour  of  having 
discovered  a  method  of  overcoming  this  difficulty,  and  thus  rendering 
the  production  of  electro-magnetic  waves  of  small  wave-length  possible. 
He  found  that  the  electric  spark,  when  it  passes  in  air  between  two  knobs 
which  are  brightly  polished,  has  the  remarkable  property  of  not  only 
making  the  air  between  the  knobs  for  the  time  being  a  conductor,  but 
it  performs  the  change  from  the  condition  of  a  comparatively  perfect 
insulator,  which  exists  before  the  passage  of  the  spark,  to  the  com- 
paratively conducting  condition,  which  holds  after  the  passage  of  the 
spark,  in  a  time  which  is  small  compared  even  .with  io~^.second.  Thus 
the  spark  gap  in  the  discharge  circuit  performs  a  twofold  duty.  It  first 
acts  as  an  insulator,  and  so  allows  the  conductors  on  the  opposite  sides 
to  be  charged  to  an  appreciable  difference  of  potential,  that  is,  it  allows 
an  appreciable  amount  of  energy  to  be  stored  up  in  the  condenser,  and 
then,  when  the  difference  of  potential  has  reached  a  certain  value,  it 
suddenly  releases  the  electrical  strain,  by  converting  the  air  between 
the  knobs  into  a  conductor,  and  so  allows  the  strained  dielectric  in  the 
remainder  of  the  field  to  recover,  and  in  doing  ?o  to  set  up  a  current  in 
the  circuit. 

582.  Hertz's  Experiments. — The  arrangement  employed  for  pro- 
ducing the  electrical  oscillations  used  by  Hertz,  and  called  an  oscillator, 
is  shown  in  Fig.  553.  The  terminals  of  an  induction  coil,  c,  are  connected 
with  two  metal  rods,  on  each  of  which  a  metal  ^.^ 

sphere,  A  and  B,  is  threaded.     The  ends  of  these  C3A 

rods  are  supplied  with  well-polished  brass  knobs 
which  form  the  spark  gap  G.  When  the  coil  works, 
each  time  that  the  primary  circuit  is  broken  the 
induced  E.M.F.  produced  in  the  secondary  cirCliit 
charges  the  conductors  A  and  B  till  the  potential 
difference  between  the  knobs  of  the  spark  gap  is 
sufficiently  great  to  cause  the  passage  of  a  spark.  ^^ 

When  the  spark  passes,  oscillations  are  set  up  v^^ 

between  the  spheres  which  gradually  die  out  on  p 

account  of  the  energy  being  partly  converted  into 

heat  in  the  rods  connecting  the  spheres  and  in  the  spark  between  the 
knobs,  and  partly  radiated  into  the  surrounding  space  as  electro-magnetic 
waves,  each  wave  representing  of  course  a  certain  amount  of  energy 
which  has  been  lost  by  the  oscillator. 

In  Hertz's  original  oscillator,  in  which  the  diameter  of  the  spheres 
was  30  cm.  and  the  distance  between  the  centres  was  100  cm.,  the 
period,  as  calculated  by  Lord  Kelvin's  formula,  was  1.8$  x  io~^  second, 
so  that  the  wave-length  was  3X  io**>x  1.85X  io~^  or  5.55x10^  cm. 
In  order  to  obtain  waves  of  still  smaller  wave-Jength,  Righi  devised  the 
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arrangement  shown  in  Fig.  554.  The  oscillator  in  this  form  consists  of 
two  spheres,  A  and  B,  which  are  placed  in  a  glass  or  ebonite  vessel  which 
is  filled  with  mineral  oil,  so  that  a  spark  gap  of  about  a  millimetre  separates 
them.  Two  other  spheres,  D  and  £,  are  placed  in  the  position  shown,  and 
are  connected  with  the  terminals  of  an  induction  coil 
or  of  a  Holtz  electrical  machine.  When  the  coil 
or  machine  is  in  action  a  spark  passes  between  the 
knobs  D  and  E  through  the  spheres  A  and  &  The 
passage  of  this  spark  causes  electrical  oscillations 
to  be  set  up  between  A  and  B  through  the  oil, 
which,  owing  to  the  passage  of  the  spark,  has 
become  for  the  time  being  a  conductor.  The 
f  »G.  554.  presence  of  the  oil,  since  it  requires  a  greater  dif- 

ference of  potential  to  start  a  discharge  through 
oil  than  through  air,  allows  of  the  spheres  A  and  B  attaining  a  greater 
difference  of  potential  before  a  spark  passes  than  would  be  possible  were 
air  the  dielectric  between  the  spheres.  Hence,  since  the  quantity  of 
energy  that  is  stored  up  in  the  spheres  before  the  passage  of  the  spark 
is  proportional  to  the  charge,  that  is,  to  the  difference  of  potential  to 
which  they  are  raised,  the  electrical  oscillations  will  be  more  energetic, 
that  is,  of  greater  amplitude.  In  this  way  Righi  was  able  to  obtain 
electrical  waves  of  which  the  wave-length  was  not  more  than  7.5  cm., 
while  more  recently,  using  the  same  disposition,  but  with  the  spheres 
replaced  by  small  cylinders  about  4  mm.  long,  Lebedew  has  obtained 
wave-lengths  of  less  than  a  centimetre. 

Experiment  has  shown  that  the  electrical  oscillations  which  are 
produced  by  any  of  the  above  arrangements  very  rapidly  die  out, 
so  that  the  damping  is  very  great.     Thus  in  Fig.  555  the  amplitudes 

of  successive  oscilla- 
tions of  an  oscillator 
of  the  Hertz  form  is 
shown,  the  abscissae 
representing  time 
and  the  ordi nates 
the  difference  of 
potential  between 
the  spheres.  It  will 
be  noticed  that  after 
Fir..  55«;.  ten  complete  oscilla- 

tions the  amplitude 
is  reduced  to  about  0.07  of  its  original  value.  Hence,  since  the  oscillator 
for  which  this  curve  was  drawn  had  a  periodic  time  of  about  3.3  x  io~* 
second,  the  oscillations  in  the  oscillator  practically  completely  die  out 
after  an  interval  of  about  10  *  second  after  they  commence  at  the  passage 
of  the  spark  at  the  gap. 
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Since  in  this  form  of  oscillator  most  of  the  "energy  is  radiated  in  the 
form  of  waves,  the  power  given  out  by  an  oscillator  while  it  is  acting  is 
very  considerable,  amounting  as  it  does  in  the  case  of  an  oscillator  of 
the  dimensions  given  on  page  871  to  about  150  horse-power  during  the 
first  few  vibrations.  The  total  quantity  of  energy  radiated  is,  however, 
small,  for  the  time  during  which  the  oscillations  are  occurring  is  small 
compared  to  the  interval  between  the  passage  of  the  sparks  in  the  spark 
gap,  so  that  for  by  far  the  greater  proportion  of  time  the  oscillator  is 
not  acting.  If  we  require  to  produce  oscillations  which  shall  last  for 
a  considerable  time,  it  is  necessary  to  adopt  some  arrangement  such  that 
while  the  original  electrical  energy  stored  up  before  the  spark  passes  is 
great,  the  rate  at  which  this  energy  is  radiated  during  the  occurrence  of 
the  oscillations  shall  be  small.  This  can  be  accomplished  by  having  two 
metal  plates  placed  facing  each  other,  and  connected  by  a  metal  wire 
in  which  a  spark  gap  is  placed.  The  capacity  of  such  an  arrangement 
can  be  made  large,  so  that  the  energy  stored  up  in  it  is  considerable, 
and  much  greater  than  with  Hertz's  oscillator,  but  owing  to  the  in- 
creased capacity,  the  periodic  time,  and  hence  also  the  wave-length, 
is  greater. 

688.  The  Resonator.— In  the  preceding  section  we  have  considered 
the  methods  which  have  been  adopted  for  producing  electro-magnetic 
waves,  and  we  must  now  consider  some  of  the  methods  which  have  been 
employed  for  the  detection  of  such  waves  in  the  space  through  which 
they  may  be  passing.  Instruments  for  detecting  the  presence  of  electrical 
waves  are  called  resonators  or  receivers.  The 
form  of  resonator  used  by  Hertz  is  shown  in 
Fig.  556.  It  consisted  of  a  copper  circle,  the 
continuity  of  the  copper  being  broken  at  A  by 
a  small  spark  gap,  the  length  of  which  could 
be  altered  by  means  of  a  micrometer  screw. 
The  diameter  of  the  circle  was  so  chosen  that 
the  natural  period  of  the  oscillations  in  it  was 
the  same  as  the  period  of  the  oscillator. 

When  electro-magnetic  waves  strike  such  a  r-         ^ 

resonator  they  will  mduce  electrical  oscillations 

in  the  copper  circle,  and  the  amplitude  of  the  oscillations  set  up  can  be 
measured  by  the  length  of  the  sparks  which  can  be  obtained  at  the 
micrometer  spark  gap. 

Another  form  of  resonator  consists  of  two  metal  cylinders  placed  end 
to  end  with  a  spark  gap  between.  Since  the  length  of  the  sparks  ob- 
tained in  the  resonator  spark  gap  is  very  small,  there  is  considerable 
difficulty  even  in  observing  them,  so  that  to  measure  the  maximum  spark 
length,  in  order  to  define  the  amplitude  of  the  oscillations,  is  almost  im- 
possible. On  this  account  various  other  arrangements  have  been  adopted 
for  measuring  the  amplitude  of  the  oscillations  set  up  in  the  resonator. 
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Most  of  these  methods  depend  on  the  measurement  of  the  heat  developed 
in  a  thin  wire  which  replaces  the  spark  gap.  One  such  arrangement  is 
shown  in  Fig.  557.  The  resonator  consists  of  two  metal  cylinders,  AB,  of 
such  a  length  that  they  are  in  electrical  unison  with  the  oscillator.     The 

ends  of  these  cylinders  are  connected 
together  by  a  very  thin  wire,  half  being 
of  iron  and  the  other  half  of  nickel.  The 
portion  aob  is  of  iron,  and  the  portion 
cod  of  nickel.  When  electrical  oscilla- 
tions are  set  up  in  the  cylinders  a  cur- 
rent will  pass  backwards  and  forwards 
through  the  wire  €U>Cy  and  it  will  thus 
become  heated.  In  this  way  the  junction 
at  o  between  the  iron  and  nickel  wires, 
which  is  shown  enlarged  at  D,  will 
become  heated,  and  a  thermo-electric 
current  will  be  produced  in  a  circuit 
connected  to  the  ends  b  and  d^  and 
this  current  may  be  measured  by  a 
galvanometer  G  included  in  the  circuit. 
^  684.  Stationary  Electro-magnetic  Waves.— Since  a  conductor  is 
incapable  of  supporting  an  electro-static  strain,  when  a  Faraday  tube 
meets  a  conductor,  the  strain  which  existed  within  the  dielectric  is 
immediately  relieved,  a  conduction  current  being  produced  within  tlie 
conductor.  Owing,  however,  to  electrical  inertia  the  dielectric  in  the 
neighbourhood  of  the  conducting  surface  overshoots  its  equilibrium  posi- 
tion and  so  becomes  the  seat  of  an  electro-static  strain  in  the  opposite 
sense  to  that  in  the  incident  tube.  In  this  way  a  reflected  tube  will  be 
produced  at  the  surface  of  a  conductor,  which  will  move  back  through 
the  dielectric.  The  sense  of  the  tube  will  be  reversed  by  reflection,  so 
that  here  we  have  a  case  of  a  change  of  phase  of  half  a  wave-length 
by  reflection. 

Let  AK,  Fig.  558  {a\  be  an  oscillator,  and  CD  the  section  of  a  metal 
plate  which  is  acting  as  a  reflector  of  the  waves  sent  out  by  the  oscillator. 
Except  in  the  immediate  neighbourhood  of  the  oscillator,  the  waves  will 
be  plane  and  the  electrical  displacement  in  the  air  will  be  parallel  to  the 
length  of  the  oscillator.  Let  ab^  cd,  and  ef  represent  the  positions  of 
the  points  where  the  electrical  displacement  is,  at  a  given  instant,  a 
maximum,  at  ab  and  ef  in  one  direction  and  at  cd  in  the  opposite,  as 
indicated  by  the  signs  +  and  -.  When  the  tube  </ strikes  the  reflector 
CI)  a  reflected  tube  e'f  will  be  prwluced  in  which  the  displacement  is  in 
the  opposite  direction  to  that  in  the  incident  tube  ef.  Hence  if  we 
indicate  the  reflected  tubes  by  dotted  lines  we  shall  have  near  the  plate 
a  full  and  a  dotted  line  in  which  the  displacements  are  in  opposite  direc- 
tions.    If  T'  is  the  periodic  time  of  the  oscillations,  then  at  a  time  T\^ 
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later  the  maximum  displacements  will  have  travelled  through  a  distance 
equal  to  a  quarter  of  the  wave-length.  Hence  the  present  condition  of 
affairs  is  indicated  in  Fig.  558  {b\  where  e^f  is  the  position  of  the  re- 
flected maximum  of  displacement  corresponding  to  the  incident  one  ef. 
It  will  now  be  seen  that  at  the  point  L^  the  incident  and  reflected  dis- 
placements are  in  the  same  direction,  and  will,  therefore,  produce  a 
greater  displacement  than  the  incident  wave  would  alone  produce.  A 
quarter  of  a  period  later  the  position  of  the  maxima  will  be  as  indicated  in 
Fig.  558  {c).    Here  at  the  points  N  and  Nj  the  direct  and  reflected  displace- 


(a) 


(h) 


(c) 


(d) 


n|    kl.   In,  ^  L 

IIl,    icN.  L    41, 

n|     «L.    |n,  XL.   |m, 

¥m  XI*.  ft. 


XH. 


Fig.  558. 
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ments  are  in  opposite  directions,  and  hence  oppose  each  other,  so  that 
the  resultant  displacement  is  less  than  would  occur  if  the  incident  waves 
acted  alone.  At  the  end  of  the  next  quarter  period  the  displacements 
due  to  the  incident  and  reflected  waves  will  be  in  the  same  direction  at 
the  points  Lj  and  Lg,  as  shown  in  Fig.  558  (d)^  while  a  quarter  of  a  period 
later  they  will  be  opposed  at  the  points  N,  N„  and  Nj,  and  so  on.  It  will 
thus  be  seen  that  owing  to  the  interference  of  the  direct  and  the  reflected 
waves  a  series  of  stationary  nodes  and  loops  will  be  produced,  the  nodes 
occurring  at  the  points  N,  N^,  Nj,  and  the  loops  at  the  points  L^,  Lg,  for 
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at  the  points  N,  N,,  Nj  the  incident  and  reflected  displacements  are 
always  in  opposite  directions,  while  at  the  points  Lj,  Lg  they  are  always 
in  the  same  direction.  If  then  a  resonator,  such  as  that  shown  in  Fig. 
556,  is  moved  along  between  the  oscillator  and  the  reflecting  surface, 
it  will  respond  at  the  points  Lj  and  Lj,  and  the  galvanometer  will  be 
deflected  owing  to  the  heat  developed  by  the  oscillations  in  the  thin 
connecting  wire.  At  the  points  N,  Nj,  and  Nj,  however,  it  will  not 
respond,  since  at  these  points  the  displacements  due  to  the  direct  and 
reflected  waves  are  in  opposite  directions  and  the  galvanometer  will 
be  undeflected.  Hence  by  moving  the  resonator  along  and  noting  the 
points  where  the  galvanometer  deflection  is  a  maximum,  the  position  of 
the  loops  can  be  found,  and  by  noting  the  positions  where  the  deflection 
is  a  minimum  the  nodes  can  in  the  same  way  be  found.  From  these 
positions  the  wave-length  of  the  electro-magnetic  waves  can  at  once  be 
deduced,  for  it  is  twice  the  distance  between  two  consecutive  loops  or 
nodes.  Knowing  the  wave-length,  then,  if  the  periodic  time  of  the 
oscillator  is  calculated  from  Lord  Kelvin's  formula,  we  can  at  once 
calculate  the  velocity  with  which  the  electro-magnetic  waves  travel  in 
air.  This  is  what  Hertz  was  the  flrst  to  do,  and  the  value  obtained  from 
his  experiments  is  the  same  as  the  velocity  of  light,  if  we  consider  the 
errors  to  which  such  a  measurement  is  liable.  Thus  a  result  which 
Maxwell  had  predicted  from  a  consideration  of  the  manner  in  which  one 
electrified  body  aflfects  another  through  an  intervening  layer  of  dielectric, 
and  which  at  the  time  was  entirely  at  variance  with  all  the  accepted 
ideas,  was,  after  his  death,  proved  by  Hertz  to  be  true,  and  in  this  way 
has  Maxwell's  theory  been  vindicated. 

It  may  be  worth  while  to  insist  on  what  is  actually  proved  by  the 
existence  of  stationary  waves.  Their  formation  shows  in  the  first  place 
that  electrical  energy  can  be  propagated  through  the  air,  a  result  which 
many  other  experiments  also  prove.  Secondly,  it  shows  that  this  energy 
takes  an  appreciable  time  to  travel  from  the  one  body  to  the  other,  and 
that  during  the  time  between  the  energy  leaving  the  oscillator  and  its 
arrival  at  the  resonator  it  must  exist  in  the  intervening  air. 

686.  The  Coherer.  —  A  very  sensitive  method  of  detecting  the 
prcserice  of  electro-magnetic  waves  has  been  discovered  by  Branley. 
He  found  that  a  glass  tube  filled  with  loosely  packed  metallic  filings, 
when  included  in  the  circuit  of  an  electric  battery  and  a  galvanometer, 
was  practically  an  insulator,  so  that  the  current  could  not  pass,  and  the 
galvanometer  was  hardly,  if  at  all,  deflected.  On  producing  electric 
oscillations  in  the  neighbourhood  of  the  circuit,  however,  the  tube  con- 
taining the  filings  becomes  a  conductor  and  the  battery  is  able  to  drive 
a  current  through  the  circuit,  so  that  the  galvanometer  is  strongly  de- 
flected. This  tube  of  filings  forms  so  delicate  a  detecter  of  electrical 
oscillations  that,  as  will  be  described  later,  even  when  the  oscillator  is 
at  a  distance  of  ten  miles  it  will  respond. 
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When  the  Branley  tube  of  filings,  or  the  coherer  as  it  has  been 
called,  is  employed  to  make  measurements,  the  chief  difficulty  is  to 
arrange  the  circuit  so  that  stray  electrical  oscillations  reflected  from  the 
wails  of  thje  room  and  the  person  of  the  observer  do  not  mask  the  effects 
to  be  observed*  For  this  reason  it  is  found  necessary  not  only  to  enclose 
the  battery,  galvanometer,  and  the  connecting  wires  within  a  metallic 
box  so  as  to  cut  off  the  electrical  waves  from  these  parts  of  the  circuit, 
but  it  is  necessary  to  pack  very  carefully  all  the  joints  in  the  box  with 
tinfoil,  or  the  waves  will  creep  in  in  sufficient  quantity  to  upset  the 
indications.  The  only  part  of  the  circuit  which  is  left  outside  the  metallic 
box  is  the  tube  containing  the  filings,  so  that  it  is  only  when  the  waves 
fall  on  this  tube  that  the  circuit  becomes  conducting  and  the  galvano- 
meter is  deflected.  The  precise  way  in  which  the  electrical  waves  act 
to  cause  the  filings  to  become  conducting  is  not  known,  although  it  has 
been  supposed  that  minute  sparks  are  formed  by  the  electrical  waves 
between  the  adjacent  filings,  and  these  break  down  the  film  of  condensed 
gas  which  always  forms  on  the  surface  of  a  solid.  In  order  to  convert 
the  tube  of  filings  from  the  conducting  to  the  non-conducting  condition  it 
is  only  necessary  to  give  the  tube  a  very  slight  mechanical  shock,  such 
as  gently  tapping  with  the  finger. 
%  586.  Reflection,  Refraetion,  and  Polarisation  of  Electro-mag- 
netie  Waves. — The  properties  of  electrical  waves  can  be  very  clearly 
shown  by  means  of  Uie  apparatus  shown  in  Fig.  $59.  The  oscillator, 
which  is  on  Righi's  principle,  is  placed 
along  the  focal  line  of  a  parabolic 
mirror,  C,  made  of  zinc.  This  mir- 
ror reflects  the  electrical  waves  in  the 
same  manner  as  does  the  reflector 
behind  a  searchlight,  so  that,  instead 
of  spreading  out  in  all  directions,  the 
waves  are  sent  in  a  parallel  beam. 
The  outside  knobs  of  the  oscillator 
are  connected  to  the  terminals  of  an 
induction  coil  or  a  Holtz  electrical 
machine.  The  receiver,  which  con- 
sists of  a  coherer,  is  also  placed  along 
the  focal  line  of  a  parabolic  mirror,  D, 
the  terminals  being  connected  with  a 
circuit  which  includes  a  cell,  E,  and  a 
galvanometer  or  electric  bell,  G,  which 
will  serve  to  indicate  when  the  coherer 
becomes  conducting.    The  whole  of 

this  circuit  is  enclosed  in  a  metallic  box  to  screen  off  stray  waves.  The 
mirror  D  serves  to  concentrate  the  incident  waves  on  the  receiver  R,  and 
in  this  way  increases  the  sensitiveness  of  the  apparatus. 


Fig.  559. 
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The  oblique  reflection  of  electrical  waves  from  a  metallic  surface 
can  be  shown  by  arranging  the  oscillator  and  receiver  as  shown  in 
Fig.  560,  and  it  will  be  found  that  the  receiver  is  only  affected  when  the 
metal  plate,  F,  is  placed  so  that  the  angles  of  incidence  and  reflection 
are  equal. 

The  waves  produced  by  the  oscillator  are  plane  polarised,  for  the  dis- 
placement is  always  parallel  to  the  axis  of  the  oscillator.     On  the  other 
hand  the  receiver,  with  its  parabolic  reflector,  only  responds  to  waves  in 
which  the  displacement  is  parallel  to  its  axis.  Thus 

^^^^  /Vw     the  oscillator  is  a  polariser  as  well  as  a  source  of 

C [\^  ''nD    ^^  waves,  while  the  receiver  is  an  analyser.     I^ 

\  /  *        instead  of  using  a  plane  sheet  of  metal  as  re- 

^^  /'  flector,  a  grating  is  used  made  of  a  number  of 

'\    /  wires  stretched  parallel  to  one  another  on  a  frame, 

V  or  of  a  number  of  parallel  strips  of  tinfoil  pasted 

^  on  a  wooden  board,  reflection   will  take  place 

Fig.  560.  when   the  wires    or    strips    are    parallel  to  the 

axis  of  the  oscillator,  while  in  this  case  none 
of  the  waves  will  be  transmitted.  In  fact  the  arrangement  acts  just 
as  if  it  were  a  continuous  sheet  of  metal.  H  however,  the  wires  arc 
placed  at  right  angles  to  the  axis  of  the  oscillator,  there  will  be  no  re- 
flection, while  the  waves  will  be  transmitted  just  as  if  the  wires  were  a 
dielectric.  The  reason  for  this  difference  is  at  once  apparent  if  we 
remember  in  what  way  the  reflected  waves  are  produced.  They  are  due 
to  the  induced  charge  on  the  surface  of  the  metal  caused  by  the  incident 
waves.  Now  when  the  wires  are  parallel  to  the  direction  of  the  electrical 
displacement  in  the  incident  waves,  the  induced  charges  can  be  produced 
just  as  in  a  continuous  sheet  of  metal,  and  the  charges  which  are  induced 
on  the  wires,  so  long  as  these  are  fairly  close  together,  are  sufficient  to 
completely  screen  the  portion  of  space  behind  the  wires.  When,  however, 
the  wires  are  at  right  angles  to  the  direction  of  the  displacement  in  the 
incident  waves  there  cannot  be  a  corresponding  charge  induced  on  the 
wires,  for  each  wire  being  insulated  from  the  adjacent  wires,  no  move- 
ment of  electricity  can  take  place  from  one  wire  to  the  next,  so  that  the 
only  possible  induced  charge  which  can  be  produced  is  one  on  the  oppo- 
side  sides  of  each  wire,  and  the  positive  induced  charge  on  the  one  side 
of  any  wire  will  be  practically  neutralised  by  the  negative  charge  which 
will  be  simultaneously  induced  on  the  side  of  the  adjacent  wire.  A 
framework  of  conducting  wires  will  thus  act  in  exactly  the  same  manner 
as  does  a  plate  of  tourmaline  in  optics,  reflecting  waves  in  which  the 
displacement  is  parallel  to  the  length  of  the  wires,  but  transmitting  all 
waves  in  which  the  displacement  is  perpendicular  to  the  length  of  the 
wires.  The  polarising  effect  of  such  a  wire  frame  can  be  very  clearly 
shown  by  placing  the  oscillator  and  receiver  with  their  axes  crossed  as 
shown  in  Fig.  561.     In  this  position  the  receiver  will  not  be  affected  by 
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Fig.  561. 


the  oscillator.  Neither  will  the  receiver  be  influenced  if  the  wire  frame 
is  introduced  between  it  and  the  oscillator,  if  the  length  of  the  wires  is 
parallel  to  the  axis  of  either  the  oscillator  or  the  receiver  ;  the  reason 
being  that  when  the  wires  are  parallel  to  the  axis  of  the  oscillator  they 
will  not  allow  any  of  the  waves  to  pass,  and  when  the  wires  are  parallel 
to  the  axis  of  the  re- 
ceiver, although  the  C 
waves  will  now  be 
transmitted,  yet  since 
the  direction  of  dis- 
placement In  these 
waves  is  at  right  angles 
to  the  axis  of  the  re- 
ceiver, they  will  not 
cause  it  to  respond.    If, 

however,  the  wires  are  arranged  so  that  they  are  inclined  at  45°  to  the 
axis  of  both  the  oscillator  and  the  receiver,  this  latter  will  respond.  The 
reason  for  this  is  that  when  the  waves  strike  the  wire  frame,  which  is  at  45* 
to  the  direction  of  displacement,  they  are  resolved  into  two  components, 
in  which  the  displacements  are  at  right  angles  to  one  another.  The 
component  in  which  the  displacement  is  parallel  to  the  wires  is  reflected, 
while  that  in  which  the  displacement  is  at  right  angles  to  the  length  of 
the  wires  is  transmitted.  These  transmitted  waves,  falling  on  the 
receiver,  are  again  resolved  into  two  components,  in  one  of  which  the  dis- 
placement is  perpendicular  to  the  axis  of  the  receiver,  and  in  the  other 
the  displacement  is  parallel  to  the  axis  of  the  receiver,  and  this  latter 
will  affect  the  receiver.  The  experiment  corresponds  to  the  optical  ex- 
periment of  introducing  a  doubly  refracting  plate  between  crossed  Nicols. 
When  the  principal  section  of  the  crystal  is  parallel  to  the  principal  plane 
of  the  analyser  or  the  polariser,  no  light  is  transmitted  through  the 
systenL  If,  however,  the  principal  section  of  the  crystal  is  inclined  at 
45°  to  the  principal  planes  of  the 
Nicols,  then  light  is  transmitted 
through  the  analyser. 

The  refraction  of  electro- 
magnetic waves  can  be  shown  by 
means  of  a  prism  of  paraffin  or 
pitch.  The  prism  is  arranged  as 
shown  in  Fig.  $62,  with  metal 
screens,  E  and  F,  arranged  so  as 
to  cut  off*  any  waves  which  do 
not  pass  through  the  prism.  By 
measuring  the  angle  of  deviation 
through  which  the  waves  have  been  turned  and  the  refracting  angle  of 
the  prism,  we  can  calculate,  just  as  in  the  corresponding  optical  experi- 
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ment  (§  346),  the  refractive  index  of  the  material  of  the  prism  for  these 
waves. 

Experimenting  in  this  way,  the  values  for  the  refractive  index  of 
some  bodies  for  electro-magnetic  waves  given  in  the  following  table 
have  been  obtained  : — 


Refractive  Index  for  Electro-magnetic  Waves. 


Substance. 

Refractive  Index  for  Wave-lengths  of 

8  mm. 

6  mm. 

4  mm. 

Paraffin     . 
Sulphur     . 
Ebonite     . 

1:1^ 

1.74 

I.41 
2.01 
1.72 

1.39 
2.00 
1.56 

587.  Reflection  of  Electro -magnetic  Waves  at  the  Snifaee  of 
a  Dielectric. — We  have  hitherto  only  considered  the  reflection  of  elec- 
trical waves  at  the  surface  of  a  conductor.  When  electrical  waves  pass 
from  one  dielectric  to  another,  although  part  of  the  waves  will  be 
transmitted)  yet  a  portion  will  be  reflected.  A  similar  phenomenon  is 
exhibited  when  light  passes  from  one  transparent  medium  to  another, 
and  it  will  be  well  to  recall  briefly  what  peculiarities  accompany  such 
reflection.  In  §  407  we  saw  that  when  the  incident  beam  was  incident 
at  a  certain  angle  the  reflected  beam  was  plane  polarised.  Further,  that 
if  the  incident  light  was  plane  polarised  in  the  plane  of  incidence,  then 
for  a  certain  angle  of  incidence  the  whole  of  the  light  was  reflected,  while 
if  the  incident  beam  was  polarised  in  a  plane  at  right  angles  to  the 
plane  of  incidence,  none  of  the  light  was  reflected.  It  has  also  been 
mentioned  that  there  are  two  rival  theories  as  to  whether  the  vibrations 
of  the  ether  which  constitute  light  take  place  in  or  perpendicular  to  the 
plane  of  polarisation. 

In  the  electrical  case,  if  the  axis  of  the  oscillator,  as  shown  in 
Fig.  563  (rt),  is  at  right  angles  to  the  plane  of  incidence,  and  if  the  angle 
of  incidence,  CON,  at  the  surface  of  a  plate  of  sulphur,  ef,  is  about  60*, 
there  will  be  a  reflected  beam,  and  the  receiver  placed  at  D,  so  that  the 
angle  don  is  equal  to  the  angle  CON,  will  be  affected.  In  this  case  the 
electrical  displacement  is  perpendicular  to  the  plane  of  incidence.  If, 
however,  the  oscillator  is  arranged  as  in  Fig.  563  (b\  with  its  axis  in  the 
plane  of  incidence,  there  will  be  no  reflected  beam,  and  the  receiver  will 
have  to  be  placed  at  d'  to  be  affected.  Hence  when  the  electrical  dis- 
placement in  the  incident  waves  is  at  right  angles  to  the  plane  of  inci- 
dence there  is  reflection,  but  when  the  displacement  is  in  the  plane  of 
incidence  there  is  no  reflected  beam.     Now  in  the  case  of  light  there 
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is  no  reflected  beam  when  the  light  is  polarised  at  right  angles  to  the 
plane  of  incidence,  that  is,  when,  according  to  Fresnel's  view,  the  dis- 
placement is  in  the  plane  of  incidence.  Since,  then,  on  the  electro- 
magnetic theory,  light  waves  and  electro-magnetic  waves  are  the  same, 
and  only  differ  in  wave-length,  it  follows  that,  in  the  case  shown  in 
Fig.  563  (^),  the  electrical  waves  are  polarised  in  the  plane  of  inci- 
dence, while  in  Fig.  563  {a)  the  waves  are  polarised  perpendicular  to 
the  plane  of  incidence.  Thus  the  electrical  displacement  takes  place 
perpendicular  to  the  plane  of  polarisation,  and  thus  corresponds  to  the 
displacement  considered  by  Fresnel.  Since,  as  we  have  seen,  the  elec- 
trical displacement  is  always  accompanied  by  magnetic  forces  which 
occur  at  right  angles  to  the  direction  of  the  electrical  displacement,  it 
follows  that  the  magnetic  force  is  in  the  plane  of  polarisation.  The 
electro -magnetic  theory  therefore  shows  that  both  Fresnel  and  Mac- 


(ft) 


Fig.  563. 


Cullagh  were  right  as  far  as  they  went,  but  that  neither  were  complete, 
in  that  in  addition  to  the  displacements  they  considered  there  is  always 
something  taking  place  in  a  perpendicular  direction,  both  displacements 
however  being  in  the  wave-front,  that  is,  at  right  angles  to  the  direction 
in  which  the  wave  is  travelling.  The  exp)eriments  on  the  reflection  of 
electro-magnetic  waves  at  the  surface  of  the  sulphur  further  show  that 
the  displacement  which  Fresnel  considered  is  the  electrical  displace- 
ment, and  that  considered  by  MacCullagh  is  the  magnetic. 

588.  Electro -magnetic  Waves  alongr  Wires.— In  addition  to  the 
electro-magnetic  waves  which  are  propagated  in  free  air  or  other  dielec- 
tric, waves  can  be  produced  in  such  a  way  that  their  direction  of  pro- 
pagation is  along  conducting  wires.  The  usual  arrangement  employed 
for  producing  these  waves  is  shown  in  Fig.  564.  The  primary  oscillator 
'consists  of  two  metal  plates,  A  and  B,  which  are  connected  by  wires  in- 
cluding a  spark  gap,  o,  and  are  also  connected  with  the  terminals  of  an 
induction  coil,  c.     Two  other  metal  plates,  D  and  E,  are  placed  opposite 
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the  plates  of  the  oscillator.  These  plates  are  connected  with  two  wires, 
DFH  and  EGK,  which  are  stretched  on  insulating  supports  at  a  distance 
from  one  another  of  about  7  cm.  When  electrical  oscillations  are  pro- 
duced in  AB,  owing  to  induction,  oscillations  will  also  be  produced  in  the 
plates  D  and  E.  Thus  waves  of  the  same  period  as  those  in  the  primary 
oscillator  will  be  propagated  along  the  two  wires,  or  rather  in  the  dielec- 
tric between  the  wires.     Since  whenever  A  is  positively  electrified  B  will 


(a) 


A 

+: 
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(ct) 


Fig.  564. 


be  negatively  electrified,  and  the  sign  of  the  electrifications  on  D  and  B 
is  always  the  opposite  to  that  on  the  corresponding  plate  of  the  oscil- 
lator,  the  phase  of  the  vibrations  sent  along  the  two  wires  will  be 
opposite,  that  is,  whenever  a  given  point  on  the  one  wire  is  at  its 
maximum  positive  potential,  the  corresponding  point  on  the  other  wire 
will  be  at  its  maximum  negative  potential.  If  the  ends  of  the  wires  are 
free  the  waves  will  be  reflected,  and  if  the  lengths  of  the  wires  are 
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adjusted  suitably,  stationary  waves  will  be  set  up  owing  to  the  inter- 
ference of  the  direct  waves  with  those  reflected  from  the  ends.  Since 
it  would  be  inconvenient  to  adjust  the  length  of  the  wire  to  secure  the 
formation  of  stationary  waves,  it  is  usual,  instead  of  having  the  wires 
insulated  from  one  another  at  the  ends,  to  join  them  by  a  metallic 
bridge,  HK,  the  position  of  which,  and  hence  the  length  of  the  wires,  can 
be  altered. 

It  is  instructive  to  consider  how  this  arrangement  works  from  the 
point  of  view  of  Faraday  tubes  of  force.  When  the  plates  A  and  u  are 
charged  by  the  coil  before  the  passage  of  a  spark,  the  Faraday  tubes  will 
stretch  somewhat  as  indicated  in  Fig.  564  {a).  When  the  spark  passes, 
due  to  the  number  of  tubes  stretching  from  one  knob  of  the  spark  gap  to 
the  other  being  so  great  that  the  electrical  stress,  of  which  the  tubes  are 
simply  the  graphic  representation,  overcomes  the  dielectric  strength  of 
the  air,  the  tubes  which  stretch  across  in  the  path  of  the  spark,  since 
along  this  path  the  air  becomes  a  conductor,  will  be  able  to  shrink  to 
nothing.  The  disappearance  of  these  tubes  will  allow  some  of  the  tubes 
which  were  crowded  out  into  the  intervening  space,  owing  to  the  trans- 
verse repulsion  between  the  tubes,  to  move  towards  the  gap  as  shown  at 
{J}).  The  two  tubes  marked  i  and  2  will,  since  they  are  turned  in  opposite 
senses,  attract  one  another,  and  they  will  first  fuse  together  and  then 
separate  into  two  tubes,  3  and  4,  as  shown  at  (^r).  Tube  4  will  rush  into 
the  conducting  spark  gap  to  keep  up  the  discharge,  while  tube  3  will 
move  through  the  dielectric  separating  the  wires,  with  its  positive  end  on 
the  wire  EGK,  and  its  negative  end  on  the  wire  dfh.  As  these  tubes 
move  away,  another  pair  of  tubes  will  move  out  from  the  space  between 
the  plates,  and  will  go  through  the  same  operation.  The  process  will 
not,  however,  stop  when  the  plates  have  lost  all  their  tubes,  that  is,  when 
all  the  Faraday  tubes  have  moved  out  from  between  the  plates,  but,  owing 
to  inertia,  a  dielectric  displacement  will  be  produced  in  the  opposite 
direction,  that  is,  tubes  will  appear  which  stretch  in  the  opposite  sense  to 
the  original  tubes.  The  crowding  in  of  these  tubes  between  the  plates 
may  be  regarded  as  simply  the  passing  out  from  between  the  plates  of 
more  tubes  in  the  original  sense  than  there  were  originally  there.  Then 
these  tubes  will  go  through  the  same  series  of  operations  as  the  others 
did,  and  tubes  will  be  propagated  along  the  wires  which  have  their  posi- 
tive ends  on  the  wire  DFH,  and  their  negative  ends  on  EGK.  Thus  there 
will  be  a  number  of  sets  of  tiibes,  such  as  are  shown  at  (//),  travelling 
along  the  wires.  When  a  tube  reaches  the  bridge  HK,  owing  to  inertia 
it  will  not  simply  shrink  to  nothing,  but  will  stretch  out  again  and  travel 
back  ;  but  if,  when  it  approached  the  bridge,  its  positive  end  was  on  the 
wire  FH,  when  travelling  back  its  negative  end  will  be  on  this  wire.  We 
shall  thus  have  a  train  of  reflected  tubes,  and  these,  together  with  the 
direct  tubes  which  are  travelling  towards  the  bridge,  will  produce  a  system 
of  nodes  and  loops,  for  at  certain  points  on  the  wires  the  tubes  which 
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reach  there  on  their  way  to  the  bridge  will  always  be  of  the  opposite  sign 
to  those  which  reach  this  point  after  reflection,  and  hence  the  two  sets  of 
tubes  will  neutralise  each  other.  At  other  points  the  two  sets  of  tubes 
will  always  be  ^  the  same  sense,  and  will  therefore  produce  a  loop.  The 
experiment  is  exactly  analogous  to  Kundt's  method  of  determining  the 
velocity  of  sound  in  gases,  as  described  in  §  314;  the  oscillator  here 
corresponding  to  the  vibrating  rod  which  in  the  acoustical  experiment 
produces  the  vibrations  of  the  gas  in  the  tube.  The  bridge  here  corre- 
sponds to 'the  closed  end  of  the  tube,  for  in  both  cases  they  correspond  to 
a  node,  that  is,  in  the  one  case  to  a  point  where  the  movement  of  the  air  is 
a  minimum,  and  in  the  other  to  a  point  where  the  electrical  displacement 
is  a  minimum.  The  electrical  displacement  at  the  bridge  is  a  minimum, 
for  there  the  potential  of  the  two  wires  is  always  the  same,  so  that 
there  cannot  be  any  electro-static  force,  and  hence  no  displacement 
Also,  just  as  in  Kundt's  experiment,-  the  stationary  waves  set  up  in  the 
tube  are  very  much  more  intense  if  the  length  is  adjusted  so  that  it  is  a 
multiple  of  the  half  wave-length  of  the  note  given  by  the  rod  in  the  gas, 
so  in  the  electrical  case  the  amplitude  of  the  stationary  waves  set  up  in 
the  wires  is  much  increased  if  the  position  of  the  bridge  is  altered  till  the 
length  of  each  wire  is  some  multiple  of  the  half  wave-length  of  the  elec- 
trical waves  in  the  wires  produced  by  the  oscillator. 

The  position  of  the  loops  on  the  wires  can  be  determined  by  placing  a 
Geissler  tube,  L  (§  38 1 ),  across  the  wires  as  a  bridge.  If  the  tube  is  moved 
along  it  will  glow  brightly  at  the  loops,  but  will  be  dark  at  the  nodes.  In 
this  way  the  wave-length  of  the  oscillations  in  the  wires  can  be  measured. 
Then,  if  the  periodic  time  of  the  primary  oscillations  is  known,  the  velocity 
with  which  the  oscillations  travel,  when  conducted  in  this  way  along  wires, 
can  be  calculated.  By  this  method,  as  well  as  by  a  direct  comparison 
between  the  velocity  in  free  air  with  that  along  a  wire,  it  has  been  proved 
that  the  velocity  is  the  same  when  the  waves  are  propagated  in  a  free 
dielectric  as  when  they  are  conducted  along  a  wire.  Also,  it  is  found 
that  the  velocity,  while  it  is  independent  of  the  material  of  the  wires, 
depends  on  the  specific  inductive  capacity  of  the  dielectric  which  sur- 
rounds the  wires.  This  result  is  a  conclusive  proof  that  the  energ>^ 
travels,  not  along  the  wires,  but  through  the  dielectric  which  surrounds 
them,  as  is  indicated  by  Maxwell's  theory. 

589.  Telegraphy  without  Connecting  Wires.— Within  the  last 
year  or  two  much  attention  has  been  devoted  to  the  employment  of  elec- 
tro-magnetic waves  as  a  means  of  transmitting  signals  from  one  place  to 
another  without  the  necessity  for  a  metallic  wire  connecting  the  two. 
There  are  a  number  of  arrangements  which  have  been  tried,  and  the  whole 
subject  is  still  (1899)  in  a  very  experimental  stage.  Some  of  the  most 
successful  attempts  have  been  made  by  Marconi,  who  has  transmitted 
signals  from  Alum  Bay  to  Bournemouth,  a  distance  of  eighteen  miles. 
As  transmitter  he  uses  an  oscillator  of  Kighi's  form,  giving  waves  of 


Digitized  by 


Google 


§  589]  Wireless  Telegraphy  895 

about  120  cm.  wave-length.  As  a  receiver  he  uses  a  coherer,  which  is 
placed  in  series  with  a  relay ;  this  relay  working  a  sounder  on  which 
the  Morse  signals  are  received.  In  order  to  make  the  coherer  lose  its 
conductivity  when  the  waves  stop,  an  electro-magnet  works  a  small 
hammer  which  is  continually  tapping  the  tube.  In  the  case  of  trans- 
mission over  distances  greater  than  a  mile  or  two,  a  collector,  consisting 
of  a  vertical  wire  attached  to  a  pole,  is  used  to  conduct  the  waves  to 
the  coherer. 
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QUESTIONS   AND   EXAMPLES 


Questions  which  have  been  set  at  the  Examinations  of  the  University  of 
London  are  indicated  by  the  letters  B,Sc.^  Int.  Sa'.,  or  Prelim.  Sci, 
respectively  J  while  questions  set  at  the  advanced  stage  of  the  Exami- 
nations held  by  the  Science  and  Art  Department  are  indicated  by 
S.  &*  A.  D,  (A,). 

BOOK    I 
CHAPTERS  II  AND  III 

(Unless  otherwise  mentioned  ^  may  be  taken  as  980  cm./sec.^  or  32  iL/sec.*) 

1.  What  is  meant  by  the  circular  measure  of  an  angle  ?    Calculate  the  \'alue  of  the 
angles  of  an  equilateral  triangle  in  circular  measure.  Ans.  1.0472.* 

2.  Calculate  the  values  of  sin  30',  cos  6o',  tan  45*.     Draw  a  curve  showing  the 
changes  in  the  values  of  sin  6,  cos  B,  and  tan  ^,  as  ^  increases  from  o"*  to  90**. 

Afts,  sin  30*=. 5;  cos  60"  =  . 5  J  tan  45°=  i. 

3.  Given  that  the  square  on  the  hjrpotenuse  of  a  right-angled  triangle  is  equal  to  the 
sum  of  the  squares  on  the  other  scales,  prove  that 

sin2^  +  cos''^=i. 

4.  The  angle  subtended  by  the  diameter  of  the  moon  at  the  surface  of  the  earth  being 
31'  37*.  6,  while  the  distance  of  the  nfoon  is  234,800  miles,  calculate  the  diameter    * 
of  the  moon.  Ans,  31'  37*.6=.009I99  radians.     Diameter  =  2160  miles.     -^ 

•5.  It  is  required  to  place  a  scale  so  that  each  millimetre  shall  subtend  an  angle  of  a 

minute  of  arc  at  a  certain  spot.      At  what  distance  must  the  scale  be  placed? 

(1' =.0002909  radians).  ^/m.  343.8  cm. 

6.  A  circle  is  divided  into  thirds  of  a  degree,  how  must  a  vernier  be  divided  so  that 

it  shall  read  to  minutes  ?        Ans,  20  divisions  of  vernier  =  19  divisions  of  circle. 

CHAPTERS  IV,  V,  AND  VI 

1.  What  are  the  dimensions  of  speed  ?     Express  a  speed  of  60  miles  an  hour  in 
metres  per  second,  and  in  kilometres  per  hour. 

Ans.  26.82  m./sec.  ;  96.56  kiiometres/hour. 

*  In  most  cases  the  last  significant  figure  given  in  the  answers  is  only  correct  to 
within  one  or  two  units  in  this  place. 
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2.  In  an  accx>unt  of  a  yacht  race  a  newspaper  said,  '*  The  rate  of  speed  of  the  boats 
was  10  knots  an  hour."  Criticise  this  statement,  pointing  out  what  the  motion 
would  be  if  the  statement  were  interpreted  literally,  and  restate  in  scientific 
language  what  the  reporter  probably  intended  to  say. 

3  A  particle  starts  from  rest  and  travels  for  5  seconds  with  a  uniform  acoeleratioa  of 
8  cm./sec',  it  then  continues  moving  at  the  uniform  speed  acquired  ftom  10  seconds, 
and  is  finally  brought  to  rest  with  a  uniform  acceleration  equal  to -0.5  cm./sec:'. 
Calculate  the  total  space  passed  over,  and  the  total  time  taken.  Draw  a  curve  to 
represent  the  motion  of  the  particle,  and  show  how  the  space  passed  over  can  be 
^  obtained  from  this  curve.  Ans,  21  metres  ;  95  sec. 

'  A  particle  moves  from  rest  with  a  uniform  acceleration  of  2  cm./sec'  in  a 
direction  parallel  to  one  side  of  an  equilateral  triangle,  and  with  a  uniform  speed 
of  5  cnL/sec  parallel  to  an  adjacent  side.  Draw  a  curve  showing  the  actual  path 
of  the  particle  for  the  first  five  seconds  of  its  motion. 
V  5.  A  particle  moves  round  a  regular  hexagon  at  uniform  speed.  Draw  the  hodograph 
of  its  motion. 

6.  Draw  the  hodograph  of  a  particle  which,  starting  from  rest,  moves  along  the 
circumference  of  a  circle  with  an  accelerated  speed,  such  that  the  speed  increases 
2  cm.  per  second  for  each  radian  swept  out  by  the  line  joining  the  particle  to  the 
centre  of  the  drcle. 

7.  Taking  the  moon's  orbit  round  the  earth  to  be  a  circle  of  radius  240,000  miles, 
calculate  the  acceleration  with  which  the  satellite  is  moving  with  reference  to  the 
«irth.  Am.  See  §  10& 

8.  What  is  meant  by  saying  that  the  angular  velocity  of  a  body  b  «-?  How  many 
revolutions  per  second  would  such  a  body  make  ?  Ans,  .5. 

9.  Why  is  it  that  a  four-legged  stool  is  often  unsteady  while  a  three-legged  stool 
always  stands  firm  ? 

10.  A  particle  is  moving  in  a  circle  of  radius  8  cm.  with  a  speed  of  15  cm. /sec,  what 
is  its  angular  velocity  ?  ^iw.  1.875. 

11.  Show  that  if  the  points  of  the  three  legs  of  an  instrument  rest  in  three  grooves 
which  meet  at  a  point,  and  are  equally  inclined  to  each  other,  then  the  position  of 
the  instrument  is  fixed. 

CHAPTER  VII 

1.  Explain  what  is  meant  by  the  period,  amplitude,  and  phase  of  a  S.H.M.     If  the 
*\    period  is  1 2  seconds,  and  the  amplitude  10  cm.,  what  are  the  phase  and  the  displace- 
ment at  a  time  14  seconds  after  a  passage  of  the  particle  through  its  extreme 
positive  elongation.  Ans.  y/3  ;  5  cm. 

2.  What  is  the  speed  and  acceleration  of  the  particle  in  the  previous  question  at  the 
instant  considered,  and  also  when  the  displacement  is  8  cm. 

Ans.  r  V75/6  cm./sec.;  5*^/36  cm./sec' ;  x  cm./sec.;  2»*/9  cm./sec.*. 
8.  Draw  the  harmonic  curve  to  represent  the  S.H.M.  considered  in  the  last  two 

questions,  and  apply  it  to  find  the  displacement  at  the  time  14  seconds  and  the  time 

at  which  the  displacement  is  8  cm. 
4.  Show  how  to  find  the  resultant  motion  obtained  by  compounding  together  two  equal  • 

uniform  circular  motions,  of  the  same  period,  in  the  same  plane  :  {a)  when  the  two 
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motions  are  in  the  same  sense ;  {b)  when  they  are  in  opposite  senses.  What  will 
l)e  the  resultant  motion  if  the  two  circular  motions  are  in  opposite  senses,  and 
diflfer  very  slightly  from  one  another  in  period  ?  B.Sc.  1899. 
5.  Find  the  resultant  curve  produced  by  the  composition  of  two  S.H.M.'s.  at  right 
angles,  the  amplitude  and  period  of  the  one  being  double  those  of  the  other,  and 
they  start  so  that  the  extreme  positive  elongations  occur  simultaneously. 


CHAPTERS   VIII   AND   IX 

1.  A  force  acts  upon  a  body  of  mass  1 50  grams  for  10  seconds,  and  during  this  time 
the  body,  starting  from  rest,  moves  over  200  cm.  What  is  the  magnitude  of  the 
force  ?  Ans,  600  dynes. 

2.  A  force  of  100  dynes  acts  on  a  body  of  which  the  mass  is  60  grams.  What  will  be 
the  speed  and  momentum  of  the  body  15  seconds  after  it  starts  from  rest  ? 

Ans,  25  cm. /sec.  ;  I5C»  grms.  cm./sec. 

3.  State  clearly  the  second  law  of  motion,  and  show  how  the  parallelogram  of  forces 
may  be  deduced  by  the  aid  of  it  from  the  parallelogram  of  velocities.  Int.  Sci. 
1889. 

4.  Enunciate  the  laws  of  motion,  and  give  illustrations  of  each.  Apply  the  second  to 
the  case  of  a  stone  steadily  whirling  in  a  circle,  and  attached  to  the  centre  of  the 
circle  by  a  piece  of  elastic.     Int.  ScL  1892. 

5.  A  body  of  mass  50  grams  is  allowed  to  fall  freely  under  the  action  of  gravity. 
Calculate  the  momentum  it  possesses  after  5  seconds.  What  force  acting  would 
cause  it  to  move  as  it  does  under  the  action  of  gravity  (^=980  cm./sec.'). 

Ans.  245,000  grms.  cm. /sec  ;  49,000  dynes. 

6.  Two  oppositely  directed  parallel  forces  act  on  a  body  so  that  the  distance  between 
their  lines  of  action  is  20  cm.  The  magnitudes  of  the  forces  being  30  dynes  and 
20  dynes,  find  the  position  and  magnitude  of  the  resultant 

Ans,  40  cm.  from  larger  force  and  on  side  remote  from  smaller ;  10  dynes. 

7.  Show  that  the  moment  of  a  force  about  a  point  can  be  represented  by  the  area 
of  a  certain  figure,  and  apply  this  result  to  find  the  position  of  the  resultant  of  two 
parallel  forces. 

8.  A  body  is  in  equilibrium  under  the  influence  of  three  forces.  Two  of  these  forces 
act  in  directions  inclined  at  60°  to  one  another,  and  their  magnitudes  are  40  dynes 
and  30  dynes  respectively.     Find  the  magnitude  and  direction  of  the  third  force. 

}  I     ,  Arts.  60.83  dynes. 

I.  '        •     V     CHAPTER   X  l.^  •  ^ 

1.  Define  the  terms  energy  and  work,  and  explain  how,  first,  the  kinetic,  secondly, 
the  potential,  energy  of  a  felling  body  is  measured.     S.  &  A.  D.  (A.)  1893.  ^  "' 

2.  What  do  you  understand  by  energy  ?  and  how  would  you  measure  {a)  the  energy 
of  a  bullet  due  to  its  motion  as  it  leaves  the  muzzle  of  a  g\m  ;  {b)  the  energy  of  a 
clock  pendulum  at  the  highest  and  lowest  points  of  its  swing?    Prelim.  Sci.  1889. 

8.  Explain  how  work  is  measured.    A  train,  weighing  120  tons,  goes  for  2  miles  up 


Digitized  by 


Google 


.  ^  c^  o  O  o   w 
9CX)  Questions  and-  Examples 

an  incline  of  i  in  lOO:  neglecting  friction,  calculate  in  foot-pounds  the  work 
done.     Int  Sci.  1889.  Ans,  2.838  x  lo'  ft-lhs. 

4.  Define  work  and  energy.  Calculate  the  eneigy,  in  foot-pounds,  of  a  mass  of 
180  lbs.  moving  at  the  rate  of  10  feet  a  second.  How  high  would  subh  a  mass 
move  under  gravity  if  projected  upwards  with  this  velocity.     Prelim.  Sd.  1891. 

Ans,  9000/f  ft-lbs. ;  50/f  feet. 

5.  What  do  you  understand  by  the  dimensions  of  a  physical  quantity  in  terms  of 
mass,  length,  and  time  ?  Find  the  number  of  dynes  in  the  force  which,  acting 
on  I  cwt.  for  one  minute,  produces  a  velocity  of  one  mile  per  hour,  (i  ft.  = 
30.5  cm.,  and  I  lb.  =453  grams).     Int.  Sci.  (H.)  1889. 

Ans,  27.38  X  4.214  X  loP  dynes. 

6.  A  bullet  weighing  I  oz.  is  fired  from  a  smooth-bore  gun  0.4  inch  in  internal 
diameter,  and  30  in.  long.  The  muzzle- velocity  of  the  bullet  is  1600  feet  per 
second.  Find  the  energy  of  the  bullet  in  foot-pounds  and  the  pressure  per 
square  inch  in  the  barrel,  supposed  uniform  [^=32].     Int  Sci  (H.)  1893. 

Ans,  80000/f  ft.-lbs. ;  7955  lbs.  per  sq.  in.  

7.  When  a  wheel  is  being  turned  round  on  an  axle,  show  that  the  work  done  in 
turning  it  can  l)e  determined  by  measuring  the  moment  il/of  the  turning  effort 
required  to  prevent  the  axle  from  rotating,  and  then  calculate  the  work  IV  done 
in  n  revolutions  by  the  formula  W=  2vnM,  How  would  you  measure  M  ex- 
perimentally ?  In  what  units  must  M  be  expressed  if  ^  is  to  be  expressed  in 
foot-pounds?    B.Sc.  1899.  Ans,Stt%2$i. 

8.  A  hoop,  weighing  2  lbs.,  and  2  feet  in  diameter,  is  rolling  at  the  rate  of  30 
revolutions  per  minute  along  a  horizontal  road.  Find  the  kinetic  energy  of  the 
hoop  in  foot-pounds.  The  plane  of  the  hoop  is  vertical,  and  the  point  of  it  in  con- 
tact with  the  ground  is  momentarily  at  rest.    B.Sc.  1895.      Ans.  2x2/^- foot-lbs. 

9.  A  kilogram  weight  sliding  down  an  inclined  plane  9  cm.  high  reaches  the  bottom 
with  a  velocity  of  5  cm.  per  second.  How  much  energy  has  been  rubbed  out  of  it 
during  the  descent  (^=980).  Ans,  8807500  ei^s. 

10.  Describe  the  series  of  events  that  take  place  during  the  short  time  of  impact  of 
an  elastic  ball  upon  an  unyielding  plane.  What  various  causes  prevent  a  real 
ball  felling  on  a  hard  slab  from  rebounding  to  the  height  from  which  it  fell  ?  If 
such  a  ball,  after  being  dropped  on  the  slab,  is  allowed  to  rebound  again  and 
again,  what  sort  of  law  can  be  observed  in  the  successive  heights  to  which  it 
rises?    B.Sc.  1891. 

CHAPTERS  XI  AND  XII 

1.  Prove,  by  resolving  all  the  forces  parallel  to  the  plane,  the  formulae  for  the  equi- 
librium of  a  body  on  a  smooth  inclined  plane. 

2.  A  weight  of  looo  kilos  has  to  be  dragged  up  a  smooth  inclined  plane  which  rises 
3  in  every  5  (measured  along  the  inclined  surfece).  Find  the  smallest  force  which 
is  capable  of  doing  this  (i)  when  it  acts  parallel  to  the  base;  (2)  when  it  acts 
parallel  to  the  inclined  surfece.  Ans.  750ooqf  dynes ;  6ooooqf  dynes. 

8.  Prove  that  in  the  case  of  a  balance,  of  which  the  arms  are  of  unequal  length,  if 
the  apparent  weights  of  a  body  when  it  is  weighed  first  in  one  pan  and  then  in 
the  other  are  Wi  and  n^,  then  the  true  weight  is  kIwiw^ 
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4.  A  balance,  the  beam  of  which  is  30  cm  long  and  weighs  40  grams,  is  deflected 
through  1°  (see  p.  14)  by  an  excess  of  one  milli^m  in  one  of  the  pans,  what  is 
he  distance  of  the  centre  of  gravity  of  the  beam  below  the  central  knife-edge? 

Ans»  0.0215  <^°^' 
6.  If  the  plane  considered  in  question  2  is  rough,  and  the  coefficient  of  friction  be- 
tween the  body  and  the  plane  is  0.2,  find  the  force,  in  the  two  cases  considered, 
which  will  just  start  the  body  moving.      Ans.  1 1  iSooqf  dynes ;  76oooqf  dynes. 

6.  A  particle  slides  down  a  rough  inclined  plane  whose  angle  is  60*.  If  the  co- 
efficient of  friction  be  \y  find  the  ratio,  just  before  the  particle  reaches  the  bottom, 
of  the  energy  dissipated  to  the  whole  energy  at  starting.     B.Sc  1899. 

^'"^  Jife 

7.  If  500  cm.  per  second  is  the  linear  speed  of  a  point  on  the  circumference  of  the 
pulley  of  a  friction  dynamometer,  and  the  weight  at  the  end  of  the  strap  is 
10  kilos,  find  the  reading  in  the  spring  balance  when  the  engine  is  doing  lo*  ergs 
per  second.  The  strap  of  the  dynamometer  may  be  taken  to  bear  directly  on  the 
surfece  of  the  pulley  (^=980).  Am,  7.959  kilos. 


CHAPTERS  XIII   AND  XIV 

1.  A  particle  moves  uniformly  round  a  circle  with  angular  velocity  w.  Show  that 
its  acceleration  is  towards  the  centre,  and  equal  to  w^r.  Assuming  the  law  of 
gravitation,  and  taking  the  orbits  of  the  earth  round  the  sun,  and  the  moon  round 
the  earth,  as  circular,  compare  the  masses  of  the  sun  and  the  earth,  given  that  the 
moon  makes  thirteen  revolutions  per  year,  and  that  the  sun  is  390  tinies  as  distant 
as  the  moon.     B»Sc.  1894.  Ans,  35100a 

2.  Given  that  the  attraction  between  two  small  spheres,  each  having  a  mass  of  i 
gram,  when  placed  with  their  centres  at  a  distance  of  i  cm.,  is  6.66  x  lo'^  d3mes, 
and  that  the  value  of  g  at  the  surface  of  the  earth  is  980  cm./sec.2.  Find  the 
weight  of  a  small  leaden  sphere  of  mass  10  grams  when  placed  vertically  over 
the  centre  of  a  sphere  of  mass  100  kilos,  the  distance  between  the  centres  being 
10  cm.  Ans.  (9800  +  6. 66  x  10  ■  *)  dynes. 

8.  Find  the  centre  of  gravity  of  three  equal  masses  placed  at  the  comers  of  a  given 
triangle. 

Ans,  A  third  of  the  way  up  the  line  joining  mid* point  of  base  to  the  vertex. 

4.  Find  the  centre  of  gravity  of  a  triangular  lamina. 

Ans,  As  in  previous  question. 

5.  A  square,  of  side  a,  cut  out  of  thin  metal  has  one  of  the  triangles  formed  by  the 
intersection  of  the  diagonals  cut  out.    Find  the  centre  of  gravity  of  the  remainder. 

Ans,  At  a  distance  of  a/9  from  the  centre  of  square. 

6.  Find  an  expression  for  the  time  of  oscillation  of  a  simple  pendulum.  Point  out 
any  assumptions  or  approximation  you  make,  and  show  how  these  limit  the 
applications  of  the  formula  you  obtain. 

7.  How  can  it  l)e  shown  that  the  weight  of  a  body  is  proportional  to  its  mass  ? 

8.  The  n:.ass  of  the  bob  of  a  ballistic  pendulum  is  5  kilos,  and  when  struck  by  a 
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bullet,  of  which  the  mass  is  120  grams,  the  pendulum  is  driven  back  so  that  its 
bob  is  raised  through  1.5  cm.    Find  the  speed  of  the  bullet 

Ans.  2313.4  cnL/sec. 
9.  A  simple  pendulum,  of  length  60  cm.,  the  bob  of  which  has  a  mass  of  490  grams, 
is  pulled  aside  by  means  of  a  horizontal  thread  attached  50  cm.  below  the  point  of 
support,  so  that  the  bob  is  pulled  aside  through  a  horizontal  distance  of  3  «y  Ti  cm. 
Find  the  tension  in  the  horizontal  thread,  and  also  that  in  the  various  portions  of 
the  thread  supporting  the  bob. 

Afts.  SoJ~Ti  grams  weight ;  500  grams  weight ;  490  grams  weight. 
10.  A  certain  pendulum,  when  allowed  to  oscillate  at  a  station  A,  makes  looo  vibra- 
tions in  8  min.  10  sec  ;  while,  when  removed  to  B,  it  makes  looo  vibrations  in 
8  min.  20  sec    Find  the  ratio  of  the  accelerations  of  gravity  at  A  and  6. 

Ans.  1.0412. 


CHAPTERS  XV  and  XVI 

1.  What  is  the  fundamental  difference  between  a  solid  and  a  liquid  ?  Paraffin  wax  is 
said  to  be  a  soft  solid,  sealing  wax  a  viscous  fluid ;  in  what  does  the  distinction 
between  the  two  consist?    Prelim.  Sci.  1889. 

2.  What  do  you  understand  by  the  terms  stress,  strain,  and  coefficient  of  elasticity  ? 
How  would  you  measure  the  coefficient  of  elasticity  of  a  gas  kept  at  constant 
temperature  ? 

3.  Mercury  is  poured  into  a  tube  closed  at  one  end  until  it  reaches  a  point  2.5  cm. 
from  the  open  end.  The  tube  is  then  inverted  and  placed  in  a  vertical  position 
with  the  lower  end  in  a  trough  of  mercury.  It  is  then  found  that  the  air  iUls  38 
cm.  of  the  tube,  while  a  column  of  mercury  70  cm.  long  is  sustained  below  it 
Find  the  height  of  the  barometer.  Afts.  74.9  cm. 

4.  You  are  given  200  c.  c  of  air  at  a  pressure  due  to  760  mm.  of  mercury.  On  in- 
creasing the  pressure  by  that  due  to  i  mm.  of  mercury  without  change  of  tempera- 
ture the  volume  is  observed  to  decrease  by  .263  c.  c  Find  the  coefficient  of  volume 
elasticity  of  the  gas.     (Density  of  mercury  1 3. 6.)  Ans.  loi^yxx 

5.  How  has  the  relation  between  the  volume  and  pressure  at  constant  temperature 
from  different  gases  been  determined  accurately?  Give  a  brief  account  of  the 
results.  A  narrow  tube  with  uniform  bore  is  closed  at  one  end,  and  near  the  other 
end  is  a  thread  of  mercury  of  known  length.  The  tube  is  held  vertical  with  the 
closed  end  ( i)  up,  (2)  down.  Show  how  the  barometric  height  may  be  determined 
from  the  positions  of  the  thread,  assuming  that  Boyle*s  law  holds.     B.Sc.  1896. 

6.  The  volume  of  the  barrel  of  an  air-pump  is  200  c  c,  and  the  volume  of  the  re- 
ceiver 2  litres.  What  fraction  of  the  original  pressure  will  be  the  pressure  in  the 
receiver  after  two  strokes?  Ans,  100/121. 

7.  Describe  the  experiments  you  would  make  to  prove  that  for  a  gas  at  constant 
temperature  pv  is  constant,  /  being  the  pressure  and  v  the  volume  of  the  gas.  In 
a  certain  gas /z/  is  observed  to  decrease  slightly  as  the  pressure  rises.  Show  that 
the  resistance  to  compression  is  less  than  it  would  be  if  Boyle's  law  held.  S.  and 
A.  D.  (A.)  1897. 

8.  What  is  meant  by  the  diffusion  of  a  gas?    Describe  an  experiment  to  show  that  a 
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light  gas  difiuses  through  a  given  membrane  more  rapidly  than  a  heavier  one. 
Prelim.  ScL  1889. 
9  A  small  sphere  of  mass  one  milligram  travels  backwards  and  forwards  between 
two  parallel  planes  witli  a  constant  speed  of  1000  cm./sec.  If  the  distance  be- 
tween the  planes  is  5  cm.,  fmd  the  force  which  must  be  applied  to  the  planes  to 
keep  them  from  moving  under  the  influence  of  the  impacts.  Obtain  this  force 
(i)  supposing  the  diameter  of  the  sphere  to  be  negligible ;  and  (2)  when  the 
diameter  of  the  sphere  is  2  mm.  Arts,  200  dynes ;  208.3  <lynes. 

10.  Prove  Graham's  law  for  the  rate  of  effusion  of  a  gas. 


CHAPTER  XVII 

1.  Define  the  pressure  ai  a  point  in  a  fluid,  and  show  clearly  how  it  is  that  the  force 
on  the  horizontal  base  of  a  vessel  containing  liquid  does  not  depend  on  the  shape 
of  the  sides  of  the  vessel.     Int.  Sci.  1889. 

2  How  does  the  pressure  at  a  ]x>int  in  a  fluid  vary  with  the  depth  of  the  point  below 
the  surface  of  the  fluid  ?  A  bottle,  whose  volume  is  500  c  c.,  is  sunk  mouth  down- 
wards below  the  surface  of  a  pond.  How  far  must  it  be  sunk  for  100  c.  c.  of 
water  to  run  up  into  the  bottle  ?  The  height  of  the  barometer  at  the  surfiice  of 
the  pond  is  760  mm.     (Specific  gravity  of  mercury  13.6.)    Int.  ScL  1893. 

Ans.  258.5  cm. 

8.  How  may  the  elasticity  of  a  liquid  be  measured  ?  Compare  the  density  of  water 
at  the  sur&ce  and  at  the  bottom  of  a  lake  100  metres  deep,  given  that  the  com- 
pressibility is  1/22000  per  atmosphere  of  760  mm.  of  mercury,  and  that  the 
density  of  mercury  is  13.6.     B.Sc.  1894.  Ans,  0.99956. 

4.  Mercury  (density  13.6)  and  a  liquid  which  does  not  mix  with  water  are  placed  in 
the  limbs  of  a  U'^ube,  and  the  sur&ces  of  the  mercury  and  liquid  are  at  3  cm. 
and  28  cm.  respectively  above  their  common  surface.  Find  the  density  of  the 
liquid.  What  change,  if  any,  would  be  produced  if  the  U-^ube  were  wholly 
immersed  in  water  ?  ^lu.  1.457. 

The  mercury  sur&ce  would  stand  at  1 2. 8/ 12. 6  cm.  above  the  common  surfiice 
in  the  limb  containing  the  unknown  liquid. 

5.  The  weights  required  to  sink  a  Nicholson's  hydrometer  to  its  mark  in  water  is 
20  grams.  The  weights  required  when  a  certain  solid  is  placed  first  in  the  upper 
and  then  in  the  lower  pan  are  10  grams  and  14  grams  respectively.  Find  the 
volume  and  density  of  the  body.  Atu»  4  c  c,  2.5. 


CHAPTER   XVIII 

Show  how  to  calculate  the  height  to  which  a  liquid  can  rise  in  a  capillary  tube. 
Prove  that  the  excess  of  pressure  inside  a  soap-bubble  of  radius  R  is  given  by 

/  =  2gph^;  where  h  is  the  height  to  which  the  soap  solution,  of  density  p,  could 

rise  in  a  tube  of  radius  r.    Calculate  the  excess  of  pressure  numerically  for  a 
liquid  whose  density  is  that  of  water,  and  in  a  bubble  whose  diameter  is  equal  to 
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the  height  the  liquid  ascends  in  a  tube  a  quarter  of  a  millimetre  in  bore.    Be 
careiiil  to  state  the  pressure  completely.     B.Sc  1 891. 

Ans,  49  dynes  per  sq.  cm. 

2.  Find  an  expression  for  the  difference  between  the  pressure  inside  and  outside  a 
soap-bubble  whose  sur&ce  tension  is  7'  and  radius  r.  What  will  be  the  pressure 
in  a  spherical  cavity  within  a  mass  of  water  if  the  cavity  is  .001  cm.  in  radius,  and 
at  the  depth  of  10  cm.  below  the  surface  of  the  water ;  the  surface  tension  of 
water  is  78  c.g.s.  units.  The  pressure  of  the  air  on  the  sur&ce  of  the  water  is 
that  due  to  760  mm.  of  mercury.     B.Sc.  1895.     [Density  of  mercury  13.6.] 

Ans,  (156000+  1022700)  dynes  per  sq.  cm. 

8.  A  drop  of  water  is  placed  between  two  plane  pieces  of  glass,  which  are  pushed 
close  together  until  the  film  is  everywhere  x  cm.  thick,  and  A  sq.  cm.  in  area. 
Show  that  the  plates  are  urged  together  with  a  force  equal  to  27VI/x,  where  T'is 
the  .<nir&ce  tension  between  water  and  air.  The  angle  of  contact  between  glass 
and  water  is  to  be  assumed  to  be  zero.  B.Sc  1893.  [Outline  of  sohdion. — Con- 
sider a  small  portion  of  the  edge  of  the  film  of  length  dc  The  pull  due  to  sur&ces 
tension  at  right  angles  to  this  portion  of  the  edge  will  be  Tic  for  each  line  of 
contact  between  the  water  and  glass.  These  pulls  will  be  at  right  angles  to  the 
edge  and  parallel  to  the  glass  surfaces,  and  will  together  amount  to  2  7^dc.  If/ 
is  the  amount  by  which  the  pressure  inside  the  film  is  less  than  the  atmospheric 
pressure,  the  inward  directed  force  due  to  the  excess  of  the  external  pressure  over 
the  internal  pressure  along  a  leng^th  3c  of  the  edge  will  be  p  times  the  area  8c  x  x, 
that  is,  will  be  pxlQ,  Now  this  force  must  be  equal  to  the  outward  directed  force 
due  to  sur&ce  tension  acting  along  the  lines  of  contact  of  the  liquid  and  glass. 
Hence  27'«c=/jr«c 

or  /=    -. 

Hence,  since  the  area  of  the  film  in  contact  with  the  glass  is  A^  and  /  is  the 
amount  by  which  the  external  pressure  exceeds  the  internal,  the  force  tending  to 

press  the  glass  plates  together  is      pA  or ,  I 

4.  Explain  the  relation  between  the  sur&ce  tension  and  energy  per  unit  area  of  a 

liquid  film.     B.Sc.  1889. 
6.  What  is  meant  by  osmosis  ?    Write  a  short  account  of  the  relation  between  the 

osmotic  pressure  and  the  concentration,  drawing  attention  to  any  similarities 

which  have  been  observed  between  this  phenomenon  and  the  properties  of 

gases. 

CHAPTER   XIX 

1.  What  is  meant  by  an  isotropic  body  ? 

2.  Define  the  rigidity  of  an  elastic  solid,  and  show  how  to  measure  it  experimentally. 
B.Sc  1889. 

3.  A  wire,  of  length  250  cm.  and  radius  .  3  mm. ,  is  stretched  by  hanging  on  a  weight 
of  12  kilos,  and  the  elongation  produced  is  8  mm.  Calculate  the  value  of  Young's 
modulus  from  this  wire.  Ans.  1.30  x  10"  dynes  per  sq.  cm. 
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A  body,  of  which  the  moment  of  inertia  is  K^  is  suspended  by  a  wire  such  that 
the  restoring  couple  due  to  the  rigidity  of  the  wire  produced  when  the  body  is 
twisted  through  one  radian  is  u.  If  the  period  is  /,  And  the  kinetic  energy  of 
the  body  when  passing  through  its  position  of  rest,  when  it  is  vibrating  so  that  at 
its  point  of  maximum  elongation  it  is  twisted  through  an  angle  d  from  its  position 
of  rest  Also  find  an  expression  for  its  potential  energy  when  at  its  point  of 
maximum  elongation,  and  hence  deduce  an  expression  for  /  in  terms  of  A^  and  u. 

Ans,  See  §  427. 
[In  this  problem  uB  represents  the  restoring  couple  for  a  displacement  ^,  while 
in  the  case  of  the  magnet  the  couple  is  AfH,B,'] 


BOOK    II 
CHAPTER    I 

1.  Describe  the  principal  errors  of  the  mercurial  thermometer,  and  the  means  used  to 
reduce  them.     S.  &  A.  D.  (A.)  1897. 

2.  A  glass  bulb  with  a  uniform  fine  stem  weighs  10  grams  when  empty,  "7-3  grams 
when  the  bulb  only  is  full  of  mercury,  and  1 19. 7  grams  when  a  length  of  10.4 
cms.  of  the  stem  is  also  filled  with  mercury.  Calculate  the  relative  coefficient  of 
expansion  for  temperature  of  a  liquid  which,  when  placed  in  the  same  bulb, 
expands  through  the  length  from  ia4  to  12.9  cm.  of  the  stem  when  warmed  from 
o'  C  to  28°  C.     The  density  of  mercury  is  13.6  grams  per  cc     InL  Sd.  1889. 

Ans.  0.CO0188. 
8.  A  glass  bulb  of  20  c.  c  capacity  at  o**  C,  containing  dry  hydrogen  at  the  atmos- 
pheric pressure  of  760  mm.  of  mercury,  is  heated  to  100°  C.  at  constant  pressure. 
Find  the  volume  of  th^  gas  expelled,  measured  at  o**  C.  and  760  mm. ,  if  the  co- 
efficient of  expansion  of  hydrogen  is  1/273,. and  ^^^  °^  g**ss  1/40,000  per  i'  C. 
S.  &  A.  D.  (A.)  1900.  Ans.  5.32  c.  c. 

4.  Explain  carefully  how  the  definition  of  a  degree  centigrade  is  connected  with  that 
of  the  standard  atmosphere.  What  would  be  the  change  in  the  value  of  a  degree 
if  the  standard  atmosphere  were  defined  as  one  megadyne  per  square  centimetre  ? 
[Specific  gravity  of  mercury  at  o"  C.  13.596.  Value  oi  g=  980.60  cg.s,  units. 
Change  of  boiling-point  per  millimetre  increase  for  pressure  0.0366''  C]  S.  &  A.  ' 
D.  (A.)  1899.  Ans,  The  degree  would  be  0.00364"  C.  less. 

5.  Give  an  account  of  an  accurate  method  of  determining  the  coefficient  of  linear 
expansion  of  a  solid.     S.  &  A.  D.  (A.)  1897. 

6.  Discuss  the  effects  of  varying  temperature  on  the  rate  of  a  clock  or  watch. 
Explain  how  chronometers  are  constructed  so  as  to  keep  accurate  time  in  spite  of 
change  of  temperature.     Int.  Sci.  1892. 

7.  Describe  a  form  of  air  thermometer,  and  explain  what  measurements  you  would 
make  to  determine  by  it  the  temperature  of  a  vessel  of  hot  water.  Give  a  brief 
account  of  the  corrections  to  be  applied.  Why  is  it  better  to  define  equal  degrees 
of  temperature  by  the  air  thermometer  than  by  the  mercury  in  glass  thermometer? 
B.Sc.  1894. 
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8.  Explain  how  to  make  a  weight  thermometer.  If  the  coefBcient  of  rel&tive  ex- 
pansion of  mercury  in  glass  be  t^tt,  what  mass  of  mercury  will  overflow  firom  a 
weight  thermometer  which  contains  400  grams  of  mercury  at  o*"  C  when  its 
temperature  is  raised  to  lOO**  C.  ?    S.  &  A.  D.  (A.)  1S96.  Ans.  6.15  ^rams. 

9.  If  the  coefficients  of  cubical  expansion  of  glass  and  mercury  are  0.000035  ^^^^ 
0.00018  respectively,  what  fraction  of  the  whole  volume  of  a  glass  vessel  should 
be  filled  with  mercury  in  order  that  the  volume  of  the  empty  part  should  remaui 
constant  when  the  glass  and  mercury  are  heated  to  the  same  temperature? 
S.  &  A.  D.  (A.)  1892.  Arts.  arjg. 

10.  How  may  the  absolute  expansion  of  any  non-volatile  liquid  be  directly  deter- 
mined 7  Explain  why  the  balancing  of  a  hot  against  a  cold  column  eliminates  the 
expansion  of  the  vessel.  If  the  cold  column  at  4**  C.  were  60  cms,  high,  and  the 
hot  column  at  95°  C.  were  i  cm.  higher,  what  would  be  the  absolute  coefEdent  of 
cubical  expansion  of  the  liquid?    S.  &  A.  D.  (A.)  1891.  Ans,  0.000061. 

11.  Describe  an  experiment  which  proves  that  the  density  of  water  is  greatest  at  about 

CHAPTER   II 

1.  In  measuring  the  specific  heat  of  a  substance  by  the  method  of  mixture  the  rise  in 
temperature  of  the  water  in  the  calorimeter  has  to  be  determined.  Show  how  the 
observations  are  corrected  for  the  loss  of  heat  by  radiation  during  the  time  the 
temperature  is  arising.     S.  &  A.  D.  (A)  1897. 

2.  When  120  grams  of  a  given  liquid  enclosed  in  a  copper  vessel  whose  mass  is  20 
grams  are  heated  to  a  loo**  and  immersed  in  300  grams  of  water  at  13"  contained 
in  a  copper  calorimeter  whose  mass  is  80  grams,  the  temperature  rises  to  27".5  C. 
Assuming  the  specific  heat  of  copper  to  be  0.1,  find  that  of  the  liquid.  &  &  A.  D. 
(A)  1895.  Ans.  a497. 

3.  A  mass  of  200  grams  of  copper,  whose  specific  heat  is  .095,  is  heated  to  100"  C,  and 
placed  in  100  grams  of  alcohol  at  8°  C.  contained  in  a  copper  calorimeter,  whose 
mass  is  25  grams,  and  the  temperature  rises  to  28*^.5  C.  Find  the  specific  heat  of 
alcohol.    Int.  Sci.  1889.  Ans.  o,6y^ 

4.  Describe  carefully  the  experiments  you  would  make  in  order  to  show  that  the  heat 
given  out  by  a  mass  of  water  in  cooling  from  100°  C  to  50*  C.  is  approximately 
the  same  as  that  needed  to  raise  the  mass  from  o**  C.  to  50*  C.    S.  &  A.  D.  (A.) 

1899. 

5.  Write  a  short  essay  on  the  specific  heat  of  the  diamond.    S.  &  A.  D.  (A.)  1892. 

6.  Describe  carefully  how  to  conduct  a  series  of  experiments  to  determine  the 
specific  heat  of  a  gas  at  constant  pressure,  giving  particular  attention  to  the  pre- 
cautions and  corrections  required.     B.Sc  (H.)  1892. 

7.  What  is  the  relation  between  the  specific  heat  of  a  compound  and  that  of  its  con- 
stituents? What  is  meant  by  the  phrase  "atomic  heat"?  S.  &  A.  D.  (A.) 
1900. 

CHAPTER    III 

1.  Twenty-five  grams^of  water  at  15"  C.  are  put  into  the  tube  of  a  Bunsen  ice  calori- 
meter, and  it  is  observed  that  the  mercury  moves  through  29  centimetres.     Fifteen 
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grams  of  a  metal  at  100"  C  are  then  placed  in  the  water  and  the  mercury  moves 
through  12  centimetres.  Find  the  specific  heat  of  the  metal.  S.  &  A.  D.  (A.) 
1893.  Am,  .1034. 

2.  Define  latent  heat.  How  much  ice  at  o"  C.  would  a  kilogram  of  steam  at  100*  C. 
melt  if  the  resulting  water  was  at  o"  ?    S.  &  A.  D.  (A.)  1894.      Ans,  7.95  kilos. 

3.  Describe  and  explain  the  method  of  using  Joly*s  steam  calorimeter.    S.  &  A.  D.  (H.) 

1895. 

4.  Explain  the  adhesion  of  two  pieces  of  melting  ice  when  pressed  together  and  let 
go.  Why  is  it  not  readily  possible  to  make  snowballs  during  firost  ?  S.  &  A.  D.  (A.) 
1890. 

5.  Describe  fully  how  to  measure  the  heat  of  vaporisation  of  a  liquid.  Explain  the 
precautions  that  should  be  taken,  and  what  corrections  should  be  applied,  in  order 
to  obtain  an  accurate  result.     B.Sc.  1899. 

6  Water  contained  in  a  closed  calorimeter  is  heated  and  the  heat  supplied  is  measured. 
The  vapour  formed  is  removed  at  such  a  rate  that  the  temperature  of  the  liquid 
remains  constant.  Hence  show  how  to  find  the  latent  heat  of  evaporation  of  the 
liquid.     S.  &  A.  D.  (A.)  1898. 

7.  What  is  meant  by  the  vapour  pressure  of  a  liquid  at  any  temperature  ?  A  and  B 
are  two  barometers.  A  has  a  little  air  above  the  mercury,  while  B  has  a  little  air 
and  a  drop  of  water.  The  readings  of  the  two  barometers  happen  to  be  equal  at 
the  temperature  of  the  room.  Will  they  still  be  equal  when  the  temperature  is 
raised  or  lowered,  and  if  not,  which  will  give  the  higher  reading?    Int.  Sd.  1893. 

Ans.  When  the  temperature  is  raised  A  will  give  the  higher  reading. 

8.  Describe  Regnault's  method  of  measuring  the  vapour  pressure  of  water  at  tempera- 
tures higher  than  the  boiling-point  of  water  ui^der  atmospheric  pressure.      B.Sc. 

1893. 

9.  Distinguish  carefiilly  between  a  gas  and  a  vapour.  A  mass  of  air  is  saturated  with 
water  vapour  at  a  temperature  of  loo*"  C. ;  on  raising  the  temperature  of  the  whole 
to  200**  C.  without  change  of  volume,  the  pressure  is  found  to  be  two  atmospheres. 
Find  the  pressure  at  o**  C.  of  this  volume  of  the  dry  air  alone.    Int.  Sci.  (H.)  1889. 

Ans,  0.422  atmospheres.  Between  lOO*"  and  200*  the  vapour  is  unsaturated,  and 
hence  the  mixture  of  air  and  vapour  obeys  Charles's  law.  Thus,  since  the  pressure 
of  the  mixture  at  200**  C.  is  two  atmospheres,  the  pressure  at  lOO**  C.  is  equal  to 
2. Iff  or  iff  atmospheres.  Since  at  100°  the  vapour  is  saturated  and  that  the 
vapour  pressure  of  water  at  lOO*"  C.  is  one  atmosphere,  the  pressure  due  to  the 
air  alone  at  100"  is  {f}  -  i  or  |f }.  If  the  pressure  at  lOO**  of  a  certain  mass  of  dry 
air  is  ff|,  then  the  pressure  at  0°,  the  volume  being  kept  constant,  will  be  |f|  x  |f  f , 
or  a422  atmospheres. 

10.  Define  the  dew  point,  and  explain  how  to  find  the  mass  of  aqueous  vapour  present 
in  a  given  volume  of  air.     S.  &  A.  D.  (A.)  1893. 

11.  State  Dalton's  law  as  to  the  pressure  of  a  mixture  of  gases  or  vapours.  By  what 
experiments  would  you  verify  it  for  air  and  water  vapour  at  a  temperature  of  about 
50"  C.     B.Sc.  1889. 

12.  Describe  an  experiment  to  show  that  water  can  be  firozen  by  its  own  evaporation. 
Under  what  circumstances  may  the  freezing-point  of  water  and  its  boiling-point 
coincide  ?  Discuss  the  consequences  of  such  an  arrangement.  S.  &  A.  D.  (A.) 
189^ 
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18.  Describe  the  process  of  freezing  a  lO  per  cent,  solution  of  common  salt  Give  a. 
diagram  explaining  the  changes  of  strength  of  solution  in  relation  to  temperature 
as  solidification  proceeds.     S.  &  A.  D.  (A.)  189a 

14.  What  do  you  understand  by  an  isothermal  curve  ?  Indicate  the  form  of  the  curve 
(a)  for  a  gas,  {b)  for  a  vapour,  which  becomes  saturated  as  the  pressure  rises. 
S.  &  A.  D.  (A.)  1889. 

15.  A  body  expands  on  solidifying.  Draw  and  explain  the  isothermal  curve  for  a 
temperature  at  which  the  body  can  exist  (under  proper  conditions  of  pressure)  in 
the  solid,  liquid,  and  gaseous  states.    S.  &  A.  D.  (A. )  1894. 

16.  Write  a  short  essay  on  the  form  of  the  isothermal  of  a  body  between  the  points 
which  represent  the  beginning  and  the  end  of  vaporisation.     S.  &  A.  D.  (A.)  189a 

17.  Give  a  description  of  the  methods  employed  in  liquefying  air  or  some  other  of  the 
more  permanent  gases.     S.  &  A.  D.  (A.)  1895. 

18.  Define  the  critical  temperature,  pressure,  and  volume  of  a  vapour,  and  give  some 
account  of  the  behaviour  of  a  substance  near  its  critical  point.    S.  &  A.  D.  (A.)  1899. 


CHAPTER   IV 

1.  Describe  the  various  means  by  which  heat  can  be  transmitted  from  one  place  to 
another,  giving  examples  of  each  method.     Int  ScL  1893. 

2.  How  can  the  conductivity  of  a  substance  for  heat  be  ascertained  from  experi- 
ments on  the  steady  curve  of  temperature  down  a  long  uniform  bar?  Describe 
the  method  and  mode  of  arri\4ng  at  the  result,  illustrating  with  diagrams.  Int 
Sci.  (H.)  1892. 

8.  A  steady  stream  of  water  flowing  at  the  rate  of  500  grams  per  minute  through  a 
glass  tube  30  cm.  long,  i  cm.  in  external  diameter,  and  8  mm.  in  bore,  the  outside 
of  which  is  surrounded  by  steam  at  a  pressure  of  760  mm. ,  is  raised  in  tempera- 
ture from  20°  to  30"*  C.  as  it  passes  through  the  tube.  Find  approximately  the 
thermal  conductivity  of  the  glass  in  calories  per  square  centimetre  per  second  for 
a  temperature  gradient  of  i'  C.  per  centimetre.     S.  &  A.  D.  (A.)  190a 

Ans.  aooi3i. 
[Take  as  the  area  of  the  slab  through  which  the  heat  is  transmitted  the  area  of 
a  cylinder  of  9  mm.  in  diameter,  also  take  the  mean  temperature  of  the  water  as 
the  temperature  on  the  cold  side  of  the  slab.] 

4.  Give  an  experiment  which  shows  that  metals  are  good  conductors  and  that  wood 
is  a  bad  conductor  of  heat  How  many  gram-degrees  of  heat  will  be  conducted 
in  an  hour  through  each  square  centimetre  of  an  iron  plate  3  cm.  thick,  its  two 
sides  being  kept  at  the  respective  temperatures  of  50'  C.  and  200*  C,  the  mean 
specific  thermal  conductivity  of  iron  between  these  temperatures  being  a  12? 
S.  &  A.  D.  (A.)  1896.  Ans,  21600  calories. 

0.  Explain  how  to  measure  the  coefficient  of  conductivity  for  heat  of  a  badly  con- 
ducting substance,  such  as  rock  or  sand.     B.Sc.  1889. 

6.  Define  conductivity  of  heat,  and  show  how  the  fundamental  units  of  length,  mass, 
and  time  enter  into  its  numerical  specification.  Taking  the  conductivity  of  iron 
as  .17  in  cg.s.  units,  what  difference  of  temperature  would  exist  between  the 
surfiices  of  an  iron  wall  3  cm.  thick,  through  every  square  metre  of  which  heat  is 
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streaming  from  a  furnace  on  one  side  into  boiling  water  on  the  other  at  the  rate  of 
30,000  c.g.s.  units  per  minute?    Int  Sci.  1 891.  Ans,  See  §  265  ;  0^.882. 

7.  Describe  some  method  of  determining  the  thermal  conductivity  of  a  liquid, 
indicating  the  chief  difficulties  which  have  to  be  overcome.     S.  &  A.  D.  (A.)  1899. 

8.  Describe  and  explain  the  spheroidal  state  of  a  liquid.    S.  &  A.  D.  (A.)  1895. 

9.  Describe  how  the  conductivity  of  a  gs^  is  measured. 


CHAPTER   V 

1.  Write  a  short  essay  on  the  relations  between  the  absorptive  and  emissive  powers 
of  the  same  body  for  different  kinds  of  radiation.    S.  &  A.  D.  (A.)  1897. 

2.  What  experiments  would  you  perform  to  show  that  a  blackened  sur&ce  absorbs 
heat  well  and  radiates  it  freely,  while  a  polished  surface  absorbs  badly  and  radiates 
badly.    Prelim.  Sci.  1889. 

3.  Describe  experiments  by  which  the  laws  of  cooling  may  be  found,  and  give  an 
account  of  the  results  obtained.    B.Sc  1889. 

4.  State  Prevost's  theory  of  exchanges,  and  show  how  it  follows  from  the  theory  that 
the  radiating  and  absorbing  powers  of  a  sur&ce  at  a  given  temperature  are  the 
same.    S.  &  A.  D.  (A.)  1894. 

5.  Explain  how,  by  the  measurement  of  the  rate  of  cooling,  the  specific  heat  of  a 
liquid  can  be  determined.  A  copper  calorimeter  weighing  15  grams  is  filled  first 
with  water,  then  with  a  liquid,  and  the  times  taken  in  the  two  cases  to  cool  from 
65*  to  60°  are  170  seconds  and  150  seconds  respectively.  The  weight  of  the  water 
is  II  gmms  and  that  of  the  liquid  13  grams,  calculate  the  specific  heat  of  the 
liquid.    Specific  heat  of  copper  a  I.  Ans,  0.733. 


CHAPTER  VI 

1.  Give  an  outline  of  the  arguments  which  lead  to  the  conclusion  that  heat  is  a  mode 
of  motion.     S.  &  A.  D.  (A.)  1898. 

2.  State  and  comment  on  the  First  L^yc  of  Thermo-dynamics.  What  connection  has 
it  with  the  law  of  the  Conservation  of  Enei^  ?  From  what  height  must  a  lump  of 
ice  at  o''  C.  &11  in  order  to  melt  itself,  supposing  it  possible  to  concentrate  all  the 
energy  of  the  fall  in  the  lump?    B.Sc  1891.  Am.  34204  metres. 

8.  In  one  form  of  apparatus  for  finding  the  mechanical  equivalent  of  heat  a  hollow 
cone  is  made  to  rotate  about  a  vertical  axis.  A  second  hollow  cone  filled  with 
water  fits  inside  this,  and  is  kept  from  rotating  by  a  known  couple  about  the  axis. 
Show  how  to  calculate  the  work  done  against  the  friction  between  the  cones. 
Int.  Sci.  (H.)  1889. 

4.  What  do  you  understand  by  the  mechanical  equivalent  of  heat?  Taking  the 
mechanical  equivalent  as  r400  foot-pounds  per  degree  centigrade,  determine  the 
heat  produced  in  stopping  by  friction  a  fly-wheel  112  lbs.  in  mass,  and  2  ft.  in 
radius,  rotating  at  the  rate  of  i  turn  per  second,  assuming  the  whole  mass  concen- 
trated  in  the  rim.     S.  &  A.  D.  (A.)  1894. 

Ans,  Enough  to  heat  0.198  lbs.  of  water  1"  C. 
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5.  Explain  carefully  the  observations  necessary  to  determine  the  mechanical  equiva- 
lent  of  heat  by  Joule's  method,  and  show  how  the  value  of  J  is  to  be  found  from 
the  observations.     S.  &  A.  D.  (H.)  1897. 

6.  A  cannon  ball,  the  mass  of  which  is  100  kil(^jams,  is  projected  with  a  velocity  of 
500  metres  per  second.  Find  in  cg.s.  units  the  amount  of  heat  which  would  be 
produced  if  the  ball  were  suddenly  stopped.     S.  &  A.  D.  (A.)  1898. 

Ans»  2.984  X  lO*  calories. 

7.  If  an  engine  working  at  622.4  horse- power  keeps  a  train  at  constant  speed  on  the 
level  for  5  minutes,  how  much  heat  is  produced,  assuming  that  all  the  missing 
energy  is  converted  into  heat?  Take  the  mechanical  equivalent =778 ;  one  horse- 
power =s  33,000  foot-pounds  per  minute.     S.  &  A.  D.  (A.).  1897. 

Ans.  Enough  to  heat  132,000  lbs.  of  water  through  i**  F. 

8.  Explain  why  the  specific  heat  of  a  gas  at  constant  pressure  is  greater  than  the 
specific  heat  at  constant  volume.     S.  &  A.  D.  (A.)  1894. 

9.  Show  how  to  calculate  the  mechanical  equivalents  of  heat  from  a  knowledge  of  the 
specific  heats  of  air  at  constant  pressure  and  volume  respectively,  explaining  care- 
fully any  assumptions  made  in  the  process.    RSc.  1889. 

10.  Describe  and  give  a  general  explanation  of  the  thermal  effects  of  compressing 
suddenly  (i )  a  gas,  (2)  water  at  a  temperature  between  o*  and  4**  C  S.  &  A.  D.  (A.) 
189& 

11.  Explain  the  principle  of  the  continuous  process  now  generally  adopted  in  the 
lique&ction  of  air.  Why  does  not  the  same  method  succeed  in  the  case  of 
hydrogen  without  preliminary  cooling  to  a  very  low  temperature  ?  S.  &  A.  D. 
(A.)  1900. 

12.  Describe  a  method  by  which  the  ratio  of  the  specific  heats  at  constant  pressure 
and  constant  volume  has  been  measured  for  air. 

18.  A  quantity  of  ordinary  damp  air  under  pressure  is  suddenly  allowed  to  expand. 

Describe  what  happens,  and  show  what  has  become  of  the  energy  of  the  compressed 

air.     Int.  Sd.  1891. 
li.  What  is  the  thermal  evidence  that  the  attraction  between  the  molecules  of  the 

ordinary  gases  under  standard  conditions  is  small?    S.  &  A.  D.  (A.)  1897. 

15.  Prove  that  the  product  of  the  density  of  a  gas  into  the  difference  between  its 
specific  heats  at  constant  pressure  and  at  constant  volume  is  the  same  for  all  per- 
fect gases.     S.  &  A.  D.  (A.)  1895. 

16.  The  latent  heat  of  steam  at  loo**  C.  is  536.  If  a  kilogram  of  water,  when  con- 
verted into  saturated  steam  at  atmospheric  pressure,  occupies  1. 65 1  cubic  metres, 
calculate  the  amount  of  heat  spent  in  internal  work  during  the  conversion  of  water 
at  100*  C.  into  steam  at  the  same  temperature.     S.  &  A.  D.  (A.)  1893. 

Atts,  496.09  calories  per  gram« 

17.  Enunciate  the  second  law  of  thermo-dynamics.  A  heat  engine  working  between 
two  temperatures  could  theoretically  convert  one-sixth  of  the  heat  supplied  into 
useful  work,  but  if  the  lower  temperature  were  reduced  by  65'  C,  the  theoretical 
efficiency  would  be  doubled.     Find  the  temperatures,     S.  i^  A.  D.  (A.)  1897. 

Ans.  117' C  and  52"  C 

18.  Assuming  the  properties  of  an  engine  working  in  a  simple  reversible  cycle,  explain 
the  construction  of  the  scale  of  absolute  temperature.     S.  &  A.  D.  (A.)  1900. 

19.  A  heat  engine  works  between  the  temperatures  127*  and  52*  C     It  is  found  that 
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only  i  of  the  largest  amount  of  heat  that  could  possibly  be  utilised  is  actually  con- 
verted into  useful  work.  What  fraction  of  the  total  amount  of  heat  supplied  is 
usefully  employed  ?    S.  &  A.  D.  (A.)  1895.  Ans.  ^, 

20.  Give  the  thermo-dynamic  reasoning  from  which  it  follows  that  the  freezing-point  of 
ice  is  lowered  by  pressure.     B.Sc.  (H.)  1889. 

21.  Show  that  the  efficiency  of  all  reversible  thermal  engines  is  the  same.  What 
proportion  of  heat  energy  could  be  transformed  into  mechanical  work  by  a 
reversible  thermal  engine  working  between  o"  and  100"  C?    B.Sc.  1893. 

Atis.  100/373. 

22.  Explain  clearly  what  is  meant  by  the  reverse  action  of  a  heat  engine,  and  describe 
fully  the  various  actions  that  would  occur  if  an  ordinary  steam  engine  were  to  be, 
in  this  sense,  reversed.  Define  the  efficiency  of  an  engine,  and  show  that  for  a 
reversible  engine  the  efficiency  is  a  maximum.     B.Sc.  1891. 


BOOK  III 

CHAPTER   I 

1  Define  wave-length  frequency,  wave-velocity,  and  illustrate  by  reference  both  to 
longitudinal  and  transverse  waves.  Given  that,  if  v  is  the  velocity  of  a  water 
wave,  and  X  is  the  wave-length,  t/^=^\/2T,  calculate  the  velocity  and  frequency 
of  a  wave  when  the  distance  from  one  crest  to  the  next  is  observed  to  be  55  ft. 

Ans.  16.74  ft, /sec. ;  0.304. 

2.  What  is  meant  by  the  interference  of  waves?  Explain  the  pattern  seen  (i)  by 
instantaneous,  (2)  by  steady  illumination  on  the  surface  of  a  liquid,  into  which  dip 
two  glass  styles  attached  to  the  vibrating  prong  of  a  tuning-fork. 

3.  Give  a  general  explanation  of  the  reflexion  of  waves.  It  is  noticed  that  when 
waves  in  water  are  running  in  obliquely  to  the  shore,  they  tend  to  become  more 
nearly  parallel  to  the  shore  as  they  advance  ;  explain  this. 

4.  Prove  that  according  to  Huyghen's  theory  of  wave  propagation  the  angles  of 
incidence  and  reflection  of  a  plane  wave  fix>nt  are  equal.     S.  &  A.  D.  (A.)  1893. 

6.  Show  that  two  trains  of  equal  simple  waves  moving  with  equal  velodries  in 
opposite  directions  produce  a  series  of  stationary  waves.  If  the  velocity  of  the 
waves  is  v  and  the  distance  between  the  nodes  is  /,  show  that  the  frequency  is 
v/2/. 

6.  Calculate  the  velocity  with  which  a  lateral  disturbance  runs  along  a  stretched 
string. 

7.  Give  an  outline  of  the  method  by  which  Newton's  expression  for  the  velocity  of 
propagation  of  a  wave  in  an  elastic  fluid  can  be  obtained.  If  the  velocity  with 
which  a  wave  travels  through  a  mass  of  water  is  1425  metres  per  second,  calcu- 
late the  amount  by  which  the  volume  of  a  cubic  metre  would  be  decreased  if  the 
pressure  acting  on  it  were  increased  by  one  megadyne  (lo*  dynes)  per  square 
centimetre.  Ans,  49.2  c.  c 
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CHAPTER   II 

1.  Define  the  term  coefficient  of  elasticity.  Show  that  the  coefficient  of  volume 
elasticity  of  a  gas  when  compressed,  subject  to  the  condition  that  there  is  no 
change  of  temperature,  is  equal  to  the  pressure.     S.  &  A.  D.  (A.)  1897. 

2.  Calculate  the  velocity  of  sound  at  o**  C.  having  given  the  following  data : — 
Height  of  barometer,  760  mm. ;  density  of  mercury,  13.6  grams  per  c.  cm. ;  ratio 
of  specific  heats,  1.4 1 ;  mass  of  I  litre  of  dry  air  at  o"  C,  1.29  grams ;  accelera- 
tion due  to  gravity,  981  cm.  per  sec     S.  &  A.  D.  (A.)  1894. 

Am.  333  metres  per  sec 

3.  Prove  that  the  velocity  of  sound  in  a  gas  at  given  temperature  is  independent  of 
its  state  of  compression  or  rarefaction.  Calculate  the  velocity  of  sound  in  hydrogen 
at  -  100''  C,  given  that  at  o*  and  75  cm.  of  mercury,  1 1.4  litres  weigh  I  graroi. 
Int  Sci.  (H.)  1892.  Ans.  1035.6  metres  per  sec 

4.  What  are  the  properties  which  determine  the  velocity  of  sound  in  a  solid,  a  liquid, 
or  a  gas  ?  Explain  why  Newton's  value  of  the  velocity  of  sound  in  air  differs 
from  the  true  value.  Calculate  the  Newtonian  velocity  of  sound  in  a  gas  whose 
density  at  standard  pressure  and  temperature  is  I  kilogram  per  cubic  metre.  What 
would  you  expect  the  true  velocity  to  be?    S.  &  A.  D,  (H.)  1891. 

Am,  319  m./sec  ;  378  m./sec. 

5.  Explain  how  it  is  that  the  velocity  of  sound  in  air  is  affected  by  the  temperature. 
A  cannon  is  fired  from  a  position  A  at  the  top  of  a  mountain,  and  observers  are 
stationed  at  two  points  B  and  C  equi-distant  from  A.  B  is  at  the  top  of  another 
mountain,  and  C  in  the  valley  between  the  twa  Assuming  the  temperature  of 
the  air  to  fall  as  we  ascend,  explain  which  of  the  observers  will  hear  the  cannoD 
first.     S.  &  A.  D.  (A.)  1898.  Am,  C  first. 

CHAPTER   III 

1.  Distinguish  between  the  intensity,  pitch,  and  quality  of  a  sound.  How  does  a 
noise  differ  from  a  musical  note  ?    Prelim.  Sci.  189a 

2.  Define  a  musical  interval,  and  explain  clearly  why  keyed  instruments  are  never 
tuned  to  the  correct  intervals  of  the  theoretical  scale.     B.Sc.  1889. 

3.  Explain  the  necessity  for  a  system  of  temperament  and  the  principles  on  which 
the  method  of  equal  temperament  is  based.     S.  &  A.  D.  (A.)  1894. 

4.  Taking  the  frequency  of  C  as  unity,  compare  the  frequencies  of  the  note  F  sharp 
on  the  equally  tempered  scale  and  that  of  a  semitone  above  F  on  the  natural  scale. 
S.  &  A,  D.  (A.)  1900.  Am,  1.414;  I.389. 

5.  If  the  middle  C  corresponds  to  256  vibrations  per  second,  how  many  beats  would 
be  heard  per  second  if  the  note  F  sharp  were  simultaneously  sounded  in  the 
natural  scale  and  in  the  scale  of  equal  temperament?    S.  &  A.  D.  (A.)  1893. 

Ans,  6.4. 

6.  Between  what  pair  of  notes  on  the  diatonic  scale  are  the  intervals  (i)  a  perfect 
fourth,  and  (2)  a  perfect  fifth?  To  what  intervals  do  the  sum  and  difference  of  a 
perfect  fourth  and  fifth  correspond  respectively?    S.  &  A.  D.  (A.)  1898. 

A»s,  C-F ;  C-G  ;  octave ;  major  tone. 
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7.  Show  that  in  a  piano  which  is  tuned  to  the  equally  tempered  scale  it  is  possible  to 
tune  all  the  notes  of  the  diatonic  scale  if  we  are  able  to  tune  the  two  intervals  of 
an  octave  and  fifth. 

CHAPTER   IV 

1.  A  note  of  high  pitch  is  being  sounded  in  front  of  a  vertical  wall,  and  at  a  distance 
of  a  few  feet  firom  it.  On  moving  a  sensitive  flame  about  between  the  source  of 
sound  and  the  wall  a  series  of  points  are  found  at  which  the  flame  is  not  affected. 
Explain  this,  and  show  how  to  determine  from  a  knowledge  of  their  position  the 
pitch  of  the  note.     Int.  Sci.  (H.)  1889. 

2.  Investigate  the  effect  on  the  pitch  of  a  sound  of  motion  (l)  of  the  source,  (2)  of 
the  receiver.  An  engine,  in  a  cutting  between  two  bridges,  is  whistling  when  its 
velocity  is  1/20  that  of  sound  in  air.  Compare  the  frequencies  of  the  echoes  firom 
the  two  bridges  to  an  observer  between  them.     B.Sc.  1896.  Ans,  1.1053. 

8.  A  locomotive  whistle  emitting  2000  waves  per  second  is  moving  towards  you  at 
the  rate  of  60  miles  an  hour,  on  a  day  when  the  thermometer  stands  at  15°  C. 
Calculate  the  apparent  pitch  of  the  whistle,  and  explain  precisely  why  it  is  not  the 
true  pitch  [velocity  of  sound  at  0*=  1093  ft. /sec.].     S.  &  A.  D.  (A.)  iS')!. 

Ans.  2157. 
4.  Describe  an  experiment  to  illustrate  the  interference  of  sound. 


CHAPTER  V 

1.  Four  strings  of  the  same  weight  and  material,  and  stretched  with  the  same  force, 
give  the  notes  of  the  common  chord.  Find  the  ratios  of  their  lengths  to  that  of 
the  shortest  of  them.     S.  &  A.  D.  (A.)  1899.  Ans,  I :  | :  {  :  2. 

2.  A  string  is  attached  to  a  weight  which,  when  the  length  of  the  string  is  altered,  is 
adjusted  so  as  to  be  always  equal  to  400  times  the  weight  of  the  string ;  show  that 
the  number  of  vibrations  per  second  is  inversely  as  the  square  root  of  the  length. 
Find  the  number  of  vibrations  for  a  length  of  2  feet  of  string.  S.  &  A.  D.  (A.) 
1894.  Ans.  40. 

8.  A  series  of  pulses  is  transmitted  along  a  string  which  is  fixed  at  one  end.  If  the 
pulses  follow  one  another  at  a  certain  rate,  the  string  vibrates  with  a  number  of 
points  of  no  motion.    Why  is  this?    S.  &  A.  D.  (A)  1897. 

4.  Explain  why  the  pitch  of  a  string  vibrating  transversely  depends  on  the  tension, 
while  that  of  a  string  vibrating  longitudinally  is  not  greatly  affected  by  changes  of 
tension.    S.  &  A  D.  (A)  1897, 

6.  Two  weights,  A  and  B,  are  attached  to  two  strings,  the  lengths  of  which  are  in 
the  proportion  of  9  to  10,  but  which  are  otherwise  similar.  When  the  weights 
are  exchanged,  the  number  of  beats  heard  when  the  two  strings  give  their  funda- 
mental notes  is  three  times  as  great  as  before.  Find  the  ratio  of  the  weights. 
S.  &  A.  D.  (A.)  1897.  Ans,  A/B=  5476/6084  or  \i\. 

6.  Describe  some  accurate  method  of  determining  the  frequency  of  the  note  emitted 
from  a  given  source.     Two  forks,  when  sounded  together,  give  4  beats  per  second. 

3M 
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One  is  in  unison  with  a  length  of  96  cm.  of  a  monochord  string  under  constant 
tension,  and  the  other  with  97  cm.  of  the  same  string.  Find  the  frequencies  of 
the  forks.     Int.  Sd.  (H.)  1893.  Ans,  388,  384. 

7.  Describe  the  principal  modes  of  vibration  possible  to  a  free  solid  bar,  1  metre  long, 
10  cm.  broad,  and  5  cm.  thick.  How  would  you  exhibit  them  ?  If  the  bar  were 
eight  times  as  heavy  as  its  own  volume  of  water,  and  if,  when  vibrating  longitudi- 
nally, its  lowest  note  was  three  octaves  above  middle  C  (256  vib.  per  sec),  what 
should  be  the  value  of  its  Young's  modulus  (or  longitudinal  elasticity)  ?  RSc 
1891.  Am,  13.42x10*1. 

8.  One  end  of  a  stretched  string  is  ^tened  to  one  of  the  prongs  of  a  vibrating  tuning 
fork;  compare  the  vibrations  excited  in  the  string  when  the  prong  is  moving 
parallel  to  the  string  with  those  excited  when  the  prong  is  moving  transversely. 
S.  &  A.  D.  (A.)  1900. 

9.  Describe  some  form  of  apparatus  for  showing  the  combination  of  two  rectilinear 
simple  harmonic  vibrations  taking  place  at  right  angles  to  each  other.  If  one 
vibration  be  the  octave  of  the  other,  trace  the  form  of  the  resultant  curve. 
B.Sc.  1889. 

10.  Give  a  general  explanation  of  the  nodal  lines  produced  on  a  square  plate  when  set 
in  vibration.     S.  &  A.  D.  (A.)  1893. 

11^  The  top  of  an  open  organ  pipe  is  suddenly  closed.  What  effect  is  produced  on 
the  pitch  and  character  of  the  note  ?  If  the  vibration  frequencies  of  the  partials 
next  above  the  fundamental  notes  in  the  two  cases  respectively  differ  by  256,  what 
was  the  pitch  of  the  open  pipe?    S.  &.  A.  D.  (A.)  1895.  ^^^*  512. 

12.  An  open  organ  pipe  produces  8  beats  per  second  when  sounded  with  a  tuning 
fork  of  256  vibrations  per  second,  the  fork  giving  the  lower  note.  How  much 
must  the  length  of  the  pipe  be  altered  to  bring  it  into  accord  with  the  fork  ?  Take 
the  velocity  of  sound  as  1 100  feet  per  second.    S.  &.  A.  D.  (A.)  1894. 

Ans.  Lengthened  a783  inch. 

18.  Explain  the  effect  of  changes  of  temperature  on  the  note  of  a  metallic  organ  pipe. 
Prove  that  if  a  solid  could  be  found  such  that  the  note  given  by  a  pipe  formed  of 
it  was  the  same  at  all  temperatures,  the  coefficient  of  cubical  expansion  of  the 
solid  would  be  about  one  and  a  half  times  greater  than  that  of  a  gas.  S.  &  A.  D. 
(A.)  1893. 

CHAPTERS  VI   AND  VII 

1.  Give  a  general  description  of  the  conditions  which  have  to  be  fulfilled  that  the 
vibrations  of  a  column  of  gas  may  be  maintained  by  a  periodic  supply  of  heat 

2.  Give  instances  of  free  and  forced  oscillations,  and  explain  the  principal  phenomena 
of  resonance.     S.  &  A.  D.  (A.)  1900. 

8.  Give  some  explanation  of  resonance.  One  tuning  fork  is  placed  near  a  resonator, 
which  responds  to  it.  A  second  similar  fork  is  placed  at  a  distance,  and  the  two 
are  bowed  equally.  What  difference  will  there  be  in  the  rate  at  which  the  vibra- 
tions  decay,  and  why  is  there  this  difference?    S.  &  A.  D.  (A.)  1893. 

4.  How  would  you  prove  experimentally  that  the  velocity  of  sound  in  hydrogen  gas 
was  about  four  times  as  great  as  in  air?    Prelim.  Sd.  1891. 
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5.  Describe  some  method  of  measuring  the  velocity  of  sound  in  a  rod  of  glass.  Int. 
Scl  1889. 

6.  Exjrfain  the  production  of  beats  by  the  interference  of  two  notes,  and  how  two 
notes,  themselves  inaudible,  may  produce  an  audible  note.     B.Sc.  1892. 

7.  What  is  meant  by  overtones  ?  What  is  their  importance  in  the  theory  of  concords  ? 
S.  &  A.  D.  (A.)  190a 

8.  Having  given  that  the  aibe  root  of  2  is  1.26,  find  how  many  beats  per  second 
there  would  be  between  the  two  notes  which  represent  the  major  third  above  the 
C  of  256  vibrations  per  second  (i)  on  the  natural,  (2)  on  the  equally  tempered 
scale.     S.  &  A.  D.  (A.)  1895.  -^"-f-  2.56. 

9.  Discuss  the  relations  between  the  frequencies  of  two  notes  which  cause  them  to  be 
discordant  when  sounded  simultaneously.     S.  &  A.  D.  (A.)  1894. 

10.  Explain  the  conditions  under  which  difference  and  summation  tones  are  produced. 
S.  &  A.  D.  (A.)  1898. 

11.  Define  a  vowel-sound.     Describe  the  apparatus  used  by  Helniholtz  to  imitate  the 
various  vowels.     S.  &  A.  D.  (A.)  1898. 

12.  Explain  why  the  qualities  of  the  notes  produced  by  open  and  closed  organ  pipes 
respectively  are  different.     S.  &  A.  D.  (A.)  1897. 

13.  Why  are  the  octave  and  the  twelfth  al>solutely  perfect  consonances?    Explain  why 
the  fifth  is  less  perfect  than  they  are.     S.  &  A.  D.  (A.)  1897. 

14.  What  is  a  compound  musical  tone  ?    Describe  a  method  of  determining  the  con- 
stituent notes  of  which  it  is  composed.     S.  &  A,  D.  (A.)  1897. 

16.  Write  a  short  essay  on  harmonics  and  their  effect  on  the  quality  of  sound. 


BOOK    IV 
CHAPTER   I 

Given  the  law  of  reflection,  prove  that  the  image  of  an  object  in  a  plane  mirror  is 
on  the  perpendicular  to  the  mirror  and  as  fer  behind  as  the  object  is  in  front. 
S.  &  A.  D.  (A)  1891. 

Describe  a  sextant,  and  explain  how  it  enables  one  to  measure  the  angle  sub- 
tended at  the  observer's  eye,  by  two  objects.     B.Sc.  1899. 

Two  mirrors  are  placed  parallel  to  one  another  at  opposite  ends  of  a  room.  Ex- 
plain, with  a  diagram,  the  formation  of  the  long  series  of  images  of  an  object 
between  them  seen  on  looking  into  either  mirror.  Prelim.  Sci.  1889. 
State  the  laws  of  reflection  of  light,  and  explain  with  the  aid  of  a  diagram  the 
formation  images  by  concave  mirrors.  An  object  is  placed  28  cm.  from  a  concave 
mirror  whose  focal  length  is  10  cm.,  find  where  the  image  is.  Is  it  real  or  virtual  ? 
And  what  is  its  size  if  the  object  be  4.2  mm.  broad  by  14  mm.  long?  Int.  Sci. 
1891.  Ans.  15.5  cm.  from  mirror  ;  real ;  2.3  mm.  broad,  7.7  mm.  long. 

Light  diverging  from  the  foais  of  a  hemispherical  reflector  is  reflected  from  the 
surface.  Give  a  diagram  explaining  the  graphic  construction  for  finding  the  true 
form  of  the  wave  front  after  reflection  at  the  moment  when  it  is  passing  through 
the  centre  of  the  sphere.    S.  &  A.  D.  (A.)  1890. 
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6.  Prove  that  when  light  &lls  directly  on  a  concave  spherical  mirror  of  radius  r,  from  a 
point  at  a  distance  u  from  the  mirror,  then  an  image  is  formed  at  a  distance  v  where 

-^+j  =  -*.     S.  &  A.  D.  (A.)  1892. 

7.  What  is  meant  by  a  caustic  curve  ?  A  luminous  point  is  moved  from  a  distance 
along  the  axis  of  a  concave  mirror  towards  the  mirror.  Indicate  the  position  of 
the  geometrical  focus,  and  the  form  of  the  caustic  for  various  positions  of  the  pcMnt. 
S.  &  A.  D.  (A.)  1897. 

CHAPTER    II 

1.  Draw  the  paths  of  a  number  of  rays  proceeding  from  any  one  point  of  a  horizontal 
object  under  water,  and  indicate  the  apparent  positions  of  three  distinct  points  of 
the  object  to  an  eye  above  the  water.    S.  &  A.  D.  (A.)  1 891. 

2.  Prove  that  when  light  from  a  small  source  is  directly  refracted  at  a  plane  sarfiu%. 
the  ratio  of  the  distances  of  the  image  and  the  object  from  the  sur£Eu:e  is  consUnt. 
S.  &  A.  D.  (A.)  1899. 

8.  Z'  is  a  luminous  point  in  air  and  Q  a  point  in  a  medium  whose  refractive  index  is 
|A ;  the  surface  separating  this  medium  from  the  air  being  plane.  Show  that  the 
path  taken  by  light  in  passing  from  Pio  Q  will  be  such  as  to  make  the  time  of 
passage  from  Pto  Qas  small  as  possible.     Int.  Sd.  (H.)  1893. 

4.  You  are  given  a  drawing-board,  paper,  and  drawing  materials,  also  some  pins  and 
a  rectangular  block  of  glass  with  polished  fitces.  How  would  you  proceed  to 
verify  the  law  of  refractioi  and  to  determine  the  refractive  index  of  the  glass  ? 
S.&A.D.  (A.)i89d. 

5.  Obtain  the  relation  between  the  critical  angle  and  the  refractive  index  of  a 
substance.  Calculate  the  lowest  refractive  index  for  the  glass  of  a  right-angled 
prism  used  as  a  reflector  to  turn  a  ray  of  light  through  90"  [sin.  45** =.707]. 

j4tts.  1.414. 

6.  Taking  the  refractive  index  from  air  to  glass  as  f ;  draw  an  accurate  picture  of 
the  path  of  a  ray  of  monochromatic  light,  which  falls  at  an  incidence  of  60"  on  the 
face  of  a  prism,  whose  vertical  angle  is  30'.     S.  &  A.  D.  (A.)  1894. 

7.  A  ray  of  light  is  refracted  through  a  prism  in  a  plane  perpendicular  to  its  edge. 
Prove  that  if  the  angle  of  incidence  is  constant,  the  deviation  increases  with 
the  angle  of  the  prism.  What  is  the  limiting  angle  of  the  prism,  such  that 
the  incident  ray  does  not  emerge  when  it  nif'ets  the  second  face  of  the  prism  ? 
S.  &  A.  D.  (A.)  1895. 

Ans,  The  best  way  of  solving  this  question  is  graphically  by  means  of  the 
construction  shown  in  Fig.  303.  Let  oab.  Figure  565,  represent  the  prism 
of  which  the  refractive  index  is  fju  With  centre  o  and  radii  unity  and  m 
respectively  describe  two  circles.  Let  Dco  be  the  incident  ray  cutting  the  inner 
circle  at  c.  From  c  draw  ce  perpendicular  to  Ao,  cutting  the  outer  circle  at  E. 
Join  EO  and  produce  to  r.  Then  or  is  the  refracted  ray  within  the  prism.  From 
R  draw  RGF  perpendiailar  to  OB,  cutting  the  inner  circle  at  G,  and  join  oo.  Then 
OCR'  is  the  direction  of  the  ray  when  it  leaves  the  prism.  Now  suppose  that  the 
face  AO  of  the  prism  is  kept  fixed  and  also  the  incident  ray  T>o,  while  the  angle  of 
the  prism,  aob,  is  increased.     Th<;  result  is  that  the  point  R  remains  fixed,  but 
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that  the  perpendicular  rgp  changes.  It  is  evident  that  as  the  angle  AOB  increases 
the  point  where  the  perpendicular  rgf  cuts  the  inner  circle  approaches  the  point 
H,  and  hence  the  deviated  ray  ap- 
proaches the  direction  or'',  that  is, 
the  deviation  increases.  Also  it  b 
evident  that  when  the  fiice  BO  reaches 
the  position  OR*,  which  is  such  that 
it  cuts  the  inner  circle  at  a  point 
H  so  that  RH  is  a  tangent,  the  de- 
viated ray  emerges  parallel  to  the 
surface  of  the  prism.  If  the  angle 
of  the  prism  is  increased  beyond 
this  the  ray  will  not  emerge,  but 
be  internally  reflected.  This  con- 
dition will  be  indicated  in  the  con- 
struction by  the  fiict  that  the  line 
drawn  through  R  perpendicular  to 
the  prism  &ce  no  longer  cuts  the 
inner  circle,  and  so  the  construction 
breaks  down. 

A  ray  of  homogeneous  light  is  in- 
cident at  an  angle  0  on  a  prism  of  angle  i  and  the  deviation  D  is  observed. 
Prove  that  ^,  the  angle  of  emergence,  may  be  found  from  the  formula  ^ = Z) + 1  -  0. 
S.  &  A.  D.  (A.)  1898. 


Fig.  565- 


CHAPTER   III 

1.  Light  from  a  small  luminous  object  traverses  a  convex  lens  directly,  and  after 
reflection  at  a  plane  mirror  again  passes  through  the  lens  and  forms  an  image 
coincident  with  the  object.  Show  that  the  image  formed  may  be  either  erect  or 
inverted,  and  trace  the  paths  of  the  rays  in  the  two  cases.     S.  &  A.  D.  (A.)  1899. 

2.  Show  that  the  least  distance  between  an  object  and  its  image  formed  by  a  convex  . 
lens  is  equal  to  four  times  the  focal  length  of  the  lens.     S.  &  A.  D.  (A.)  189a 

8.  A  pair  of  thin  lenses  of  focal  lengths  /'  and  /*'  are  mounted  coaxially  at  a  dis- 
tance b  apart.  Find  a  formula  for  the  equivalent  focal  *ength  F  of  the  combina- 
tion, assuming  that  b  is  less  than  the  focal  length  of  either  lens.  S.  &  A.  D.  (A.) 
189a 

4.  Give  an  account  of  how  the  eye  adapts  itself  to  vision  at  different  distances.  Draw 
a  section  of  the  eye,  labelling  its  principal  parts.    B.Sc.  1892. 

5.  State  the  laws  of  refraction  of  Ught,  and  how  to  find  the  apparent  position  of  an 
object  under  water  to  an  eye  outside.  A  small  object  is  enclosed  in  a  sphere  of 
solid  glass  of  7  cm.  radius.  It  is  situated  I  cm.  from  the  centre,  and  is  viewed 
from  the  side  to  which  it  is  nearest.  Where  will  it  appear  to  be  if  the  refractive 
index  of  the  glass  be  1.4?  (Small  angles  may  be  taken  as  proportional  to  their 
sines.)     Int.  Sc.  1891. 

Ans,  It  will  appear  H  cm.  nearer    ^^^  surfrice  than   it  really  is.      If  in 


Digitized  by 


Google 


9l8  Questions  and  Examples 

Figure  566  o  is  the  centre  of  the  sphere,  1*  the  object,  Q  the  image,  and  par 
a  ray  leaving  the  object  and  refracted  at  A ;  then  if  the  angle  ran  or  oaq  is 

called  o,  and  the  angle  oap  ^,  we  have  n  =  ~-^.     Now  the  area  of  the  triangle 

sin  p 

OAQ  is  equal  to  half  the  product  of  OA  into 

the    perpendicular  distance  of   Q  from   oa. 

Hence  the  area  of  the  triangle  oaq  is  \  oa. 

AQ  sin  OAQ.      In  the  same  way  the  area  of 

the  triangle  oaf  is  4  oa  .  ap  sin  oaf.     Now 

the  areas  of  the  triangles  oaq  and  OAP  are 

to  one  another  as  OQ  is  to  op,   since  they 

have  a  common  vertex  at  A,  i.e,  their  heights 

are  equal.     Hence 

area  of  OAQ  _  £Q  _.  AQ  sin  a  _        AQ^ 
area  of  AOP      qp       ap  sin  /5         '  ap' 

'^'  ^    '  But  if  A  is  taken  near  B— that  is,  if  we  deal 

with  a  sr.iall  pencil  of  rays  near  B— the  ratio  of  AQ  to  AP  is  very  nearly  the  same 
as  the  ratio  of  qb  to  pb.     Hence 

OQ  _     qF 

op  pi 

6.  II  the  refractive  index  from  air  to  glass  is  |,  and  that  from  air  to  water  is  |,  find 
the  ratio  of  the  focal  lengths  of  a  glass  lens  in  water  and  .in  air.     S.  &  A.  D.  (A.) 

1896.  Ans.  4. 

7.  A  simple  astronomical  telescope  of  known  magnifying  power  m  is  focussed  on  a 
very  distant  object,  and  the  distance  between  the  lenses  is  found  to  be  a  cm.  On 
turning  it  to  a  nearer  object  the  eye-lens  has  to  be  racked  out  a  distance  b  cm. 
Obtain  hence  an  expression  for  the  distance  of  the  object.     S.  &  A.  D.  (A.)  1899 

b{m  +  i)Iot  +  I         J 

8.  You  are  given  two  convex  lenses  of  23  inches  and  I  inch  focal  length  respectively. 
Explain  how  to  arrange  them  to  form  a  telescope.  Draw  a  diagram  showing  the 
passage  of  a  pencil  of  rays  from  a  distant  point  through  the  instrument,  and 
calculate  its  magnifying  power  when  viewing  a  distant  object.     S.  &  A.  D.  (A.) 

1897.  Ans.  Magnifying  power  =  23. 

9.  Explain  the  principle  of  the  opera-glass,  drawing  carefully  the  course  of  rays  from 
a  star  through  it,  and  into  an  eye.     S.  &  A.  D.  (A.)  1891. 

10.  Explain  the  principle  of  the  compound  microscope,  with  the  aid  of  a  diagram. 
From  what  data  and  how  would  you  calculate  its  magnifying  power  ?  S.  &  A.  D. 
(A.)  1890. 

11.  A  convex  and  a  concave  lens  each  10  inches  in  focal  length  are  held  coaxially  at  a 
distance  of  3  inches  apart ;  find  the  position  of  the  image  if  the  object  is  at  a  dis- 
tance of  15  inches  beyond  {a)  the  convex,  {b)  the  concave  lens.  S.  &  A.  D.  (A.) 
1898. 

Ans.  (a)  2.1  inches  nearer  the  lenses  than  the  object ;  {b)  72  inches  oc  the 
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side  of  the  object  remote  from  the  lenses.  This  question  can  be  at  once  solved 
by  an  application  of  the  formula  deduced  in  §  350 ;  it  is,  however,  instructive 
to  solve  the  question  by  construction,  using  the  method  given  in  §  349.  The 
annexed  figure  gives  such  a  geometrical  solution  for  the  case  when  the  convex 


Fig.  567. 


lens  is  nearer  the  object  PQ.  In  this  figure  A  is  the  convex  lens,  and/j/'i  are  its 
principal  foci,  while  B  is  the  concave  lens,  and  f^  is  its  principal  focus.  First 
suppose  B  removed,  then  an  image  f'q'  is  found  by  drawing  the  lines  vabv' 
and  PCk-p'.  Now  suppose  the  lens  B  placed  in  position,  the  rays  vab  and 
P(V  are  now  refracted  at  b  and  c  respectively.  To  find  the  image  now  we 
require  to  find  the  directions  of  any  two  rays  which  leave  some  one  point  of  the 
object  and  pass  through  the  two  lenses.  In  order  to  prevent  confiision,  let  us 
consider  two  rays  leaving  the  point  Q.  We  have  to  choose  these  rays  such  that 
one  passes  through  the  centre  o'  of  the  lens  B,  and  the  other  strikes  the  lens  B 
parallel  to  the  axis.  If  we  draw  the  line  q'o'^,  the  part  o'g  will  represent  the 
path  of  the  ray  Qg  after  it  has  passed  through  A  and  before  it  reaches  B.  Since 
this  ray  passes  through  o',  it  is  unrefracted  by  its  passage  through  B,  and  (^go*K'q 
represents  the  course  of  this  ray  through  the  combination.  Next,  a  ray  q/'ia^, 
which  passes  through  the  principal  focus  f\  of  the  lens  a,  will  strike  the  lens  B  in 
a  direction  parallel  to  the  axis  of  lens  b,  and  hence  its  direction  e^q  after  refrac- 
tion will,  if  produced  backwards,  pass  through  the  principal  focus  /%  of  B.  Thus, 
i^ide9.q  represents  the  path  of  a  second  ray  leaving  Q  and  passing  through  the 
combination.  If  we  produce  r'^o'  and  it^e  backwards,  their  point  of  intersection 
q"  will  be  the  image  of  q  formed  by  the  combination.  A  similar  construction  can 
be  made  in  the  case  where  the  concave  lens  is  nearer  the  object. 
12,  Explain  (without  proving  the  necessary  formula)  how  to  use  a  goniometer  to  de- 
termine the  angle  and  the  refractive  index  of  a  glass  prism.     S.  &  A.  D.  (A.)  1899. 
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13.  Given  a  prism  of  a  substance  of  known  index  of  refraction,  show  how  to  calculate 
the  deviation  produced  by  it  under  any  given  circumstances,  especially  when  the 
ray  goes  through  the  prism  symmetrically.  Given  that  the  angle  of  a  prism  is  60**, 
and  that  the  minimum  deviation  it  produces  with  sodium  light  is  ^o^  what  is 
the  index  of  refraction  of  its  substance  for  this  kind  of  l^ht?  [sin  45° =.707]. 
S.  &  A.  D.  (A.)  1891.  Ans,  M14. 

14.  Describe  and  explain  the  method  of  finding  the  thickness  and  refractive  index  of 
a  thin  plate  of  glass  by  means  of  the  microscope.  Prove  the  formula  you  use. 
S.  &  A.  D.  (A.)  1895. 

15.  Show  how  to  use  the  phenomenon  of  total  internal  reflexion,  in  a  practical 
manner,  to  measure  the  refractive  index  of  a  liquid.     S.  &  A.  D.  (A.)  1896. 

16.  Why  does  a  short-sighted  person  use  a  concave  lens  ?  The  focal  lei^th  of  such  a 
lens  is  6  inches,  and  a  small  object  is  placed  18  inches  from  the  lens ;  draw  a 
figure  showing  the  path  of  the  rays  by  which  the  image  is  formed,  and  determine 
its  position.     Prelim.  Sci.  1890.    Ans,  4.5  in.  from  lens  on  same  side  as  object 

17.  Explain  the  action  of  a  lens  when  used  as  an  eyeglass.  A  man  who  can  see  most 
distinctly  at  a  distance  of  5  in.  from  his  eye  wishes  to  read  a  notice  at  a  distance 
of  15  ft  off.  What  sort  of  spectacles  must  he  use,  and  what  must  be  their  focal 
length  ?    Int  Sci.  1889.  Ans,  A  concave  lens  of  5f  in.  focal  length. 

18.  The  object  glass  and  the  eye  lens  of  a  compound  microscope  are  each  i  inch  in 
focal  length,  and  the  distance  between  them  b  9  inches.  Draw  a  careful  diagram 
showing  the  passage  of  a  pencil  of  rays  through  the  instrument,  and  calculate 
where  the  object  must  be  to  give  distinct  vision  to  a  person  with  normal  eyesight 
S.  &  A.  D.  (A.)  1898. 

Ans,  If  the  microscope  is  so  focussed  that  parallel  rays  enter  the  eye,  the 
object  must  be  if  in.  from  the  objective.  If  the  image  is  formed  at  the  distance 
of  distinct  vision  (10  in.),  the  answer  is  if|  in. 


CHAPTER    IV 

1.  What  is  meant  by  the  candle-power  of  a  gas  flame,  and  what  experiments  would 
you  make  to  determine  it  ?     Prelim.  Sci.  189a 

2.  What  do  you  understand  by  the  intensity  of  illumination  at  a  point,  and  how 
would  you  show  that  the  intensity  of  illumination  at  a  point,  due  to  a  given 
source,  is  inversely  proportional  to  the  square  of  the  distance  of  the  point  from 
the  source?    Int.  Sci.  1889. 

3.  In  a  Rumford's  photometer  the  two  lights  to  be  compared  have  to  be  placed  at 
100  cm.  and  42  cm.  respectively  from  the  rod  in  order  to  secure  equality  in  the 
darkness  of  the  shadows.  The  distance  between  the  rod  and  the  screen  being 
8  cm.,  find  the  relative  illuminating  powers  of  the  two  lights.        Ans.  4.67 :  i. 


CHAPTER   V 

1.  Describe  and  explain  the  method  of  determining  the  velocity  of  light  from  obser- 
vations on  Jupiter's  satellites.     S.  &  A.  D.  (A.)  1897. 

2.  Describe  the  revolving  mirror  method  of  finding  the  velocity  of  light    Calculate 
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the  velocity  of  light,  being  given  that  the  displacement  of  the  slit  in  a  certain 
experiment  was  22  metres,  the  distance  between  the  mirrors  605  metres,  the  dis- 
tance of  the  observing  telescope  from  the  revolving  mirror  17  metres,  and  €tb 
frequency  of  rotation  256  per  second.     Int.  ScL  (H.)  1889. 

Ans.  The  principle  involved  in  the  rotating  mirror  'method  of  measuring  the 
velocity  of  light  can  be  illustrated  if  we  suppose  the  lens  A  (Fig.  336)  placed 
between  the  rotating  mirror  and  the  fixed  mirror  as  in  the  annexed  figure.  If  the 
mirror  B  is  at  rest,  the  image  will  be  formed  at  or  vertically  above  the  slit.  Sup- 
pose that  when  the  mirror  makes  N  rotations  per  second,  the  image  is  deflected 

through  a  distance  a  to  the  position  d'.    Then  if  the  distance  BC  is  called  /,  and 

• 

the  distance  BS  or  bd'  is  called  r,  we  have  that  the  velocity  of  light  is  given  by 

a 
The  proof  of  this  formula  is  left  as  an  exercise  to  the  reader. 


a 


Fig.  s6a 

Although  the  above  arrangement  is  very  simple  from  the  point  of  view  of 
exposition,  it  is  not  practically  a  good  one ;  the  reason  being  that  the  light  from 
the  slit  s  spreads  out  in  all  directions,  and  only  a  very  small  prpportion  fidls  on 
the  mirror  B.  In  the  arrangement  shown  in  Fig.  336,  however,  the  lens  A  acts  as 
a  collimator,  so  that  the  rays  after  leaving  it  are  parallel,  and  hence  the  whole  of 
the  rays  bX\  on  B. 

In  the  question  above,  the  data  are  not  sufficient  to  calculate  V  supposing  the 
practical  arrangement  were  employed,  and  hence  we  must  suppose  that  the  num- 
bers given  refer  to  the  arrangement  just  described.  Substituting  the  values  of  the 
distances  given  in  the  question,  the  velocity  of  light  comes  out  as  3.cx>8  x  10" 
metres  per  second. 

Describe  Fizeau's  method  of  measuring  the  velocity  of  light.    How  would  the 
appearances  seen  during  the  experiment  be  changed  if  light  of  different  colours 
travelled  through  air  with  different  velocities?    S.  &  A.  D.  (A.)  1894. 
Explain  the  refraction  of  light  in  the  wave  theory,  deducing  the  law,  and  show 
how  total  reflection  may  occur.     Int  Sci.  (H.)  1892. 
Apply  the  undulatory  theory  to  determine  the  path  of  a  ray  of  light  through  a 
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prism,  and  show  from  your  construction  that  the  deviation  is  least  when  the 
angles  of  incidence  and  emergence  are  equal.  S.  &  A.  D.  (A. )  1898. 
6.  /f^lway  train  is  travelling  at  60  miles  an  hour  when  a  rifle  bullet  fired  in  a 
direction  at  right  angles  to  the  line  passes  through  one  of  the  carriages.  The 
hole  made  in  the  window  by  which  the  bullet  enters  is  one  inch  nearer  the 
engine  than  that  in  the  window  on  the  opposite  side.  If  the  distance  between 
the  windows  is  10  feet,  End  the  speed  of  the  bullet  Am,  10,560  it/sec. 


CHAPTER  VI 

1.  Define  ''dispersive  power."  Explain  how  to  combine  prisms  so  as  to  produce 
{a)  deviation  without  dispersion ;  (b)  dispersion  without  deviation  of  a  given  ray. 
Int  ScL  1891. 

2.  A  prism  of  one  kind  of  glass  (A)  deviates  a  red  ray  10**,  and  a  blue  ray  16%  while 
another  prism  (of  glass  B)  deviates  the  red  ray  12**  and  the  blue  ray  18° ;  which 
glass  has'the  greater  dispersive  power?    Prelim.  ScL  1893.  Am.  A. 

8.  Describe  the  construction  of  a  direct  vision  spectroscope,  and  draw  a  section  of 
a  five  prism  system  consisting  of  crown  and  flint  glass,  assuming  that  the  dispersive 
powers  are  in  the  proportion  of  2  to  3,  and  the  refractive  indices  5/2  and  5/3 
respectively,  so  that  the  combination  may  be  equivalent  in  dispersive  power  to  a 
single  60*  prism  of  flint  glass.    S.  &  A.  D.  (A.)  189a 

Am.  The  sum  of  the  refracting  angles  of  the  crown  prisms  must  be  240"*,  and 
of  the  flint  prisms  180°. 

i,  A  beam  of  sunlight  is  converged  by  a  large  double  convex  simple  glass  lens,  and 
a  paper  screen  is  held  in  the  cone  of  rays.  Describe  and  explain  the  appearance 
of  colour  on  the  screen  and  the  changes  as  the  screen  is  placed  at  different  distances 
from  the  lens.     Prelim.  ScL  1892. 

5.  A  thin  convex  lens  of  crown  glass  and  a  thin  concave  lens  of  flint  glass  form  an 
achromatic  combination  when  placed  in  contact.  A  beam  of  white  light  which  is 
in  each  case  parallel  to  the  axis  iklls  in  diflerent  experiments  (i)  upon  the  convex 
lens  alone,  (2)  upon  the  concave  lens  alone,  (3)  upon  both  lenses  in  contact. 
Draw  diagrams  indicating  the  paths  of  the  blue  and  red  constituents  of  the  white 
light  in  each  case.     S.  &  A.  D.  (A.)  1892. 

6.  A  convex  lens  of  focal  length  40  cm.  is  placed  in  contact  with  a  concave  lens  ot 
focal  length  66  cm.  Trace  the  path  of  a  pencil  of  rays  through  the  combination 
from  an  object  at  a  distance  of  204  cm.,  and  state  for  what  purpose  such  a  com- 
bination is  used.     S.  &  A.  D.  (A.)  1897. 

7.  How  may  a  colourless  image  of  an  object  be  obtained  by  means  of  a  combination 
of  lenses?  Given  two  substances  of  refractive  indices  1.5  and  1.7,  of  dispersive 
powers  in  the  ratio  of  3  to  4,  what  should  be  the  focal  lengths  of  each  simple  lens 
in  an  achromatic  combination  of  5  feet  focus?    S.  &  A.  D.  (A.)  189a 

Am.  Suppose  that  the  focal  length  of  the  convex  lens  for  yellow  light  is/,  and 
that  of  the  concave  lens  is/*,  fiirther,  let  /xr,  aiv,  and  /to  be  the  refractive  index  o. 
the  convex  lens  for  red,  violet,  and  yellow  light  respectively,  and  /h'r,  m'v,  and  m'd 
the  corresponding  quantities  for  the  concave  lens. 
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Suppose  we  have  a  point  at  a  distance  u  from  th6  convex  lens,  then  the 
distance  of  the  image  f,  if  red  rays  are  used,  is  given  by 


'     J      / 


■'fe-y 


where  n  and  r^  are  the  radii  of  the  sur£au:es  of  this  lens. 

If  the  concave  lens  is  now  placed  so  that  it  is  in  contact  with  the  first,  and  the 
distance  of  the  image  formed  by  the  combination  is  «/,  we  have 


yi-^-'^ik-i-) 


where  /j  and  /g  are  the  radii  of  the  surfaces  of  the  concave  lens.    Adding  these 
equations  together  we  get 

..i.,^.„(i-i)«,..-„(^.-;.). 

If  in  place  of  red  light  we  use  violet,  and  the  image  is  now  formed  at  a  distance 
z/',  we  have  in  the  same  way 


J,.U<...„(i-l).A-.,(;,-t> 
!,-!,.|„.^|(l-L)t(,V-/.|(-!_-;_)    .   .   .   iL, 


Hence 

Now  if  the  combination  is  to  be  achromatic,  the  images  formed  by  the  red  and 

the  violet  rays  must  be  at  the  same  distance,  »>.  v"=t/,  that  is,  -«  -  -„  must  be 

zero.     Hence  the  condition  for  achromatism  is  that  the  right-hand  side  of  equation 
(i.)  must  be  zero. 

Now  for  yellow  light  we  have 

,ri    I        I 


.and- 


Hence  the  condition  for  achromatism  is 

/(Md-i)VVd-i)       * 
but  if  d  and  ^  are  the  dispersion  powers  of  the  glass  of  which  the  lenses  are  made, 


Md-I                     Md-I 

Hence  for  achromatism  we  must  have 

'rH 

r-.J,  .... 

(iL) 
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If  F  is  the  focal  length  of  the  combination,  then  (§  350) 

Hv ^'"' 

From  equations  ii.  and  iii.  we  can  deduce  the  values  of/ and/'. 

In  the-  example  given  we  get  that  /=  -  15  inches,  and  /'=  20  inches,  which 
shows  that/ is  a  convex  lens,  and/'  a  concave. 

8.  What  is  meant  by  the  chromatic  aberration  of  a  lens,  and  how  is  it  corrected  in 
the  object-glass  of  a  telescope  ?  The  mean  refractive  indices  of  two  specimens 
of  glass  are  1.52  and  1.66  respectively;  the  differences  in  the  indices  for  the 
same  two  lines  of  the  spectrum  are  .013  for  the  first  and  .022  for  the  second ;  find 
the  focal  length  of  a  lens  of  the  second  glass,  which,  when  combined  with  a 
convex  lens  of  50  cm.  focal  length  of  the  first,  will  make  an  object-glass  achro- 
matic for  these  two  lines.     B.Sc.  1889. 

Ans,  A  concave  lens  of  66.67  ci^-  ^ocaX  length. 

9.  Explain  with  carefiilly  drawn  figures  how  the  primary  and  secondary  rainbows  are 
formed.     RSc  1895. 

CHAPTER  VII 

1.  Describe  experiments  to  show  that  two  lights  may  interfere  and  produce  darkness. 
Why  are  the  lights  firom  two  candles  never  seen  to  interfere?    B.Sc  1889. 

2.  Describe  some  method  by  which  interference  fiinges  may  be  produced,  and  ex- 
plain how  the  method  may  be  used  to  measure  the  wave-length  of  monochromatic 
light.    B.Sc.  1894. 

8.  Describe  and  explain  the  method  of  producing  a  spectrum  by  means  of  a  plane 
diffraction  grating.  How  does  a  spectrum  produced  in  this  way  difler  firom  one 
produced  by  a  prism  ?  Under  what  circumstances  would  you  think  it  advisable 
to  use  a  prism  rather  than  a  grating?    B.Sc  1896. 

4.  What  do  you  understand  by  the  interference  of  light  ?  Why  is  the  principal  focus 
of  a  convex  lens,  when  placed  in  a  pencil  of  parallel  rays,  a  point  of  maximum 
brightness?    S.  &  A.  D.  (A.)  1897. 

5  Explain  the  colours  seen  when  a  thin  film  of  oil  is  spread  over  the  surface  of  water. 
S.  &  A.  D.  (A)  1893. 

6.  Describe  and  explain  the  appearance  when  a  convex  lens  is  pressed  into  contact 
with  a  piece  of  plate  glass,  and  a  beam  of  light  reflected  from  their  sur&ces  near 
the  point  of  contact  is  focussed  on  a  screen.     S.  &  A.  D.  (A.)  1890. 

7.  Newton's  rings  are  formed  by  reflection  between  a  plane  sur&ce  of  glass  and  a 
lens.  The  diameter  of  the  third  black  ring  is  I  cm.  when  soda  light  (wave-length 
=  589X  10 ~'  cm.)  is  used  at  such  an  angle  that  the  light  passes  through  the  air 
film  at  an  angle  of  60*"  to  the  normal.     Find  the  radius  of  the  glass  lens. 

Afu,  707.4  cm. 

8.  State  and  explain  the  conditions  under  which  Newton*s  rings  when  formed  by 
reflection  may  have  a  white  centre.    S.  &  A.  D.  (A)  189a 

9.  A  plane  soap  film  illuminated  by  white  light  gradually  becomes  thinner  as  the 
liquid  drains  away.  It  is  viewed  through  a  spectroscope  the  slit  of  which  is 
horizontal,  and  which  always  is  directed  to  the  same  part  of  the  film.  Describe 
and  explain  the  phenomena  which  are  observed.    S.  &  A.  D.  (A.)  1898. 
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Arts,  If  X  is  the  wave-length  of  the  light  such  that  the  thickness  T  of  the 

film  opposite  the  slit  of  the  spectroscope  is  given  by  7*=  .  -,  then  owing  to 

interference  (§  376)  there  will  be  no  light  of  this  wave-length  entering  the  spectro- 
scope, and  hence  the  spectrum  will  be  crossed  by  a  dark  band  corresponding  to  a 
wave-length  X.  As  the  film  thins,  ue,  Tgets  smaller,  in  order  that  the  above 
equation  may  hold  X  must  also  get  smaller.  Hence,  as  the  film  thins  the  dark 
band  in  the  spectrum  will  move  towards  the  violet  end  of  the  spectrum.  It  can 
be  shoMm,  but  this  is  left  as  an  exercise,  that  there  can  be  more  than  one  band 
seen  in  the  spectrum  at  one  time  as  long  as  T  is  within  certain  limits. 

10.  Show  that  the  portion  of  a  plane  wave  of  light  which  is  effective  in  illuminating  a 
given  point  is  limited  to  a  certain  small  area  of  the  wave. 

11.  Light  from  a  luminous  point  casts  a  shadow  of  a  straight  edge.  Describe  and 
explain  the  fringes  seen  near  the  edge  of  the  shadow.    S.  &  A.  D.  (A.)  1894. 

CHAPTER  VIII 

1.  Describe  fully  experiments  to  show  under  what  circumstances  an  incandescent  body 
gives  (fl)  a  continuous  spectrum,  {b)  a  spectrum  of  bright  lines,  (c)  a  luminous 
spectrum  with  dark  lines.     B.Sc  1889. 

2.  Describe  and  explain — (i)  the  difference  between  the  spectra  produced  by  glowing 
solids  and  gases  respectively  ;  (2)  the  effect  of  gradually  increasing  the  thickness 
of  a  medium,  a  thin  layer  of  which  gives  an  absorption  spectrum  consisting 
of  several  distinct  narrow  bands  placed  near  to  each  other  in  the  spectrum 
S.  &  A.  D.  (A.)  1898. 

8.  Give  a  general  explanation  of  Fraunhofer's  lines  in  the  solar  spectntm,  and 
describe  an  experiment  to  verify  the  explanation.     S.  &  A.  D.  (A.)  1893. 

4.  If  the  earth  were  moving  very  rapidly  through  space,  what  would  be  the  general 
effect  on  the  spectra  of  stars  which  it  was  (i)  approaching,  (2)  receding  from? 
Give  full  reasons  for  your  answer.    S.  &  A.  D.  (A.)  1897. 

5.  Discuss  the  principal  phenomena  and  the  explanation  of  selective  absorption. 
S.  &  A.  D.  (A.)  1890. 

6.  Describe  a  method  of  investigating  the  infra-red  part  of  the  spectrum,  and  give  the 
principal  results  arrived  at.     S.  &  A.  D.  (A.)  1894. 

7.  How  would  you  prove  that  the  thermal,  chemical,  and  luminous  effects  of  the 
same  part  of  the  visible  spectrum  are  not  due  to  three  different  causes,  such,  for 
instance,  as  three  different  kinds  of  coincident  rays?    S.  &  A.  D.  (A.)  1897. 

8.  Describe  the  principal  characteristics  of  the  phenomenon  of  fluorescence,  and 
describe  experiments  by  which  its  relation  to  phosphorescence  has  been  deter- 
mined.   S.  &  A.  D.  (A.)  1896. 

9.  Describe  a  method  of  rendering  the  ultra-violet  portion  of  the  spectrum  visible. 
S.  &  A.  D.  (A.)  1892. 

10.  A  prism  containing  a  solution  of  fuchsine  is  placed  with  its '  refracting  angle  at 
right  angles  to  a  glass  prism  and  a  small  source  of  white  light  is  viewed  through 
the  combination.    Describe  and  explain  the  appearance  presented. 
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CHAPTER  IX 

1.  What  experiments  would  you  make  to  show  that  a  given  colour  can  be  matched 
by  a  proper  combination  of  three  standard  colours  ?    S.  &  A.  D.  (A.)  1897. 

2.  Describe  an  experiment  to  show  that  the  sensation  of  yellow  light  may  be  pro- 
duced by  suitably  mixing  red  and  green.     S.  &  A.  D.  (A.)  1893. 

3.  Give  some  account  of  the  trichromatic  theory  of  colour  vision.     S.  &  A.  D.  (A.) 
1898. 

4.  Write  a  short  essay  on  colour-blindness.     S.  &  A.  D.  (A.)  1899. 

5.  What  is  a  complementary  colour?     Explain   the  existence  of  complementary 
colours  on  the  trichromatic  theory  of  colour  vision. 


CHAPTER  X 

1.  What  do  you  understand  by  plane  polarised  light  ?  Describe  some  form  of  appa- 
ratus for  determining  the  plane  of  polarisation  of  a  beam  of  plane  polarised  light. 
S.  &  A.  D.  (A.)  1897. 

2.  A  horizontal  beam  of  sunlight  enters  a  dark  room  through  a  small  hole,  and 
passing  through  a  properly  placed  crystal  of  tourmaline  becomes  polarised.  If  the 
tourmaline  were  made  to  rotate  rapidly  about  an  axis  coincident  with  the  ray, 
state  and  explain  the  appearance  you  would  see  if  you  looked  at  it  through  a 
Nicol's  prism.    S.  &  A.  D.  (A)  1897. 

8.  Describe  two  experiments  by  which  you  would  distinguish  between  plane  polarised 
and  ordinary  light.  If  arrangements  are  made  whereby  the  two  interfering  beams 
in  any  interference  experiment  are  polarised  in  perpendicular  planes  interference 
ceases.     What  inferences  do  you  draw  from  this?    S.  &  A.  D.  (A.)  1899. 

4.  Explain  the  action  of  Nicol's  prism.  You  are  given  two  such  prisms ;  show  how 
to  place  the  second  so  that  the  light  which  emerges  from  it  may  be  half  as  intense 
as  that  which  falls  on  it.     B.Sc.  1889. 

Ans.  The  principal  planes  of  the  Nicol's  must  make  an  angle  a,  such  that 
cos^  a  =  J,  therefore  a  =  45^ 

5.  Describe  the  form  of  the  wave  sur&ce  in  a  uniaxial  cr>'stal.    S.  &  A.  D.  (A)  189a 

6.  Oive  a  construction  for  the  paths  of  the  refracted  rays  derived  from  a  ray  incident 
on  a  plane  face  of  a  uniaxial  cr>'stal,  with  its  axis  in  some  one  or  more  definite 
directions.     B.Sc.  1891. 

7.  Explain  what  b  meant  by  the  ordinary  and  extraordinary  rays  in  a  crystal,  defining 
any  technical  terms  you  employ,  and  describing  simple  experiments  by  which 
your  description  of  the  two  kinds  of  ray  is  justified.     S.  &  A.  D.  (A)  1896. 

8.  Rays  of  light  polarised  in  and  perpendicular  to  the  plane  of  incidence  respectively 
are,  in  turn,  reflected  at  different  angles  from  glass.  Describe  the  phenomena 
observed,  and  apply  them  to  the  explanation  of  polarisation  by  reflection. 
S.  &  A  D.  (A)  1895. 

9.  Given  a  candle  and  some  plane  glass  plates,  how  would  you  obtain  plane  polarised 
li^ht ;  how  would  you  show  that  it  was  polarised ;  and  what  conclusions  would 
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you  draw  from  your  experiments  as  to  the  nature  of  the  disturbance  constituting 
plane  polarised  light  ?    RSc.  1893. 
10.  How  would  you  determine  from  its  optical  properties  the  quantity  of  sugar  in  a 
solution  of  that  substance?    S.  &  A.  D.  (A.)  1894. 


BOOK     V 
CHAPTER   I 

1.  Describe  a  method  of  proving  that  the  force  exerted  by  a  magnetic  pole  varies 
inversely  as  the  square  of  the  distance.     S.  &  A.  D.  (A.)  1897. 

2.  Two  magnets,  the  moment  of  one  of  which  is  double  that  of  the  other,  are  rigidly 
connected  with  the  centre  and  axis  of  the  one  vertically  above  the  centre  and  axis 
of  the  other,  and  the  whole  is  suspended  by  a  fine  metallic  wire.  When  the 
magnets  are  op^sitely  directed  the  top  end  of  the  wire  has  to  be  twisted  through 
75°  in  order  to  deflect  the  combination  through  30°  from  the  magnetic  meridian. 
By  how  much  must  the  top  end  of  the  wire  be  twisted  when  the  magnets  are 
similarly  directed  in  order  that  the  combination  may  take  up  a  position  perpen- 
dicular to  the  magnetic  meridian?    S.  &  A.  D.  (A.)  1897.  Ans,  360". 

3.  Investigate  the  intensity  due  to  a  straight  bar  magnet  (i)  at  any  point  in  its  axis, 
(2)  at  any  point  in  the  line  through  its  centre  perpendicular  to  its  axis,  the  distance 
from  the  magnet  bemg  great  compared  with  its  length.  Describe  how  you  would 
carry  out  an  experiment  to  test  the  inverse  square  law  of  magnetic  action,  using 
the  results  of  this  investigation.     B.Sc.  1895. 

4.  Two  thin  short  bar  magnets,  whose  magnetic  moments  are  as  I  to  2,  are  placed 
•  horizontally  with  their  centres  together  and  their  axes  perpendicular.    Show  that 

a  compass  needle,  placed  with  its  centre  at  any  fidrly  large  distance  along  the 
axis  of  the  former  magnet,  would  take  up  a  position  equally  inclined  to  both 
magnets  if  the  earth's  influence  upon  it  were  compensated.    S.  &  A.  D.  (A.)  1899. 

5.  A  horizontally  suspended  magnetic  needle  makes  13  vibrations  per  minute  when 
no  magnets  are  near.  When  a  bar  magnet  is  placed  north  of  the  needle  with  its 
axis  in  the  magnetic  meridian  and  its  N.  pole  towards  the  needle,  the  latter  makes 
7  vibrations  per  minute.  How  many  will  it  make  when  the  bar  is  similarly  placed 
at  the  same  distance  south  of  the  needle,  its  N.  pole  being  again  directed  towards 
the  needle?    S.  &  A.  D.  (A.)  1899.  Anu  17. 

6.  A  bar  magnet  is  supported  horizontally  by  a  fine  vertical  wire.  The  magnet  lies 
in  the  magnetic  meridian  when  there  is  no  torsion  in  the  wire,  and  the  top  of  the 
wire  must  be  turned  through  100^  in  order  to  deflect  the  magnet  15°  from  the 
meridian.  The  magnet  is  removed,  remagnetised  and  replaced,  and  now  the 
upper  end  of  the  wire  has  to  be  twisted  through  150°  to  produce  the  same 
deflection  of  the  bar.  Compare  the  moments  of  the  bar  in  the  two  cases. 
S.  &  A.  D.  (A.)  1891.  Ans,  17/27. 

7.  A  magnet  is  placed  horizontally  in  the  magnetic  meridian  due  south  of  a  compass 
needle.  How  will  its  action  on  the  latter  be  affected  if  (i)  a  plate  of  soft  iron  is 
interposed  between  the  two,  (2)  a  rod  of  soft  iron  is  placed  along  the  lin^  which 
joins  their  centres?    Giv?  reason?,    S.  ^  A.  !>•  (A^O  i^^ 
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8.  Describe  some  method  of  comparing  the  magnetic  moments  of  two  magnetic 
needles.    S.  &  A.  D.  (A.)  1893. 

9.  Two  short  bar  magnets,  the  moments  of  which  are  108  and  192  respectively,  are 
placed  along  two  lines  drawn  on  the  table  at  right  angles  to  each  other.  Find 
the  intensity  of  the  magnetic  field  due  to  the  two  magnets  at  the  point  of  inter- 
section of  the  lines,  the  centres  of  the  magnets  being  respectively  30  and  40  cm. 
from  this  point.     S.  &  A.  D.  (A.)  1900.  Am,  aoi. 

IOl  a  small  compass  needle  is  placed  at  the  centre  of  a  large  circle  drawn  on  the 
table,  and  a  small  bar-magnet  is  moved  round  the  circle  in  such  a  way  that  its 
centre  is  always  on  the  circumference  and  its  axis  at  right  angles  to  the  magnetic 
meridian.  Trace  the  effect  on  the  needle  as  the  magnet  is  carried  round  the 
circle.    S.  &  A.  D.  (A.)  1899. 


CHAPTER   II 

1.  The  magnetic  declination  near  London  is  18*  44'  W.  What  exacUy  is  meant  by 
this,  and  how  has  it  been  determined  ?    Prelim.  Sci.  1889, 

2.  What  are  the  magnetic  elements  usually  observed  in  order  to  determine  completely 
the  terrestrial  magnetic  field  at  any  place,  and  how  are  they  measured?  Int.  Sd. 
1891. 

8.  What  is  meant  by  the  horizontal  intensity  of  the  earth's  magnetic  field?  A 
horizontally  suspended  magnet  vibrates  twelve  times  per  minute  at  a  place  where 
the  horizontal  intensity  b  0.1 8a  How  many  times  a  minute  will  it  vibrate  at  a 
place  where  the  horizontal  intensity  is  0.245  ?    Int.  Sci.  1893.  Ans,  14. 

4^  A  small  weight  is  attached  to  the  upper  end  of  a  dip  needle,  whereby  the  inclina- 
tion of  the  needle  to  the  horizontal  plane  is  diminished  by  one-hal£  Draw  a 
picture  showing  the  directions  of  the  forces  which  act  upon  the  needle,  and  state 
the  conditions  of  equilibrium.     S.  &  A.  D.  (A.)  1898. 

5.  A  small  compass  needle  is  pivoted  on  a  point  fixed  to  a  horizontal  table  which  is 
movable  about  a  vertical  axis.  A  bar  magnet  is  now  laid  on  the  table  with  its 
centre  in,  and  its  length  perpendicular  too,  the  magnetic  axis  of  the  needle  in  its 
undeflected  position,  and  the  needle  is  thereby  deflected.  It  is  then  found  that 
the  table  must  be  turned  though  30"*  for  the  needle  to  point  to  the  centre  of  the 
bar.  Show  that  the  magnetic  moment  of  the  magnet  is  \  HC^^  where  H  is  the 
horizontal  component  of  the  earth's  magnetic  intensity  and  D  is  the  distance  of  a 
pole  of  the  magnet  from  the  needle's  centre.     S.  &  A.  D.  (A.)  1898. 

Am.  See  §§  426,  479. 

6.  Give  a  general  account  of  the  distribution  of  isogonic  lines  on  the  earth's  surfince, 
describing  particularly  the  lines  of  no  declination.     S.  &  A.  D.  (A.)  1892. 

7.  Explain  carefully  the  method  of  finding  the  magnetic  dip  at  any  point  on  the  earth. 
The  centre  of  gravity  of  a  dipping  needle  is  not  accurately  iu  the  axis  of  suspension ; 
how  is  the  error  which  would  arise  from  thb  allowed  for  ?    B.Sc.  1889. 

8.  Explain  what  observations  are  necessary  for  the  determination  of  the  total  intensity 
of  the  earth's  magnetic  field  at  any  given  place.     S.  &  A.  D.  (A.)  1893. 

9.  A  short  bar  magnet  is  placed  on  a  table  with  its  axis  perpendicular  to  the 
magnetic  meridian,  and  passing  through  the  centre  of  a  compass  needle.      In 
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London  the  compass  needle  is  deflected  through  a  certain  angle  when  the  centre 
of  the  magnet  is  25  inches  from  the  centre  of  the  needle.  If  the  experiment  be 
repeated  in  Bombay  the  magnet  must  be  moved  5  inches  nearer  to  the  needle  to 
produce  the  same  deflection.  Use  these  data  to  compare  the  horizontal  forces  in 
London  and  Bombay.     S.  &  A.  D.  (A.)  1895.  Ans,  0.512. 

10.  The  axis,  about  which  a  dipping  needle  is  movable,  is  slowly  rotated  in  a 
horizontal  plane.  Describe  and  explain  the  behaviour  of  the  needle  during  one 
complete  turn  of  the  axis.     S.  &  A.  D.  (A.)  1894. 


CHAPTERS   III   AND   IV 

1.  Given  a  large  fixed  insulated  sphere,  how  would  you  proceed  to  test  its  charge — 
(i)  for  sign,  (2}  for  approximate  amount?  In  what  units  would  you  express  the 
quantity  of  electricity  on  it?    Int.  Sci.  1891. 

2.  Two  equally  charged  spheres  repel  each  other  when  their  centres  are  half  a  metre 
apart  with  a  force  equal  to  the  weight  of  6  milligrams.  What  is  the  charge  on 
each,  in  electrostatic  units?     S.  &  A.  D.  (A.)  1892.  Ans,  121.2  units. 

8.  A  short  ebonite  rod,  with  a  small  electrified  knob  at  one  end,  is  mounted  so  as  to 
turn  freely  about  its  centre  in  a  horizontal  plane.  In  a  horizontal  line  with  this 
centre,  and  at  distances  from  it  of  a  quarter  and  half  a  metre  respectively,  are 
placed  insulating  balls  that  are  also  charged.  The  rod  makes  ten  vibrations  in  a 
given  time,  but  makes  thirty  vibrations  in  the  same  time  if  the  balls  are  inter- 
changed.    Compare  the  charges  on  the  two  balls.     S.  &  A.  D.  (A.)  1893. 

Ans.  Charges  of  opposite  sign  if  both  balls  are  on  the  same  side  of  needle,  and 
of  same  sign  if  balls  are  on  opposite  sides.     Charges  as  i  to  7. 

4.  An  electrified  body  is  brought  into  the  neighbourhood  of  {a)  an  insulated  con< 
ductor,  (b)  an  earth -connected  conductor.  Describe  exactly  the  effect  on  the 
potentials  of  the  electrified  body  and  of  the  unelectrified  conductors  in  each  case. 
S.  &  A.  D.  (A.)  1892. 

5.  Give  a  sketch  of  the  general  form  of  the  lines  of  force  between  two  equal  spheres 
when  they  are  charged  (i)  with  electricity  of  the  same  sign,  (2)  with  electricity  of 
the  opposite  sign.  Also  between  a  charged  sphere  A  and  an  equal  uncharged 
sphere  B^  first  when  B  is  insulated,  and  second  when  B  is  uninsulated. 

6.  Prove  that  a  line  of  force  must  cut  an  equipotential  surface  at  right  angles,  and 
hence  that  a  line  of  force  must  always  cut  a  conducting  surface  at  right  angles. 

7.  Two  similar  deep  metal  jars  are  placed  on  the  caps  of  two  similar  electroscopes  at 
some  distance  apart  and  the  caps  are  connected  by  a  fine  wire  ;  a  positively 
electrified  ball  is  lowered  into  one  of  the  jars  without  contact.  Explain  the  effect 
as  to  potential  and  divergence  on  both  sets  of  leaves,  and  also  that  which  occurs 
on  breaking  the  wire  connection  by  means  of  a  silk  thread  and  then  removing  the 
ball  without  allowing  it  to  touch  the  jar.     S.  &  A.  D.  (A.)  1898. 

8.  Give  what  is  in  your  opinion  the  best  proof  that  the  force  between  point  charges 
of  electricity  varies  inversely  as  the  square  of  the  distance  between  them. 
S.  &  A.  D.  (A.)  1899. 

9.  How  much  energy  is  expended  in  carrying  a  charge  of  50  units  of  electricity  from 
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a  place  where  the  potential  is  20  to  another  where  it  is  30  ?    What  is  meant  by 
saying  that  the  potential  of  a  conductor  is  20?    S.  &  A.  D.  (A.)  1S94. 

Ans,  500  ergs. 
10.   Explain  the  term  electric  potential.     If  100  units  of  work  must  be  done  in  order  to 
move  an  electric  charge  equal  to  4  from  a  place  where  the  potential  is  ~  10  to 
another  place  where  the  potential  is  /',  what  is  the  value  oi  V?    S.  &  A.  D.  (A.) 
1898.  Ans.  +15. 


CHAPTER   V 

1.  An  electrified  drop  of  water,  supported  by  a  non-conductor,  evaporates.  Assum- 
ing that  the  vapour  is  not  electrified,  what  changes  will  the  potential  of  the  drop 
undergo?    S.  &  A.  D.  (A.)  1891. 

2.  A  Leyden  jar  A^  of  capacity  3,  is  insulated  and  the  outer  coating  is  connected  by 
a  wire  with  the  inner  coating  of  another  Leyden  jar  B,,  of  capacity  2,  the  outer 
coating  of  which  is  uninsulated.  If  the  inner  coating  of  ^  be  charged  so  that  the 
potential  is  V^  what  is  the  potential  of  the  inner  coating  of  B?  S.  &  A.  D.  (A.) 
1899.  Ans.  3^/5. 

[These  jars  are  said  to  be  charged  in  cascade.  The  condition  to  be  fiilfilled  is 
that  the  charge  on  each  jar  must  be  the  same,  and  the  charge  on  the  outer  coating 
of  ^  is  equal  in  amount,  though  opposite  in  sign,  to  the  charge  on  the  inner 
coating  of  B.'\ 

8.  Two  Leyden  jars  are  exactly  alike,  except  that  in  one  the  tinfoil  coatings  are 
separated  by  glass  and  in  the  other  by  ebonite.  A  charge  of  electricity  is  given  to 
the  glass  jar,  and  the  potential  of  its  inner  coating  is  measured.  The  charge  is 
then  shared  between  the  two  jars,  and  the  potential  &lls  to  0.6  of  its  former 
value.  If  the  specific  inductive  capacity  of  ebonite  be  2,  what  is  that  of  glass? 
S.  &  A.  D.  (A.)  1893.  Ans.  3. 

4.  Two  insulated  spheres  charged  respectively  with  +  5  and  -  5  units  are  placed  one 
metre  aparL  What  is  the  direction  of  the  resultant  electric  force  exerted  on  a 
small  +  charge  at  a  point  one  metre  distant  from  the  centres  of  each  of  the 
spheres?     S.  &  A.  D.  (A.)  1890. 

6.  Does  the  energy  of  an  electric  charge  depend  upon  the  magnitude  of  the  charge 
only?  If  not,  upon  what  other  circumstances  does  it  depend?  Find  an  ex- 
pression for  its  magnitude.     S.  &  A.  D.  (A.)  1900. 

6.  A  thunder-cloud  is  over  still  water.  What  is  the  electrostatic  surface  density  of 
the  charge  on  the  water  if  it  rises  under  the  cloud  o.  i  cm.  above  its  previous  level. 
B.Sc.  1893.  .4ns.  3.95  electrostatic  units  per  sq.  cm. 

7.  Define  specific  inductive  ca|xicity,  and  describe  some  method  by  which  it  can  be 
measured.  A  condenser  is  made  of  two  parallel  metal  plates.  These  are  main- 
tained at  constant  potentials.  What  effect  will  be  produced  on  the  attraction 
between  the  plates  when  a  slab  of  heavy  glnss.  specific  inductive  capacity  10,  and 
thickness  one-half  of  their  distance  apart,  is  inserted  between  them  ?  The  feces 
of  the  slab  are  parallel  to  the  plates.     Int  Sci.  (H.)  1893. 

Am.  Attraction  will  be  ^\  times  the  attraction  before  the  slab  was  introduced. 
[Obtain  the  ratio'  of  the  surfece  densities  in  the  two  cases  (§  463).     Then 
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the  attraction  is  proportional  to  2,  which  can  be  deduced  in  the  manner  em- 
ployed in  §466.] 

8.  A  Leyden  jar  consiste  of  two  concentric  spherical  surfaces  of  5  and  6  cm. 
diameter  respectively,  the  intervening  space  being  filled  with  air.  The  outer 
sphere  is  uninsulated,  the  inner  is  charged  with  20  units  of  electricity.  How 
much  work  is  done  when  the  inner  sphere  is  put  to  earth  ?    S.  &  A.  D.  (A.)  1895. 

Ans.   13 J  ergs. 

9.  An  insulated  sphere  of  2  cm.  radius  is  connected  by  a  long  thin  wire  with  another 
insulated  sphere,  the  radius  of  which  is  6  cm.,  and  which  is  surrounded  by  a  third 
sphere  of  8  cm.  radius  concentric  with  it.  The  wire  which  connects  the  first  and 
second  spheres  passes  through  a  small  hole  in  the  third  so  as  not  to  touch  it.  All 
the  spheres  are  conductors.  Calculate  the  capacity  of  the  two  connected  spheres. 
S.  &  A.  D.  (A.)  1896.  Ans,  26. 

10.  A  Franklin's  pane  is  formed  by  pasting  two  sheets  of  tinfoil,  each  of  which  is  100 
square  centimetres  in  area,  on  opposite  sides  of  a  sheet  of  glass  \  millimetre  thick. 
How  many  sheets  of  tinfoil  of  the  same  size  would  have  to  be  pasted  on  opposite 
sides  of  a  sheet  of  ebonite  5  millimetres  thick  to  make  a  condenser  of  the  same 
capacity,  the  specific  inductive  capacities  of  glass  and  ebonite  being  3  and  2 
respectively?    S.  &  A.  D.  (A.)  189a  Ans,  15. 

11.  The  pull  between  the  two  plates  of  a  charged  condenser  in  air  is  I  gram.  What 
will  it  be  (i)  with  the  same  charges,  (2)  with  the  same  potential  difference,  when 
a  medium  of  specific  inductive  capacity  k  is  substituted  for  air  ?    B.Sc.  (H.)  1896. 

Ans,   ijV^  gram  ;  k^  grams. 

12.  Two  spheres,  of  diameters  6  and  10  centimetres  respectively  placed  at  a  distance 
from  each  other,  are  charged  with  8  and  12  units  of  positive  electricity  respectively. 
They  are  then  connected  by  a  fine  wire.  Does  any  spark  pass  ?  if  so,  how  much 
energy  is  dissipated?    S.  &  A.  D.  (A.)  1897.  Ans.  Yes ;  0.06  ergs. 

13.  The  volume  of  the  air  enclosed  between  the  coatings  of  a  spherical  condenser  is 
loco  c.  c,  and  80  ergs  of  work  are  done  in  charging  it.  Calculate  the  mean  value 
of  the  force  in  the  space  between  the  coatings.  Ans,  0.8  ^Ir  djmes. 


CHAPTER  VI 

Describe  some  form  of  Thomson  guarding  electrometer,  and  how  it  is  to  be  used 
to  measure  differences  of  potential  in  absolute  electrostatic  units.  Define  this 
absolute  unit  of  potential  and  show  how  the  instrument's  determinations  are  in  the 
units  specified  in  your  definition.  If  the  trap-door  is  5  cm.  in  diameter,  is  3  mm. 
from  the  under  plate,  and  is  at  1200  volts  potential  difference,  what  force  of  attrac- 
tion would  you  expect  between  them?  Int.  Sci.  (H.)  1891.  [300  volts  =  i  electro- 
static unit  of  potential]  '  /^;/j.  138.8  dynes. 
Describe  an  electrophorus,  and  explain  its  action.  How  would  you  use  it  to  charge 
a  Leyden  jar?  How  do  you  explain  the  fact  that  if  the  Leyden  jar  is  placed  on  an 
insulator,  and  the  outside  coating  is  not  touched,  the  jar  will  not  take  so  large  a 
charge  as  when  uninsulated?    Int.  Sci.  1893. 

Describe   and   explain   the  action    of   some    form    of   quadrant    electrometer. 
S.  &  A.  D.  (A.)  1900. 


Digitized  by 


Google 


932  Questions  and  Examples 

4.  A  charged  electrophorus  being  capable  of  supplying  an  inde6nitely  large  amount 
of  electricity,  explain  why  the  charge  it  can  convey  to  an  insulated  sphere  is 
practically  limited.     S.  &  A.  D.  (A.)  1890. 

5  Describe  and  explain  the  action  of  an  electrostatic  induction  machine. 
S.  &  A.  D.  (A.)  1900. 

6.  Given  that  a  frictional  machine,  turned  steadily,  generates  the  same  quantity  of 
electricity  at  every  revolution,  show  how  to  compare  the  capacities  of  two  Leyden 
jars  with  moderate  accuracy.  No  auxiliary  apparatus  but  some  wire  and  a  pair 
of  knobs  on  insulating  pillars  is  to  be  used.     S.  &  A.  D.  (A.)  1892. 

7.  State  and  explain  the  action  of  Lord  Kelvin's  Replenisher  (mouse  mill). 
S.  &  A.  D.  (A.)  1896. 

CHAPTER  VII 

1.  Describe  the  action  between  a  current  and  a  magnet,  and  explain  how  it  has  been 
used  to  construct  delicate  instruments  to  measure  the  strengths  of  electric  currents. 
Prelim.  Sci.  1889. 

2.  A  wire  is  stretched  from  east  to  west  (magnetic).  How,  without  breaking  it,  can 
you  test  whether,  and  in  what  direction,  an  electric  current  is  passing  through  it  ? 
S.  &  A.  D.  (A.)  1896. 

8.  A  road  in  the  northern  hemisphere  runs  magnetic  north  and  south.  At  one  point 
an  insulated  conductor  passes  beneath  it  in  which  an  electric  current  flows  from 
east  to  west.  How  will  the  indications  of  a  dip  circle  be  affected  at  points  near 
to  the  conductor?    S.  &  A.  D.  (A.)  1894. 

4.  Discuss  the  several  forces  or  moments  which  act  on  the  needle  of  a  tangent 
galvanometer  when  deflected  by  the  action  of  a  current  passing  through  the 
coil  of  the  galvanometer,  and  deduce  the  law  of  action  of  the  instrument. 
S.  &  A.  D.  (A.)  1900. 

6.  A  current  flows  through  two  tangent  galvanometers  in  series,  each  of  which  con- 
sists of  a  single  ring  of  copper,  the  radius  of  one  ring  being  three  times  that  of  the 
otheri  In  which  of  the  galvanometers  will  the  deflection  of  the  needle  be  greater  ? 
If  the  greater  deflection  be  60*,  what  will  the  smaller  be?    S.  &  A.  D.  (A.)  1897. 

Ans,  In  the  one  having  the  smaller  ring ;  30*. 

6.  A  coil  of  six  turns,  each  of  which  is  i  metre  in  diameter,  deflects  a  compass 
needle  at  its  centre  through  45*.  Find  the  strength  of  the  current  in  amperes, 
having  given  that  II  =0.18  c.g.s.  units.     S.  &  A.  D.  (A).  1892. 

Ans.  2.39  amperes. 

7.  The  coil  of  a  tangent  galvanometer  is  placed  at  right  angles  to  the  magnetic 
meridian  and  a  steady  current  passes  through  it.  The  needle  when  set  in  vibration 
makes  5  oscillations  in  a  given  time,  but  only  3  in  the  same  time  when  the  direc- 
tion of  the  current  is  reversed.  Compare  the  magnetic  force  at  the  centre  of  the 
coil  due  to  the  current  with  that  due  to  the  earth.     S.  &  A.  D.  (.A)  1898. 

Ans,  tV  H. 
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CHAPTER  VIII 

1,  Define  carefully  strength  of  electric  current,  electromotive  force  and  resistance. 
What  resistance  should  a  wire  have,  which,  when  connected  across  the  terminals 
of  a  galvanometer,  whose  resistance  is  3663  ohms,  would  let  one  hundredth  part 
of  the  whole  current  pass  through  the  galvanometer,  and  iVoths  through  itself? 
Int.  Sci.  1891.  A»s.  37  ohms. 

2.  A  length  of  uniform  wire,  of  resistance  12  ohms,  is  bent  into  a  circle,  and  two 
points  at  a  quarter  of  the  circumference  apart  are  connected  with  a  battery  whose 
resistance  is  i  ohm  and  electromotive  force  3  volts  ;  find  the  current  in  the 
different  parts  of  the  circuit.     Int.  Sd.  1889. 

Ans,  Through  battery,  ^|  ampere;  through  the  quarter  circumference,  ^ 
ampere ;  through  remainder  of  circumference,  ^  ampere. 

3,  A  compass  needle  is  placed  at  the  centre  of  two  concentric  circles  which  are  in 
the  same  vertical  plane,  and  are  made  of  wires  similar  in  all  respects  except  that 
the  outer  b  copper,  the  inner  German  silver.  The  wires  are  connected  in  multiple 
arc,  but  so  that  the  currents  which  flow  through  them  circulate  in  opposite 
directions.  What  must  be  the  ratio  of  the  diameters  of  the  circles  that  no  effect 
may  be  produced  on  the  needle?  [N.B. — Assume  the  conductivity  of  copper  to 
be  twelve  times  that  of  German  silver.]    S.  &  A.  D.  (A.)  1891. 

A?is.  The  diameter  of  the  copper  circle  must  be  2  J"^  times  that  of  the  German 
silver  circle. 

4.  What  effect  is  produced  on  the  magnetising  power  of  a  coil  of  insulated  wire,  the 
ends  of  which  are  connected  with  the  poles  of  a  battery,  by  immersing  it  in  cold 
water?    S.  &  A.  D.  (A.)  1891. 

5^  A  wire  AB  of  0.33  ohm  resistance  fonns  part  of  a  circuit  through  which  an 
electric  current  flows  in  the  direction  from  A  to  B.  The  points  A  and  B  are  also 
connected  by  another  conducting  path,  in  which  is  included  a  cell  of  e.m.f. 
1.287  volts  and  a  galvanometer,  the  positive  pole  of  the  cell  being  that  joined  to 
A.  If  the  galvanometer  is  not  deflected,  what  is  the  strength  of  the  current  in  the 
wire  AB?     S.  &  A.  D.  (A.)  1897.  Arts.  3.9  amperes. 

6.  Twelve  wires  of  equal  length  and  electrical  resistance  are  arranged  to  form  the 
edges  of  a  cube,  and  a  current  of  4  centiamperes  is  led  into  the  cube  at  one 
corner  and  out  at  the  opposite  comer.  Find  the  difference  of  potential  between 
these  two  comers  and  the  effective  resistance  of  the  fi*amework  between  them, 
the  resistance  of  each  wire  being  6  ohms.     S.  &.  A.  D.  (A.)  1898. 

Ans,  0.2.  volt ;  5  ohms.  [Find  the  currents  in  each  of  the  wires.  This  can  be 
done  from  considerations  of  symmetry.  Thus  each  of  the  wires  which  meet  at  the 
corner  at  which  the  current  enters  must  carry  one- third  of  4  centiamperes.  Then 
calculate  the  difference  of  potential  along  one  of  the  pf  ths  between  one  corner  and 
the  opposite  by  multiplying  the  resistance  of  each  conductor  into  the  current 
flowing  through  it  and  adding.] 

7.  Four  points,  A^  B^  C,  /?,  are  connected  together  as  follows :  ^  to  ^,  ^  to  C, 
C\.Q  D^  D  to  A^  each  by  a  wire  of  I  ohm  resistance  \  A  io  C^  B  X.o  Z>,  each  by  a 
cell  of  I  volt  e.m.f.  and  2  ohms  resistance.  Determine  the  current  flowing 
through  each  of  the  cells.     S.  &  A.  D.  (A.)  1900.  Ans,  \  ampere. 
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8.  Explain  fully  a  method  of  comparing  the  e.m.£'s  of  two  celb  in  which  an 
electrometer  is  not  employed.     S.  &  A.  D.  (A.)  1898. 

9.  Describe  one  form  of  Wheatstone's  bridge,  and  prove  the  formula  employed  whtfn 
using  the  bridge  to  measure  a  resistance. 

10.  A  current  of  1.5  ampere  is  passed  through  a  wire  of  which  the  length  is  one 
metre  and  the  diameter  2  mm.  If  the  specific  resistance  of  the  material  of  the 
wire  is  2.42  X  IO-^  what  will  be  the  difference  of  potential  between  the  ends  of 
the  wire  ?  Am,  0.01 1 55  volts. 

CHAPTER  IX 

1.  You  are  given  two  equal  lengths  of  wire  of  the  same  thickness,  one  of  silver,  the 
other  of  platinum,  and  wish  to  make  one  of  them  as  hot  as  possible  with  a  battery 
of  given  e.m.f.  and  negligible  resistance,  which  wire  would  you  use?  Give  the 
reasons  for  your  choice.     Prelim.  Sci.  1889.  Ans,  The  silver. 

2.  A  current  of  one  ampere  flowing  for  one  second  through  a  resistance  of  I  ohm 
produces  0.239  gram-centigrade  units  of  heat.  What  current  would  have  to  flow 
for  an  hour  through  a  resistance  of  41.84  uhms  in  order  that  the  heat  produced 
might  suffice  to  raise  a  kilogram  of  water  from  o**  G  to  the  boiling-point? 
S.  &  A.  D.  (A-)  1896.  Am,  1.67  amperes. 

8.  A  spiral  of  fine  wire  glows  when  a  current  is  passed  through  it.  Explain  this. 
If  a  pr.it  of  the  spiral  is  cooled  the  remainder  glows  more  brightly.  Explain  this 
also.     S.  &  A.  D.  (A.)  1892. 

4.  The  e.m.£  of  a  battery  is  i&  volts  and  its  internal  resistance  3  ohms.  The  differ- 
ence of  potential  between  its  poles,  when  they  are  connected  by  a  wire  A,  is 
15  volts,  and  falls  to  12  volts  when  A  is  replaced  by  another  wire  B,  Compare 
the  amounts  of  heat  developed  in  A  and  B  in  equal  times.    S.  &  A.  D.  (A.)  189a 

Am,  Heat  developed  in  ^  is  to  heat  developed  in  .^  as  5  is  to  8. 

5.  Part  of  the  circuit  of  an  electric  current  consists  of  a  bare  wire  which  passes 
through  a  vertical  glass  tube  corked  at  the  lower  end.     Explain  the  effect  on  the 
temperature  of  the  wire  and  on  the  current  in  the  circuit  of  graduaUy  filling  the  . 
tube  with  mercury.    S.  &  A.  D.  (A.)  1897. 

6.  Show  how,  by  measuring  the  heat  developed  in  a  wire  by  a  known  current,  the 
mechanical  equivalent  of  heat  can  be  obtained  if  we  know  either  the  resistance  of 
the  wire  or  the  difference  in  potential  between  the  ends  of  the  wire  while  the 
current  is  flowing. 

CHAPTER  X 

1.  Explain  how  the  metals  may  be  arranged  in  a  thermoelectric  series,  and  the  con- 
ditions under  which  such  a  series  has  a  definite  meaning.    S.  &  A.  D.  (A.)  1896. 

2.  Define  thermoelectric  power.  Describe  the  thermoelectric  diagram,  and  show 
on  one  what  represents  the  e.m.£  of  a  circuit  composed  of  lead  and  some  other 
metal,  with  junction  at  t\  and  t^.  Given  the  diagram  for  two  metals,  how  would 
you  verify  it  experimentally?    B.Sc  1893. 

3.  Describe  how  a  thermopile  is  constructed  and  used.  How  would  you  measure  its 
e.nuf.  under  given  conditions  of  temperature?     \Vhere  does  the  enctgy  of  the 
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current  come  from?    How  do  you  know  that  the  current  requires  energy  ?  Prelim. 
Sci.  1892. 

4.  Two  different  metal  wires  are  joined  together  at  two  points,  and  one  of  the  junc- 
tions is  kept  at  a  constant  temperature  while  the  other  is  heated.  Describe  two 
typical  cases  of  the  change  ol3ser\^ed  in  the  electromotive  force  as  the  difference  of 
temperature  increases.     S.  &  A.  D.  (A.)  1893. 

5.  A  thermopile  is  joined  up  in  series  with  a  Daniell  cell,  and  the  current  allowed  to 
flow  for  a  short  time.  The  thermopile  is  then  removed  from  the  circuit  and  con- 
nected to  the  terminals  of  a  galvanometer,  the  needle  of  which  is  thereupon  con- 
siderably deflected  but  gradually  returns  to  its  undisturbed  position.  Explain 
this.     S.  &  A.  D.  (A.)  1898. 

6.  Give  an  account  of  the  reasoning  by  means  of  which  Lord  Kelvin  showed  that 
there  must  be  other  reversible  thernial  effects  due  to  the  passage  of  a  current 
besides  the  Peltier  effects. 

7.  Find  the  e.m.f  acting  round  a  circuit  consisting  of  two  metals,  the  junctions  of 
which  lire  maintained  at  o**  and  loo**  respectively,  if  the  ordinates  of  the  lines  of 
the  two  metals  on  the  thermoelectric  diagram  are  o  and  13  microvolts  at  o**  and 
2  and  6  microvolts  at  100''  respectively.  Ans,  850  microvolts. 


CHAPTER  XI 

1.  A  long,  thin  cylindrical  magnet  has  a  moment  of  616  cg.s.  units,  is  100  cm. 
long  and  2  mm.  in  diameter.  Calculate  the  intensity  of  magnetisation  of  the 
steel,  and  the  area  of  cross  section  of  a  tube  of  force  within  the  magnet 

Ans.  196  ;  1/2464  sq.  cm. 

2.  Explain  what  is  meant  by  the  induction  in  a  piece  of  iron.  A  thin  iron  wire, 
50  cm.  long  and  .02  sq.  cm.  in  cross  section,  is  placed  vertically,  so  that  its  upper 
end  is  on  a  level  with  and  10  cm.  due  E.  of  a  small  suspended  n^agnet.  The  sus- 
pended magnet  is  deflected  through  an  angle  of  14°  2'.  Given  that  the  horizontal 
component  of  the  earth's  magnetic  field  is  a  18  and  the  dip  67*,  and  assuming  that 
the  lower  pole  of  the  iron  is  so  far  removed  as  not  to  affect  the  suspended  magnet, 
calculate  the  induction  in  the  iron  (tan  67**  =  2.356 ;  tan  14*'  2' =  .250). 

Ans,  1  =  225,  6=2829. 
8.  What  is  meant  by  the  magnetic  permeability  of  a  substance,  and  how  can  it  be 
measured  ?    Describe  generally  how  the  magnetic  permeability  of  a  piece  of  soft 
iron  varies  with  the  intensity  of  the  magnetising  force.     B.Sc.  1896. 

4.  Two  circular  rings  of  iron  are  magnetised,  the  first  by  being  placed  between  the 
poles  of  a  strong  horseshoe  magnet,  so  that  the  line  joining  the  poles  of  the  magnet 
is  a  diameter  of  the  ring,  the  second  by  having  one  pole  of  a  bar  magnet  drawn 
round  it  several  times.  Describe  the  magnetic  state  of  each  ring.  S.  &  A.  D.  (A.) 
1894. 

5.  What  is  meant  by  "hysteresis"  when  used  in  connection  with  the  magnetisation 
of  iron  ?  Describe  generally  the  form  of  the  curve  which  gives  the  relation  between 
the  magnetic  induction  and  the  magnetising  force  in  soft  iron. 

6-  Give  a  general  account  of  Swing's  theory  of  magnetism,  and  point  out  how  it 
accounts  for  the  form  of  the  I-H  curve. 
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CHAPTER  XII 

1.  Describe  how  the  lines  of  magnetic  force  lie  in  the  neighbourhood  {a)  of  an 
electric  current,  and  {p)  of  a  magnet,  and  explain,  from  that,  how  a  coil  of  wire 
acts  like  a  magnet  at  points  outside  the  coil.  In  what  respects  would  a  hollow 
magnet  differ  from  the  coil  ?    Int.  ScL  1889. 

2.  State  the  rules  by  which  the  force  acting  on  a  conductor  carrying  a  current  in  a 
magnetic  field  can  be  determined. 

8.  Describe  the  magnetic  system  which  has  the  same  magnetic  field  as  a  giyen  current 
circuit.  Describe  experiments  by  which  the  equivalence  of  the  two  S3rstenis  could 
be  established.     B.Sc.  1894. 

4.  What  are  the  general  laws  of  attraction  and  repulsion  of  currents,  and  how  would 
you  experimentally  investigate  them  ?    S.  &  A.  D.  (A.)  1899. 

6.  A  solenoid  has  a  length  of  40  cm.,  and  is  wound  with  $00  turns  of  insulated  wire, 
and  is  traversed  by  a  current  of  1.2  amperes.  Find  the  strength  of  the  field  at  a 
point  near  the  centre  of  the  solenoid.  If  the  solenoid  is  filled  with  iron,  find  the 
induction  through  the  iron  near  the  centre.  The  permeability  can  be  obtained 
from  Fig.  481.  Ans.  18.86  cg.s.  units  ;  1509a 

6.  Prove  the  formula  for  the  magnetic  moment  of  a  solenoid  by  replacing  each 
turn  of  wire  by  the  equivalent  magnetic  shell. 


CHAPTER  XIII 

State  the  laws  of  electro-magnetic  induction,  and  describe  experiments  illustrating 
each  of  them.     Int.  Sci.  1889. 

Describe  how  to  move  a  wire  forming  part  of  a  closed  circuit  in  the  earth's 
magnetic  field  so  as  to  induce  a  current  along  the  wire,  and  how  to  move  it  so 
that  there  may  be  no  induced  current  along  the  wire.  If  it  be  moved  the  same 
distance,  but  twice  as  fast  on  one  occasion  as  upon  another,  what  is  the  relation 
between  the  currents  induced  in  each  case  ?    Int.  Sci.  1892. 

Ans.  The  current  is  twice  as  great. 
Enunciate  Faraday's  and  Lenz*s  laws  for  determining  the  currents  induced  by 
changes  in  the  magnetic  field.     Show  that  these  laws  lead  to  the  same  result  for 
the  direction  of  the  current  induced  in  a  circuit  moving  in  a  magnetic  field.     Int. 
Sci.  1893. 

Describe  the  distribution  of  lines  of  force  near  a  magnet,  and  from  this  show  in 
what  ways  you  could  move  a  circle  of  wire  near  the  magnet  without  causing  any 
current  to  circulate  round  the  circle.     Prelim.  Sci.  1889. 

Show  how  to  determine  approximately  the  direction  of  the  magnetic  meridian  at 
a  place  by  experimenting  with  a  coil  of  wire  movable  about  a  vertical  axis,  and 
connected  with  a  sensitive  galvanometer.  S.  &  A.  D.  (A.)  1899. 
A  flat  coil  of  wire,  the  ends  of  which  are  connected  to  a  sensitive  galvanometer, 
is  (i)  moved  up  towards  the  north  end  of  a  long  bar  magnet,'(2)  threaded  on 
the  bar,  (3)  moved  along  it  to  the  south  end,  (4)  removed  to  a  distance.  What 
indications  docs  the  galvanometer  give  during  these  operations  ?  S.  &  A,  D.  ( A) 
1897. 
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7.  A  drcuit  consisting  of  a  battery  and  an  electromagnet  can  be  made  and  broken 
by  a  wire  dipping  into  mercury.  At  every  break  a  bright  spark  occurs.  If  the 
electromagnet  be  removed  from  the  circuit,  the  spark  is  much  less  bright.  Ex- 
plain these  phenomena.     S.  &  A.  D.  (A.)  1891. 

^  An  iron  hoop  is  held  in  the  magnetic  meridian  and  is  allowed  to  fall  over  towards 
the  east.  Explain  why  an  electric  current  traverses  the  hoop,  and  state  whether 
the  current  would  flow  north  or  south  in  the  part  of  the  hoop  which  touches  the 
ground  if  the  experiment  were  performed  in  England.     S.  &  A.  D.  (A.)  1S94. 

Ans,  From  north  to  south. 

9  If  the  diameter  of  the  hoop  considered  in  the  last  question  is  one  metre,  and  the 
resistance  of  the  circuit  consisting  of  the  hoop  is  .25  ohm,  find  the  quantity  of 
electricity  which  will  flow  round  the  hoop  while  it  is  falling. 

[/r=o.i8,  dip  67',  tan  67' =2. 356.]  During  the  passage  of  the  current  round 
the  hoop  heat  will  be  developed.  Explain  whence  the  energy  corresponding  to 
this  heat  is  derived.  Ans.  1.333  x  10*  coulombs. 

10.  A  bar  magnet  is  suspended  on  a  stirrup  by  a  string,  and  oscillates  in  a  horizontal 
plane.  How  are  the  oscillations  affected  (if  at  all)  when  a  thick  non-magnetic  metal 
plate  is  placed  horizontally  beneath  the  needle  so  as  to  be  close  to  without  touching 
it?    S.  &  A.  D.  (A.)  1896. 

CHAPTER   XIV 

1.  A  coil  of  wire,  consisting  of  fifty  turns  in  the  form  of  a  circle,  40  cm.  in  diameter, 
rotates  twenty  times  per  second  about  a  vertical  axis.  Find  the  maximum  e.m.f. 
in  volts  induced  in  the  coil  if  the  earth's  horizontal  magnetic  force  be  .18  cg.s. 
units.  Ans,  1.42  x  lo"*  volts. 

2.  Describe  the  means  by  which  coils  rotating  in  a  magnetic  field  may  be  arranged 
to  furnish  (1)  alternating  currents,  (2)  continuous  currents.     B.Sc.  1899. 

A  copper  plate  is  rotated  about  an  axis  perpendicular  to  its  plane.  A  horseshoe 
magnet  is  placed  with  a  pole  on  each  side  of  the  plate,  the  poles  being,  say,  half- 
way between  centre  and  circumference.  Explain  how  currents  will  be  induced  in 
the  plate,  and  draw  a  figure  showing  their  direction  ;  the  plate  being  supposed  to 
turn  clockwise  when  looked  at  from  the  side  on  which  is  the  north-seeking  pole. 
8.  Find  the  relation  between  the  speed  of  revolution  and  the  work  done  in  turning 
the  plate,  if  friction  is  negligible.     B.Sc.  1893. 

Ans.  The  induced  e.m.f.  is  proportional  to  the  speed  with  which  the  plate  cuts 
the  lines  of  force,  that  is,  to  the  speed  of  rotation.  The  induced  currents  are  pro- 
portional to  the  induced  e.m.f.  The  work  done  is  represented  by  the  heat 
developed  owing  to  the  induced  currents,  and,  therefore,  as  the  heat  is  proportional  . 
to  the  square  of  the  current,  the  work  is  proportional  to  the  square  of  the  speed  of 
rotation. 

4.  What  is  the  measure  in  c.g.s.  units  in  the  electromagnetic  system  of  measurement 
(i)  of  an  e.m.f.  of  i  volt,  (2)  of  a  resistance  of  I  ohm,  (3)  of  a  current  of  I  ampere. 
Find  the  rate  of  work  in  ergs  per  second  when  a  current  of  i  ampere  flows  round 
a  circuit  under  an  e.m.f.  of  i  volt.     B.Sc.  1894. 

5.  Describe  the  general  principles  of  the  construction  of  a  simple  form  of  dynama 
S.  &  A.  D.  (A.)  1897. 
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6.  Calculate  the  power  required  to  light  eighty  incandescent  lamps,  if  the  e.ni.f. 
required  be  65  volts  and  the  current  required  by  each  be  .8  ampere.  If  the  lamps 
be  all  in  parallel  and  the  leads  have  a  resistance  of  .5  ohm,  calculate  the  power 
wasted  in  them.     B.Sc.  1892.  Am,  4160  watts ;  2048  watts. 

7.  Give  a  general  account  of  the  **  magnetic  circuit "  method  of  dealing  with  magnetic 
problems.  An  electromagnet  consists  of  an  iron  ring  wound  with  2000  turns  of 
wire,  and  having  an  air-gap  .5  cm.  wide.  The  length  of  the  iron  core  is  loo  cm. 
and  the  cross  section  6  sq.  cm.  Find  the  total  induction  across  the  gap  when  a 
current  of  i  ampere  flows  through  the  wire.  [Permeability  of  the  iron  for  a  field 
2500  is  10.]  Ans,  14430  ag.s.  units. 

8.  Assuming  that  the  energy  {e)  used  in  producing  the  heat  developed  in  a  conductor 
of  resistance  r  when  traversed  by  a  current  c  depends  only  on  the  values  of  r  and 
c,  prove  from  the  dimensions  of  r  and  c  that  e  is  proportional  to  <^. 

Ans,  Assume  tf=r**r"*,  then  write  in  the  dimensional  formulae  for  e  (energy), 
c  and  r,  and  deduce  the  values  which  must  be  given  to  n  and  ;/i  to  make  the 
dimensions  of  the  two  sides  of  this  equation  the  same. 


CHAPTER   XV 

1.  Enunciate  Faraday's  laws  of  electrolysis,  explaining  any  terms,  used. 

2.  Explain  the  term  electro-chemical  equivalent.  If  3  amperes  deposit  4  grams  of 
silver  in  20  minutes,  what  is  the  electro-chemical  equivalent  of  silver  ?  S.  &  A.  D. 
(A.)  1899.  '^^<  aooiii. 

8.  Calculate  the  electro-chemical  equivalent  of  nickel,  given  that  nickel  is  a  diad 
and  has  an  atomic  weight  of  58.6.  The  surface  of  a  body  being  1000  sq.  cm.,  how 
much  electricity  must  pass  to  give  the  body  a  coating  of  nickel  .1  mm.  thick? 
Density  of  nickel  8.6  ;  electro-chemical  equivalent  of  hydrogen  1.0357  x  lO"*. 

Ans.  a000304;  283400  coulombs. 

4.  A  solution  of  copper  sulphate  in  water  is  placed  in  a  vertical  cylindrical  tube,  in 
the  top  and  bottom  of  which  respectively  are  placed  horizontal  copper  discs,  the 
upper  one  being  just  immersed  in  the  liquid.  Describe  carefully  what  occurs 
when  an  electric  current  is  sent  upwards  through  the  liquid  from  one  disc  to  the 
other,  and  explain  that  which  is  observed.     B.Sc.  1899. 

6.  Describe  the  ionic  theory  of  electrolysis,  and  distinguish  between  primary  and 
secondary  chemical  actions  in  electrolysis.  Describe  what  occurs  during  the 
electrolysis  of  a  solution  of  sulphate  of  sodium  with  platinum  and  with  copper 
electrodes  respectively. 

6.  Show  how  the  ratio  of  the  velocity  of  the  ions  can  l)e  calculated  from  the  value  of 
the  migration  constant. 

7.  Find  an  expression  for  the  molecular  conductivity  of  an  electrolyte  in  terms  of 
the  velocities  of  the  ions.  The  molecular  conductivity  for  a  very  dilute  solution 
of  a  given  electrolyte  is  .375  ohms"^  cm.-*,  while  the  ratio  of  the  loss  of  the  salt 
near  the  kathode  to  the  total  loss  is  .2 ;  calculate  the  velocity  of  the  ions  lor  a 
potential  gradient  of  one  volt  per  centimetre. 

Ans,  Velocity  of  kation  .00311  cm./sec.  ;  velocity  of  anion  .00078  cm./sec. 


Digitized  by 


Google 


Questions  and  Examples  939 

Describe  a  method  by  which  the  polarisation  in  an  electrolytic  cell  can  be 
measured.  Give  a  general  account  of  the  phenomenon  of  polarisation. 
Two  small  electrolytic  cells,  consisting  of  pieces  of  lead  dipping  in  dilute  sulphuric 
acid,  are  placed  in  series,  and  their  terminals  are  connected  to  the  two  sides  of  a 
make  and  break  key  placed  in  a  circuit,  including  a  battery  of  e.m.f.  2  volts  and 
an  electromagnet.  It  is  noticed  that  whether  the  key  is  open  or  shut  no  electro- 
lysis takes  place  in  the  electrolytic  cells,  and  that  no  spark  occurs  when  the  key 
is  opened  or  shut.  On  disconnecting  the  electrolytic  cells,  however,  a  strong 
spark  is  produced  on  opening  the  key.     Account  for  the  above  observations. 


CHAPTER  XVI 

L  What  is  meant  by  *'the  contact  difference  of  potential"?  Give  reasons  for  sup- 
posing that  the  contact  difference  of  potential  between  zinc  and  copper  is  small. 

2.  Describe  the  distribution  of  potential  in  a  Volta's  cell  when  the  current  is  (i)  open, 
(2)  closed.     S.  &  A.  D.  (A)  1893. 

8.  Describe  the  capillary  electrometer,  and  explain  how  it  may  be  employed  to 
measure  the  contact  difference  of  potential  between  mercury  and  sulphuric  acid 
solution. 

4.  Describe  {a)  Daniell's,  and  {b)  either  Grove's  or  Bunsen's  cells,  explaining  in  each 
case  the  uses  of  the  various  parts.     Prelim.  Sci.  1890. 

5.  Describe  the  construction  of  Latimer  Clark's  standard  cell.  You  are  given 
five  such  cells  (e.m.f.  of  each  1.45  volt),  what  method  would  you  adopt  to  find 
the  e.m.f.  of  a  battery  of  ic»  Daniells  permanently  connected  in  series?  Int.  Sci. 
(H.)  1889. 

6.  A  Leclanche  cell  is  connected  by  long  thin  wires  to  a  galvanometer,  the  needle  of 
which  is  deflected.  The  poles  of  the  cell  are  then  bridged  across  for  a  short  time 
by  a  piece  of  thick  copper  wire.  After  the  removal  of  the  thick  wire  the  gal- 
vanometer deflection  is  much  less  than  before,  but  gradually  rises  to  its  former 
value.     Explain  this.     S.  &  A.  D.  (A.)  1898. 

7.  Describe  the  construction  of  and  mode  of  charging  a  secondary  battery.  S.  &  A.  D. 
(A.)  189a 

CHAPTERS  XVII   and  XVHI 

1.  A  voltaic  cell  is  made  up  with  zinc  in  a  solution  of  zinc  sulphate,  separated  by  a 
porous  partition  from  a  solution  of  copper  sulphate,  in  which  is  a  copper  plate. 
Explairi  where  is  the  source  of  energy  that  keeps  the  current  flowing  when  the 
zinc  and  copper  are  joined.     B.Sc.  1889. 

2.  The  electro-chemical  equivalent  of  zinc  is  0.00034  grams/ampere-second.  Find 
the  cost  of  the  zinc  used  in  a  primary  battery  for  each  horse-power  per  hour  if 
zinc  is  /  pence  per  kilo,  and  if  the  cell  in  which  the  zinc  is  used  gives  V  volts 
(746watts=i  h.p.)    B.Sc.  1895.  ^«j.  .91 3/>/F  pence. 

8.  Give  the  theory  of  the  voltaic  battery,  showing  how  to  calculate  the  e.m.f.  of  a 
cell  from  thermo-chemical  data,  and  how  far  such  data  are  sufficient.     B.Sc.  1891. 

4.  A  cell  has  on  open  circuit  an  e.m.f.  of  i.i  volt  at  0%  and  when  enclosed  in  a 
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calorimeter  and  allowed  to  pass  a  current  for  one  hour  the  heat  communicated  to 
th«  calorimeter  was  70  calories.  The  mean  value  of  the  current  was  .  i  ampere, 
and  the  external  resistance,  i.e.  the  resistance  of  the  circuit  outside  the  calori- 
meter, was  3  ohms.     Calculate  the  temperature  coefficient  of  this  cell. 

5.  A  current  from  a  storage  battery  is  passed  through  a  galvanometer  or  ampere- 
meter and  an  electric  motor.  Describe  and  give  a  general  explanation  of  the 
difference  of  the  readings  of  the  galvanometer  when  the  machine  is  (i)  prevented 
from  rotating,  (2)  allowed  to  run  free  as  fast  as  it  can.     S.  &  A.  D.  (A.)  1892. 

6.  Give  a  general  description  of  the  changes  which  take  place  in  the  appearance  of 
a  tube,  fitted  with  electrodes,  through  which  an  electric  discharge  is  passed,  as  the 
pressure  of  the  air  inside  the  tube  is  decreased. 

7.  Give  an  account  of  the  evidence  for  the  theory  that  the  kathode  rays  consist  of 
negatively  charged  particles  shot  out  from  the  neighbourhood  of  the  kathode. 

8.  Describe  experiments  to  show  that  a  gas  through  which  a  discharge  passes 
becomes  dissociated. 

CHAPTERS  XIX  and  XX 

1.  Give  a  general  account,  illustrated  by  examples,  of  Poynting's  theory  as  to  the 
transference  of  electro- magnetic  energy. 

2.  Assuming  Maxwell's  expression  for  the  velocity  of  an  electro-magnetic  wave,  show 
that  the  refractive  index  of  any  medium  must  be  equal  to  the  square  root  of  the 
specific  inductive  capacity. 

3.  A  piece  of  glass,  of  length  10  cm.,  is  placed  near  the  centre  of  a  long,  thin 
solenoid,  which  is  traversed  by  a  current  of  50  amperes.  If  there  are  20  turns  per 
cm.  in  the  solenoid,  and  Verdet's  constant  for  the  glass  is  0.07,  find  the  rotation  of 
the  plane  of  polarisation  of  a  beam  of  plane  polarised  yellow  light  produced  by 
traversing  the  glass.  •  Ans,  14!*  40'. 

4.  Describe  experiments  showing  that  the  discharge  of  a  Leyden  jar  is  accompanied 
by  alternations,  and  state  under  what  circumstances  it  becomes  simply  dead-beat. 
Illustrate  your  answer  by  reference  to  analogous  mechanical  illustrations.  Int. 
Sci.  (H.)  1892. 

5.  Explain  how  it  was  that  Hertr  was  able  to  obtain  electrical  oscillations  of  small 
wave-length. 

6.  Give  an  account  of  some  experiments  on  the  reflection  and  refraction  of  electro- 
magnetic waves. 
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and  188  Examples  taken  from  the  Science  Department  Examination  Papers, 
with  Answers.     Fcp.  8vo.,  aj.  6d. 

GOODMAM— MECHANICS  APPLIED  TO  ENGINEERING. 

By  John  Goodman,  Wh.Sch.,  A.  M.I.  C.E.,  M.I.  M.E.,  Professor  of  Engineering 
in  the  Yorkshire  College,  Leeds  (Victoria  University).  With  6ao  Illustrations 
and  numerous  examples.     Crown  8vo.,  7s.  6d.  net. 

GRIEVE.— LESSONS     IN     ELEMENTARY     MECHANICS. 

By  W.  H.  Grieve,  late  Engineer,  R.N.,  Science  Demonstrator  for  the  London 

School  Board,  etc. 
Stage  I.    With  165  Illustrations  and  a  large  number  of  Examples.    Fcp.  8vo., 

IS.  dd. 
Stage  a.  With  122  Illustrations.     Fcp.  8vo.,  u.  6d, 
Stage  3.  With  103  Illustrations.     Fcp.  8vo.,  u. 
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MECHANICS,    DYNAMICS,    STATICS,    HYDROSTATICS,    ETC.- 

Continued. 

MAGNUS.— y^orks  by  SIR  PHILIP  MAGNUS,  B.Sc,  B.A. 
LESSONS  IN  ELEMENTARY  MECHANICS.    Introductory 

to  the  study  of  Physical  Science.     Designed  for  the  Use  of  Schools,  and  of 
Candidates  for  the  London  Matriculation  and  other  Examinations.     With 
numerous  Elxercises,  Examples,  Examination  Questions,  and  Solutions,  etc., 
from  1870-1895.     With  Answers,  and  131  Woodcuts.     Fcp.  8vo.,  y.  6d. 
Key  for  the  use  of  Teachers  only,  price  5*.  jjrfl 

HYDROSTATICS  AND  PNEUMATICS.     Fcp.  8vo.,  is.  6d. ; 

or,  with  Answers,  2s.    The  Worked  Solutions  of  the  Problems,  aj. 


ROBINSON,— ELEU^^T^    OF    DYNAMICS    (Kinetics    and 

Statics).  With  numerous  Exercises.  A  Text-book  for  Junior  Students. 
By  the  Rev.  J.  L.  Robinson,  M.A.    Crown  8vo.,  6s. 

SMITH.— Works  by  J.  HAMBLIN  SMITH,  M.A. 
ELEMENTARY  STATICS.     Crown  8vo.,  31. 
ELEMENTARY  HYDROSTATICS.     Crown  8vo.,  3s. 
KEY  TO  STATICS  AND  HYDROSTATICS.    Crown  8vo.,  6s. 

TARLETON—K^  INTRODUCTION  TO  THE  MATHE- 
MATICAL THEORY  OF  ATTRACTION.  By  FRANCIS  A.  Tarleton, 
LL.D.,  Sc.D.,  Fellow  of  Trinity  College,  and  Professor  of  Natural  Philosophy 
in  the  University  of  Dublin.     Crown  8vo.,  loj.  6</. 

TA  yZ(9^.— Works  by  J.  E.  TAYLOR,  M.A.,  B.Sc.  (Lond.). 
THEORETICAL   MECHANICS,  including   Hydrostatics  and 

Pneumatics.     With  175  Diagrams  and  Illustrations,  and  522  Examination 
Questions  and  Answers.     Crown  8vo.,  2J.  6</. 

THEORETICAL   MECHANICS— SOLIDS.     With  163  Illus- 

trations,  120  Worked  Examples  and  over  500  Examples  from  Examination 
Papers,  etc     Crown  8vo.,  af.  6d. 

THEORETICAL  MECHANICS.— FLUIDS.     With  122  Illus 

trations,  numerous  Worked  Examples,  and  about  500  Examples  from  Ex- 
amination Papers,  etc.     Crown  8vo.,  is.  6d. 

TB OR NTON— THEORETICAL    MECHANICS— SOLIDS. 

Including  Kinematics,  Statics  and  Kinetics.  By  Arthur  Thornton,  M.A.. 
F.R.A.S.  With  200  Illustrations,  130  Worked  Examples,  and  over  900 
Examples  from  Examination  Papers,  etc.    Crown  Bvo. ,  4s.  6d. 
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MECHANICS.    DYNAMICS,    STATICS,    HYDROSTATICS.    ETC.- 

Conti$tu9d, 

TlVISnEN.—^Noxks  by  the  Rev.  JOHN   F.  TWISDEN,  M.A. 
PRACTICAL   MECHANICS;  an  Elementary  Introduction  to 

their  Study.    With  855  Exercises,  and  184  Figures  and  Diagrams.     Cro^n 
8vo.,  10s.  6d. 

THEORETICAL     MECHANICS.       With      172     Examples, 

numerous  Exercises,  and  154  Diagrams.     Crown  8vo. ,  &r.  6d. 

^/ZZ /^  ilf 5 (9 iV— INTRODUCTION    TO    THE    MATHE 

MATICAL  THEORY  OF  THE  STRESS  AND  STRAIN  OF  ELASTIC 
SOLIDS.    By  Benjamin  Williamson,  D.Sc.,  F.R.S.    Crown  8vo.,  y. 

WILLIAMSON    AND     TARLETON.—K^     ELEMENTARY 

TREATISE  ON  DYNAMICS.  Containing  Applications  to  Thermodynamics, 
with  numerous  Examples.  By  Benjamin  Williamson.  D.Sc.,  F.R.S.,  and 
Francis  A.  Tarleton,  LL.D.    Crown  8vo.,  10s,  6d. 

WOETiriNGTON— DYNAMICS  OF  ROTATION:  an  Ele- 
mentary introduction  to  Rigid  Dynamics.  By  A.  M.  Worthington,  M..^.. 
F.  R.  S.     Crown  8vo. ,  4J.  6d, 


MENSURATION,  SURVEYING,   ETC. 

BRABANT,— TYL^   ELEMENTS   OF   PLANE  AND   SOLID 

MENSURATION.  With  Copious  Examples  and  Answers.  By  F.  G. 
Brabant,  M.A.      Crown  8vo.,  y.  6d. 

GRIBBLE.—FRELIMINARY  SURVEY  AND  ESTIMATES. 

By  Theodore  Graham  Gribble,  Civil  Engineer.  Including  Elementary 
Astronomy,  Route  Surveying,  Tacheometry,  Curve  Ranging,  Graphic  Mensura- 
tion, Estimates,  Hydrography  and  Instruments.  With  133  Illustrations, 
Quantity  Diagrams,  and  a  Manual  of  the  Slide-Rule.     Fcp.  8vo.,  7s.  dd. 

Z6>Z>6^^.— MENSURATION  FOR  SENIOR  STUDENTS.     By 

Alpked  Lodge,  M.A.,  late  Fereday  Fellow  of  St.  John's  College,  Oxford; 
Professor  of  Pure  Mathematics  at  the  Royal  Indian  Engineering  College, 
Cooper's  Hill.      Wiih  Answers.      Crown  8vo.,  4J.  6d. 

LUPTON—\  PRACTICAL  TREATISE  ON  MINE  SURVEY- 

ING.  By  Arnold  Lupton,  Mining  Engineer,  Certificated  Colliery  Manager, 
Surveyor,  Member  of  the  Institution  of  Civil  Engineers,  etc  With  216  Illus- 
trations.    Medium  Bvo. ,  I2j.  net. 

NESBIT.—\\or\is  by  A.  NESBIT. 

PRACTICAL  MENSURATION.     Illustrated  by  700  Practical 

Examples  and  700  Woodcuts.      i2mo.,  y.  6d.      KEY,  $s. 

PRACTICAL   LAND-SURVEYING,  for  the   Use  of  Schools 

and  Private  Students.     Edited  by  W.  BURNESS,  F.R,A.S.     With  14  Plates, 
231  Figures,  and  a  Field- Book.     8vo.,  las. 

SMITH.— ClRCVhAR    SLIDE    RULE.       By    G.    L.    Smith. 

Fcp.  8vo.,  ij.  net. 
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ANNALS  OF  MATHEMATICS.  {Published  under  the 
AuspiCBS  OF  Harvard  University.)    (Issued  Quarterly.)    410.,  qj.  net. 

CRACKNELL.—YKKCnCkL  MATHEMATICS.      By  A.  G. 

Cracknell,  M.A.,  B.Sc.,  Sixth  Wrangler,  etc.  With  Answers  to  the 
Examples.      Crown  8vo.,  y.  6d. 

GRIFFIN.— ^oxVs  by  Rev.  WILLIAM  NATHANIEL  GRIFFIN, 
B.D.,  sometime  Fellow  of  St.  John's  College,  Cambridge. 

THE  ELEMENTS  OF  ALGEBRA  AND  TRIGONOMETRY. 

Fcp.  8vo. ,  35.  6</. 

NOTES  ON  THE  ELEMENTS  OF  ALGEBRA  AND 

TRIGONOMETRY.      With    Solutions  of   the  more   DiflQcult   Questions. 
Fcp.  8vo.,  3J.  6d. 

BURNSIDE  AND  PANTON.—^NoxVs  by  WILLIAM   SNOW 

BURNSIDE,  M.A.,  Fellow  of  Trinity  College,  Dublin  ;  and 

ARTHUR  WILLIAM  PANTON,  M.A.,  Fellow  and  Tutor  of 

Trinity  College,  Dublin. 

THE  THEORY  OF  EQUATIONS.      With  an  Introduction  to 

the  Theory  of  Binary  Algebraic  Forms.    2  vols.     8vo.,  gs.  6d.  each. 

AN    INTRODUCTION    TO    DETERMINANTS:    being    a 

Chapter  from  the  Theory  of  Equations  (being  the  First  Chapter  of  the 
Second  Volume  of  '  The  Tlieory  of  Equations ').     8vo.,  sewed,  2j.  6d. 

MELLOR,— HIGHER    MATHEMATICS    FOR    STUDENTS 

OF  CHEMISTRY  AND  PHYSICS.  With  special  reference  to  Practical 
Work.  By  J.  W.  Mellor,  D.Sc.,  Research  Fellow,  The  Owens  College, 
Manchester.     With  142  Diagrams.     8vo.,  i2j.  6d.  net. 

WELSFORD  AND  MA  K^— ELEMENTARY  ALGEBRA.     By 

J.  W.  WELSFORD,  M.A.,  formerly  Fellow  of  Gonville  and  Caius  College, 
Cambridge,  and  C.  H.  P.  Mayo,  M.A.,  formerly  Scholar  of  St.  Peter's  College, 
Cambridge;  Assistant  Masters  at  Harrow  School.  Crown  8vo.,  3^.  6^.,  or 
with  Answers,  45.  td, 

OONIO  SECTIONS,   ETC. 

CASEY.— K  TREATISE  ON  THE  ANALYTICAL  GEO- 
METRY OF  THE  POINT,  LINE,  CIRCLE,  AND  CONIC  SECTIONS. 
By  John  Casey,  LL.D.,  F.R.S.      Crown  8vo.,  12-f. 

RICHARDSON.— GEOWE-YRVZKY.  CONIC  SECTIONS.  By 
G.  Richardson,  M.A.    Crown  8vo.,  4s.  dd. 

SALMON— K  TREATISE  ON  CONIC  SECTIONS,  containing 

an  Account  of  some  of  the  most  Important  Modern  Algebraic  and  Geometric 
•     Methods.      By  G.  Salmon,  D.D.,  F.R.S.      8vo.,  i2j. 

5Jf/r^.— GEOMETRICAL    CONIC    SECTIONS.      By    J. 

Hamblin  Smith,  M.A.      Crown  8vo.,  y.  6^. 
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THE  CALCULUS,  LOGARITHMS,  ETC. 

^^^i^^i?.  — GRAPHICAL  CALCULUS.  By  Arthur  H. 
Barker,  B.A.,  B.Sc.  With  an  Introduction  by  John  Goodman,  A.M.I.C.£. 
With  6i  Diagrams.     Crown  8vo. .  4s.  6d, 

AfC/J^J^A  V,— Works  by   DANIEL   ALEXANDER    MURRAY, 
Ph.D. 
AN     ELEMENTARY     COURSE     IN     THE     INTEGRAL 

CALCULUS.     With  Answers  to  Exercises.      Crown  8vo.,  dr. 

AN     INTRODUCTORY     COURSE    IN     DIFFERENTIAI- 

EQUATIONS.      Crown  8vo.,  4s.  6d. 

TATE.— FRINCIFLES    OF     THE     DIFFERENTIAL    AND 

INTEGRAL  CALCULUS.     Applied  to  the  Solution  of  Useful  Problems  id 
Mathematics  and  Mechanics.    By  Thomas  Tate.    i2mo,  45.  6d. 

TA  YLOR,— Works  by  F.  GLANVILLE  TAYLOR. 
AN    INTRODUCTION    TO   THE    DIFFERENTIAL   AND 

INTEGRAL  CALCULUS  AND  DIFFERENTIAL  EQUATIONS. 
Crown  8vo.,  gs, 

AN    INTRODUCTION    TO    THE    PRACTICAL  USE    OF 

LOGARITHMS,  WITH  EXAMPLES  IN  MENSURATION.  With 
Answers  to  Exercises.      Crown  8vo.,  \s,  6d. 

WILLIAMSON.— Works  by  BENJAMIN  WILLIAMSON,  D.Sc. 
AN  ELEMENTARY  TREATISE  ON  THE  DIFFERENTIAL 

CALCULUS;  containing  the  Theory  of  Plane  Curves,  with  numerous 
Examples.      Crown  8vo.,  lor.  6</. 

AN    ELEMENTARY    TREATISE    ON    THE    INTEGRAL 

CALCULUS;  containmg  Applications  to  Plane  Curves  and  Surfaces,  and 
also  a  Chapter  on  the  Calculus  of  Variations,  with  numerous  Examples. 
Crown  8vo. ,  ioj.  6</. 
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CASEY.— Works  by  JOHN  CASEY,  LL.D.,  F.R.S. 

THE  ELEMENTS  OF  EUCLID,  BOOKS  I.-VI.  and  Pro- 
positions, I.-XXT.  of  Book  XL,  and  an  Appendix  of  the  Cylinder,  Sphere. 
Cone,  etc.  With  Copious  Annotations  and  numerous  Exercises.  Fcp.  8va, 
45.  6d.     Key  to  Exercises.     Fcp.  8vo.,  dr. 

A  SEQUEL  TO  THE  ELEMENTS  OF  EUCLID.      Part  I. 

Books  I. -VI.     With  numerous  Examples.     Fcp.  8vo..  y.  6d. 

A  TREATISE  ON  THE  ANALYTICAL  GEOMETRY  OF 

THE  POINT,  LINE,  CIRCLE  AND  CONIC  SECTIONS.     Containing 
an  Account  of  its  most  recent  Extension.     Crown  8va,  x2J. 
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QEOmETRY  AND  EXJQIAU- Continued, 

JIAAflLTOM—ELEUEl^TS    OF    QUATERNIONS.      By    the 

late  Sir  William  Rowan  Hamilton,  LL. D.  ,  M.  R.I. A.  Edited  by  Charles 
Jasper  Joly,  M.A.,  Fellow  of  Trinity  College,  Dublin.  3  vols.  410,  21s. 
net  each. 

HIME.—THE  outlines  of  quaternions.  By  Lieut- 
Colonel  H.  W.  L.  Hi  ME,  late  Royal  Artillery.     Crown  8vo.,  ioj. 

ZC^^.— text-book  on  practical,  solid,  and  DE- 
SCRIPTIVE GEOMETRY.  By  David  Allan  Low,  Professor  of  Engineer- 
ing, East  London  Technical  College.     Crown  8vo. 

Part  L     With  114  Figures,  2s, 

Part  II.     With  64  Figures,  y. 

MORRIS.— \NoxVs  by  L  HAMMOND  MORRIS. 

PRACTICAL  PLANE  AND  SOLID  GEOMETRY,  including 

Graphic  Arithmetic  fully  Illustrated  with  Drawings  prepared  sp)ecially  by  the 
Author.     Crown  8vo.,  2j.  6d. 

GEOMETRICAL     DRAWING     FOR     ART     STUDENTS. 

Embracing  Plane  Geometry  and  its  Applications,  the  Use  of  Scales,  and  the 
Plans  and  Elevations  of  Solids  as  required  in  Section  I.  of  Science  Subjects. 
Crown  8vo. ,  qj. 

5J//r^.— ELEMENTS    OF    GEOMETRY.      By   J.    Hamblin 

Smith,  M.A.  Containing  Books  i  to  6,  and  portions  of  Books  11  and  12,  of 
Euclid,  with  Exercises  and  Notes.  Crown  8vo.,  y.  6d.  Key,  crown  8vo., 
8s.  6d. 

Books  I  and  2,  limp  cloth,  15*.  6^/.,  may  be  had  separately. 
SPOONER,—T\iE  ELEMENTS  OF  GEOMETRICAL  DRAW- 

ING:  an  Elementary  Text-book  on  Practical  Plane  Geometry,  including  an 
Introduction  to  Solid  Geometry.  Written  to  include  the  requirements  of  the 
Syllabus  of  the  Board  of  Eklucation  in  Geometrical  Drawing  and  for  the  use  of 
Students  preparing  for  the  Military  Entrance  Examinations.  By  Henry  J. 
Spooner,  C.E.,  M.Inst.M.E. ;  Director  of  the  Polytechnic  School  of  Engineer- 
ing, etc.     Crown  8vo.,  3J.  fxi. 

WATSON.— EIJEUE^TS  OF  PLANE  AND  SOLID  GEO- 
METRY.    By  H.  W.  Watson,  M.A.    Fcp.  8vo.,  y.  M. 

WIZSON.— GEOMETRICAL  DRAWING.  For  the  use  of 
Candidates  for  Army  Examinations,  and  us  an  Introduction  to  Mechanical 
Drawing.  By  W.  N.  Wilson,  M.A.  Parts  I.  and  II.  Crown  8vo.,  4?.  6d. 
each. 

IVIJVTJSR.—  El.EMENTAKY  GEOMETRICAL  DRAWING. 
By  &  H.  Winter. 

Part  I.  Including  Practical  plane  Geometry,  the  Construction  of 
Scales,  the  Use  of  the  ft*^  \.  the  Marquois  Scales,  and  the  Protractor. 
With  3  Plates  and  loco  Hlv^^^  1*  and  Examination  Papers.    Post  8vo.,  y. 
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TRIGONOMETRY, 

CASEY,  — K  TREATISE  ON  ELEMENTARY  TRIGONO- 
METRY. By  John  Casey,  LL.  D.  ,  F.  R.  & ,  late  Fellow  of  the  Royal  U  ni versity 
of  Ireland,     with  numerous  Examples  and  Questions  for  Examination.     lamo, 

y. 
CLARKE.— ?\J^Y\Y.  TRIGONOMETRY.     Containing  theimore 

advanced  Propositions,  Solution  of  Problems  and  a  complete  Summary  of  For- 
mulae, Bookwork,  eta,  together  with  recent  Examination  Papers  for  the  Andy, 
Woolwich,  etc.  With  Answers.  By  the  Rev.  A.  Dawson  Clarke,  M.A.,  St. 
John's  College,  Cambridge.     Crown  8vo.,  51. 

GOODWIN,— V^oxV^  by  H.  B.  GOODWIN,  M.A. 
PLANE  AND  SPHERICAL  TRIGONOMETRY.      In  Three 

Parts,  comprising  those  portions  of  the  subjects,  theoretical  and  practical, 
which  are  required  in  the  Final  Examination  for  Rank  of  Lieutenant  at 
Greenwich.    8vo. ,  Zs.  6d. 

ELEMENTARY  PLANE  TRIGONOMETRY.    With  numerous 

Examples  and  Examination  Papers  set  at  the  Royal  Naval  College  in  recent 
years.     With  Answers.    8vo.,  55. 

SMITEr.—ELEUENTARY  TRIGONOMETRY.    By  J.  Hamblin 

Smith,  M.A.     Crown  Svo.,  4J.  6d.     Key,  71.  6ti. 


OPTICS,  PHOTOGRAPHY,  ETC. 

^^.YffK— A  TREATISE  ON  PHOTOGRAPHY.  BySirWiLUAM 
DB  WiVELESLiB  Abney.  K.C.B.,  F.R.S.,  Principal  Assistant  Secretary  of  the 
Secondary  Department  of  the  Board  of  Education.  With  134  Illustrations. 
Fcp.  8vo.,  5J. 

£>EC/DE.—TUE  THEORY   OF   OPTICS.     By  Paul  Drude, 

Professor  of  Physics  at  the  University  of  Giessen.  Translated  from  the  German 
by  C.  RiBORG  Mann  and  Robert  A.  Millikan,  Assistant  Professors  of 
Physics  at  the  University  of  Chicaga     With  no  Diagrams.     8vo.,  ly.  net. 

GLAZEBEOOJC.—THYSlCAh    OPTICS.      By   R,   T.   Glaze- 

BROOK.  M.A.,  F.R.S.,  Principal  of  University  College,  Liverpool  With  183 
Woodcuts  of  Apparatus,  etc.     Fcp.  Svo. ,  6s. 

VAJV£>EEPOEZ.— COLOR  PROBLEMS  :  a  Practical  Manual 
for  the  Lay  Student  of  Color.  By  Emily  Noyes  Vandrrpoeu  With  1x7 
Plates  in  Color.     Square  Svo. ,  21s.  net. 

WE/GIfT,— OPTICAL  PROJECTION :  a  Treatise  on  the  Use 
of  the  Lantern  in  Exhibition  and  Scientific  Demonstration.  Bv  Lewis  Wright, 
Author  of  '  Light :  a  Course  of  Experimental  Optics '.  With  232  Illustrations. 
Crown  Svo.,  6^. 
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SOUND,  LIGHT,  HEAT,  AND  THERMODYNAMICS. 

^-4  K— NUMERICAL  EXAMPLES  IN  HEAT.  By  R.  E. 
Day.  M.A.    Fcp.  8vo..  y.  6rf. 

/P^ATZfi:^.— ELEMENTARY  PRACTICAL  SOUND,  LIGHT 
AND  HEAT.  By  JOSEPH  S.  Dexter,  B.Sc.  (Lond.),  Physics  Master, 
Tpchnical  Day  School,  The  Polytechnic  Institute.  Regent  Street.  With  152 
Illustrations.     Crown  8vo.,  2J.  td. 

EMTAGE.— LIGHT.     By  W.  T.  A.  Emtage,  M.A.,  Director  of 

Education,  Mauritius.    With  23a  Illustrations.     Crown  8vo..  65 

ff£LJIfIfOLTZ—ON  THE  SENSATIONS  OF  TONE  AS  A 

PHYSIOLOGICAL  BASIS  FOR  THE  THEORY  OF  MUSIC.     By  Hee- 
MANN  VON  Hblmholtz.     Royal  Svo.,  a8j. 

ilf^^^-ffZZ.— THEORY  OF  HEAT.     By  J.  Clerk  Maxwell 

M.A.,  F.R.SS.,  L.  and  E.     With  Corrections  and  Additions  by  Lord  RAY 
LEIGH.     With  38  Illustrations.     Fcp.  8vo.,  41.  6d, 

SMITIf.— THE  STUDY  OF  HEAT.  By  J.  Hamblin  Smith, 
M.A.,  of  Gonville  and  Caius  College,  Cambridge.     Crown  8vo..  y, 

TYNDALL,—^orVs  by  JOHN  TYNDALL,  D.C.L.,  F.R.S. 
See  p.  36. 

lVORMELL.—\    CLASS-BOOK    OF   THERMODYNAMICS. 

By  Richard  Wormell.  B.Sc..  M.A.    Fcp.  8vo.,  u.  6d, 

WRIGHT,— \Noi]Ls  by  MARK  R.  WRIGHT,  M.A. 
SOUND,   LIGHT,   AND   HEAT.     With  160   Diagrams  and 

Illustrations.     Crown  8vo. ,  sj.  6d, 

ADVANCED    HEAT.       With    136   Diagrams  and   numerous 

Examples  and  Examination  Papers.     Crown  8vo. ,  41.  6d, 


STEAM,  OIL,  AND  GAS  ENGINES. 

BALE.—K  HAND-BOOK  FOR  STEAM  USERS;  being  Rules 
for  Engine  Drivers  and  Boiler  Attendants,  with  Notes  on  Steam  Engine  and 
Boiler  Management  and  Steam  Boiler  Explosions.  By  M.  Powis  Bale. 
M.I.M.E.,  A.M.I.C.E.     Fcp.  8vo.,  aj.  6d. 

CZERX.-^THE    GAS    AND    OIL     ENGINE.      By    Dugald 

Clerk,  Member  of  the  Institution  of  Civil  Engineers,  Fellow  of  the  Chemical 
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Amputations.     With  100  Illustrations.     Ro3ral  8vo.,  laj. 

Part  IV.  The  Treatment  of  the  Surgical  Affections  of  the  Joints 
(including  Ejccisions)  and  the  Spine.    With  138  Illustrations.    Royal  8vo. ,  14J. 

Part  V.     The  Treatment  of  the  Surgical  Affections  of  the  Head» 

Face,  Jaws,  Lips,  Larnyx  and  Trachea ;  and  the  Intrinsic  Diseases  of  the 
Nose,  Ear  and  Larynx,  by  H.  Lambert  Lack,  M.D.  (Lond.),  F.R.C.S.. 
Surgeon  to  the  Hospital  for  Diseases  of  the  Throat,  Golden  Square,  and  to 
the  Throat  and  Ear  Department,  The  Children's  Hospital,  Paddington 
Green.    With  145  Illustrations.     Royal  8vo.,  i8j. 

Part  VI.  Section  I.  The  Treatment  of  the  Surgical  Affections  of 
the  Tongue  and  Floor  of  the  Mouth,  the  Pharynx,  Neck,  CEsophagus,  Stomach 
and  Intestines.    With  124  Illustrations.     Royal  8vo.,  i8j. 

Section  II.     The  Treatment  of  the  Surgical  Affections  of 

the  Rectum,  Liver,  Spleen,  Pancreas,  Throat,  Breast  and  Genito-urinary 
Organs.     With  Illustrations.     Royal  8vo.  [/«  preparation^ 

CL^/^XE.— POST-MORTEM  EXAMINATIONS  IN  MEDICO- 
LEGAL AND  ORDINARY  CASES.  With  Special  Chapters  on  the  Legal 
Aspects  of  Post-mortems,  and  on  Certificates  of  Death.  By  J.  Jackson 
Clarke,  M.B.  Lond.,  F.R.C.S.,  Assistant  Surgeon  at  the  North-west  London 
and  City  Orthopaedic  Hospitals,  etc.     Fcp.  8vo. ,  ax.  6rf. 

C(9^r*S.— A  MANUAL  OF  PATHOLOGY.  By  Joseph 
Coats,  M.D.,  late  Professor  of  Pathology  in  the  University  of  Glasgow. 
Fourth  Edition.  Revised  throughout  and  Edited  by  Lewis  R.  Sutherland^ 
M.D.,  Professor  of  Pathology,  University  of  St.  Andrews.  With  490  Illustra- 
tions.   8vo.,  3XJ.  ()d, 

COOKE.— \^oT\i^  by  THOMAS  COOKE,  F.R.CS.  Eng.,  B.A.» 
B.Sc,  M.D.,  Paris. 
TABLETS  OF  ANATOMY.     Being  a  Synopsis  of  Demonsua- 

tions  given  in  the  Westminster  Hospital  Medical  School  Eleventh  Edition 
in  Three  Parts,  thoroughly  brought  up  to  date,  and  with  over  700  Illustia- 
tions  from  all  the  best  Sources,  British  and  Foreign.     Post  4to. 

Part  I.     The  Bones.     7^.  6d,  net. 

Part  II.     Limbs,  Abdomen,  Pelvis,     los,  6d,  net. 

Part  III.     Head  and  Neck,  Thorax,  Brain,     loj.  6d.  net. 
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COOKE.— V^oT]iis  by  THOMAS  COOKE  {continued). 

APHORISMS  IN  APPLIED  ANATOMY  AND  OPERATIVE 

SURGERY.    Including  loo  Typical  vivd  voce  Questions  on  Surface  Marking, 
«tc.     Crown  8vo.,  y.  6d. 

DISSECTION  GUIDES.    Aiming  at  Extending  and  Facilitating 

such  Practical  work  in  Anatomy  as  will  be  specially  useful  in  connection  with 
an  ordinary  Hospital  Curriculum.     8vo. ,  loj.  6d. 

DAKIN.—K  HANDBOOK  OF   MIDWIFERY.      By  William 

Radford  Dakin,  M.D.,  F.R.C,P.,  Obstetric  Physician  and  Lecturer  on 
Midwifery  at  St.  George's  Hospital,  etc.  With  394  Illustrations.  Large 
crown  8vo. ,  z&r. 

DICKINSON.— VforVs  by  W.  HOWSHIP  DICKINSON,  M.D. 
Cantab.,  F.R.C.P. 

ON    RENAL   AND    URINARY   AFFECTIONS.       With    12 

Plates  and  123  Woodcuts.    Three  Parts.     8vo.,  ^^3  \s.  6d. 

THE    TONGUE    AS    AN    INDICATION    OF    DISEASE: 

being  the  Lumleian  T.,ectures  delivered  March,  1888.     8vo.,  js.  6d. 

OCCASIONAL  PAPERS  ON  MEDICAL  SUBJECTS,  1855- 

1896.      8vO.,  Z2J. 

MEDICINE  OLD  AND  NEW.  An  Address  Delivered  on 
the  Occasion  of  the  Opening  of  the  Winter  Session,  1 899-1900,  at  St.  George's 
Hospital  Medical  School,  on  2nd  October,  1899.     Crown  8vo.,  2^.  6d. 

DUCKWORTH.— ^oiV'&  by  Sir  DYCE  DUCKWORTH,  M.D., 
LL.D.,  Fellow  and  Treasurer  of  the  Royal  College  pf  Phy- 
sicians, etc. 

THE  SEQUELS  OF  DISEASE :  being  the  Lumleian  Lectures. 

1896.     8vo.,  \os.  dd. 

THE     INFLUENCE     OF     CHARACTER     AND     RIGHT 

JUDGMENT  IN  MEDICINE:   the  Harveian  Oration.  1898.     Post  4to. 
2J.  td. 

£RICHSEN.—i:iiE  SCIENCE  AND   ART  OF  SURGERY; 

a  Treatise  on  Surgical  Injuries.  Diseases,  and  Operations.  By  Sir  John  Eric 
Erichsen.  Bart.,  F.R.S..  LL.D.  Edin.,  Hon.  M.Ch.  and  F.R.C.S.  Ireland. 
Illustrated  by  nearly  1000  Engravings  on  Wood.     2  vols.     Royal  8vo.,  48;. 

J^OWLER  AND  GODIEE.—THE  DISEASES  OF  THE 
LUNGS.  By  James  Kingston  Fowler,  M.A.,  M.D.,  F.R.C.P.,  Physician 
to  the  Middlesex  Hospital  and  to  the  Hospital  for  Consumption  and  Diseases 
of  the  Chest,  Brompton,  etc. ;  and  Rickman  John  Godlee,  Honorary  Surgeon 
in  Ordinary  to  His  Majesty,  M.S.,  F.R.C.S.,  Fellow  and  Professor  of  Clinical 
Surgery,  University  College,  London,  etc.     With  160  Illustrations.     8vo.,  251. 
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GARROD.—yfoxVs  by  Sir  ALFRED  BARING  GARROD, 
M.D.,  F.R.S.,  etc. 

A    TREATISE    ON    GOUT    AND    RHEUMATIC    GOUT 

(RHEUMATOID  ARTHRITIS).     With  6  Plates^  oompriatng  21  Figures 
(14  Coloured),  and  27  Illustrations  engraved  on  Wood.    8vo.,  au. 

THE  ESSENTIALS  OF  MATERIA  MEDICA  AND  THERA- 
PEUTICS.   Crown  8vo.,  I2J.  td. 

GOADBK— THE  MYCOLOGY  OF  THE  MOUTH  :  a  Text- 
Book  of  Oral  Bacteria.  By  Kenneth  W.  Goadbt,  L.D.S.  En^.,  etc. ; 
Bacteriologist  and  Lecturer  on  Bacteriology,  National  Dental  Hospital,  etc 
With  numerous  Illustrations.     8vo. 

GOODSALL  AND  J//Z^5.— DISEASES  OF  THE  ANUS  AND 

RECTUM.  By  D.  H.  GooDSALL,  F.R.C.S.,  Senior  Surseon.  Metropolitan 
Hospital ;  Senior  Surgeon,  St.  Mark's  Hospital ;  and  W.  Ernest  Miles» 
F.R.C.S.,  Assistant  Surgeon  to  the  Cancer  Hospital,  Surgeon  (out-patienu), 
to  the  Gordon  Hospital,  etc.  (In  Two  Parts.)  Part  I.  With  91  Illustrations 
Svo.,  7J.  fid.  net. 

GRA  y.— ANATOMY,  DESCRIPTIVE  AND  SURGICAL.  By 
Henry  Gray,  F.R.S.,  late  Lecturer  on  Anatomy  at  St.  George's  Hospital 
Medical  School  The  Fifteenth  Edition  Enlarged,  edited  by  T.  Pickerinc 
Pick,  F.R.C.S.,  Consulting  Surgeon  to  Su  George's  Hospital,  etc.,  and  by 
Robert  Howdbn,  M.A.,  M.B.,  CM.,  Professor  of  Anatomy  m  the  Univenity  of 
Durham,  etc.  With  779  Illustrations,  a  large  proportion  of  which  are  Coloured, 
the  Arteries  being  coloured  red,  the  Veins  blue,  and  the  Nerves  yellow.  The 
attachments  of  the  muscles  to  the  bones,  in  the  section  on  G^teology,  are 
also  shown  in  coloured  outline.      Royal  8va,  33$.  net. 

HALLIBURTON.— V^ox\i%  by  W.  D.  HALLIBURTON,  M.D.^ 
F.R.S.,  Professor  of  Physiology  in  King's  College,  London. 

A    TEXT-BOOK    OF    CHEMICAL    PHYSIOLOGY    AND 

PATHOLOGY.     With  104  Illustrations.     Svo.,  sSi. 

ESSENTIALS   OF  CHEMICAL    PHYSIOLOGY.      With  77 

Illustrations.    8vo.,  5^. 

L.4iVG.— THE    METHODICAL    EXAMINATION    OF   THE 

EYE.  Being  Part  I.  of  a  Guide  to  the  Practice  of  Ophthalmology  for  Students 
and  Practitioners.  By  William  Lang,  F.R.C.S.  Eng. ,  Surgeon  to  the  Roya^ 
London  Ophthalmic  Hospital,  Moorfields,  etc.  With  15  Illtistrations. 
Crown  8vo.,  y.  6df 

Zi^T?^:— TEXT-BOOK    OF    FORENSIC     MEDICINE    AND 

TOXICOLOGY.  By  Arthur  P.  Luff,  M.D.,  B.Sc.  (Lond.),  Physician 
in  Charge  of  Out- Patients  and  Lecturer  on  Medical  Jurisprudence  and 
Toxicology  in  St.  Mary's  Hospital.  With  13  full-page  Plates  (i  in  colours)  and 
33  Uhistrations  in  the  Text.     2  vols.    Crown  8vo»,  a^c 
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LIVERPOOL  UNIVERSITY  PRESS  PUBLICATIONS,  THE. 
The  Thomson  Yates  Laboratories  Reports.  Physiology;  Path- 
ology ;  Bacteriology ;  Tropical  Medicine ;  Hygiene.  Edited  by  Rupert 
BoTCE  and  C.  S.  Sherrington.  With  Plates  and  Illustrations  in  the  text. 
Demy  4ta  Vol  I.,  1898-9,  lor.  6d. ;  Vol.  IL,  1898-9,  ay.  ;  Vol.  III.,  Part  I., 
1900,  js.  6d. ;  Vol  III.,  Part  II.,  1901, 12s.  6d.  ;  Vol.  IV.,  Part  I.,  1901,  20J. ; 
VoL  IV.,  Part  II.,  1902,  au. 


TNE  LIVERPOOL  8CN00L  OF  TROPICAL  MEDICINE  MEMOIRS. 

With  Plates  and  Illustrations  in  the  text.    Demy  4*0. 

I.  Malarial  Fever :  Its  Cause,  Prevention  and  Treatment.     Con- 

taining full  details  for  the  use  of  Travellers,  Sportsmen,  Soldiers,  and  Residents 
in  Malarious  Places.  By  Ronald  Ross,  C.B.,  F.R-S.,  F.R.C.S.  Ninth 
Edition,  Revised  and  Enlarged.    With  Frontispiece.     8vo.,  as.  6d. 

II.  Report  of  the  Malaria  Expedition  to  West  Africa,  August,  1899. 
By  Ronald  Ross,  C.B.,  F.R.S.,  F.R.C.S.,  H.  K  Annett,  M.D.,  D.P.H. 
and  E.  E.  Austen.  With  Supplementary  Reports  by  Major  G.  M.  Giles, 
M.B.  and  R.  Fielding-Ould,  M.B.     au. 

III.  Report  of  the  Malaria  Expedition  to  Nigeria.  Part  I.  Ma- 
larial Fever,  etc.  By  H.  E.  Annett,  M.D.,  J.  Everett  Dutton,  M.B. 
and  J.  H.  Elliott,  M.D.    xoj.  6d. 

IV.  Report  of  the  Malaria  Expedition  to  Nigeria.  Part  II. 
Filariasis.  By  H.  E.  Annett,  M.D.,  J.  Everett  Dutton,  M.B.  and  J.  H. 
Elliott,  M.D.    is*. 

V.  Part   I.      First   Progress   Report   of  the   Campaign   against 

Mosquitoes  in  Sierra  Leone  (1901).  By  Ronald  Ross,  C.B.,  F.R.C.S., 
F.R.S.     8vo.,  IS. 

VII.  Report  of  the  Yellow  Fever  Expedition  to  Par^i  (1900).  By 
H.  E.  Durham,  M.B.,  F.R.C.S.,  and  the  late  Walter  Myers,  M.B. 
4to.,  js.  6d. 

MISCRLLANEOUS. 

Notes  on  Sanitary  Conditions  obtaining  in  Pard.  By  the  Members 
OF  THE  Yellow  Fever  Expedition.    8vo.,  is. 

/14G^^7:— Edited  by  STEPHEN  PAGET. 

SELECTED  ESSAYS  AND  ADDRESSES.     By  Sir  JAMES 

PAGET.     8vo.,  I2J.  td.  net. 

MEMOIRS  AND  LETTERS  OF  SIR  JAMES  PAGET,  Bart., 

F. R.S.,  D.C.  L. ,  late  Sergeant-Surgeon  to  Her  Majesty  Queen  Victoria.  With 
6  Portraits  (3  Photogravures)  and  4  other  Illustrations.     8vo.,  xas.  6d.  net. 

TYCA^.—SURGERY :  a  Treatise  for  Students  and  Practitioners. 
By  T.  Pickering  Pick,  Consulting  Surgeon  to  St.  George's  Hospital ;  Senior 
Surgeon  to  the  Victoria  Hospital  for  Children  ;  H.M.  Inspector  of  Anatomy  in. 
England  and  Wales.     With  441  Illustrations.     Medium  8vo. ,  35^. 

POOLE.— COOKERY  FOR  THE  DIABETIC.  By  W.  H.  and 
Mrs.  Poole.     With  Preface  by  Dr.  Paw.    Fcap.  8vo.,  as.  6d. 

PROBYN'WILLIAMS.—K  PRACTICAL  GUIDE  TO  THE 
ADMINISTRATION  OF  ANAESTHETICS.  By  R.  J.  Probyn- Williams, 
M.D.,  Anaesthetist  and  Instructor  in  Anaesthetics  at  the  London  Hospital ; 
Lecturer  in  Anaesthetics  at  the  London  Hospital  Medical  College,  etc.  With. 
34  Illustrations.     Crown  8vo.,  \s.  td.  net. 
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^t/^/iV.— QUAIN'S  (Sir  Richard)  DICTIONARY  OF  MEDI- 
CINE. By  Various  Writers.  Third  Edition.  Edited  by  H.  Montague 
Murray.  M.D.,  F.R.C.P.,  Joint  Lecturer  on  Medicine,  Charing  Cross  Medical 
School,  and  Physician  to  Out- Patients.  Charing  Cross  Hospital ;  assisted  by 
John  Harold,  M.B.,  B.Ch.,  B.A.O.,  Physician  to  St.  John's  and  St  Elisa- 
beth's Hospital;  and  W.  Cecil  Bosanquet,  M.A.,  M.D.,  M.R.C.P., 
Physician  to  Out-Patients,  Victoria  Hospital  for  Children,  Chelsea.  With 
21  Plates  (14  in  Colour)  and  numerous  Illustrations  in  the  Text.  8vo.,  au. 
net,  buckram  ;  or  30J.  net,  half-morocco. 


^CM/iV:— QUAIN'S  (JONES)  ELEMENTS  OF  ANATOMY. 
The  Tenth  Edition.  Edited  by  Edward  Albert  Schafer,  F.R.S.,  Professor 
of  Physiology  in  the  University  of  Edinburgh  ;  and  George  Dancer  Thanb, 
Professor  of  Anatomy  in  University  College,  London. 


Vol.  I.,  Part  I.  EMBRYOLOGY. 
By  E.  A.  Schafer,  F.R.S.  With 
aoo  Illustrations.    Royal  8vo. ,  os. 

Vol.  I.,  Part  II.  GENERAL  ANA- 
TOMY OR  HISTOLOGY.  By  E. 
A.  SchXfer,  F.R.S.  With  291 
Illustrations.     Royal  8vo.,  I2j.  6d. 

Vol.  II.,  Part  I.  OSTEOLOGY— 
ARTHROLOGY.  ByG.D. Thane. 
With  224  Illus.     Royal  8vo.,  lu. 

Vol.  II.,  Part  II.  MYOLOGY— 
ANGEIOLOGY.  By  G.  D.  Thane. 
With  199  Illustrations.  Royal  8vo. , 
16s. 

Vol.  III..  Part  I.  THE  SPINAL 
CORD  AND  BRAIN.  By  E.  A. 
Schafer,  F.R.S.  With  139  Illus- 
trations.    Royal  8vo.,  i2j.  6d, 


Vol.  III.,  Part  IL  THE  NERVES. 
By  G.  D.  Thane.  With  xoa 
Illustrations.     Royal  8vo.,  91. 

Vol.  III.,  Part  III.  THE  ORGANS 
OF  THE  SENSES.  By  E.  A- 
SchXfer.  F.R.S.  With  178  Illus- 
trations.    Royal  8vo.,  95. 

Vol.  III..  Part  IV.  SPLANCH- 
NOLOGY. ByE.  A.  SchXfer, 
F.R.S.. and  Johnson  Symington, 
M.D.  With  337  Illustrations.  Royal 
8vo.,  16s. 

Appendix.  SUPERFICIAL  AND 
SURGICAL  ANATOMY.  By 
Professor  G.  D.  Thane  and  Pro- 
fessor R.  J.  Godlee,  M.S.  With 
29  Illustrations.   Royal  8vo.,  6s,  6d. 


SCHAFER,— Works  by  E.  A.  SCHAFER,  F.R.S.,  Professor  of 
Physiology  in  the  University  of  Edinburgh. 

THE     ESSENTIALS     OF    HISTOLOGY.    Descriptive    and 

Practical.     For  the  Use  of  Students.     With  463  Illustrations.     8vo..  91.  net 

DIRECTIONS     FOR    CLASS     WORK     IN     PRACTICAL 

PHYSIOLOGY  :  Elementary  Physiology  of  Muscle  and  Nerve  and  of  the 
Vascular  and  Nervous  Systems.  With  48  Diagrams  and  24  pages  of  plain 
paper  at  end  for  Notes.     Bvo.,  y.  net. 


SMALE  AND   CC?Z  KiEi?.— DISEASES  AND   INJURIES  OF 

THE  TEETH,  including  Pathology  and  Treatment.  By  Morton  Smals. 
M.R.C.S.,  L.S.A.,  L.D.S.,  Dental  Surgeon  to  St.  Mary's  Hospital,  Dean  of 
the  School,  Dental  Hospital  of  London,  etc. ;  and  J.  F.  Colyer,  L.R.C.P., 
M.R.C.S.,  L.D.S.,  Dental  Surgeon  to  Charing  Cross  Hospital  and  to  the 
Dental  Hospital  of  London.  Second  Edition  Revised  and  Enlarged  by  J.  F. 
Colyer.    With  640  Illustrations.     Large  crown  8vo.,  21  j.  net. 
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SMITH  {H.  i?:).— THE  HANDBOOK  FOR  MIDWIVES.  By 
Henry  Fly  Smith,  B.  A. ,  M.  B.  Oxon. ,  M.  R.C.S.    41  Woodcuts.    Cr.  8vo. ,  55. 

STEVENSON.— V^OU-^X)^  IN  WAR:  the  Mechanism  of  their 
Pioduction  and  their  Treatment.  By  Surgeon-Colonel  W.  F.  Stevenson 
(Army  Medical  Staff).  A.B.,  M.B.,  M.Ch.  Dublin  University,  Professor  of 
Militai;y  Surgery,  Army  Medical  School,  Netley.  With  86  Illustrations.  Bvo. ,  zBj. 

TAPPE'INER.  —  INTRODUCTION       TO       CHEMICAL 

METHODS  OF  CLINICAL  DIAGNOSIS.  By  Dr.  H.  Tappeiner, 
Professor  of  Pharmacology  and  Principal  of  the  Pharmacological  Institute  of 
the  University  of  Munich.  Translated  by  Edmond  J.  McWeeney,  M.  A. ,  M. D. 
(Royal  Univ.  of  Ireland),  L.R.C.P.I.,  etc.     Crown  Bvo.,  y.  6<f. 

^^ZZ^^.— Works  by  AUGUSTUS  D.  WALLER,  M.D., 
Lecturer  on  Physiology  at  St.  Mary's  Hospital  Medical  School, 
London  ;  late  External  Examiner  at  the  Victorian  University. 

AN  INTRODUCTION  TO  HUMAN  PHYSIOLOGY.     Third 

Edition,  Revised.     With  314  Illustrations.    Bvo.,  iBj. 

LECTURES  ON  PHYSIOLOGY.      First  Series.      On  Animal 

Electricity.     Bvo.,  y.  net 


VETERINARY  MEDICINE,  ETC. 

FITZWYGRAM.—YiO^k^'S.^  AN  D  STABLES.  By  Lieut.  General 

Sir  F.  FiTZWYGRAM,  Bart     With  56  pages  of  Illustrations.     Bvo.,  3J.  net. 

57!ff^Z.— Works  by  JOHN  HENRY  STEEL,  F.R.C.V.S.,  F.Z.S., 
A.V.D.,  late  Professor  of  Veterinary  Science  and  Principal  of 
Bombay  Veterinary  College. 

A  TREATISE  ON  THE  DISEASES  OF  THE  DOG ;  being 

a  Manual  of  Canine  Pathology.     Especially  adapted  for  the  use  of  Veterinary 
Practitioners  and  Students.     With  B8  Illustrations.    Bvo..  xo;  fid. 

A  TREATISE  ON  THE  DISEASES  OF  THE  OX  ;   being  a 

Manual  of  Bovine  Pathology.     Especially  adapted  for  the  use  of  Veterinary 
Practitioners  and  Students.     With  a  Plates  and  117  Woodcuts.     Bvo.    151. 

A  TREATISE  ON  THE  DISEASES  OF  THE  SHEEP  ;  being 

a  Manual  of  Ovine  Pathology  for  the  use  of  Veterinary  Practitioners  and 
Students.    With  Coloured  Plate  and  99  Woodcuts.     Bva ,  121. 

K(9CMr7:— Works  by  WILLIAM  YOUATT. 
THE  HORSE.     With  52  Wood  Engravings.     8vo.,  7^.  6^. 
THE  DOG.     With  33  Wood  Engravings.     8vo.,  6^. 
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^^^^K—NOTES  ON  PHYSIOLOGY  FOR  THE  USE  OF 
STUDENTS  PREPARING  FOR  EXAMINATION.  By  Henry  Ashby, 
M.D.  Lond.,  F.R.C.P.,  Physician  to  the  General  Hospital  for  Sick  ChildFcn. 
Manchester;  formerly  Demonstrator  of  Physiology,  Liverpool  School  of 
Medicine.     With  148  Illustrations.     i8mo.,  f^s, 

BAJ^NETT.—THE  MAKING  OF  THE  BODY  :   a  Children's 

Book  on  Anatomy  and  Physiology.     By  Mrs.  S.  A.  Barnett.     With  1x3  Illus- 
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